Caps for Passenger Cars and Light 
Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Acura 

Acura - Continued 

Integra 

Vigor - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 1.6 L 

1989-1986; Lev-R-Vent Radiator Cap. 10329 13 

1989-1986; OE Type Radiator Cap. 10229 13 

1989-1986; OE Equivalent Fuel Cap. 10810 

1989-1986; Regular Locking Fuel Cap. 10582 

1989-1986; Oil Filler Cap. 10081 

4-Cyl. 1.7 L 

1993-1992; Lev-R-Vent Radiator Cap. ^10327 13 

1993-1992; OE Type Radiator Cap. 10227 13 

1993-1992; OE Equivalent Fuel Cap. 10810 

1993-1992; Regular Locking Fuel Cap. 10582 

1993-1992; Oil Filler Cap. 10081 

4-Cyl. 1.8 L 

1994; OE Type Radiator Cap. 10242 16 

1994; OE Equivalent Fuel Cap. 10834 

1994; Regular Locking Fuel Cap. 10504 

1994; Oil Filler Cap. 10081 

1993-1990; Lev-R-Vent Radiator Cap. \/\0327 13 

1993-1990; OE Type Radiator Cap. 10227 13 

1993-1990; OE Equivalent Fuel Cap. 10810 

1993-1990; Regular Locking Fuel Cap. 10582 

1993-1990; Oil Filler Cap. 10081 


Legend 

V-6 2.5 L 

1987-1986; Lev-R-Vent Radiator Cap. 10330 16 

1987-1986; OE Type Radiator Cap. 10230 16 

1987-1986; OE Equivalent Fuel Cap. 10810 

1987-1986; Regular Locking Fuel Cap. 10582 

1987- 1986; Oil Filler Cap. 10081 

V-6 2.7 L 

1990; Lev-R-Vent Radiator Cap. ✓10333 16 

1990; OE Type Radiator Cap. 10233 16 

1990; OE Equivalent Fuel Cap. 10810 

1990; Regular Locking Fuel Cap. 10582 

1990; Oil Filler Cap. 10081 

1989; Lev-R-Vent Radiator Cap; Early. 10330 16 

1989; OE Type Radiator Cap; Early. 10230 16 

1989; Lev-R-Vent Radiator Cap; Late. ✓10333 16 

1989; OE Type Radiator Cap; Late. 10233 16 

1989; OE Equivalent Fuel Cap. 10810 

1989; Regular Locking Fuel Cap. 10582 

1989; Oil Filler Cap. 10081 

1988- 1987; Lev-R-Vent Radiator Cap. 10330 16 

1988-1987; OE Type Radiator Cap. 10230 16 

1988-1987; OE Equivalent Fuel Cap. 10810 

1988-1987; Regular Locking Fuel Cap. 10582 

1988-1987; Oil Filler Cap. 10081 

V-6 3.2 L 

1994-1991 ;OE Type Radiator Cap. 10242 16 

1994-1991; OE Equivalent Fuel Cap. 10834 

1994-1991; Regular Locking Fuel Cap. 10504 

1994-1991; Oil Filler Cap. 10081 

NSX 

V-6 3.0 L 

1994-1991; Lev-R-Vent Radiator Cap. ✓10333 16 

1994-1991 ;OE Type Radiator Cap. 10233 16 

1994-1991; OE Equivalent Fuel Cap. 10834 

1994-1991; Regular Locking Fuel Cap. 10504 

1994-1991; Oil Filler Cap. 10081 


Vigor 

5-Cyl. 2.5 L 

1994-1992; Lev-R-Vent Radiator Cap. ✓10333 16 

1994-1992; OE Type Radiator Cap. 10233 16 


5-Cyl. 2.5 L- Continued 

1994-1992; OE Equivalent Fuel Cap. 10834 

1994-1992; Regular Locking Fuel Cap. 10504 

1994-1992; Oil Filler Cap. 10081 


Alfa Romeo 


Spider 

4-Cyl. 2.0 L 

1989-1986; Lev-R-Vent Radiator Cap. 10329 13 

1989-1986; OE Type Radiator Cap. 10229 13 


American Motors 


Ambassador 

6-Cyl. 232 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; OE Equivalent Fuel Cap. 10646 

1969-1968; Regular Locking Fuel Cap. 10492 

1969-1968; Oil Filler Cap. 10066 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap. 10646 

1967; Regular Locking Fuel Cap. 10492 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

6-Cyl. 258 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10806 

1971; Regular Locking Fuel Cap. 10583 

1971; Oil Filler Cap. 10066 

V-8 287 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 

V-8 290 

1969-1967; Lev-R-Vent Radiator Cap. 10329 13 

1969-1967; OE Type Radiator Cap. 10229 13 

1969-1967; OE Equivalent Fuel Cap. 10646 

1969-1967; Regular Locking Fuel Cap. 10492 

1969-1967; Oil Breather Cap. 10070 

V-8 304 

1974-1973; Lev-R-Vent Radiator Cap. 10329 13 

1974-1973; OE Type Radiator Cap. 10229 13 

1974-1973; OE Equivalent Fuel Cap. 10806 

1974-1973; Regular Locking Fuel Cap. 10583 

1974-1973; Oil Breather Cap. 10084 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971 ;OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap. 10806 

1972-1971; Regular Locking Fuel Cap. 10583 

1972-1971; Oil Breather Cap. 10070 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


American Motors - Continued 


Ambassador - Continued 


Part 

Number 


PSI 


Application 


American Motors - Continued 


American - Continued 


Part 

Number 


PSI 


V-8 304 - Continued 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Breather Cap. 10070 

V-8 327 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 

V-8 343 

1969-1967; Lev-R-Vent Radiator Cap. 10329 13 

1969-1967; OE Type Radiator Cap. 10229 13 

1969-1967; OE Equivalent Fuel Cap. 10646 

1969-1967; Regular Locking Fuel Cap. 10492 

1969-1967; Oil Breather Cap. 10070 

V-8 360 

1974-1973; Lev-R-Vent Radiator Cap. 10329 13 

1974-1973; OE Type Radiator Cap. 10229 13 

1974-1973; OE Equivalent Fuel Cap. 10806 

1974-1973; Regular Locking Fuel Cap. 10583 

1974-1973; Oil Breather Cap. 10084 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971; OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap. 10806 

1972-1971; Regular Locking Fuel Cap. 10583 

1972-1971; Oil Breather Cap. 10070 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Breather Cap. 10070 

V-8 390 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Breather Cap. 10070 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; OE Equivalent Fuel Cap. 10646 

1969-1968; Regular Locking Fuel Cap. 10492 

1969-1968; Oil Breather Cap. 10070 

V-8 401 

1974-1973; Lev-R-Vent Radiator Cap. 10329 13 

1974-1973; OE Type Radiator Cap. 10229 13 

1974-1973; OE Equivalent Fuel Cap. 10806 

1974-1973; Regular Locking Fuel Cap. 10583 

1974-1973; Oil Breather Cap. 10084 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971; OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap. 10806 

1972-1971; Regular Locking Fuel Cap. 10583 

1972-1971; Oil Breather Cap. 10070 


American 

6-Cvl. 199 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; Oil Filler Cap. 10066 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap. 10624 

1967; Regular Locking Fuel Cap. 10483 

1967; Oil Filler Cap. 10066 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 

1966; Oil Filler Cap. 10066 

6-Cvl. 232 

1968; Lev-R-Vent Radiator Cap. 10329 13 


6-Cvl. 232 - Continued 

1968; OE Type Radiator Cap. 10229 13 

1968; Oil Filler Cap. 10066 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap. 10624 

1967; Regular Locking Fuel Cap. 10483 

1967; Oil Filler Cap. 10066 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 

V-8 290 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap. 10624 

1967; Regular Locking Fuel Cap. 10483 

1967; Oil Filler Cap. 10066 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 

V-8 343 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

AMX 

6-Cvl. 258 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10806 

1979-1978; Regular Locking Fuel Cap. 10583 

1979-1978; Oil Filler Cap. 10066 

6-Cvl. 4.2 L 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10806 

1980; Regular Locking Fuel Cap. 10583 

1980; Oil Filler Cap. 10085 

V-8 290 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10632 

1969; Regular Locking Fuel Cap. 10571 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; Oil Breather Cap. 10070 

V-8 304 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10806 

1979-1978; Regular Locking Fuel Cap. 10583 

1979-1978; Oil Breather Cap. 10084 

1974-1973; Lev-R-Vent Radiator Cap. 10329 13 

1974-1973; OE Type Radiator Cap. 10229 13 

1974-1973; OE Equivalent Fuel Cap. 10806 

1974-1973; Regular Locking Fuel Cap. 10583 

1974-1973; Oil Breather Cap. 10084 

1972; Lev-R-Vent Radiator Cap. 10329 13 

1972; OE Type Radiator Cap. 10229 13 

1972; OE Equivalent Fuel Cap. 10806 

1972; Regular Locking Fuel Cap. 10583 

1972; Oil Breather Cap. 10070 

V-8 343 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10632 

1969; Regular Locking Fuel Cap. 10571 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; Oil Breather Cap. 10070 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


American Motors - Continued 

American Motors - Continued 

AMX- Continued 

Concord - Continued 


Application 


Part 

Number 


PSI 


V-8 360 

1974-1973; Lev-R-Vent Radiator Cap. 10329 13 

1974-1973; OE Type Radiator Cap. 10229 13 

1974-1973; OE Equivalent Fuel Cap. 10806 

1974-1973; Regular Locking Fuel Cap. 10583 

1974-1973; Oil Breather Cap. 10084 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971 ;OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap. 10806 

1972-1971; Regular Locking Fuel Cap. 10583 

1972-1971; Oil Breather Cap. 10070 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Breather Cap. 10070 

V-8 390 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Breather Cap. 10070 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10632 

1969; Regular Locking Fuel Cap. 10571 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; Oil Breather Cap. 10070 

V-8 401 

1974-1973; Lev-R-Vent Radiator Cap. 10329 13 

1974-1973; OE Type Radiator Cap. 10229 13 

1974-1973; OE Equivalent Fuel Cap. 10806 

1974-1973; Regular Locking Fuel Cap. 10583 

1974-1973; Oil Breather Cap. 10084 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971; OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap. 10806 

1972-1971; Regular Locking Fuel Cap. 10583 

1972-1971; Oil Breather Cap. 10070 


Concord 
4-Cyl. 121 

1979; OE Equivalent Fuel Cap. 10806 

1979; Regular Locking Fuel Cap. 10583 

1978; Lev-R-Vent Radiator Cap. 10329 13 

1978; OE Type Radiator Cap. 10229 13 

1978; OE Equivalent Fuel Cap. 10806 

1978; Regular Locking Fuel Cap. 10583 

1978; Oil Filler Cap. 10066 

4-Cvl. 2.5 L 

1982-1980; Lev-R-Vent Radiator Cap. 10329 13 

1982-1980; OE Type Radiator Cap. 10229 13 

1982-1980; OE Equivalent Fuel Cap. 10806 

1982-1980; Regular Locking Fuel Cap. 10583 

1982-1980; Oil Filler Cap. 10066 

6-Cyl. 232 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10806 

1979-1978; Regular Locking Fuel Cap. 10583 

1979-1978; Oil Filler Cap. 10066 

6-Cyl. 258 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10806 

1979-1978; Regular Locking Fuel Cap. 10583 


6-Cyl. 258 - Continued 

1979-1978; Oil Filler Cap. 10066 

6-Cyl. 4.2 L 

1983-1980; Lev-R-Vent Radiator Cap. 10329 13 

1983-1980; OE Type Radiator Cap. 10229 13 

1983-1980; OE Equivalent Fuel Cap. 10806 

1983-1980; Regular Locking Fuel Cap. 10583 

1983-1980; Oil Filler Cap. 10085 

V-8 304 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10806 

1979-1978; Regular Locking Fuel Cap. 10583 

1979-1978; Oil Breather Cap. 10084 


Eagle 

4-Cyl. 2.5 L 

1984; Lev-R-Vent Radiator Cap. 10329 13 

1984; OE Type Radiator Cap. 10229 13 

1984; OE Equivalent Fuel Cap. 10806 

1984; Regular Locking Fuel Cap. 10583 

1984; Oil Filler Cap. 10085 

1983; Lev-R-Vent Radiator Cap. 10329 13 

1983; OE Type Radiator Cap. 10229 13 

1983; OE Equivalent Fuel Cap. 10806 

1983; Regular Locking Fuel Cap. 10583 

1983; Oil Filler Cap; Eng. VINB. 10066 

1983; Oil Filler Cap; Eng. VIN U. 10085 

1982-1981; Lev-R-Vent Radiator Cap. 10329 13 

1982-1981 ;OE Type Radiator Cap. 10229 13 

1982-1981; OE Equivalent Fuel Cap. 10806 

1982-1981; Regular Locking Fuel Cap. 10583 

1982-1981; Oil Filler Cap. 10066 

6-Cyl. 4.2 L 

1988-1980; Lev-R-Vent Radiator Cap. 10329 13 

1988-1980; OE Type Radiator Cap. 10229 13 

1988-1980; OE Equivalent Fuel Cap. 10806 

1988-1980; Regular Locking Fuel Cap. 10583 

1988-1980; Oil Filler Cap. 10085 


Gremlin 

4-Cyl. 121 

1978-1977; Lev-R-Vent Radiator Cap. 10329 13 

1978-1977; OE Type Radiator Cap. 10229 13 

1978-1977; OE Equivalent Fuel Cap. 10806 

1978-1977; Regular Locking Fuel Cap. 10583 

1978-1977; Oil Filler Cap. 10066 

6-Cyl. 199 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; Oil Filler Cap. 10066 

6-Cyl. 232 

1978-1977; Lev-R-Vent Radiator Cap. 10329 13 

1978-1977; OE Type Radiator Cap. 10229 13 

1978-1977; OE Equivalent Fuel Cap. 10806 

1978-1977; Regular Locking Fuel Cap. 10583 

1978-1977; Oil Filler Cap. 10066 

1976-1970; Lev-R-Vent Radiator Cap. 10329 13 

1976-1970; OE Type Radiator Cap. 10229 13 

1976-1970; Oil Filler Cap. 10066 

6-Cyl. 258 

1978-1977; Lev-R-Vent Radiator Cap. 10329 13 

1978-1977; OE Type Radiator Cap. 10229 13 

1978-1977; OE Equivalent Fuel Cap. 10806 

1978-1977; Regular Locking Fuel Cap. 10583 

1978-1977; Oil Filler Cap. 10066 

1976-1971; Lev-R-Vent Radiator Cap. 10329 13 

1976-1971 ;OE Type Radiator Cap. 10229 13 

1976-1971; Oil Filler Cap. 10066 

V-8 304 

1976-1973; Lev-R-Vent Radiator Cap. 10329 13 

1976-1973; OE Type Radiator Cap. 10229 13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


American Motors - Continued 

American Motors - Continued 

Gremlin - Continued 

Javelin - Continued 


Application 


Part 

Number 


PSI 


V-8 304- Continued 

1976-1973; Oil Breather Cap. 10084 

1972; Lev-R-Vent Radiator Cap. 10329 13 

1972; OE Type Radiator Cap. 10229 13 

1972; Oil Breather Cap. 10070 


Hornet 

6-Cyl. 199 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; Oil Filler Cap. 10066 

6-Cyl. 232 

1977-1974; Lev-R-Vent Radiator Cap. 10329 13 

1977-1974; OE Type Radiator Cap. 10229 13 

1977-1974; OE Equivalent Fuel Cap. 10806 

1977-1974; Regular Locking Fuel Cap. 10583 

1977-1974; Oil Filler Cap. 10066 

1973-1970; Lev-R-Vent Radiator Cap. 10329 13 

1973-1970; OE Type Radiator Cap. 10229 13 

1973-1970; Oil Filler Cap. 10066 

6-Cyl. 258 

1977-1974; Lev-R-Vent Radiator Cap. 10329 13 

1977-1974; OE Type Radiator Cap. 10229 13 

1977-1974; OE Equivalent Fuel Cap. 10806 

1977-1974; Regular Locking Fuel Cap. 10583 

1977-1974; Oil Filler Cap. 10066 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971; OE Type Radiator Cap. 10229 13 

1973-1971; Oil Filler Cap. 10066 

V-8 304 

1977-1974; Lev-R-Vent Radiator Cap. 10329 13 

1977-1974; OE Type Radiator Cap. 10229 13 

1977-1974; OE Equivalent Fuel Cap. 10806 

1977-1974; Regular Locking Fuel Cap. 10583 

1977-1974; Oil Breather Cap. 10084 

1973; Lev-R-Vent Radiator Cap. 10329 13 

1973; OE Type Radiator Cap. 10229 13 

1973; Oil Breather Cap. 10084 

1972-1970; Lev-R-Vent Radiator Cap. 10329 13 

1972-1970; OE Type Radiator Cap. 10229 13 

1972-1970; Oil Breather Cap. 10070 

V-8 360 

1974; Lev-R-Vent Radiator Cap. 10329 13 

1974; OE Type Radiator Cap. 10229 13 

1974; OE Equivalent Fuel Cap. 10806 

1974; Regular Locking Fuel Cap. 10583 

1974; Oil Breather Cap. 10084 

1973; Lev-R-Vent Radiator Cap. 10329 13 

1973; OE Type Radiator Cap. 10229 13 

1973; Oil Breather Cap. 10084 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971 ;OE Type Radiator Cap. 10229 13 

1972-1971; Oil Breather Cap. 10070 


Javelin 
6-Cyl. 232 

1974-1971; Lev-R-Vent Radiator Cap. 10329 13 

1974-1971; OE Type Radiator Cap. 10229 13 

1974-1971; OE Equivalent Fuel Cap. 10806 

1974-1971; Regular Locking Fuel Cap. 10583 

1974-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; Oil Filler Cap. 10066 


6-Cyl. 258 

1974-1971; Lev-R-Vent Radiator Cap. 10329 13 

1974-1971; OE Type Radiator Cap. 10229 13 

1974-1971; OE Equivalent Fuel Cap. 10806 

1974-1971; Regular Locking Fuel Cap. 10583 

1974-1971; Oil Filler Cap. 10066 

V-8 290 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; Oil Breather Cap. 10070 

V-8 304 

1974-1973; Lev-R-Vent Radiator Cap. 10329 13 

1974-1973; OE Type Radiator Cap. 10229 13 

1974-1973; OE Equivalent Fuel Cap. 10806 

1974-1973; Regular Locking Fuel Cap. 10583 

1974-1973; Oil Breather Cap. 10084 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971; OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap. 10806 

1972-1971; Regular Locking Fuel Cap. 10583 

1972-1971; Oil Breather Cap. 10070 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Breather Cap. 10070 

V-8 343 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; Oil Breather Cap. 10070 

V-8 360 

1974-1973; Lev-R-Vent Radiator Cap. 10329 13 

1974-1973; OE Type Radiator Cap. 10229 13 

1974-1973; OE Equivalent Fuel Cap. 10806 

1974-1973; Regular Locking Fuel Cap. 10583 

1974-1973; Oil Breather Cap. 10084 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971; OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap. 10806 

1972-1971; Regular Locking Fuel Cap. 10583 

1972-1971; Oil Breather Cap. 10070 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Breather Cap. 10070 

V-8 390 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Breather Cap. 10070 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; Oil Breather Cap. 10070 

V-8 401 

1974-1973; Lev-R-Vent Radiator Cap. 10329 13 

1974-1973; OE Type Radiator Cap. 10229 13 

1974-1973; OE Equivalent Fuel Cap. 10806 

1974-1973; Regular Locking Fuel Cap. 10583 

1974-1973; Oil Breather Cap. 10084 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971; OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap. 10806 

1972-1971; Regular Locking Fuel Cap. 10583 

1972-1971; Oil Breather Cap. 10070 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

American Motors - Continued 

Marlin 

6-Cvl. 232 

1967-1966; Lev-R-Vent Radiator Cap. 

10329 

13 

1967-1966; OE Type Radiator Cap. 

10229 

13 

1967-1966; Oil Breather Cap; W/Calif. Emission System. 

1967-1966; Oil Breather Cap; W/O Calif. Emission System. 

10070 

10064 

V-8 287 

1966; Lev-R-Vent Radiator Cap. 

10329 

13 

1966; OE Type Radiator Cap. 

10229 

13 

V-8 290 

1967; Lev-R-Vent Radiator Cap. 

10329 

13 

1967; OE Type Radiator Cap. 

10229 

13 

V-8 327 

1966; Lev-R-Vent Radiator Cap. 

10329 

13 

1966; OE Type Radiator Cap. 

10229 

13 

V-8 343 

1967; Lev-R-Vent Radiator Cap. 

10329 

13 

1967; OE Type Radiator Cap. 

10229 

13 

Matador 

6-Cyl. 232 

1974-1971; Lev-R-Vent Radiator Cap. 

10329 

13 

1974-1971; OE Type Radiator Cap. 

10229 

13 

1974-1971; OE Equivalent Fuel Cap. 

1974-1971; Regular Locking Fuel Cap. 

10806 

10583 

1974-1971; Oil Filler Cap..“.'.. 

10066 


6-Cyl. 258 

1978-1971; Lev-R-Vent Radiator Cap. 

10329 

13 

1978-1971; OE Type Radiator Cap. 

10229 

13 

1978-1971; OE Equivalent Fuel Cap. 

1978-1971; Regular Locking Fuel Cap. 

10806 

10583 

1978-1971; OilFiller Cap...“.'.. 

10066 


V-8 304 

1977-1973; Lev-R-Vent Radiator Cap. 

10329 

13 

1977-1973; OE Type Radiator Cap. 

10229 

13 

1977-1973; OE Equivalent Fuel Cap. 

1977-1973; Regular Locking Fuel Cap. 

10806 

10583 

1977-1973; Oil Breather Cap. 

10084 


1972-1971; Lev-R-Vent Radiator Cap. 

10329 

13 

1972-1971; OE Type Radiator Cap. 

10229 

13 

1972-1971; OE Equivalent Fuel Cap. 

1972-1971; Regular Locking Fuel Cap. 

10806 

10583 

1972-1971; Oil Breather Cap. 

10070 


V-8 360 

1978-1973; Lev-R-Vent Radiator Cap. 

10329 

13 

1978-1973; OE Type Radiator Cap. 

10229 

13 

1978-1973; OE Equivalent Fuel Cap. 

1978-1973; Regular Locking Fuel Cap. 

10806 

10583 

1978-1973; Oil Breather Cap. 

10084 


1972-1971; Lev-R-Vent Radiator Cap. 

10329 

13 

1972-1971; OE Type Radiator Cap. 

10229 

13 

1972-1971; OE Equivalent Fuel Cap. 

1972-1971; Regular Locking Fuel Cap. 

10806 

10583 

1972-1971; Oil Breather Cap. 

10070 


V-8 401 

1976-1975; OE Equivalent Fuel Cap. 

1976-1975; Regular Locking Fuel Cap. 

10806 

10583 


1974-1973; Lev-R-Vent Radiator Cap. 

10329 

13 

1974-1973; OE Type Radiator Cap. 

10229 

13 

1974-1973; OE Equivalent Fuel Cap. 

1974-1973; Regular Locking Fuel Cap. 

10806 

10583 

1974-1973; Oil Breather Cap. 

10084 


1972-1971; Lev-R-Vent Radiator Cap. 

10329 

13 

1972-1971; OE Type Radiator Cap. 

10229 

13 

1972-1971; OE Equivalent Fuel Cap. 

1972-1971; Regular Locking Fuel Cap. 

10806 

10583 

1972-1971; Oil Breather Cap. 

10070 


Pacer 

6-Cyl. 232 

1978-1977; Lev-R-Vent Radiator Cap. 

10329 

13 

1978-1977; OE Type Radiator Cap. 

10229 

13 




Application 


American Motors - Continued 


Pacer - Continued 


Part 

Number 


PSI 


6-Cyl. 232 - Continued 



1978-1977; OE Equivalent Fuel Cap; Wagon. 

. 10806 


1978-1977; Regular Locking Fuel Cap; Wagon. 

. 10583 


1978-1977; Oil Filler Cap. 

. 10066 


1976-1975; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1976-1975; OE Type Radiator Cap. 

. 10229 

13 

1976-1975; Oil Filler Cap. 

. 10066 


6-Cyl. 258 



1979-1977; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1979-1977; OE Type Radiator Cap. 

. 10229 

13 

1979-1977; OE Equivalent Fuel Cap; Wagon. 

. 10806 


1979-1977; Regular Locking Fuel Cap; Wagon. 

. 10583 


1979-1977; Oil Filler Cap. 

. 10066 


1976-1975; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1976-1975; OE Type Radiator Cap. 

. 10229 

13 

1976-1975; Oil Filler Cap. 

. 10066 


6-Cyl. 4.2 L 



1980; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1980; OE Type Radiator Cap. 

. 10229 

13 


1980; OE Equivalent Fuel Cap; Wagon. 

1980; Regular Locking Fuel Cap; Wagon. 

1980; Oil Filler Cap. 

V-8 304 

1979-1978; Lev-R-Vent Radiator Cap. 

1979-1978; OE Type Radiator Cap. 

1979-1978; OE Equivalent Fuel Cap; Wagon .... 
1979-1978; Regular Locking Fuel Cap; Wagon . 
1979-1978; Oil Breather Cap . 


10806 

10583 

10085 

10329 

10229 

10806 

10583 

10084 


6-Cyl. 232 

1970; Lev-R-Vent Radiator Cap. 

1970; OE Type Radiator Cap. 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System .... 
1970; Regular Locking Fuel Cap; W/O Calif. Emission System . 

1970; Oil Filler Cap. 

1969-1968; Lev-R-Vent Radiator Cap. 

1969-1968; OE Type Radiator Cap. 

1969-1968; Oil Filler Cap. 

1967; Lev-R-Vent Radiator Cap. 

1967; OE Type Radiator Cap. 

1967; Oil Breather Cap; W/Calif. Emission System. 

1967; Oil Breather Cap; W/O Calif. Emission System. 

V-8 290 

1969-1967; Lev-R-Vent Radiator Cap. 

1969-1967; OE Type Radiator Cap. 

1969-1967; Oil Breather Cap. 

V-8 304 

1970; Lev-R-Vent Radiator Cap. 

1970; OE Type Radiator Cap. 


13 

13 


Rambler 

6-Cyl. 199; 6-Cyl. 232 

1969; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1969; OE Type Radiator Cap. 

. 10229 

13 

1969; Oil Filler Cap..'. 

. 10066 

V-8 290; V-8 390 

1969; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1969; OE Type Radiator Cap. 

. 10229 

13 

1969; Oil Breather Cap. 

. 10070 

Rambler Classic 

6-Cyl. 199; 6-Cyl. 232 

1966; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1966; OE Type Radiator Cap. 

. 10229 

13 

1966; Oil Breather Cap; W/Calif. Emission System. 

1966; Oil Breather Cap; W/O Calif. Emission System. 

. 10070 

. 10064 

V-8 287; V-8 290; V-8 327 

1966; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1966; OE Type Radiator Cap. 

. 10229 

13 

Rebel 


10329 

13 

10229 

10806 

10583 

10646 

10492 

10066 

13 

10329 

13 

10229 

10066 

13 

10329 

13 

10229 

10070 

10064 

13 

10329 

13 

10229 

10070 

13 

10329 

13 

10229 

13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Buick - Continued 

Buick - Continued 

Century - Continued 

Century - Continued 


Application 


Part 

Number 


PSI 


V-6 196- Continued 

1979-1978; Oil Filler Cap. 10066 

V-6 2.8 L 

1989-1987; Lev-R-Vent Radiator Cap. 10331 16 

1989-1987; OE Type Radiator Cap. 10231 16 

1989-1987; Coolant Recovery Tank Cap. 10236 

1989-1987; OE Equivalent Fuel Cap. 10817 

1989-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1987; Regular Locking Fuel Cap. 10591 

1989-1987; Pre-Vent Locking Fuel Cap. 10501 

1989-1987; Oil Filler Cap. 10096 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; Coolant Recovery Tank Cap. 10236 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10072 

V-6 2.8 L (Canada) 

1985-1982; Lev-R-Vent Radiator Cap. 10331 16 

1985-1982; OE Type Radiator Cap. 10231 16 

1985-1982; Coolant Recovery Tank Cap. 10236 

1985-1982; OE Equivalent Fuel Cap. 10817 

1985-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1982; Regular Locking Fuel Cap. 10591 

1985-1982; Pre-Vent Locking Fuel Cap. 10501 

1985-1982; Oil Filler Cap. 10077 

V-6 231 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

V-6 3.0 L 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10109 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; Coolant Recovery Tank Cap. 10236 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Oil Filler Cap; WO Plastic Oil Cap. 10066 

1984-1983; Oil Filler Cap; W/Plastic Oil Cap. 10109 

1982; Lev-R-Vent Radiator Cap. 10331 16 

1982; OE Type Radiator Cap. 10231 16 

1982; Coolant Recovery Tank Cap. 10236 

1982; OE Equivalent Fuel Cap. 10817 


V-6 3.0 L - Continued 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Filler Cap. 10066 

V-6 3.1 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10099 

V-6 3.3 L 

1993; Lev-R-Vent Radiator Cap. 10331 16 

1993; OE Type Radiator Cap. 10231 16 

1993; Coolant Recovery Tank Cap. 10236 

1993; OE Equivalent Fuel Cap. 10817 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Regular Locking Fuel Cap. 10591 

1993; Pre-Vent Locking Fuel Cap. 10501 

1993; Oil Filler Cap. 10099 

1992-1991; Lev-R-Vent Radiator Cap. 10331 16 

1992-1991 ;OE Type Radiator Cap. 10231 16 

1992-1991; OE Equivalent Fuel Cap. 10817 

1992-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1991; Regular Locking Fuel Cap. 10591 

1992-1991; Pre-Vent Locking Fuel Cap. 10501 

1992-1991; Oil Filler Cap. 10099 

1990-1989; Lev-R-Vent Radiator Cap. 10331 16 

1990-1989; OE Type Radiator Cap. 10231 16 

1990-1989; Coolant Recovery Tank Cap. 10236 

1990-1989; OE Equivalent Fuel Cap. 10817 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Regular Locking Fuel Cap. 10591 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap. 10099 

V-6 3.8 L 

1988-1985; Lev-R-Vent Radiator Cap. 10331 16 

1988-1985; OE Type Radiator Cap. 10231 16 

1988-1985; Coolant Recovery Tank Cap. 10236 

1988-1985; OE Equivalent Fuel Cap. 10817 

1988-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1985; Regular Locking Fuel Cap. 10591 

1988-1985; Pre-Vent Locking Fuel Cap. 10501 

1988-1985; Oil Filler Cap. 10099 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; Coolant Recovery Tank Cap. 10236 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap; W/O Plastic Oil Cap. 10066 

1984; Oil Filler Cap; W/Plastic Oil Cap. 10109 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; Coolant Recovery Tank Cap. 10236 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-6 4.3 L Diesel 

1985-1984; Lev-R-Vent Radiator Cap. 10330 16 

1985-1984; OE Type Radiator Cap. 10230 16 

1985-1984; Coolant Recovery Tank Cap. 10236 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Diesel Regular Locking Fuel Cap. 10591D 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Buick - Continued 

Buick - Continued 

Century - Continued 

Century - Continued 


Application 


Part 

Number 


PSI 


V-6 4.3 L Diesel - Continued 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1983-1982; Lev-R-Vent Radiator Cap. 10331 16 

1983-1982; OE Type Radiator Cap. 10231 16 

1983-1982; Coolant Recovery Tank Cap. 10236 

1983-1982; OE Equivalent Fuel Cap. 10817 

1983-1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1983-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1983-1982; Regular Locking Fuel Cap. 10591 

1983-1982; Diesel Regular Locking Fuel Cap. 10591D 

1983-1982; Pre-Vent Locking Fuel Cap. 10501 

1983-1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

V-8 301 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

V-8 305 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

V-8 322 

1956; OE Equivalent Fuel Cap. 10623 

1956; Regular Locking Fuel Cap. 10491 

1956; Oil Breather Cap. 10064 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 

1955; Oil Breather Cap; Early. 10061 

1955; Oil Breather Cap; Late. 10064 

1954; OE Equivalent Fuel Cap. 10623 

1954; Regular Locking Fuel Cap. 10491 

1954; Oil Breather Cap. 10061 

V-8 350 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap; Eng. VIN R. 10078 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 


V-8 350 - Continued 

1976-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

V-8 364 

1958-1957; OE Equivalent Fuel Cap. 10646 

1958-1957; Regular Locking Fuel Cap. 10492 

1958-1957; Oil Breather Cap. 10064 

V-8 4.3 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; Coolant Recovery Tank Cap. 10236 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-8 4.4 L (Canada) 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; Coolant Recovery Tank Cap. 10236 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 

V-8 4.9 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 403 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap. 10078 

V-8 455 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

V-8 5.0 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 5.0 L (Canada) 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; Coolant Recovery Tank Cap. 10236 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Buick - Continued 

Buick - Continued 

Century - Continued 

Electra - Continued 


Application 


Part 

Number 


PSI 


V-8 5.7 L Diesel 

1981 ; Lev-R-Vent Radiator Cap. 10331 16 

1981 ; OE Type Radiator Cap. 10231 16 

1981 ; Coolant Recovery Tank Cap. 10236 

1981 ; OE Equivalent Fuel Cap. 10817 

1981 ; Diesel Regular Non-Locking Fuel Cap. 10830D 

1981 ; Pre-Vent Non-Locking Fuel Cap. 10819 

1981 ; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1981 ; Regular Locking Fuel Cap. 10591 

1981; Diesel Regular Locking Fuel Cap. 10591D 

1981 ; Pre-Vent Locking Fuel Cap. 10501 

1981; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1981 ; Oil Breather Cap. 10078 


Electra 

V-6 3.0 L 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10066 

V-6 3.8 L 

1990-1989; Lev-R-Vent Radiator Cap. 10331 16 

1990-1989; OE Type Radiator Cap. 10231 16 

1990-1989; Coolant Recovery Tank Cap. 10236 

1990-1989; OE Equivalent Fuel Cap. 10817 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Regular Locking Fuel Cap. 10591 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap. 10099 

1988-1986; Lev-R-Vent Radiator Cap. 10331 16 

1988-1986; OE Type Radiator Cap. 10231 16 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10099 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10066 

V-6 4.1 L 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; Coolant Recovery Tank Cap. 10236 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

V-6 4.3 L Diesel 

1985; Lev-R-Vent Radiator Cap. 10330 16 

1985; OE Type Radiator Cap. 10230 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

V-8 350 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 


V-8 350 - Continued 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1979-1977; Oil Breather Cap; Eng. VIN R. 10078 

V-8 4.9 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

V-8 401 

1966; Lev-R-Vent Radiator Cap. 10330 16 

1966; OE Type Radiator Cap. 10230 16 

1966; OE Equivalent Fuel Cap; Baffle in filler neck may interfere 

with fuel cap on some models. 10632 

1966; Regular Locking Fuel Cap; Baffle in filler neck may 

interfere with fuel cap on some models. 10571 

1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Oil Filler Cap; W/Calif. Emission System. 10066 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; OE Equivalent Fuel Cap. 10632 

1965; Regular Locking Fuel Cap. 10571 

1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963-1959; Lev-R-Vent Radiator Cap. 10330 16 

1963-1959; OE Type Radiator Cap. 10230 16 

1963-1959; OE Equivalent Fuel Cap. 10646 

1963-1959; Regular Locking Fuel Cap. 10492 

1963-1959; Oil Breather Cap. 10064 

V-8 403 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1979-1977; Oil Breather Cap. 10078 

V-8 425 

1966; Lev-R-Vent Radiator Cap. 10330 16 

1966; OE Type Radiator Cap. 10230 16 

1966; OE Equivalent Fuel Cap; Wagon. 10646 

1966; Regular Locking Fuel Cap; Wagon. 10492 

1966; OE Equivalent Fuel Cap; Exc. Wagon; Baffle in filler neck 

may interfere with fuel cap on some models. 10632 

1966; Regular Locking Fuel Cap; Exc. Wagon; Baffle in filler neck 

may interfere with fuel cap on some models. 10571 

1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Oil Filler Cap; W/Calif. Emission System. 10066 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; OE Equivalent Fuel Cap. 10632 

1965; Regular Locking Fuel Cap. 10571 

1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

V-8 430 

1969-1968; Lev-R-Vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; OE Equivalent Fuel Cap; Baffle in filler neck may 

interfere with fuel cap on some models. 10632 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Buick - Continued 

Buick - Continued 

Electra - Continued 

Electra - Continued 


Application 


Part 

Number 


PSI 


V-8 430 - Continued 

1969-1968; Regular Locking Fuel Cap; Baffle in filler neck may 

interfere with fuel cap on some models. 10571 

1969-1968; Oil Filler Cap. 10066 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; OE Equivalent Fuel Cap; Baffle in filler neck may interfere 

with fuel cap on some models. 10632 

1967; Regular Locking Fuel Cap; Baffle in filler neck may 

interfere with fuel cap on some models. 10571 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 455 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971 ;OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Baffle in filler neck may interfere 

with fuel cap on some models. 10632 

1970; Regular Locking Fuel Cap; Baffle in filler neck may 

interfere with fuel cap on some models. 10571 

1970; Oil Filler Cap. 10066 

V-8 5.0 L 

1989; Lev-R-Vent Radiator Cap. 10331 16 

1989; OE Type Radiator Cap. 10231 16 

1989; Coolant Recovery Tank Cap. 10236 

1989; OE Equivalent Fuel Cap. 10817 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1989; Regular Locking Fuel Cap. 10591 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap. 10066 

1988-1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10066 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10077 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; Coolant Recovery Tank Cap. 10236 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Oil Filler Cap. 10077 

1984-1983; Oil Breather Cap. 10078 

1982; Lev-R-Vent Radiator Cap. 10331 16 

1982; OE Type Radiator Cap. 10231 16 

1982; Coolant Recovery Tank Cap. 10236 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Filler Cap. 10077 

1981; Lev-R-Vent Radiator Cap. 10331 16 


V-8 5.0 L - Continued 

1981; OE Type Radiator Cap. 10231 16 

1981; Coolant Recovery Tank Cap. 10236 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 

1981; Oil Breather Cap. 10078 

V-8 5.7 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap; Eng. VIN R. 10078 

V-8 5.7 L (Canada) 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; Coolant Recovery Tank Cap. 10236 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

V-8 5.7 L Diesel 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; Coolant Recovery Tank Cap. 10236 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Diesel Regular Locking Fuel Cap. 10591D 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1980; Oil Breather Cap. 10078 


Estate Wagon 

V-8 350 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1979-1978; Oil Breather Cap; Eng. VIN R. 10078 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap. 10078 

1973-1972; Lev-R-Vent Radiator Cap. 10330 16 

1973-1972; OE Type Radiator Cap. 10230 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Buick- Continued 

Estate Wagon - Continued 

V-8 350 - Continued 



1973-1972; OE Equivalent Fuel Cap. 

. 10807 


1973-1972; Regular Locking Fuel Cap. 

. 10571 


1973-1972; Oil Filler Cap. 

. 10066 


V-8 403 



1979-1977; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1979-1977; OE Type Radiator Cap. 

. 10231 

16 

1979-1977; Coolant Recovery Tank Cap. 

. 10236 


1979-1977; OE Equivalent Fuel Cap. 

. 10817 


1979-1977; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1979-1977; Regular Locking Fuel Cap. 

. 10591 


1979-1977; Pre-Vent Locking Fuel Cap. 

. 10501 


1979-1977; Oil Filler Cap. 

. 10066 


1979-1977; Oil Breather Cap. 

. 10078 


V-8 455 



1976-1975; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1976-1975; OE Type Radiator Cap. 

. 10230 

16 

1976-1975; OE Equivalent Fuel Cap. 

. 10817 


1976-1975; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1976-1975; Regular Locking Fuel Cap. 

. 10591 


1976-1975; Pre-Vent Locking Fuel Cap. 

. 10501 


1976-1975; Oil Filler Cap. 

. 10066 


1974-1971; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1974 - 1971 ; OE Type Radiator Cap. 

. 10230 

16 

1974 - 1971 ; OE Equivalent Fuel Cap. 

. 10807 


1974 - 1971 ; Regular Locking Fuel Cap. 

. 10571 


1974 - 1971 ; Oil Filler Cap. 

. 10066 


Invicta 

V-8 401 



1963 ; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1963 ; OE Type Radiator Cap. 

. 10230 

16 

1963 ; OE Equivalent Fuel Cap. 

. 10646 


1963 ; Regular Locking Fuel Cap. 

. 10492 


1963 ; Oil Breather Cap. 

. 10064 


1962 - 1959 ; OE Equivalent Fuel Cap. 

. 10646 


1962 - 1959 ; Regular Locking Fuel Cap. 

. 10492 


1962 - 1959 ; Oil Breather Cap. 

. 10064 


Lesabre 

6-Cyl. 250 



1970 ; OE Equivalent Fuel Cap. 

. 10632 


1970 ; Regular Locking Fuel Cap. 

. 10571 


V-6 231 



1979 - 1977 ; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1979 - 1977 ; OE Type Radiator Cap. 

. 10231 

16 

1979 - 1977 ; Coolant Recovery Tank Cap. 

. 10236 


1979 - 1977 ; OE Equivalent Fuel Cap. 

. 10817 


1979 - 1977 ; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1979 - 1977 ; Regular Locking Fuel Cap. 

. 10591 


1979 - 1977 ; Pre-Vent Locking Fuel Cap. 

. 10501 


1979 - 1977 ; Oil Filler Cap. 

. 10066 


1976 ; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1976 ; OE Type Radiator Cap. 

. 10230 

16 

1976 ; OE Equivalent Fuel Cap. 

. 10817 


1976 ; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1976 ; Regular Locking Fuel Cap. 

. 10591 


1976 ; Pre-Vent Locking Fuel Cap. 

. 10501 


1976 ; Oil Filler Cap. 

. 10066 


V-6 3.0 L 



1986 ; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1986 ; OE Type Radiator Cap. 

. 10231 

16 

1986 ; Coolant Recovery Tank Cap. 

. 10236 


1986 ; OE Equivalent Fuel Cap. 

. 10817 


1986 ; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1986 ; Regular Locking Fuel Cap. 

. 10591 


1986 ; Pre-Vent Locking Fuel Cap. 

. 10501 


1986 ; Oil Filler Cap. 

. 10099 


V-6 3.8 L 



1994 - 1986 ; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1994 - 1986 ; OE Type Radiator Cap. 

. 10231 

16 

1994 - 1986 ; Coolant Recovery Tank Cap. 

. 10236 



Application 

Part 

Number 

PSI 

Buick-Continued 

Lesabre - Continued 

V-6 3.8 L - Continued 



1994-1986; OE Equivalent Fuel Cap. 

10817 


1994-1986; Pre-Vent Non-Locking Fuel Cap. 

10819 


1994-1986; Regular Locking Fuel Cap. 

10591 


1994-1986; Pre-Vent Locking Fuel Cap. 

10501 


1994-1986; Ol Filler Cap. 

10099 


1985; Lev-R-Vent Radiator Cap. 

10331 

16 

1985; OE Type Radiator Cap. 

10231 

16 

1985; Coolant Recovery Tank Cap. 

10236 


1985; OE Equivalent Fuel Cap. 

10817 


1985; Pre-Vent Non-Locking Fuel Cap. 

10819 


1985; Regular Locking Fuel Cap. 

10591 


1985; Pre-Vent Locking Fuel Cap. 

10501 


1985; Oil Filler Cap. 

10109 


1984-1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1984-1980; OE Type Radiator Cap. 

10231 

16 

1984-1980; Coolant Recovery Tank Cap. 

10236 


1984-1980; OE Equivalent Fuel Cap. 

10817 


1984-1980; Pre-Vent Non-Locking Fuel Cap. 

10819 


1984-1980; Regular Locking Fuel Cap. 

10591 


1984-1980; Pre-Vent Locking Fuel Cap. 

10501 


1984-1980; Oil Filler Cap. 

10066 


V-6 4.1 L 



1984-1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1984-1980; OE Type Radiator Cap. 

10231 

16 

1984-1980; Coolant Recovery Tank Cap. 

10236 


1984-1980; OE Equivalent Fuel Cap. 

10817 


1984-1980; Pre-Vent Non-Locking Fuel Cap. 

10819 


1984-1980; Regular Locking Fuel Cap. 

10591 


1984-1980; Pre-Vent Locking Fuel Cap. 

10501 


1984-1980; Oil Filler Cap. 

10066 


V-8 300 



1965; Lev-R-Vent Radiator Cap. 

10330 

16 

1965; OE Type Radiator Cap. 

10230 

16 

1965; OE Equivalent Fuel Cap. 

10632 


1965; Regular Locking Fuel Cap. 

10571 


1965; Oil Breather Cap; W/O Calif. Emission System. 

10064 


1965; Oil Filler Cap; W/Calif. Emission System. 

10066 


1964; Lev-R-Vent Radiator Cap. 

10330 

16 

1964; OE Type Radiator Cap. 

10230 

16 

1964; OE Equivalent Fuel Cap. 

10646 


1964; Regular Locking Fuel Cap. 

10492 


1964; Oil Breather Cap; W/O Calif. Emission System. 

10064 


1964; Oil Filler Cap; W/Calif. Emission System. 

10066 


V-8 301 



1979-1977; Lev-R-Vent Radiator Cap. 

10331 

16 

1979-1977; OE Type Radiator Cap. 

10231 

16 

1979-1977; Coolant Recovery Tank Cap. 

10236 


1979-1977; OE Equivalent Fuel Cap. 

10817 


1979-1977; Pre-Vent Non-Locking Fuel Cap. 

10819 


1979-1977; Regular Locking Fuel Cap. 

10591 


1979-1977; Pre-Vent Locking Fuel Cap. 

10501 


1979-1977; Oil Filler Cap. 

10066 


V-8 305 



1978; Lev-R-Vent Radiator Cap. 

10331 

16 

1978; OE Type Radiator Cap. 

10231 

16 

1978; Coolant Recovery Tank Cap. 

10236 


1978; OE Equivalent Fuel Cap. 

10817 


1978; Pre-Vent Non-Locking Fuel Cap. 

10819 


1978; Regular Locking Fuel Cap. 

10591 


1978; Pre-Vent Locking Fuel Cap. 

10501 


1978; Oil Filler Cap. 

10066 


V-8 340 



1967-1966; Lev-R-Vent Radiator Cap. 

10330 

16 

1967-1966; OE Type Radiator Cap. 

10230 

16 

1967-1966; OE Equivalent Fuel Cap; Wagon. 

10646 


1967-1966; Regular Locking Fuel Cap; Wagon. 

10492 


1967-1966; OE Equivalent Fuel Cap; Exc. Wagon; Baffle in filler 



neck may interfere with fuel cap on some models. 

10632 


1967-1966; Regular Locking Fuel Cap; Exc. Wagon; Baffle in 



filler neck may interfere with fuel cap on some models. 

10571 


1967-1966; Oil Breather Cap; W/O Calif. Emission System. 

10064 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Buick - Continued 


Lesabre - Continued 


Part 

Number 


PSI 


Application 


Buick - Continued 


Lesabre - Continued 


Part 

Number 


PSI 


V-8 340 - Continued 

1967-1966; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 350 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1979-1977; Oil Breather Cap; Eng. VIN R. 10078 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971; OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon; Baffle in filler neck 

may interfere with fuel cap on some models. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; Baffle in filler neck 

may interfere with fuel cap on some models. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon; Baffle in filler 

neck may interfere with fuel cap on some models. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon; Baffle in 

filler neck may interfere with fuel cap on some models. 10571 

1969-1968; Oil Filler Cap. 10066 

V-8 364 

1961-1959; Lev-R-Vent Radiator Cap. 10330 16 

1961-1959; OE Type Radiator Cap. 10230 16 

1961 -1959; OE Equivalent Fuel Cap. 10646 

1961-1959; Regular Locking Fuel Cap. 10492 

1961-1959; Oil Breather Cap. 10064 

V-8 4.4 L (Canada) 

1982-1981; Lev-R-Vent Radiator Cap. 10331 16 

1982-1981 ;OE Type Radiator Cap. 10231 16 

1982-1981; Coolant Recovery Tank Cap. 10236 

1982-1981; OE Equivalent Fuel Cap. 10817 

1982-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1981; Regular Locking Fuel Cap. 10591 

1982-1981; Pre-Vent Locking Fuel Cap. 10501 

1982-1981; Oil Filler Cap. 10066 

V-8 4.9 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 


V-8 400 

1975; Lev-R-Vent Radiator Cap. 10330 16 

1975; OE Type Radiator Cap. 10230 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

V-8 401 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963-1962; Lev-R-Vent Radiator Cap. 10330 16 

1963-1962; OE Type Radiator Cap. 10230 16 

1963-1962; OE Equivalent Fuel Cap. 10646 

1963-1962; Regular Locking Fuel Cap. 10492 

1963-1962; Oil Breather Cap. 10064 

V-8 403 

1978-1977; Lev-R-Vent Radiator Cap. 10331 16 

1978-1977; OE Type Radiator Cap. 10231 16 

1978-1977; Coolant Recovery Tank Cap. 10236 

1978-1977; OE Equivalent Fuel Cap. 10817 

1978-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1978-1977; Regular Locking Fuel Cap. 10591 

1978-1977; Pre-Vent Locking Fuel Cap. 10501 

1978-1977; Oil Filler Cap. 10066 

1978-1977; Oil Breather Cap. 10078 

V-8 425 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 455 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971; OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon; Baffle in filler neck 

may interfere with fuel cap on some models. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; Baffle in filler neck 

may interfere with fuel cap on some models. 10571 

1970; Oil Filler Cap. 10066 

V-8 5.0 L 

1990-1987; Lev-R-Vent Radiator Cap. 10331 16 

1990-1987; OE Type Radiator Cap. 10231 16 

1990-1987; Coolant Recovery Tank Cap. 10236 

1990-1987; OE Equivalent Fuel Cap. 10817 

1990-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1987; Regular Locking Fuel Cap. 10591 

1990-1987; Pre-Vent Locking Fuel Cap. 10501 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Buick - Continued 

Buick - Continued 

Lesabre - Continued 

Park Avenue 


Application 


Part 

Number 


PSI 


V-6 3.8 L 


V-8 5.0 L - Continued 

1990-1987; Oil Filler Cap. 10066 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10077 

1984-1982; Lev-R-Vent Radiator Cap. 10331 16 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; Coolant Recovery Tank Cap. 10236 

1984-1982; OE Equivalent Fuel Cap. 10817 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984-1982; Oil Filler Cap. 10077 

1984-1982; Oil Breather Cap. 10078 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; Coolant Recovery Tank Cap. 10236 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 

1981; Oil Breather Cap. 10078 

V-8 5.7 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap; Eng. VIN R. 10078 

V-8 5.7 L Diesel 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; Coolant Recovery Tank Cap. 10236 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Diesel Regular Locking Fuel Cap. 10591D 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1980; Oil Breather Cap. 10078 


Limited 
8-Cyl. 320 

1942 - 1940 ; Oil Breather Cap. 10064 

V-8 364 

1958; OE Equivalent Fuel Cap. 10646 

1958; Regular Locking Fuel Cap. 10492 

1958; Oil Breather Cap. 10064 


1994-1991; Lev-R-Vent Radiator Cap. 10331 16 

1994-1991; OE Type Radiator Cap. 10231 16 

1994-1991; Coolant Recovery Tank Cap. 10236 

1994-1991; OE Equivalent Fuel Cap. 10817 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Regular Locking Fuel Cap. 10591 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10099 


Reatta 
V-6 3.8 L 

1991-1988; Lev-R-Vent Radiator Cap. 10331 16 

1991-1988; OE Type Radiator Cap. 10231 16 

1991-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1988; Pre-Vent Locking Fuel Cap. 10501 

1991-1988; Oil Filler Cap. 10099 


Regal 

V-6 196 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

V-6 2.8 L 

1989-1988; Lev-R-Vent Radiator Cap. 10331 16 

1989-1988; OE Type Radiator Cap. 10231 16 

1989-1988; OE Equivalent Fuel Cap. 10817 

1989-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1988; Regular Locking Fuel Cap. 10591 

1989-1988; Pre-Vent Locking Fuel Cap. 10501 

1989-1988; Oil Filler Cap. 10096 

V-6 231 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap; Eng. VIN 2, 3 . 10072 

1979; Oil Filler Cap; Eng. VIN A. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; Coolant Recovery Tank Cap. 10236 

1978; OE Equivalent Fuel Cap. 10817 

1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1978; Regular Locking Fuel Cap. 10591 

1978; Pre-Vent Locking Fuel Cap. 10501 

1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

V-6 3.1 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Buick - Continued 

Buick - Continued 

Regal - Continued 

Regal - Continued 


Application 


Part 

Number 


PSI 


V-6 3.1 L - Continued 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10099 

1993-1989; Lev-R-Vent Radiator Cap. 10331 16 

1993-1989; OE Type Radiator Cap. 10231 16 

1993-1989; OE Equivalent Fuel Cap. 10817 

1993-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1989; Regular Locking Fuel Cap. 10591 

1993-1989; Pre-Vent Locking Fuel Cap. 10501 

1993- 1989; Oil Filler Cap. 10096 

V-6 3.8 L 

1994- 1990; Lev-R-Vent Radiator Cap. 10331 16 

1994-1990; OE Type Radiator Cap. 10231 16 

1994-1990; OE Equivalent Fuel Cap. 10817 

1994-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1990; Regular Locking Fuel Cap. 10591 

1994-1990; Pre-Vent Locking Fuel Cap. 10501 

1994-1990; Oil Filler Cap. 10099 

1987-1986; Lev-R-Vent Radiator Cap. 10331 16 

1987-1986; OE Type Radiator Cap. 10231 16 

1987-1986; Coolant Recovery Tank Cap. 10236 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; Oil Filler Cap; WO Turbo. 10109 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10109 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; Coolant Recovery Tank Cap. 10236 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap; W/Turbo. 10109 

1984; Oil Filler Cap; W/O Turbo. 10066 

1983-1980; Lev-R-Vent Radiator Cap. 10331 16 

1983-1980; OE Type Radiator Cap. 10231 16 

1983-1980; Coolant Recovery Tank Cap. 10236 

1983-1980; OE Equivalent Fuel Cap. 10817 

1983-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1980; Regular Locking Fuel Cap. 10591 

1983-1980; Pre-Vent Locking Fuel Cap. 10501 

1983- 1980; Oil Filler Cap. 10066 

V-6 4.1 L 

1984- 1982; Lev-R-Vent Radiator Cap. 10331 16 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; Coolant Recovery Tank Cap. 10236 

1984-1982; OE Equivalent Fuel Cap. 10817 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984- 1982; Oil Filler Cap. 10066 

V-6 4.3 L Diesel 

1985- 1982; Lev-R-Vent Radiator Cap. 10331 16 

1985-1982; OE Type Radiator Cap. 10231 16 

1985-1982; Coolant Recovery Tank Cap. 10236 

1985-1982; OE Equivalent Fuel Cap. 10817 

1985-1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985-1982; Regular Locking Fuel Cap. 10591 

1985-1982; Diesel Regular Locking Fuel Cap. 10591D 

1985-1982; Pre-Vent Locking Fuel Cap. 10501 

1985-1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 


V-8 301 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

V-8 305 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

V-8 350 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap; Eng. VIN R. 10078 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

V-8 4.3 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; Coolant Recovery Tank Cap. 10236 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981- 1980; Oil Filler Cap. 10066 

V-8 4.4 L (Canada) 

1982- 1981; Lev-R-Vent Radiator Cap. 10331 16 

1982-1981; OE Type Radiator Cap. 10231 16 

1982-1981; Coolant Recovery Tank Cap. 10236 

1982-1981; OE Equivalent Fuel Cap. 10817 

1982-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1981; Regular Locking Fuel Cap. 10591 

1982-1981; Pre-Vent Locking Fuel Cap. 10501 

1982-1981; Oil Filler Cap. 10066 

V-8 4.9 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Buick - Continued 

Buick - Continued 

Regal - Continued 

Riviera - Continued 


Application 


Part 

Number 


PSI 


V-8 4.9 L - Continued 

1980; Oil Filler Cap. 10066 

V-8 455 

1974-1973; Lev-R-Vent Radiator Cap. 10330 

1974-1973; OE Type Radiator Cap. 10230 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

V-8 5.0 L 

1987; Lev-R-Vent Radiator Cap. 10331 16 

1987; OE Type Radiator Cap. 10231 16 

1987; Coolant Recovery Tank Cap. 10236 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Filler Cap. 10066 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; Coolant Recovery Tank Cap. 10236 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10077 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 5.0 L (Canada) 

1985-1982; Lev-R-Vent Radiator Cap. 10331 16 

1985-1982; OE Type Radiator Cap. 10231 16 

1985-1982; Coolant Recovery Tank Cap. 10236 

1985-1982; OE Equivalent Fuel Cap. 10817 

1985-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1982; Regular Locking Fuel Cap. 10591 

1985-1982; Pre-Vent Locking Fuel Cap. 10501 

1985-1982; Oil Filler Cap. 10066 

V-8 5.7 L Diesel 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1985; Oil Breather Cap. 10078 

1983-1981; Lev-R-Vent Radiator Cap. 10331 16 

1983-1981; OE Type Radiator Cap. 10231 16 

1983-1981; Coolant Recovery Tank Cap. 10236 

1983-1981; OE Equivalent Fuel Cap. 10817 

1983-1981; Diesel Regular Non-Locking Fuel Cap. 10830D 

1983-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1981; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1983-1981; Regular Locking Fuel Cap. 10591 

1983-1981; Diesel Regular Locking Fuel Cap. 10591D 

1983-1981; Pre-Vent Locking Fuel Cap. 10501 

1983-1981; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1983-1981; Oil Breather Cap. 10078 


Riviera 
V-6 231 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 


V-6 231 - Continued 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

V-6 3.8 L 

1993-1988; Lev-R-Vent Radiator Cap. 10331 16 

1993-1988; OE Type Radiator Cap. 10231 16 

1993-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1988; Pre-Vent Locking Fuel Cap. 10501 

1993-1988; Oil Filler Cap. 10099 

1987-1986; Lev-R-Vent Radiator Cap. 10331 16 

1987-1986; OE Type Radiator Cap. 10231 16 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; Oil Filler Cap. 10099 

1985-1984; Lev-R-Vent Radiator Cap. 10331 16 

1985-1984; OE Type Radiator Cap. 10231 16 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Oil Filler Cap. 10109 

1983-1980; Lev-R-Vent Radiator Cap. 10331 16 

1983-1980; OE Type Radiator Cap. 10231 16 

1983-1980; OE Equivalent Fuel Cap. 10817 

1983-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1980; Regular Locking Fuel Cap. 10591 

1983-1980; Pre-Vent Locking Fuel Cap. 10501 

1983- 1980; Oil Filler Cap. 10066 

V-6 4.1 L 

1984- 1981; Lev-R-Vent Radiator Cap. 10331 16 

1984-1981; OE Type Radiator Cap. 10231 16 

1984-1981; OE Equivalent Fuel Cap. 10817 

1984-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1981; Regular Locking Fuel Cap. 10591 

1984-1981; Pre-Vent Locking Fuel Cap. 10501 

1984-1981; Oil Filler Cap. 10066 

V-8 350 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1979; Oil Breather Cap. 10078 

1978-1977; Lev-R-Vent Radiator Cap. 10331 16 

1978-1977; OE Type Radiator Cap. 10231 16 

1978-1977; OE Equivalent Fuel Cap. 10817 

1978-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1978-1977; Regular Locking Fuel Cap. 10591 

1978-1977; Pre-Vent Locking Fuel Cap. 10501 

1978-1977; Oil Filler Cap. 10066 

1978-1977; Oil Breather Cap; Eng. VIN R. 10078 

V-8 401 

1965-1964; Lev-R-Vent Radiator Cap. 10330 16 

1965-1964; OE Type Radiator Cap. 10230 16 

1965-1964; OE Equivalent Fuel Cap. 10646 

1965-1964; Regular Locking Fuel Cap. 10492 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1965-1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963; Lev-R-Vent Radiator Cap. 10330 16 

1963; OE Type Radiator Cap. 10230 16 

1963; OE Equivalent Fuel Cap. 10646 

1963; Regular Locking Fuel Cap. 10492 

1963; Oil Breather Cap. 10064 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Buick - Continued 

Buick - Continued 

Riviera - Continued 

Riviera - Continued 


Application 


Part 

Number 


PSI 


V-8 403 

1978-1977; Lev-R-Vent Radiator Cap. 10331 16 

1978-1977; OE Type Radiator Cap. 10231 16 

1978-1977; OE Equivalent Fuel Cap. 10817 

1978-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1978-1977; Regular Locking Fuel Cap. 10591 

1978-1977; Pre-Vent Locking Fuel Cap. 10501 

1978-1977; Oil Filler Cap. 10066 

1978-1977; Oil Breather Cap. 10078 

V-8 425 

1966; Lev-R-Vent Radiator Cap. 10330 16 

1966; OE Type Radiator Cap. 10230 16 

1966; OE Equivalent Fuel Cap; Baffle in filler neck may interfere 

with fuel cap on some models. 10632 

1966; Regular Locking Fuel Cap; Baffle in filler neck may 

interfere with fuel cap on some models. 10571 

1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Oil Filler Cap; W/Calif. Emission System. 10066 

1965-1964; Lev-R-Vent Radiator Cap. 10330 16 

1965-1964; OE Type Radiator Cap. 10230 16 

1965-1964; OE Equivalent Fuel Cap. 10646 

1965-1964; Regular Locking Fuel Cap. 10492 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1965-1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963; Lev-R-Vent Radiator Cap. 10330 16 

1963; OE Type Radiator Cap. 10230 16 

1963; OE Equivalent Fuel Cap. 10646 

1963; Regular Locking Fuel Cap. 10492 

1963; Oil Breather Cap. 10064 

V-8 430 

1969-1968; Lev-R-Vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; OE Equivalent Fuel Cap; Baffle in filler neck may 

interfere with fuel cap on some models. 10632 

1969-1968; Regular Locking Fuel Cap; Baffle in filler neck may 

interfere with fuel cap on some models. 10571 

1969-1968; Oil Filler Cap. 10066 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; OE Equivalent Fuel Cap; Baffle in filler neck may interfere 

with fuel cap on some models. 10632 

1967; Regular Locking Fuel Cap; Baffle in filler neck may 

interfere with fuel cap on some models. 10571 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 455 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971 ;OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Baffle in filler neck may interfere 

with fuel cap on some models. 10632 

1970; Regular Locking Fuel Cap; Baffle in filler neck may 

interfere with fuel cap on some models. 10571 

1970; Oil Filler Cap. 10066 

V-8 5.0 L 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10077 


V-8 5.0 L - Continued 

1984-1982; Lev-R-Vent Radiator Cap. 10331 16 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; OE Equivalent Fuel Cap. 10817 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984-1982; Oil Filler Cap. 10077 

1984-1982; Oil Breather Cap. 10078 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-8 5.7 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10078 

V-8 5.7 L Diesel 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1981; Lev-R-Vent Radiator Cap. 10331 16 

1984-1981 ;OE Type Radiator Cap. 10231 16 

1984-1981; OE Equivalent Fuel Cap. 10817 

1984-1981; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1981; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1981; Regular Locking Fuel Cap. 10591 

1984-1981; Diesel Regular Locking Fuel Cap. 10591D 

1984-1981; Pre-Vent Locking Fuel Cap. 10501 

1984-1981; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1981; Oil Breather Cap. 10078 


Roadmaster 

8-Cyl. 320 

1952-1948; Lev-R-Vent Radiator Cap. 10328 7 

1952-1948; OE Type Radiator Cap. 10228 7 

1952-1948; OE Equivalent Fuel Cap. 10623 

1952-1948; Regular Locking Fuel Cap. 10491 

1952-1948; Oil Breather Cap. 10064 

1947-1946; OE Type Radiator Cap. 10206 7 

1947-1946; OE Equivalent Fuel Cap. 10623 

1947-1946; Regular Locking Fuel Cap. 10491 

1947-1946; Oil Breather Cap. 10064 

1942-1940; OE Type Radiator Cap. 10206 7 

1942-1940; OE Equivalent Fuel Cap. 10623 

1942-1940; Regular Locking Fuel Cap. 10491 

1942-1940; Oil Breather Cap. 10064 

1939-1937; OE Type Radiator Cap. 10203 0 

1939-1937; OE Equivalent Fuel Cap. 10623 

1939-1937; Regular Locking Fuel Cap. 10491 

1936; OE Equivalent Fuel Cap. 10623 

1936; Regular Locking Fuel Cap. 10491 

V-8 322 

1956; Lev-R-Vent Radiator Cap. 10328 7 

1956; OE Type Radiator Cap. 10228 7 

1956; OE Equivalent Fuel Cap. 10623 

1956; Regular Locking Fuel Cap. 10491 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



34 

















































































































































Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Buick - Continued 

Buick - Continued 

Skylark - Continued 

Skylark - Continued 


Application 


Part 

Number 


PSI 


V-6 2.8 L 


4-Cyl. 2.3 L- Continued 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10116 

4-Cvl. 2.5 L 

1991-1989; Lev-R-Vent Radiator Cap. 10330 16 

1991-1989; OE Type Radiator Cap. 10230 16 

1991-1989; OE Equivalent Fuel Cap. 10817 

1991-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1989; Regular Locking Fuel Cap. 10591 

1991-1989; Pre-Vent Locking Fuel Cap. 10501 

1991-1989; Oil Filler Cap. 10104 

1988; OE Type Radiator Cap. 10231 16 

1988; Coolant Recovery Tank Cap. 10236 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1988; Oil Filler Cap; W/Threaded Filler Neck. 10104 

1987-1986; OE Type Radiator Cap. 10231 16 

1987-1986; Coolant Recovery Tank Cap. 10236 

1987-1986; Thermostat Housing Cap. 10232 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; Oil Filler Cap; W/Metal Oil Cap. 10066 

1987-1986; Oil Filler Cap; W/Plastic Oil Cap. 10104 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; Thermostat Housing Cap. 10232 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1985; Oil Filler Cap; W/Threaded Filler Neck. 10104 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; Coolant Recovery Tank Cap. 10236 

1984; Thermostat Housing Cap. 10232 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap. 10066 

1983-1982; OE Type Radiator Cap. 10231 16 

1983-1982; Coolant Recovery Tank Cap. 10236 

1983-1982; Thermostat Housing Cap. 10232 

1983-1982; OE Equivalent Fuel Cap. 10817 

1983-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1982; Regular Locking Fuel Cap. 10591 

1983-1982; Pre-Vent Locking Fuel Cap. 10501 

1983-1982; Oil Filler Cap. 10066 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; Coolant Recovery Tank Cap. 10236 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

6-Cyl. 250 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap. 10807 

1971; Regular Locking Fuel Cap. 10571 

1971; Oil Filler Cap. 10072 

1970-1968; Lev-R-Vent Radiator Cap. 10330 16 

1970-1968; OE Type Radiator Cap. 10230 16 

1970-1968; OE Equivalent Fuel Cap. 10632 

1970-1968; Regular Locking Fuel Cap. 10571 

1970-1968; Oil Filler Cap. 10066 


1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap; Eng. VIN W. 10072 

1985; Oil Filler Cap; Eng. VIN X. 10077 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; Coolant Recovery Tank Cap. 10236 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10077 

V-6 225 

1967-1964; Lev-R-Vent Radiator Cap. 10330 16 

1967-1964; OE Type Radiator Cap. 10230 16 

1967-1964; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1964; Regular Locking Fuel Cap; Wagon. 10492 

1967-1964; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1964; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967-1964; Oil Filler Cap; W/Calif. Emission System. 10066 

V-6 231 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; Coolant Recovery Tank Cap. 10236 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

V-6 3.0 L 

1988-1986; Lev-R-Vent Radiator Cap. 10331 16 

1988-1986; OE Type Radiator Cap. 10231 16 

1988-1986; Coolant Recovery Tank Cap. 10236 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10099 

V-6 3.1 L 

1994; OE Type Radiator Cap. 10239 15 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10099 

V-6 3.3 L 

1993-1992; OE Type Radiator Cap. 10239 15 

1993-1992; OE Equivalent Fuel Cap. 10817 

1993-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1992; Regular Locking Fuel Cap. 10591 

1993-1992; Pre-Vent Locking Fuel Cap. 10501 

1993-1992; Oil Filler Cap. 10099 

1991-1989; Lev-R-Vent Radiator Cap. 10330 16 

1991-1989; OE Type Radiator Cap. 10230 16 

1991-1989; OE Equivalent Fuel Cap. 10817 

1991-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1989; Regular Locking Fuel Cap. 10591 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Buick - Continued 

Buick - Continued 

Skylark - Continued 

Skylark - Continued 


Application 


Part 

Number 


PSI 


V-6 3.3 L - Continued 

1991-1989; Pre-Vent Locking Fuel Cap. 10501 

1991-1989; Oil Filler Cap. 10099 

V-8 215 

1963-1961; Lev-R-Vent Radiator Cap. 10330 16 

1963-1961; OE Type Radiator Cap. 10230 16 

1963-1961; OE Equivalent Fuel Cap. 10646 

1963-1961; Regular Locking Fuel Cap. 10492 

1963-1961; Oil Breather Cap. 10064 

V-8 260 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; Coolant Recovery Tank Cap. 10236 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1976-1975; Oil Breather Cap. 10078 

V-8 300 

1967-1964; Lev-R-Vent Radiator Cap. 10330 16 

1967-1964; OE Type Radiator Cap. 10230 16 

1967-1964; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1964; Regular Locking Fuel Cap; Wagon. 10492 

1967-1964; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1964; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967-1964; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 301 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

V-8 305 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-8 322 

1954; OE Equivalent Fuel Cap. 10623 

1954; Regular Locking Fuel Cap. 10491 

1954; Oil Breather Cap. 10061 

V-8 340 

1967-1966; Lev-R-Vent Radiator Cap. 10330 16 

1967-1966; OE Type Radiator Cap. 10230 16 

1967-1966; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1966; Regular Locking Fuel Cap; Wagon. 10492 

1967-1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967-1966; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 350 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 

1977; OE Type Radiator Cap. 10231 

1977; Coolant Recovery Tank Cap. 10236 


V-8 350 - Continued 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap; Eng. VIN R. 10078 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; Coolant Recovery Tank Cap. 10236 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10066 

1970-1968; Lev-R-Vent Radiator Cap. 10330 16 

1970-1968; OE Type Radiator Cap. 10230 16 

1970-1968; OE Equivalent Fuel Cap. 10632 

1970-1968; Regular Locking Fuel Cap. 10571 

1970-1968; Oil Filler Cap. 10066 

V-8 400 

1969-1968; Lev-R-Vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; OE Equivalent Fuel Cap. 10632 

1969-1968; Regular Locking Fuel Cap. 10571 

1969-1968; Oil Filler Cap. 10066 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1965; Regular Locking Fuel Cap; Wagon. 10492 

1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 455 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap. 10632 

1970; Regular Locking Fuel Cap. 10571 

1970; Oil Filler Cap. 10066 


Somerset 
4-Cyl. 2.5 L 

1987-1986; OE Type Radiator Cap. 10231 16 

1987-1986; Coolant Recovery Tank Cap. 10236 

1987-1986; Thermostat Housing Cap. 10232 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1987-1986; Oil Filler Cap; W/Threaded Filler Neck. 10104 

V-6 3.0 L 

1987-1986; Lev-R-Vent Radiator Cap. 10331 16 

1987-1986; OE Type Radiator Cap. 10231 16 

1987-1986; Coolant Recovery Tank Cap. 10236 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; Oil Filler Cap. 10099 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Buick-Continued 

Somerset Regal 

4-Cyl. 2.5 L 



1985; OE Type Radiator Cap. 

10231 

16 

1985; Thermostat F-lousing Cap. 

10232 


1985; OE Equivalent Fuel Cap. 

10817 


1985; Pre-Vent Non-Locking Fuel Cap. 

10819 


1985; Regular Locking Fuel Cap. 

10591 


1985; Pre-Vent Locking Fuel Cap. 

10501 


1985; Oil Filler Cap; W/O Threaded Filler Neck. 

10066 


1985; Oil Filler Cap; W/Threaded Filler Neck. 

10104 


V-6 3.0 L 



1985; Lev-R-Vent Radiator Cap. 

10331 

16 

1985; OE Type Radiator Cap. 

10231 

16 

1985; Coolant Recovery Tank Cap. 

10236 


1985; OE Equivalent Fuel Cap. 

10817 


1985; Pre-Vent Non-Locking Fuel Cap. 

10819 


1985; Regular Locking Fuel Cap. 

10591 


1985; Pre-Vent Locking Fuel Cap. 

10501 


1985; Oil Filler Cap. 

10099 


Special 

6-Cyl. 250 



1969-1968; Lev-R-Vent Radiator Cap. 

10330 

16 

1969-1968; OE Type Radiator Cap. 

10230 

16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 

10646 


1969-1968; Regular Locking Fuel Cap; Wagon. 

10492 


1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 

10632 


1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 

10571 


1969-1968; Oil Filler Cap. 

10066 


8-Cyl. 248 



1950-1946; OE Equivalent Fuel Cap. 

10623 


1950-1946; Regular Locking Fuel Cap. 

10491 


1950-1946; Oil Breather Cap. 

10064 


1942-1940; Oil Breather Cap. 

10064 


8-Cyl. 263 



1953; OE Equivalent Fuel Cap. 

10623 


1953; Regular Locking Fuel Cap. 

10491 


1953; Oil Breather Cap. 

10061 


1952-1951; OE Equivalent Fuel Cap. 

10623 


1952-1951; Regular Locking Fuel Cap. 

10491 


1952-1951; Oil Breather Cap. 

10064 


V-6 198 



1963-1962; Lev-R-Vent Radiator Cap. 

10330 

16 

1963-1962; OE Type Radiator Cap. 

10230 

16 

1963-1962; OE Equivalent Fuel Cap. 

10646 


1963-1962; Regular Locking Fuel Cap. 

10492 


1963-1962; Oil Breather Cap. 

10064 


V-6 225 



1967-1964; Lev-R-Vent Radiator Cap. 

10330 

16 

1967-1964; OE Type Radiator Cap. 

10230 

16 

1967-1964; OE Equivalent Fuel Cap; Wagon. 

10646 


1967-1964; Regular Locking Fuel Cap; Wagon. 

10492 


1967-1964; OE Equivalent Fuel Cap; Exc. Wagon. 

10632 


1967-1964; Regular Locking Fuel Cap; Exc. Wagon. 

10571 


1967-1964; Oil Breather Cap; W/O Calif. Emission System. 

10064 


1967-1964; Oil Filler Cap; W/Calif. Emission System. 

10066 


V-8 215 



1963-1961; Lev-R-Vent Radiator Cap. 

10330 

16 

1963-1961; OE Type Radiator Cap. 

10230 

16 

1963-1961; OE Equivalent Fuel Cap. 

10646 


1963-1961; Regular Locking Fuel Cap. 

10492 


1963-1961; Oil Breather Cap. 

10064 


V-8 264 



1955; OE Equivalent Fuel Cap. 

10623 


1955; Regular Locking Fuel Cap. 

10491 


1955; Oil Breather Cap; Early. 

10061 


1955; Oil Breather Cap; Late. 

10064 


1954; OE Equivalent Fuel Cap. 

10623 


1954; Regular Locking Fuel Cap. 

10491 


1954; Oil Breather Cap. 

10061 


V-8 300 



1967-1964; Lev-R-Vent Radiator Cap. 

10330 

16 


Part 

Number 


PSI 


Application 


Buick - Continued 


Special - Continued 

V-8 300 - Continued 

1967-1964; OE Type Radiator Cap. 10230 16 

1967-1964; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1964; Regular Locking Fuel Cap; Wagon. 10492 

1967-1964; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1964; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967-1964; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 322 

1956; OE Equivalent Fuel Cap. 10623 

1956; Regular Locking Fuel Cap. 10491 

1956; Oil Breather Cap. 10064 

V-8 350 

1969-1968; Lev-R-Vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Filler Cap. 10066 

V-8 364 

1958-1957; OE Equivalent Fuel Cap. 10646 

1958-1957; Regular Locking Fuel Cap. 10492 

1958-1957; Oil Breather Cap. 10064 

Super 

8-Cyl. 248 

1949-1946; OE Equivalent Fuel Cap. 10623 

1949-1946; Regular Locking Fuel Cap. 10491 

1949-1946; Oil Breather Cap. 10064 

1942-1940; Oil Breather Cap. 10064 

8-Cyl. 263 

1952-1951; OE Equivalent Fuel Cap. 10623 

1952-1951; Regular Locking Fuel Cap. 10491 

1952-1951; Oil Breather Cap. 10064 

1950; Oil Breather Cap. 10064 

V-8 322 

1956; OE Equivalent Fuel Cap. 10623 

1956; Regular Locking Fuel Cap. 10491 

1956; Oil Breather Cap. 10064 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 

1955; Oil Breather Cap; Early. 10061 

1955; Oil Breather Cap; Late. 10064 

1954-1953; OE Equivalent Fuel Cap. 10623 

1954-1953; Regular Locking Fuel Cap. 10491 

1954-1953; Oil Breather Cap. 10061 

V-8 364 

1958-1957; OE Equivalent Fuel Cap. 10646 

1958-1957; Regular Locking Fuel Cap. 10492 

1958-1957; Oil Breather Cap. 10064 

Wildcat 

V-8 401; V-8 425 

1966; Lev-R-Vent Radiator Cap. 10330 16 

1966; OE Type Radiator Cap. 10230 16 

1966; OE Equivalent Fuel Cap; Baffle in filler neck may interfere 

with fuel cap on some models. 10632 

1966; Regular Locking Fuel Cap; Baffle in filler neck may 

interfere with fuel cap on some models. 10571 

1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Oil Filler Cap; W/Calif. Emission System. 10066 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; OE Equivalent Fuel Cap. 10632 

1965; Regular Locking Fuel Cap. 10571 

1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 


37 







































































































































Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Buick- Continued 

Wildcat - Continued 

V-8 401; V-8 425 - Continued 



1964; Oil Breather Cap; W/O Calif. Emission System. 

10064 


1964; Oil Filler Cap; W/Calif. Emission System. 

10066 


V-8 430 



1969-1968; Lev-R-Vent Radiator Cap. 

10330 

16 

1969-1968; OE Type Radiator Cap. 

10230 

16 

1969-1968; OE Equivalent Fuel Cap; Baffle in filler neck may 



interfere with fuel cap on some models. 

10632 


1969-1968; Regular Locking Fuel Cap; Baffle in filler neck may 



interfere with fuel cap on some models. 

10571 


1969-1968; Oil Filler Cap. 

10066 


1967; Lev-R-Vent Radiator Cap. 

10330 

16 

1967; OE Type Radiator Cap. 

10230 

16 

1967; OE Equivalent Fuel Cap; Baffle in filler neck may interfere 



with fuel cap on some models. 

10632 


1967; Regular Locking Fuel Cap; Baffle in filler neck may 



interfere with fuel cap on some models. 

10571 


1967; Oil Breather Cap; W/O Calif. Emission System. 

10064 


1967; Oil Filler Cap; W/Calif. Emission System. 

10066 


V-8 455 



1970; Lev-R-Vent Radiator Cap. 

10330 

16 

1970; OE Type Radiator Cap. 

10230 

16 

1970; OE Equivalent Fuel Cap; Baffle in filler neck may interfere 



with fuel cap on some models. 

10632 


1970; Regular Locking Fuel Cap; Baffle in filler neck may 



interfere with fuel cap on some models. 

10571 


1970; Oil Filler Cap. 

10066 


Cadillac 

Allante 

V-8 4.1 L 



1988-1987; Lev-R-Vent Radiator Cap. 

10331 

16 

1988-1987; OE Type Radiator Cap. 

10231 

16 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 

10823 


1988-1987; Oil Filler Cap. 

10097 


V-8 4.5 L 



1992-1989; Lev-R-Vent Radiator Cap. 

10331 

16 

1992-1989; OE Type Radiator Cap. 

10231 

16 

1992-1989; Pre-Vent Non-Locking Fuel Cap. 

10823 


1992-1989; Oil Filler Cap. 

10097 


V-8 4.6 L 



1993; Lev-R-Vent Radiator Cap. 

10330 

16 

1993; OE Type Radiator Cap. 

10230 

16 

1993; Pre-Vent Non-Locking Fuel Cap. 

10823 


1993; Oil Filler Cap. 

10099 


Brougham 

V-8 5.0 L 



1992-1991; Lev-R-Vent Radiator Cap. 

10331 

16 

1992-1991; OE Type Radiator Cap. 

10231 

16 

1992-1991; OE Equivalent Fuel Cap. 

10817 


1992-1991; Pre-Vent Non-Locking Fuel Cap. 

10819 


1992-1991; Regular Locking Fuel Cap. 

10591 


1992-1991; Pre-Vent Locking Fuel Cap. 

10501 


1992-1991; Oil Filler Cap. 

10105 


1990-1987; Lev-R-Vent Radiator Cap. 

10331 

16 

1990-1987; OE Type Radiator Cap. 

10231 

16 

1990-1987; OE Equivalent Fuel Cap. 

10817 


1990-1987; Pre-Vent Non-Locking Fuel Cap. 

10819 


1990-1987; Regular Locking Fuel Cap. 

10591 


1990-1987; Pre-Vent Locking Fuel Cap. 

10501 


1990-1987; Oil Filler Cap. 

10066 


V-8 5.7 L 



1992-1990; Lev-R-Vent Radiator Cap. 

10331 

16 

1992-1990; OE Type Radiator Cap. 

10231 

16 

1992-1990; OE Equivalent Fuel Cap. 

10817 


1992-1990; Pre-Vent Non-Locking Fuel Cap. 

10819 


1992-1990; Regular Locking Fuel Cap. 

10591 


1992-1990; Pre-Vent Locking Fuel Cap. 

10501 


1992-1990; Oil Filler Cap. 

10105 



Application 

Part 

Number 

PSI 

Cadillac - Continued 

1 Calais 

V-8 429 



1967; Lev-R-Vent Radiator Cap. 

.... 10330 

16 

1967; OE Type Radiator Cap. 

.... 10230 

16 

1967; OE Equivalent Fuel Cap. 

10632 


1967; Regular Locking Fuel Cap. 

10571 


1967; Oil Breather Cap; W/Calif. Emission System. 

... 10070 


1967; Oil Breather Cap; W/O Calif. Emission System. 

... 10061 


1966; Lev-R-Vent Radiator Cap. 

.... 10330 

16 

1966; OE Type Radiator Cap. 

.... 10230 

16 

1966; OE Equivalent Fuel Cap; Exc. First 20,000 Cars. 

.... 10632 


1966; Regular Locking Fuel Cap; Exc. First 20,000 Cars. 

.... 10571 


1966; Oil Breather Cap; W/Calif. Emission System. 

... 10070 


1966; Oil Breather Cap; W/O Calif. Emission System. 

... 10061 


1965; Lev-R-Vent Radiator Cap. 

.... 10330 

16 

1965; OE Type Radiator Cap. 

.... 10230 

16 

1965; OE Equivalent Fuel Cap. 

10632 


1965; Regular Locking Fuel Cap. 

10571 


1965; Oil Breather Cap; W/Calif. Emission System. 

... 10070 


1965; Oil Breather Cap; W/O Calif. Emission System. 

... 10061 


V-8 472 



1974-1971; Lev-R-Vent Radiator Cap. 

10331 

16 

1974-1971; OE Type Radiator Cap. 

10231 

16 

1974-1971; OE Equivalent Fuel Cap. 

... 10807 


1974-1971; Regular Locking Fuel Cap. 

... 10571 


1974-1971; Oil Filler Cap. 

... 10066 


1970-1969; Lev-R-Vent Radiator Cap. 

10331 

16 

1970-1969; OE Type Radiator Cap. 

10231 

16 

1970-1969; OE Equivalent Fuel Cap. 

... 10632 


1970-1969; Regular Locking Fuel Cap. 

... 10571 


1970-1969; Oil Filler Cap. 

... 10066 


1968; Lev-R-Vent Radiator Cap. 

.... 10330 

16 

1968; OE Type Radiator Cap. 

.... 10230 

16 

1968; OE Equivalent Fuel Cap. 

10632 


1968; Regular Locking Fuel Cap. 

10571 


1968; Oil Filler Cap. 

... 10066 


V-8 500 



1976-1975; Lev-R-Vent Radiator Cap. 

10331 

16 

1976-1975; OE Type Radiator Cap. 

10231 

16 

1976-1975; OE Equivalent Fuel Cap. 

... 10817 


1976-1975; Pre-Vent Non-Locking Fuel Cap. 

.... 10819 


1976-1975; Regular Locking Fuel Cap. 

... 10591 


1976-1975; Pre-Vent Locking Fuel Cap. 

.... 10501 


1976-1975; Oil Filler Cap. 

... 10066 


Cimarron 

4-Cvl. 1.8 L 



1982; Lev-R-Vent Radiator Cap. 

.... 10331 

16 

1982; OE Type Radiator Cap. 

.... 10231 

16 

1982; OE Equivalent Fuel Cap. 

10817 


1982; Pre-Vent Non-Locking Fuel Cap. 

... 10819 


1982; Regular Locking Fuel Cap. 

10591 


1982; Pre-Vent Locking Fuel Cap. 

.... 10501 


1982; Oil Filler Cap. 

... 10066 


4-Cyl. 2.0 L 



1986-1983; Lev-R-Vent Radiator Cap. 

10331 

16 

1986-1983; OE Type Radiator Cap. 

10231 

16 

1986-1983; OE Equivalent Fuel Cap. 

... 10817 


1986-1983; Pre-Vent Non-Locking Fuel Cap. 

.... 10819 


1986-1983; Regular Locking Fuel Cap. 

... 10591 


1986-1983; Pre-Vent Locking Fuel Cap. 

.... 10501 


1986-1983; Oil Filler Cap. 

... 10066 


V-6 2.8 L 



1988-1987; Lev-R-Vent Radiator Cap. 

10331 

16 

1988-1987; OE Type Radiator Cap. 

10231 

16 

1988-1987; OE Equivalent Fuel Cap. 

... 10817 


1988-1987; Pre-Vent Non-Locking Fuel Cap. 

.... 10819 


1988-1987; Regular Locking Fuel Cap. 

... 10591 


1988-1987; Pre-Vent Locking Fuel Cap. 

.... 10501 


1988-1987; Oil Filler Cap. 

... 10096 


1986-1985; Lev-R-Vent Radiator Cap. 

10331 

16 

1986-1985; OE Type Radiator Cap. 

10231 

16 

1986-1985; OE Equivalent Fuel Cap. 

... 10817 


1986-1985; Pre-Vent Non-Locking Fuel Cap. 

.... 10819 



38 





































































































































Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Cadillac - Continued 

Cimarron - Continued 

V-6 2.8 L-Continued 



1986-1985; Regular Locking Fuel Cap. 

. 10591 


1986-1985; Pre-Vent Locking Fuel Cap. 

. 10501 


1986-1985; Oil Filler Cap. 

. 10072 


Deville 

V-6 4.1 L 



1982; OE Type Radiator Cap. 

. 10226 

15 

1982; OE Equivalent Fuel Cap. 

. 10817 


1982; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1982; Regular Locking Fuel Cap. 

. 10591 


1982; Pre-Vent Locking Fuel Cap. 

. 10501 


1982; Oil Filler Cap. 

. 10066 


1981-1980; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1981-1980; OE Type Radiator Cap. 

. 10231 

16 

1981-1980; OE Equivalent Fuel Cap. 

. 10817 


1981-1980; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1981-1980; Regular Locking Fuel Cap. 

. 10591 


1981-1980; Pre-Vent Locking Fuel Cap. 

. 10501 


1981-1980; Oil Filler Cap. 

. 10066 


V-6 4.3 L Diesel 



1985; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1985; OE Type Radiator Cap. 

. 10230 

16 

1985; OE Equivalent Fuel Cap. 

. 10817 


1985; Diesel Regular Non-Locking Fuel Cap. 

. 10830D 


1985; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1985; Diesel Pre-Vent Non-Locking Fuel Cap. 

. 10819D 


1985; Regular Locking Fuel Cap. 

. 10591 


1985; Diesel Regular Locking Fuel Cap. 

. 10591D 


1985; Pre-Vent Locking Fuel Cap. 

. 10501 


1985; Diesel Only Pre-Vent Locking Fuel Cap. 

. 10501D 


V-8 350 Diesel 



1979; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1979; OE Type Radiator Cap. 

. 10231 

16 

1979; OE Equivalent Fuel Cap. 

. 10817 


1979; Diesel Regular Non-Locking Fuel Cap. 

. 10830D 


1979; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1979; Diesel Pre-Vent Non-Locking Fuel Cap. 

. 10819D 


1979; Regular Locking Fuel Cap. 

. 10591 


1979; Diesel Regular Locking Fuel Cap. 

. 10591D 


1979; Pre-Vent Locking Fuel Cap. 

. 10501 


1979; Diesel Only Pre-Vent Locking Fuel Cap. 

. 10501D 


1979; Oil Breather Cap. 

. 10078 


V-8 4.1 L 



1987-1984; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1987-1984; OE Type Radiator Cap. 

. 10231 

16 

1987-1984; OE Equivalent Fuel Cap. 

. 10817 


1987-1984; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1987-1984; Regular Locking Fuel Cap. 

. 10591 


1987-1984; Pre-Vent Locking Fuel Cap. 

. 10501 


1987-1984; Oil Filler Cap. 

. 10097 


1983; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1983; OE Type Radiator Cap. 

. 10231 

16 

1983; OE Equivalent Fuel Cap. 

. 10817 


1983; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1983; Regular Locking Fuel Cap. 

. 10591 


1983; Pre-Vent Locking Fuel Cap. 

. 10501 


1983; Oil Filler Cap. 

. 10066 


1982; OE Type Radiator Cap. 

. 10226 

15 

1982; OE Equivalent Fuel Cap. 

. 10817 


1982; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1982; Regular Locking Fuel Cap. 

. 10591 


1982; Pre-Vent Locking Fuel Cap. 

. 10501 


1982; Oil Filler Cap. 

. 10066 


V-8 4.5 L 



1990-1988; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1990-1988; OE Type Radiator Cap. 

. 10231 

16 

1990-1988; OE Equivalent Fuel Cap. 

. 10817 


1990-1988; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1990-1988; Regular Locking Fuel Cap. 

. 10591 


1990-1988; Pre-Vent Locking Fuel Cap. 

. 10501 


1990-1988; Oil Filler Cap. 

. 10097 



Application 

Part 

Number 

PSI 

Cadillac - Continued 

1 Deville - Continued 

V-8 4.6 L 



1994; Lev-R-Vent Radiator Cap. 

.... 10330 

16 

1994; OE Type Radiator Cap. 

.... 10230 

16 

1994; Pre-Vent Non-Locking Fuel Cap. 

... 10819 


1994; Pre-Vent Locking Fuel Cap. 

.... 10501 


1994; Oil Filler Cap. 

... 10099 


V-8 4.9 L 



1994-1993; Lev-R-Vent Radiator Cap. 

10331 

16 

1994-1993; OE Type Radiator Cap. 

10231 

16 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 

.... 10819 


1994-1993; Pre-Vent Locking Fuel Cap. 

.... 10501 


1994-1993; Oil Filler Cap. 

... 10118 


1992-1991; Lev-R-Vent Radiator Cap. 

10331 

16 

1992-1991; OE Type Radiator Cap. 

10231 

16 

1992-1991; OE Equivalent Fuel Cap. 

... 10817 


1992-1991; Pre-Vent Non-Locking Fuel Cap. 

.... 10819 


1992-1991; Regular Locking Fuel Cap. 

... 10591 


1992-1991; Pre-Vent Locking Fuel Cap. 

.... 10501 


1992-1991; Oil Filler Cap. 

... 10118 


V-8 425 



1979-1977; Lev-R-Vent Radiator Cap. 

10331 

16 

1979-1977; OE Type Radiator Cap. 

10231 

16 

1979-1977; OE Equivalent Fuel Cap. 

... 10817 


1979-1977; Pre-Vent Non-Locking Fuel Cap. 

.... 10819 


1979-1977; Regular Locking Fuel Cap. 

... 10591 


1979-1977; Pre-Vent Locking Fuel Cap. 

.... 10501 


1979-1977; Oil Filler Cap. 

... 10066 


V-8 429 



1967; Lev-R-Vent Radiator Cap. 

.... 10330 

16 

1967; OE Type Radiator Cap. 

.... 10230 

16 

1967; OE Equivalent Fuel Cap. 

10632 


1967; Regular Locking Fuel Cap. 

10571 


1967; Oil Breather Cap; W/Calif. Emission System. 

... 10070 


1967; Oil Breather Cap; W/O Calif. Emission System. 

... 10061 


1966; Lev-R-Vent Radiator Cap. 

.... 10330 

16 

1966; OE Type Radiator Cap. 

.... 10230 

16 

1966; OE Equivalent Fuel Cap; Exc. First 20,000 Cars. 

.... 10632 


1966; Regular Locking Fuel Cap; Exc. First 20,000 Cars. 

.... 10571 


1966; Oil Breather Cap; W/Calif. Emission System. 

... 10070 


1966; Oil Breather Cap; W/O Calif. Emission System. 

... 10061 


1965; Lev-R-Vent Radiator Cap. 

.... 10330 

16 

1965; OE Type Radiator Cap. 

.... 10230 

16 

1965; OE Equivalent Fuel Cap. 

10632 


1965; Regular Locking Fuel Cap. 

10571 


1965; Oil Breather Cap; W/Calif. Emission System. 

... 10070 


1965; Oil Breather Cap; W/O Calif. Emission System. 

... 10061 


V-8 472 



1974-1971; Lev-R-Vent Radiator Cap. 

10331 

16 

1974-1971; OEType Radiator Cap. 

10231 

16 

1974-1971; OE Equivalent Fuel Cap. 

... 10807 


1974-1971; Regular Locking Fuel Cap. 

... 10571 


1974-1971; Oil Filler Cap. 

... 10066 


1970-1969; Lev-R-Vent Radiator Cap. 

10331 

16 

1970-1969; OE Type Radiator Cap. 

10231 

16 

1970-1969; OE Equivalent Fuel Cap. 

... 10632 


1970-1969; Regular Locking Fuel Cap. 

... 10571 


1970-1969; Oil Filler Cap. 

... 10066 


1968; Lev-R-Vent Radiator Cap. 

.... 10330 

16 

1968; OE Type Radiator Cap. 

.... 10230 

16 

1968; OE Equivalent Fuel Cap. 

10632 


1968; Regular Locking Fuel Cap. 

10571 


1968; Oil Filler Cap. 

... 10066 


V-8 5.7 L Diesel 



1984-1983; Lev-R-Vent Radiator Cap. 

10331 

16 

1984-1983; OE Type Radiator Cap. 

10231 

16 

1984-1983; OE Equivalent Fuel Cap. 

... 10817 


1984-1983; Diesel Regular Non-Locking Fuel Cap. 

10830D 


1984-1983; Pre-Vent Non-Locking Fuel Cap. 

.... 10819 


1984-1983; Diesel Pre-Vent Non-Locking Fuel Cap. 

.... 10819D 


1984-1983; Regular Locking Fuel Cap. 

... 10591 


1984-1983; Diesel Regular Locking Fuel Cap. 

... 10591D 


1984-1983; Pre-Vent Locking Fuel Cap. 

.... 10501 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Cadillac - Continued 

Deville - Continued 

V-8 5.7 L Diesel - Continued 



1984-1983; Diesel Only Pre-Vent Locking Fuel Cap. 

. 10501D 


1982; OE Type Radiator Cap. 

. 10226 

15 

1982; OE Equivalent Fuel Cap. 

10817 


1982; Diesel Regular Non-Locking Fuel Cap. 

. 10830D 


1982; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1982; Diesel Pre-Vent Non-Locking Fuel Cap. 

. 10819D 


1982; Regular Locking Fuel Cap. 

10591 


1982; Diesel Regular Locking Fuel Cap. 

10591D 


1982; Pre-Vent Locking Fuel Cap. 

. 10501 


1982; Diesel Only Pre-Vent Locking Fuel Cap. 

10501D 


1981-1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1981-1980; OE Type Radiator Cap. 

10231 

16 

1981-1980; OE Equivalent Fuel Cap. 

. 10817 


1981-1980; Diesel Regular Non-Locking Fuel Cap. 

10830D 


1981-1980; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1981-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 

. 10819D 


1981-1980; Regular Locking Fuel Cap. 

. 10591 


1981-1980; Diesel Regular Locking Fuel Cap. 

. 10591D 


1981-1980; Pre-Vent Locking Fuel Cap. 

. 10501 


1981-1980; Diesel Only Pre-Vent Locking Fuel Cap. 

. 10501D 


1981-1980; Oil Breather Cap. 

10078 


V-8 500 



1976-1975; Lev-R-Vent Radiator Cap. 

10331 

16 

1976-1975; OE Type Radiator Cap. 

10231 

16 

1976-1975; OE Equivalent Fuel Cap. 

. 10817 


1976-1975; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1976-1975; Regular Locking Fuel Cap. 

. 10591 


1976-1975; Pre-Vent Locking Fuel Cap. 

. 10501 


1976-1975; Oil Filler Cap. 

. 10066 


1974; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1974; OE Type Radiator Cap. 

. 10231 

16 

1974; OE Equivalent Fuel Cap. 

10807 


1974; Regular Locking Fuel Cap. 

10571 


1974; Oil Filler Cap. 

. 10066 


V-8 6.0 L 



1981-1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1981-1980; OE Type Radiator Cap. 

10231 

16 

1981-1980; OE Equivalent Fuel Cap. 

. 10817 


1981-1980; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1981-1980; Regular Locking Fuel Cap. 

. 10591 


1981-1980; Pre-Vent Locking Fuel Cap. 

. 10501 


1981-1980; Oil Filler Cap. 

. 10066 


Eldorado 

V-6 4.1 L 



1982; OE Type Radiator Cap. 

. 10226 

15 

1982; OE Equivalent Fuel Cap. 

10817 


1982; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1982; Regular Locking Fuel Cap. 

10591 


1982; Pre-Vent Locking Fuel Cap. 

. 10501 


1982; Oil Filler Cap. 

. 10066 


1981 ; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1981; OE Type Radiator Cap. 

. 10231 

16 

1981 ; OE Equivalent Fuel Cap. 

10817 


1981; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1981; Regular Locking Fuel Cap. 

10591 


1981; Pre-Vent Locking Fuel Cap. 

. 10501 


1981; Oil Filler Cap. 

. 10066 


V-8 350 



1979; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1979; OE Type Radiator Cap. 

. 10231 

16 

1979; OE Equivalent Fuel Cap. 

10817 


1979; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1979; Regular Locking Fuel Cap. 

10591 


1979; Pre-Vent Locking Fuel Cap. 

. 10501 


1979; Oil Filler Cap. 

. 10066 


1979; Oil Breather Cap. 

10078 


V-8 350 Diesel 



1979; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1979; OE Type Radiator Cap. 

. 10231 

16 

1979; OE Equivalent Fuel Cap. 

10817 


1979; Diesel Regular Non-Locking Fuel Cap. 

. 10830D 



Application 

Part 

Number 

PSI 

Cadillac - Continued 

1 Eldorado - Continued 

V-8 350 Diesel - Continued 



1979; Pre-Vent Non-Locking Fuel Cap. 

10819 


1979; Diesel Pre-Vent Non-Locking Fuel Cap. 

10819D 


1979; Regular Locking Fuel Cap. 

10591 


1979; Diesel Regular Locking Fuel Cap. 

10591D 


1979; Pre-Vent Locking Fuel Cap. 

10501 


1979; Diesel Only Pre-Vent Locking Fuel Cap. 

10501D 


1979; Oil Breather Cap. 

10078 


V-8 365 



1958-1957; Lev-R-Vent Radiator Cap; W/O Factory Inst. A.C.... 

10329 

13 

1958-1957; OE Type Radiator Cap; W/O Factory Inst. A.C. 

10229 

13 

1958-1957; Lev-R-Vent Radiator Cap; W/Factory Inst. A.C. 

10330 

16 

1958-1957; OE Type Radiator Cap; W/Factory Inst. A.C. 

10230 

16 

1958-1957; Oil Breather Cap. 

10061 


V-8 390 



1963-1959; Lev-R-Vent Radiator Cap; W/O Factory Inst. A.C.... 

10329 

13 

1963-1959; OE Type Radiator Cap; W/O Factory Inst. A.C. 

10229 

13 

1963-1959; Lev-R-Vent Radiator Cap; W/Factory Inst. A.C. 

10330 

16 

1963-1959; OE Type Radiator Cap; W/Factory Inst. A.C. 

10230 

16 

1963-1959; OE Equivalent Fuel Cap. 

10646 


1963-1959; Regular Locking Fuel Cap. 

10492 


1963-1959; Oil Breather Cap. 

10061 


V-8 4.1 L 



1987-1984; Lev-R-Vent Radiator Cap. 

10331 

16 

1987-1984; OE Type Radiator Cap. 

10231 

16 

1987-1984; OE Equivalent Fuel Cap. 

10817 


1987-1984; Pre-Vent Non-Locking Fuel Cap. 

10819 


1987-1984; Regular Locking Fuel Cap. 

10591 


1987-1984; Pre-Vent Locking Fuel Cap. 

10501 


1987-1984; Oil Filler Cap. 

10097 


1983; Lev-R-Vent Radiator Cap. 

10331 

16 

1983; OE Type Radiator Cap. 

10231 

16 

1983; OE Equivalent Fuel Cap. 

10817 


1983; Pre-Vent Non-Locking Fuel Cap. 

10819 


1983; Regular Locking Fuel Cap. 

10591 


1983; Pre-Vent Locking Fuel Cap. 

10501 


1983; Oil Filler Cap. 

10066 


1982; OE Type Radiator Cap. 

10226 

15 

1982; OE Equivalent Fuel Cap. 

10817 


1982; Pre-Vent Non-Locking Fuel Cap. 

10819 


1982; Regular Locking Fuel Cap. 

10591 


1982; Pre-Vent Locking Fuel Cap. 

10501 


1982; Oil Filler Cap. 

10066 


V-8 4.5 L 



1990-1988; Lev-R-Vent Radiator Cap. 

10331 

16 

1990-1988; OE Type Radiator Cap. 

10231 

16 

1990-1988; Pre-Vent Non-Locking Fuel Cap. 

10819 


1990-1988; Pre-Vent Locking Fuel Cap. 

10501 


1990-1988; Oil Filler Cap. 

10097 


V-8 4.6 L 



1994; Lev-R-Vent Radiator Cap. 

10330 

16 

1994; OE Type Radiator Cap. 

10230 

16 

1994; Pre-Vent Non-Locking Fuel Cap. 

10819 


1994; Pre-Vent Locking Fuel Cap. 

10501 


1994; Oil Filler Cap. 

10099 


1993; Lev-R-Vent Radiator Cap. 

10331 

16 

1993; OE Type Radiator Cap. 

10231 

16 

1993; Pre-Vent Non-Locking Fuel Cap. 

10819 


1993; Pre-Vent Locking Fuel Cap. 

10501 


1993; Oil Filler Cap. 

10099 


V-8 4.9 L 



1993-1991; Lev-R-Vent Radiator Cap. 

10331 

16 

1993-1991; OE Type Radiator Cap. 

10231 

16 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 

10819 


1993-1991; Pre-Vent Locking Fuel Cap. 

10501 


1993-1991; Oil Filler Cap. 

10118 


V-8 425 



1978-1977; Lev-R-Vent Radiator Cap. 

10331 

16 

1978-1977; OE Type Radiator Cap. 

10231 

16 

1978-1977; OE Equivalent Fuel Cap. 

10817 


1978-1977; Pre-Vent Non-Locking Fuel Cap. 

10819 


1978-1977; Regular Locking Fuel Cap. 

10591 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Cadillac - Continued 

Cadillac - Continued 

Eldorado - Continued 

Eldorado - Continued 


Application 


Part 

Number 


PSI 


V-8 425 - Continued 

1978-1977; Pre-Vent Locking Fuel Cap. 10501 

1978-1977; Oil Filler Cap. 10066 

V-8 429 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 472 

1969; Lev-R-Vent Radiator Cap. 10331 16 

1969; OE Type Radiator Cap. 10231 16 

1969; OE Equivalent Fuel Cap. 10646 

1969; Regular Locking Fuel Cap. 10492 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10646 

1968; Regular Locking Fuel Cap. 10492 

1968; Oil Filler Cap. 10066 

V-8 5.7 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10078 

V-8 5.7 L Diesel 

1985-1983; Lev-R-Vent Radiator Cap. 10331 16 

1985-1983; OE Type Radiator Cap. 10231 16 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Diesel Regular Locking Fuel Cap. 10591D 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1982; OE Type Radiator Cap. 10226 15 

1982; OE Equivalent Fuel Cap. 10817 

1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1982; Regular Locking Fuel Cap. 10591 

1982; Diesel Regular Locking Fuel Cap. 10591D 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Diesel Regular Locking Fuel Cap. 10591D 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1981-1980; Oil Breather Cap. 10078 

V-8 500 

1976-1975; Lev-R-Vent Radiator Cap. 10331 16 

1976-1975; OE Type Radiator Cap. 10231 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 


V-8 500 - Continued 

1976-1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10331 16 

1974-1971; OE Type Radiator Cap. 10231 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

V-8 6.0 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 


Fleetwood 

V-6 4.1 L 

1982; OE Type Radiator Cap. 10226 15 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Filler Cap. 10066 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-6 4.3 L Diesel 

1985; Lev-R-Vent Radiator Cap. 10330 16 

1985; OE Type Radiator Cap. 10230 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

V-8 350 Diesel 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Diesel Regular Non-Locking Fuel Cap. 10830D 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1979; Regular Locking Fuel Cap. 10591 

1979; Diesel Regular Locking Fuel Cap. 10591D 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1979; Oil Breather Cap. 10078 

V-8 4.1 L 

1987-1984; Lev-R-Vent Radiator Cap. 10331 16 

1987-1984; OE Type Radiator Cap. 10231 16 

1987-1984; OE Equivalent Fuel Cap. 10817 

1987-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1984; Regular Locking Fuel Cap. 10591 

1987-1984; Pre-Vent Locking Fuel Cap. 10501 

1987-1984; Oil Filler Cap. 10097 

1983; Lev-R-Vent Radiator Cap. 10331 16 

1983; OE Type Radiator Cap. 10231 16 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Cadillac - Continued 

Cadillac - Continued 

Fleetwood - Continued 

Fleetwood - Continued 


Application 


Part 

Number 


PSI 


V-8 4.1 L - Continued 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Oil Filler Cap. 10066 

1982; OE Type Radiator Cap. 10226 15 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Filler Cap. 10066 

V-8 4.5 L 

1990-1988; Lev-R-Vent Radiator Cap. 10331 16 

1990-1988; OE Type Radiator Cap. 10231 16 

1990-1988; OE Equivalent Fuel Cap. 10817 

1990-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1988; Regular Locking Fuel Cap. 10591 

1990-1988; Pre-Vent Locking Fuel Cap. 10501 

1990-1988; Oil Filler Cap. 10097 

V-8 4.9 L 

1992-1991; Lev-R-Vent Radiator Cap. 10331 16 

1992-1991; OE Type Radiator Cap. 10231 16 

1992-1991; OE Equivalent Fuel Cap. 10817 

1992-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1991; Regular Locking Fuel Cap. 10591 

1992-1991; Pre-Vent Locking Fuel Cap. 10501 

1992-1991; Oil Filler Cap. 10118 

V-8 425 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-8 429 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; OE Equivalent Fuel Cap. 10632 

1967; Regular Locking Fuel Cap. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap. 10330 16 

1966; OE Type Radiator Cap. 10230 16 

1966; OE Equivalent Fuel Cap; Exc. First 20,000 Cars. 10632 

1966; Regular Locking Fuel Cap; Exc. First 20,000 Cars. 10571 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 472 

1974-1971; Lev-R-Vent Radiator Cap. 10331 16 

1974-1971 ;OE Type Radiator Cap. 10231 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10066 

1970-1969; Lev-R-Vent Radiator Cap. 10331 16 

1970-1969; OE Type Radiator Cap. 10231 16 

1970-1969; OE Equivalent Fuel Cap. 10632 

1970-1969; Regular Locking Fuel Cap. 10571 

1970-1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10632 

1968; Regular Locking Fuel Cap. 10571 

1968; Oil Filler Cap. 10066 

V-8 5.0 L 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10077 


V-8 5.7 L 

1994; OE Type Radiator Cap. 10239 15 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10105 

1993; Lev-R-Vent Radiator Cap. 10331 16 

1993; OE Type Radiator Cap. 10231 16 

1993; OE Equivalent Fuel Cap. 10817 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Regular Locking Fuel Cap. 10591 

1993; Pre-Vent Locking Fuel Cap. 10501 

1993; Oil Filler Cap. 10105 

V-8 5.7 L Diesel 

1985-1983; Lev-R-Vent Radiator Cap. 10331 16 

1985-1983; OE Type Radiator Cap. 10231 16 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Diesel Regular Locking Fuel Cap. 10591D 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1982; OE Type Radiator Cap. 10226 15 

1982; OE Equivalent Fuel Cap. 10817 

1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1982; Regular Locking Fuel Cap. 10591 

1982; Diesel Regular Locking Fuel Cap. 10591D 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Diesel Regular Locking Fuel Cap. 10591D 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1981-1980; Oil Breather Cap. 10078 

V-8 500 

1976-1975; Lev-R-Vent Radiator Cap. 10331 16 

1976-1975; OE Type Radiator Cap. 10231 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 

V-8 6.0 L 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap. 10097 

1983; Lev-R-Vent Radiator Cap. 10331 16 

1983; OE Type Radiator Cap. 10231 16 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Oil Filler Cap. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Part 

Number 


PSI 


Application 


Cadillac - Continued 


Fleetwood - Continued 

V-8 6.0 L - Continued 

1982; OE Type Radiator Cap. 10226 15 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Filler Cap. 10066 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

Fleetwood 75; Fleetwood Sixty Special 

V-8 331 

1955-1949; Lev-R-Vent Radiator Cap; W/O Factory Inst. A.C.... 10329 13 

1955-1949; OE Type Radiator Cap; W/O Factory Inst. A.C. 10229 13 

1955-1949; Lev-R-Vent Radiator Cap; W/Factory Inst. A.C. 10330 16 

1955-1949; OE Type Radiator Cap; W/Factory Inst. A.C. 10230 16 

1955-1949; Oil Breather Cap. 10061 

V-8 346 

1948; Oil Breather Cap. 10061 

V-8 365 

1958-1956; Lev-R-Vent Radiator Cap; W/O Factory Inst. A.C.... 10329 13 

1958-1956; OE Type Radiator Cap; W/O Factory Inst. A.C. 10229 13 

1958-1956; Lev-R-Vent Radiator Cap; W/Factory Inst. A.C. 10330 16 

1958-1956; OE Type Radiator Cap; W/Factory Inst. A.C. 10230 16 

1958-1956; Oil Breather Cap. 10061 

V-8 390 

1963-1959; Lev-R-Vent Radiator Cap; W/O Factory Inst. A.C.... 10329 13 

1963-1959; OE Type Radiator Cap; W/O Factory Inst. A.C. 10229 13 

1963-1959; Lev-R-Vent Radiator Cap; W/Factory Inst. A.C. 10330 16 

1963-1959; OE Type Radiator Cap; W/Factory Inst. A.C. 10230 16 

1963-1959; OE Equivalent Fuel Cap. 10646 

1963-1959; Regular Locking Fuel Cap. 10492 

1963-1959; Oil Breather Cap. 10061 

V-8 429 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; OE Equivalent Fuel Cap. 10632 

1965; Regular Locking Fuel Cap. 10571 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

Series 60 

V-8 322 

1936; OE Equivalent Fuel Cap. 10623 

1936; Regular Locking Fuel Cap. 10491 

V-8 346 

1938-1937; OE Type Radiator Cap. 10203 0 

1938-1937; OE Equivalent Fuel Cap. 10623 

1938-1937; Regular Locking Fuel Cap. 10491 

Series 60S 

V-8 346 

1940-1939; OE Equivalent Fuel Cap. 10623 

1940-1939; Regular Locking Fuel Cap. 10491 

1938; OE Type Radiator Cap. 10203 0 

1938; OE Equivalent Fuel Cap. 10623 

1938^Regular Locking Fuel Cap. 10491 

Series 61 

V-8 331 

1951-1949; Lev-R-Vent Radiator Cap; W/O Factory Inst. A.C.... 10329 13 


Application 

Part 

Number 

PSI 

Cadillac - Continued 

1 Series 61 - Continued 

V-8 331 - Continued 



1951-1949; OE Type Radiator Cap; W/O Factory Inst. A.C. 

10229 

13 

1951-1949; Lev-R-Vent Radiator Cap; W/Factory Inst. A.C. 

10330 

16 

1951-1949; OE Type Radiator Cap; W/Factory Inst. A.C. 

10230 

16 

1951-1949; Oil Breather Cap. 

10061 


V-8 346 



1948; Oil Breather Cap. 

10061 


1939; OE Equivalent Fuel Cap. 

10623 


1939; Regular Locking Fuel Cap. 

10491 


Series 62 

V-8 331 



1955-1949; Lev-R-Vent Radiator Cap; W/O Factory Inst. A.C.... 

10329 

13 

1955-1949; OE Type Radiator Cap; W/O Factory Inst. A.C. 

10229 

13 

1955-1949; Lev-R-Vent Radiator Cap; W/Factory Inst. A.C. 

10330 

16 

1955-1949; OE Type Radiator Cap; W/Factory Inst. A.C. 

10230 

16 

1955-1949; Oil Breather Cap. 

10061 


V-8 346 



1948; Oil Breather Cap. 

10061 


1940; OE Equivalent Fuel Cap. 

10623 


1940; Regular Locking Fuel Cap. 

10491 


V-8 365 



1958-1956; Lev-R-Vent Radiator Cap; W/O Factory Inst. A.C.... 

10329 

13 

1958-1956; OE Type Radiator Cap; W/O Factory Inst. A.C. 

10229 

13 

1958-1956; Lev-R-Vent Radiator Cap; W/Factory Inst. A.C. 

10330 

16 

1958-1956; OE Type Radiator Cap; W/Factory Inst. A.C. 

10230 

16 

1958-1956; Oil Breather Cap. 

10061 


Series 65 

V-8 346 



1938-1937; OE Type Radiator Cap. 

10203 

0 

1938-1937; OE Equivalent Fuel Cap. 

10623 


1938-1937; Regular Locking Fuel Cap. 

10491 


Series 70 

V-8 346 



1937; OE Type Radiator Cap. 

10203 

0 

1937; OE Equivalent Fuel Cap. 

10623 


1937; Regular Locking Fuel Cap. 

10491 


1936; OE Equivalent Fuel Cap. 

10623 


1936; Regular Locking Fuel Cap. 

10491 


Series 72 

V-8 346 



1940; OE Equivalent Fuel Cap. 

10623 


1940; Regular Locking Fuel Cap. 

10491 


Series 75 

V-8 346 



1940-1939; OE Equivalent Fuel Cap. 

10623 


1940-1939; Regular Locking Fuel Cap. 

10491 


1938-1937; OE Type Radiator Cap. 

10203 

0 

1938-1937; OE Equivalent Fuel Cap. 

10623 


1938-1937; Regular Locking Fuel Cap. 

10491 


1936; OE Equivalent Fuel Cap. 

10623 


1936; Regular Locking Fuel Cap. 

10491 


Series 80 

V-12 368 



1936; OE Equivalent Fuel Cap. 

10623 


1936; Regular Locking Fuel Cap. 

10491 


Series 85 

V-12 368 



1937; OE Type Radiator Cap. 

10203 

0 

1937; OE Equivalent Fuel Cap. 

10623 


1937; Regular Locking Fuel Cap. 

10491 


1936; OE Equivalent Fuel Cap. 

10623 


1936; Regular Locking Fuel Cap. 

10491 


Series 90 

V-16 431 



1940-1939; OE Equivalent Fuel Cap. 

10623 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Cadillac - Continued 

Cadillac - Continued 

Series 90 - Continued 

Seville - Continued 


Application 


Part 

Number 


PSI 


V-16 431 - Continued 

1940-1939; Regular Locking Fuel Cap. 10491 

1938; OE Type Radiator Cap. 10203 0 

1938; OE Equivalent Fuel Cap. 10623 

1938; Regular Locking Fuel Cap. 10491 

V-16 452 

1937; OE Type Radiator Cap. 10203 0 

1937; OE Equivalent Fuel Cap. 10623 

1937; Regular Locking Fuel Cap. 10491 

1936; OE Equivalent Fuel Cap. 10623 

1936; Regular Locking Fuel Cap. 10491 


Series 355 
V-8 353 

1935; OE Equivalent Fuel Cap. 10623 

1935; Regular Locking Fuel Cap. 10491 

Series 370 
V-12 368 

1935; OE Equivalent Fuel Cap. 10623 

1935;JRegular Locking Fuel Cap. 10491 


Series 452 

V-16 452 

1935; OE Equivalent Fuel Cap. 10623 

1935; Regular Locking Fuel Cap. 10491 

Series 6200 

V-8 390 

1963-1959; Lev-R-Vent Radiator Cap; W/O Factory Inst. A.C.... 10329 13 

1963-1959; OE Type Radiator Cap; W/O Factory Inst. A.C. 10229 13 

1963-1959; Lev-R-Vent Radiator Cap; W/Factory Inst. A.C. 10330 16 

1963-1959; OE Type Radiator Cap; W/Factory Inst. A.C. 10230 16 

1963-1959; OE Equivalent Fuel Cap. 10646 

1963-1959; Regular Locking Fuel Cap. 10492 

1963-1959; Oil Breather Cap. 10061 

V-8 429 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 


Seville 

V-6 4.1 L 

1982; OE Type Radiator Cap. 10226 15 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Filler Cap. 10066 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 

V-8 350 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1979-1978; Oil Breather Cap. 10078 

1977-1976; Lev-R-Vent Radiator Cap. 10331 16 

1977-1976; OE Type Radiator Cap. 10231 16 

1977-1976; OE Equivalent Fuel Cap. 10817 

1977-1976; Pre-Vent Non-Locking Fuel Cap. 10819 

1977-1976; Regular Locking Fuel Cap. 10591 


V-8 350 - Continued 

1977-1976; Pre-Vent Locking Fuel Cap. 10501 

1977-1976; Oil Filler Cap. 10066 

V-8 350 Diesel 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Diesel Regular Non-Locking Fuel Cap. 10830D 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Diesel Regular Locking Fuel Cap. 10591D 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1979-1978; Oil Breather Cap. 10078 

V-8 4.1 L 

1987-1984; Lev-R-Vent Radiator Cap. 10331 16 

1987-1984; OE Type Radiator Cap. 10231 16 

1987-1984; OE Equivalent Fuel Cap. 10817 

1987-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1984; Regular Locking Fuel Cap. 10591 

1987-1984; Pre-Vent Locking Fuel Cap. 10501 

1987-1984; Oil Filler Cap. 10097 

1983; Lev-R-Vent Radiator Cap. 10331 16 

1983; OE Type Radiator Cap. 10231 16 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Oil Filler Cap. 10066 

1982; OE Type Radiator Cap. 10226 15 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Filler Cap. 10066 

V-8 4.5 L 

1990-1988; Lev-R-Vent Radiator Cap. 10331 16 

1990-1988; OE Type Radiator Cap. 10231 16 

1990-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1988; Pre-Vent Locking Fuel Cap. 10501 

1990-1988; Oil Filler Cap. 10097 

V-8 4.6 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10099 

1993; Lev-R-Vent Radiator Cap. 10331 16 

1993; OE Type Radiator Cap. 10231 16 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Pre-Vent Locking Fuel Cap. 10501 

1993; Oil Filler Cap. 10099 

V-8 4.9 L 

1993-1991; Lev-R-Vent Radiator Cap. 10331 16 

1993-1991; OE Type Radiator Cap. 10231 16 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Oil Filler Cap. 10118 

V-8 5.7 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10078 

V-8 5.7 L Diesel 

1985-1983; Lev-R-Vent Radiator Cap. 10331 16 

1985-1983; OE Type Radiator Cap. 10231 16 

1985-1983; OE Equivalent Fuel Cap. 10817 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Cadillac - Continued 

Checker - Continued 

Seville - Continued 

Marathon - Continued 


Application 


Part 

Number 


PSI 


V-8 5.7 L Diesel - Continued 

1985-1983; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Diesel Regular Locking Fuel Cap. 10591D 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1982; OE Type Radiator Cap. 10226 15 

1982; OE Equivalent Fuel Cap. 10817 

1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1982; Regular Locking Fuel Cap. 10591 

1982; Diesel Regular Locking Fuel Cap. 10591D 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Diesel Regular Locking Fuel Cap. 10591D 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1981-1980; Oil Breather Cap. 10078 

V-8 6.0 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 


Sixty Special 

V-8 4.9 L 

1993; Lev-R-Vent Radiator Cap. 10331 16 

1993; OE Type Radiator Cap. 10231 16 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Pre-Vent Locking Fuel Cap. 10501 

1993; Oil Filler Cap. 10118 


Checker 


Aerobus 

V-8 318 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap. 10623 

1964; Regular Locking Fuel Cap. 10491 


Deluxe 

6-Cyl. 250; V-8 327; V-8 350 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10623 

1969; Regular Locking Fuel Cap. 10491 


Marathon 

6-Cyl. 226 

1964-1963; Lev-R-Vent Radiator Cap. 10329 13 

1964-1963; OE Type Radiator Cap. 10229 13 

1964-1963; OE Equivalent Fuel Cap. 10623 

1964-1963; Regular Locking Fuel Cap. 10491 

1962-1961; Lev-R-Vent Radiator Cap. 10329 13 

1962-1961; OE Type Radiator Cap. 10229 13 

6-Cyl. 230 

1968-1965; Lev-R-Vent Radiator Cap. 10329 13 

1968-1965; OE Type Radiator Cap. 10229 13 

1968-1965; OE Equivalent Fuel Cap. 10623 


6-Cyl. 230 - Continued 

1968- 1965; Regular Locking Fuel Cap. 10491 

6-Cyl. 250 

1974-1973; OE Equivalent Fuel Cap. 10704 

1974-1973; Regular Locking Fuel Cap. 10582 

1972; Lev-R-Vent Radiator Cap. 10329 13 

1972; OE Type Radiator Cap. 10229 13 

1972; OE Equivalent Fuel Cap. 10704 

1972; Regular Locking Fuel Cap. 10582 

1971-1970; Lev-R-Vent Radiator Cap. 10329 13 

1971 -1970; OE Type Radiator Cap. 10229 13 

1971-1970; OE Equivalent Fuel Cap; W/O Calif. Emission 

System. 10623 

1971-1970; Regular Locking Fuel Cap; W/O Calif. Emission 

System. 10491 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10623 

1969; Regular Locking Fuel Cap. 10491 

V-8 283 

1967-1965; Lev-R-Vent Radiator Cap. 10329 13 

1967-1965; OE Type Radiator Cap. 10229 13 

1967-1965; OE Equivalent Fuel Cap. 10623 

1967-1965; Regular Locking Fuel Cap. 10491 

V-8 307 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap. 10623 

1968; Regular Locking Fuel Cap. 10491 

V-8 327 

1969- 1966; Lev-R-Vent Radiator Cap. 10329 13 

1969-1966; OE Type Radiator Cap. 10229 13 

1969-1966; OE Equivalent Fuel Cap. 10623 

1969-1966; Regular Locking Fuel Cap. 10491 

V-8 350 

1974-1973; OE Equivalent Fuel Cap. 10704 

1974-1973; Regular Locking Fuel Cap. 10582 

1972; Lev-R-Vent Radiator Cap. 10329 13 

1972; OE Type Radiator Cap. 10229 13 

1972; OE Equivalent Fuel Cap. 10704 

1972; Regular Locking Fuel Cap. 10582 

1971-1970; Lev-R-Vent Radiator Cap. 10329 13 

1971 -1970; OE Type Radiator Cap. 10229 13 

1971-1970; OE Equivalent Fuel Cap; W/O Calif. Emission 

System. 10623 

1971-1970; Regular Locking Fuel Cap; W/O Calif. Emission 

System. 10491 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10623 

1969; Regular Locking Fuel Cap. 10491 


Superba 

6-Cyl. 226 

1963; Lev-R-Vent Radiator Cap. 10329 13 

1963; OE Type Radiator Cap. 10229 13 

1963; OE Equivalent Fuel Cap. 10623 

1963; Regular Locking Fuel Cap. 10491 

1962-1959; Lev-R-Vent Radiator Cap. 10329 13 

1962-1959; OE Type Radiator Cap. 10229 13 


Chevrolet 


AD 

6-Cyl. 194 

1930; OE Equivalent Fuel Cap. 10623 

1930;JRegular Locking Fuel Cap. 10491 

Astro 

4-Cyl. 2.5 L 

1990; Lev-R-Vent Radiator Cap. 10331 16 

1990; OE Type Radiator Cap. 10231 16 

1990; OE Equivalent Fuel Cap. 10817 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Chevrolet - Continued 


Astro - Continued 


Part 

Number 


PSI 


Application 


Chevrolet - Continued 


Bel Air-Continued 


Part 

Number 


PSI 


4-Cvl. 2.5 L- Continued 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10104 

1989-1985; Lev-R-Vent Radiator Cap. 10331 16 

1989-1985; OE Type Radiator Cap. 10231 16 

1989-1985; OE Equivalent Fuel Cap. 10817 

1989-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1985; Regular Locking Fuel Cap. 10591 

1989-1985; Pre-Vent Locking Fuel Cap. 10501 

1989-1985; Oil Filler Cap; W/Threaded Filler Neck. 10104 

1989-1985; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

V-6 4.3 L 

1994-1985; Lev-R-Vent Radiator Cap. 10331 16 

1994-1985; OE Type Radiator Cap. 10231 16 

1994-1985; OE Equivalent Fuel Cap. 10817 

1994-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1985; Regular Locking Fuel Cap. 10591 

1994-1985; Pre-Vent Locking Fuel Cap. 10501 

1994-1985; Oil Filler Cap. 10072 


Beaumont 

6-Cyl. 194 (Canada) 

1966-1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966- 1964; Oil Filler Cap; W/Calif. Emission System. 10066 

6-Cyl. 230 (Canada) 

1968; Oil Filler Cap. 10066 

1967- 1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967-1964; Oil Filler Cap; W/Calif. Emission System. 10066 

6-Cyl. 250 (Canada) 

1969-1968; Oil Filler Cap. 10066 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 283 (Canada) 

1967-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967-1964; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 307 (Canada) 

1969-1968; Oil Filler Cap. 10066 

V-8 327 (Canada) 

1967-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967-1964; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 350 (Canada) 

1969-1968; Oil Filler Cap. 10066 

V-8 396 (Canada) 

1969-1966; Oil Filler Cap. 10066 

V-8 427 (Canada) 

1966; Oil Filler Cap. 10066 

Bel Air 

6-Cyl. 230 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; OE Equivalent Fuel Cap; Wagon. 10646 

1965; Regular Locking Fuel Cap; Wagon. 10492 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963; OE Equivalent Fuel Cap. 10640 

1963; Regular Locking Fuel Cap. 10491 

1963; Oil Breather Cap. 10064 

6-Cyl. 235 

1962-1958; OE Equivalent Fuel Cap. 10640 

1962-1958; Regular Locking Fuel Cap. 10491 

1962-1958; Oil Breather Cap. 10064 

1957-1956; Lev-R-Vent Radiator Cap. 10328 7 


6-Cyl. 235 - Continued 

1957-1956; OE Type Radiator Cap. 10228 7 

1957-1956; Oil Breather Cap. 10064 

1955; Lev-R-Vent Radiator Cap. 10328 7 

1955; OE Type Radiator Cap. 10228 7 

1955; Oil Filler Cap; W/Valve Cover Vents. 10066 

1955; Oil Breather Cap; W/O Valve Cover Vents. 10064 

1954; Lev-R-Vent Radiator Cap. 10328 7 

1954; OE Type Radiator Cap. 10228 7 

1954; Oil Filler Cap. 10066 

1953; Lev-R-Vent Radiator Cap. 10308 4 

1953; OE Type Radiator Cap. 10208 4 

1953; Oil Filler Cap. 10066 

6-Cyl. 250 

1973-1971; Lev-R-Vent Radiator Cap. 10330 16 

1973-1971; OE Type Radiator Cap. 10230 16 

1973-1971; OE Equivalent Fuel Cap. 10807 

1973-1971; Regular Locking Fuel Cap. 10571 

1973-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Filler Cap. 10066 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1965; Regular Locking Fuel Cap; Wagon. 10492 

1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 265 

1957-1955; Lev-R-Vent Radiator Cap. 10328 7 

1957-1955; OE Type Radiator Cap. 10228 7 

1957-1955; Oil Breather Cap. 10061 

V-8 283 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1965; Regular Locking Fuel Cap; Wagon. 10492 

1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963-1958; OE Equivalent Fuel Cap. 10640 

1963-1958; Regular Locking Fuel Cap. 10491 

1963-1958; Oil Breather Cap. 10061 

1957; Lev-R-Vent Radiator Cap. 10328 7 

1957; OE Type Radiator Cap. 10228 7 

1957; Oil Breather Cap. 10061 

V-8 307 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Bel Air-Continued 

Bel Air-Continued 


Application 


Part 

Number 


PSI 


V-8 307 - Continued 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Filler Cap. 10066 

V-8 327 

1969-1968; Lev-R-Vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Filler Cap. 10066 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1965; Regular Locking Fuel Cap; Wagon. 10492 

1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963-1962; OE Equivalent Fuel Cap. 10640 

1963-1962; Regular Locking Fuel Cap. 10491 

1963-1962; Oil Breather Cap. 10061 

V-8 348 

1961-1958; OE Equivalent Fuel Cap. 10640 

1961-1958; Regular Locking Fuel Cap. 10491 

1961-1958; Oil Breather Cap. 10061 

V-8 350 

1975; Lev-R-Vent Radiator Cap. 10330 16 

1975; OE Type Radiator Cap. 10230 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap; Wagon. 10646 

1969; Regular Locking Fuel Cap; Wagon. 10492 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969; Oil Filler Cap. 10066 

V-8 396 

1969-1965; Lev-R-Vent Radiator Cap. 10330 16 


V-8 396 - Continued 

1969-1965; OE Type Radiator Cap. 10230 16 

1969-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1965; Regular Locking Fuel Cap; Wagon. 10492 

1969-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1965; Oil Filler Cap. 10066 

V-8 400 

1975; Lev-R-Vent Radiator Cap. 10330 16 

1975; OE Type Radiator Cap. 10230 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

V-8 402 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

V-8 409 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; OE Equivalent Fuel Cap; Wagon. 10646 

1965; Regular Locking Fuel Cap; Wagon. 10492 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1963-1962; OE Equivalent Fuel Cap. 10640 

1963-1962; Regular Locking Fuel Cap. 10491 

1963-1962; Oil Breather Cap. 10061 

V-8 427 

1969-1966; Lev-R-Vent Radiator Cap. 10330 16 

1969-1966; OE Type Radiator Cap. 10230 16 

1969-1966; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1966; Regular Locking Fuel Cap; Wagon. 10492 

1969-1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1966; Oil Filler Cap. 10066 

V-8 454 

1975; Lev-R-Vent Radiator Cap. 10330 16 

1975; OE Type Radiator Cap. 10230 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Bel Air-Continued 

Beretta - Continued 


Application 


Part 

Number 


PSI 


V-8 454 - Continued 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10072 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 


Beretta 

4-Cvl. 2.0 L 

1989; Lev-R-Vent Radiator Cap. 10331 16 

1989; OE Type Radiator Cap. 10231 16 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap. 10116 

1988-1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988- 1987; Oil Filler Cap. 10126 

4-Cvl. 2.2 L 

1994-1993; OE Type Radiator Cap. 10239 15 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10122 

1992; OE Type Radiator Cap. 10239 15 

1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1992; Pre-Vent Locking Fuel Cap. 10501 

1992; Oil Filler Cap. 10124 

1991-1990; Lev-R-Vent Radiator Cap. 10331 16 

1991-1990; OE Type Radiator Cap. 10231 16 

1991-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1990; Pre-Vent Locking Fuel Cap. 10501 

1991-1990; Oil Filler Cap. 10124 

4-Cvl. 2.3 L 

1994-1992; OE Type Radiator Cap. 10239 15 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1991-1990; Lev-R-Vent Radiator Cap. 10331 16 

1991-1990; OE Type Radiator Cap. 10231 16 

1991-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1990; Pre-Vent Locking Fuel Cap. 10501 

1991-1990; Oil Filler Cap. 10116 

V-6 2.8 L 

1989- 1987; Lev-R-Vent Radiator Cap. 10331 16 

1989-1987; OE Type Radiator Cap. 10231 16 

1989-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1987; Pre-Vent Locking Fuel Cap. 10501 

1989-1987; Oil Filler Cap. 10096 

V-6 3.1 L 

1994; OE Type Radiator Cap. 10239 15 


V-6 3.1 L - Continued 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10099 

1993-1992; OE Type Radiator Cap. 10239 15 

1993-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1992; Pre-Vent Locking Fuel Cap. 10501 

1993-1992; Oil Filler Cap. 10096 

1991-1990; Lev-R-Vent Radiator Cap. 10331 16 

1991-1990; OE Type Radiator Cap. 10231 16 

1991-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1990; Pre-Vent Locking Fuel Cap. 10501 

1991-1990; Oil Filler Cap. 10096 


Biscayne 

6-Cvl. 230 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; OE Equivalent Fuel Cap; Wagon. 10646 

1965; Regular Locking Fuel Cap; Wagon. 10492 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963; OE Equivalent Fuel Cap. 10640 

1963; Regular Locking Fuel Cap. 10491 

1963; Oil Breather Cap. 10064 

6-Cyl. 235 

1962-1958; OE Equivalent Fuel Cap. 10640 

1962-1958; Regular Locking Fuel Cap. 10491 

1962-1958; Oil Breather Cap. 10064 

6-Cyl. 250 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Filler Cap. 10066 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1965; Regular Locking Fuel Cap; Wagon. 10492 

1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 283 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; OE Equivalent Fuel Cap; Wagon. 10646 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Biscayne - Continued 

Biscayne - Continued 


Application 


Part 

Number 


PSI 


V-8 350 - Continued 

1969; Oil Filler Cap. 10066 


V-8 283 - Continued 

1967-1965; Regular Locking Fuel Cap; Wagon. 10492 

1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963-1958; OE Equivalent Fuel Cap. 10640 

1963-1958; Regular Locking Fuel Cap. 10491 

1963-1958; Oil Breather Cap. 10061 

V-8 307 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Filler Cap. 10066 

V-8 327 

1969-1968; Lev-R-Vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Filler Cap. 10066 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1965; Regular Locking Fuel Cap; Wagon. 10492 

1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963-1962; OE Equivalent Fuel Cap. 10640 

1963-1962; Regular Locking Fuel Cap. 10491 

1963-1962; Oil Breather Cap. 10061 

V-8 348 

1961 -1958; OE Equivalent Fuel Cap. 10640 

1961-1958; Regular Locking Fuel Cap. 10491 

1961-1958; Oil Breather Cap. 10061 

V-8 350 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap; Wagon. 10646 

1969; Regular Locking Fuel Cap; Wagon. 10492 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 


V-8 396 

1969-1965; Lev-R-Vent Radiator Cap. 10330 16 

1969-1965; OE Type Radiator Cap. 10230 16 

1969-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1965; Regular Locking Fuel Cap; Wagon. 10492 

1969-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1965; Oil Filler Cap. 10066 

V-8 400 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

V-8 402 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

V-8 409 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; OE Equivalent Fuel Cap; Wagon. 10646 

1965; Regular Locking Fuel Cap; Wagon. 10492 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1964; Lev-R-Vent Radiator Cap; W/Factory Inst. A.C. 10330 16 

1964; OE Type Radiator Cap; W/Factory Inst. A.C. 10230 16 

1964; Lev-R-Vent Radiator Cap; W/O Factory Inst. A.C. 10329 13 

1964; OE Type Radiator Cap; W/O Factory Inst. A.C. 10229 13 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1963-1962; OE Equivalent Fuel Cap. 10640 

1963-1962; Regular Locking Fuel Cap. 10491 

1963-1962; Oil Breather Cap. 10061 

V-8 427 

1969-1966; Lev-R-Vent Radiator Cap. 10330 16 

1969-1966; OE Type Radiator Cap. 10230 16 

1969-1966; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1966; Regular Locking Fuel Cap; Wagon. 10492 

1969-1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1966; Oil Filler Cap. 10066 

V-8 454 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Biscayne - Continued 

Blazer - Continued 


Application 


Part 

Number 


PSI 


V-8 454 - Continued 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 


Blazer 

6-Cyl. 250 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap. 10800 

1977-1975; Regular Locking Fuel Cap. 10572 

1977-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10800 

1974-1973; Regular Locking Fuel Cap. 10572 

1974-1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap. 10742 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap. 10704 

1971; Oil Filler Cap. 10072 

1970-1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970-1969; OE Type Radiator Cap; W/A.C. 10230 16 

1970-1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970-1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1970-1969; Oil Filler Cap. 10066 

6-Cyl. 4.1 L 

1982-1980; Lev-R-Vent Radiator Cap. 10331 16 

1982-1980; OE Type Radiator Cap. 10231 16 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10066 

V-8 305 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10330 16 

1977; OE Type Radiator Cap. 10230 16 

1977; OE Equivalent Fuel Cap. 10800 

1977; Regular Locking Fuel Cap. 10572 

1977; Oil Filler Cap. 10066 


V-8 307 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10800 

1973; Regular Locking Fuel Cap. 10572 

1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap. 10742 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap. 10704 

1971; Oil Filler Cap. 10072 

1970-1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970-1969; OE Type Radiator Cap; W/A.C. 10230 16 

1970-1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970-1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1970-1969; Oil Filler Cap. 10066 

V-8 350 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977-1974; Lev-R-Vent Radiator Cap. 10330 16 

1977-1974; OE Type Radiator Cap. 10230 16 

1977-1974; OE Equivalent Fuel Cap. 10800 

1977-1974; Regular Locking Fuel Cap. 10572 

1977-1974; Oil Filler Cap. 10066 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10800 

1973; Regular Locking Fuel Cap. 10572 

1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap. 10742 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap. 10704 

1971; Oil Filler Cap. 10072 

1970-1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970-1969; OE Type Radiator Cap; W/A.C. 10230 16 

1970-1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970-1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1970-1969; Oil Filler Cap. 10066 

V-8 400 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap. 10800 

1977-1975; Regular Locking Fuel Cap. 10572 

1977-1975; Oil Filler Cap. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Blazer - Continued 

Blazer Compact - Continued 


Application 


Part 

Number 


PSI 


V-8 5.0 L 

1982-1980; Lev-R-Vent Radiator Cap. 10331 16 

1982-1980; OE Type Radiator Cap. 10231 16 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10066 

V-8 5.7 L 

1982-1980; Lev-R-Vent Radiator Cap. 10331 16 

1982-1980; OE Type Radiator Cap. 10231 16 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10066 

V-8 6.2 L Diesel 

1982; Lev-R-Vent Radiator Cap. 10331 16 

1982; OE Type Radiator Cap. 10231 16 

1982; OE Equivalent Fuel Cap. 10817 

1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1982; Regular Locking Fuel Cap. 10591 

1982; Diesel Regular Locking Fuel Cap. 10591D 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1982; Oil Filler Cap. 10066 


Blazer Compact 

4-Cyl. 1.9 L 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; Coolant Recovery Tank Cap. 10236 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Oil Filler Cap. 10072 

4-Cyl. 2.0 L 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; Coolant Recovery Tank Cap. 10236 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Oil Filler Cap. 10066 

4-Cyl. 2.5 L 

1988-1986; Lev-R-Vent Radiator Cap. 10331 16 

1988-1986; OE Type Radiator Cap. 10231 16 

1988-1986; Coolant Recovery Tank Cap. 10236 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap; W/Threaded Filler Neck. 10104 

1988- 1986; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1985; Oil Filler Cap; W/Threaded Filler Neck. 10104 

V-6 2.8 L 

1989- 1983; Lev-R-Vent Radiator Cap. 10331 16 

1989-1983; OE Type Radiator Cap. 10231 16 

1989-1983; Coolant Recovery Tank Cap. 10236 

1989-1983; OE Equivalent Fuel Cap. 10817 


V-6 2.8 L - Continued 

1989-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1983; Regular Locking Fuel Cap. 10591 

1989-1983; Pre-Vent Locking Fuel Cap. 10501 

1989-1983; Oil Filler Cap. 10072 

V-6 4.3 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10099 

1993; Lev-R-Vent Radiator Cap. 10331 16 

1993; OE Type Radiator Cap. 10231 16 

1993; Coolant Recovery Tank Cap. 10236 

1993; OE Equivalent Fuel Cap. 10817 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Regular Locking Fuel Cap. 10591 

1993; Pre-Vent Locking Fuel Cap. 10501 

1993; Oil Filler Cap. 10099 

1992; Lev-R-Vent Radiator Cap. 10331 16 

1992; OE Type Radiator Cap. 10231 16 

1992; Coolant Recovery Tank Cap. 10236 

1992; OE Equivalent Fuel Cap. 10817 

1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1992; Regular Locking Fuel Cap. 10591 

1992; Pre-Vent Locking Fuel Cap. 10501 

1992; Oil Filler Cap; W/O Push-On Style Oil Cap. 10099 

1992; Oil Filler Cap; W/Push-On Style Oil Cap. 10072 

1991-1988; Lev-R-Vent Radiator Cap. 10331 16 

1991-1988; OE Type Radiator Cap. 10231 16 

1991-1988; Coolant Recovery Tank Cap. 10236 

1991-1988; OE Equivalent Fuel Cap. 10817 

1991-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1988; Regular Locking Fuel Cap. 10591 

1991-1988; Pre-Vent Locking Fuel Cap. 10501 

1991-1988; Oil Filler Cap. 10072 


Blazer Full Size 
V-8 5.0 L 

1987-1985; Lev-R-Vent Radiator Cap. 10331 16 

1987-1985; OE Type Radiator Cap. 10231 16 

1987-1985; Coolant Recovery Tank Cap. 10236 

1987-1985; OE Equivalent Fuel Cap. 10817 

1987-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1985; Regular Locking Fuel Cap. 10591 

1987-1985; Pre-Vent Locking Fuel Cap. 10501 

1987- 1985; Oil Filler Cap. 10066 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Oil Filler Cap. 10066 

V-8 5.7 L 

1994-1989; Lev-R-Vent Radiator Cap. 10331 16 

1994-1989; OE Type Radiator Cap. 10231 16 

1994-1989; Coolant Recovery Tank Cap. 10236 

1994-1989; OE Equivalent Fuel Cap. 10817 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Regular Locking Fuel Cap. 10591 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10105 

1988- 1985; Lev-R-Vent Radiator Cap. 10331 16 

1988-1985; OE Type Radiator Cap. 10231 16 

1988-1985; Coolant Recovery Tank Cap. 10236 

1988-1985; OE Equivalent Fuel Cap. 10817 

1988-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1985; Regular Locking Fuel Cap. 10591 

1988-1985; Pre-Vent Locking Fuel Cap. 10501 

1988-1985; Oil Filler Cap. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Blazer Full Size - Continued 

C & K Series Pickup - Continued 


Application 


Part 

Number 


PSI 


V-8 5.7 L - Continued 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Oil Filler Cap. 10066 

V-8 6.2 L Diesel 

1991; Lev-R-Vent Radiator Cap. 10330 16 

1991; OE Type Radiator Cap. 10230 16 

1991; Coolant Recovery Tank Cap. 10236 

1991; OE Equivalent Fuel Cap. 10817 

1991; Diesel Regular Non-Locking Fuel Cap. 10830D 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1991; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1991; Regular Locking Fuel Cap. 10591 

1991; Diesel Regular Locking Fuel Cap. 10591D 

1991; Pre-Vent Locking Fuel Cap. 10501 

1991; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1991; Oil Filler Cap. 10066 

1990-1987; Lev-R-Vent Radiator Cap. 10331 16 

1990-1987; OE Type Radiator Cap. 10231 16 

1990-1987; Coolant Recovery Tank Cap. 10236 

1990-1987; OE Equivalent Fuel Cap. 10817 

1990-1987; Diesel Regular Non-Locking Fuel Cap. 10830D 

1990-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1987; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1990-1987; Regular Locking Fuel Cap. 10591 

1990-1987; Diesel Regular Locking Fuel Cap. 10591D 

1990-1987; Pre-Vent Locking Fuel Cap. 10501 

1990-1987; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1990-1987; Oil Filler Cap. 10066 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Diesel Regular Locking Fuel Cap. 10591D 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1986-1985; Oil Filler Cap. 10066 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Diesel Regular Locking Fuel Cap. 10591D 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1983; Oil Filler Cap. 10066 

V-8 6.5 L Diesel 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; Coolant Recovery Tank Cap. 10236 

1994; OE Equivalent Fuel Cap. 10817 

1994; Diesel Regular Non-Locking Fuel Cap. 10830D 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1994; Regular Locking Fuel Cap. 10591 

1994; Diesel Regular Locking Fuel Cap. 10591D 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1994; Oil Filler Cap. 10066 


C & K Series Pickup 
6-Cyl. 230 

1966-1964; Lev-R-Vent Radiator Cap. 10329 13 


6-Cyl. 230 - Continued 

1966-1964; OE Type Radiator Cap. 10229 13 

1966-1964; OE Equivalent Fuel Cap. 10623 

1966-1964; Regular Locking Fuel Cap. 10491 

1966-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1966-1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1963; OE Equivalent Fuel Cap. 10623 

1963; Regular Locking Fuel Cap. 10491 

1963; Oil Breather Cap. 10064 

6-Cyl. 235 

1962; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1962; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1962; OE Equivalent Fuel Cap. 10623 

1962; Regular Locking Fuel Cap. 10491 

1962; Oil Breather Cap. 10064 

1961-1960; Lev-R-Vent Radiator Cap; W/O Powermatic Trans.. 10328 7 

1961-1960; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1961 -1960; OE Equivalent Fuel Cap. 10623 

1961-1960; Regular Locking Fuel Cap. 10491 

6-Cyl. 250 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Fleetside. 10800 

1978; Regular Locking Fuel Cap; Fleetside. 10572 

1978; OE Equivalent Fuel Cap; Stepside. 10742 

1978; Regular Locking Fuel Cap; Stepside. 10571 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap; Fleetside. 10800 

1977-1975; Regular Locking Fuel Cap; Fleetside. 10572 

1977-1975; OE Equivalent Fuel Cap; Stepside. 10742 

1977-1975; Regular Locking Fuel Cap; Stepside. 10571 

1977-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap; Fleetside; W/Evaporative 

Emission System. 10800 

1974-1973; Regular Locking Fuel Cap; Fleetside; W/Evaporative 

Emission System. 10572 

1974-1973; OE Equivalent Fuel Cap; Fleetside; W/O Evaporative 

Emission System. 10649 

1974-1973; Regular Locking Fuel Cap; Fleetside; W/O 

Evaporative Emission System. 10492 

1974-1973; OE Equivalent Fuel Cap; Stepside; W/Evaporative 

Emission System. 10742 

1974-1973; Regular Locking Fuel Cap; Stepside; W/Evaporative 

Emission System. 10571 

1974-1973; OE Equivalent Fuel Cap; Stepside; W/O Evaporative 

Emission System. 10648 

1974-1973; Regular Locking Fuel Cap; Stepside; W/O 

Evaporative Emission System. 10492 

1974-1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap; Cl 0, K10 . 10742 

1972; Regular Locking Fuel Cap; Cl 0, K10 . 10571 

1972; OE Equivalent Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10623 

1972; Regular Locking Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10491 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap: CIO. K'C. 10704 

1971; Regular Locking Fuel Cap; CIO, K10 . 10582 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


Chevrolet - Continued 


C & K Series Pickup - Continued 


6-Cyl. 250 - Continued 

1971; OE Equivalent Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10623 

1971; Regular Locking Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10491 

1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1970; OE Type Radiator Cap; W/A.C. 10230 

1970; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1970; OE Type Radiator Cap; W/O A.C. 10229 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1969; OE Type Radiator Cap; W/A.C. 10230 

1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1969; OE Type Radiator Cap; W/O A.C. 10229 

1969; OE Equivalent Fuel Cap. 10623 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1968; OE Type Radiator Cap; W/A.C. 10230 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1968; OE Type Radiator Cap; W/O A.C. 10229 

1968; OE Equivalent Fuel Cap. 10623 

1968; Regular Locking Fuel Cap. 10491 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10064 

1968; Oil Filler Cap; 3/4 Ton. 10066 

1967; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1967; OE Type Radiator Cap; W/A.C. 10230 

1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1967; OE Type Radiator Cap; W/O A.C. 10229 

1967; OE Equivalent Fuel Cap. 10623 

1967; Regular Locking Fuel Cap. 10491 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Lev-R-Vent Radiator Cap. 10329 

1966; OE Type Radiator Cap. 10229 

1966; OE Equivalent Fuel Cap. 10623 

1966; Regular Locking Fuel Cap. 10491 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

6-Cyl. 261 

1963-1962; Lev-R-Vent Radiator Cap; W/O Powermatic Trans.. 10328 

1963-1962; OE Type Radiator Cap; W/O Powermatic Trans. 10228 

1963-1962; OE Equivalent Fuel Cap. 10623 

1963-1962; Regular Locking Fuel Cap. 10491 

1963-1962; Oil Breather Cap. 10064 

1961; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 

1961; OE Type Radiator Cap; W/O Powermatic Trans. 10228 

1961; OE Equivalent Fuel Cap. 10623 

1961; Regular Locking Fuel Cap. 10491 

6-Cyl. 292 

1979; Lev-R-Vent Radiator Cap. 10331 

1979; OE Type Radiator Cap. 10231 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 

1978; OE Type Radiator Cap. 10231 

1978; OE Equivalent Fuel Cap; Fleetside. 10800 

1978; Regular Locking Fuel Cap; Fleetside. 10572 

1978; OE Equivalent Fuel Cap; Stepside. 10742 

1978; Regular Locking Fuel Cap; Stepside. 10571 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 

1977-1975; OE Type Radiator Cap. 10230 

1977-1975; OE Equivalent Fuel Cap; Fleetside. 10800 


A PP |ication Number 


Chevrolet - Continued 


C & K Series Pickup - Continued 

6-Cyl. 292 - Continued 

1977-1975; Regular Locking Fuel Cap; Fleetside. 10572 

1977-1975; OE Equivalent Fuel Cap; Stepside. 10742 

1977-1975; Regular Locking Fuel Cap; Stepside. 10571 

1977-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap; Fleetside; W/Evaporative 

Emission System. 10800 

1974-1973; Regular Locking Fuel Cap; Fleetside; W/Evaporative 

Emission System. 10572 

1974-1973; OE Equivalent Fuel Cap; Fleetside; W/O Evaporative 

Emission System. 10649 

1974-1973; Regular Locking Fuel Cap; Fleetside; W/O 

Evaporative Emission System. 10492 

1974-1973; OE Equivalent Fuel Cap; Stepside; W/Evaporative 

Emission System. 10742 

1974-1973; Regular Locking Fuel Cap; Stepside; W/Evaporative 

Emission System. 10571 

1974-1973; OE Equivalent Fuel Cap; Stepside; W/O Evaporative 

Emission System. 10648 

1974-1973; Regular Locking Fuel Cap; Stepside; W/O 

Evaporative Emission System. 10492 

1974-1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap; Cl 0, K10 . 10742 

1972; Regular Locking Fuel Cap; Cl 0, K10 . 10571 

1972; OE Equivalent Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10623 

1972; Regular Locking Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10491 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap: CIO. K10. 10704 

1971; Regular Locking Fuel Cap; CIO, K10 . 10582 

1971; OE Equivalent Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10623 

1971; Regular Locking Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10491 

1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970; OE Type Radiator Cap; W/A.C. 10230 16 

1970; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970; OE Type Radiator Cap; W/O A.C. 10229 13 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1969; OE Type Radiator Cap; W/A.C. 10230 16 

1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1969; OE Equivalent Fuel Cap. 10623 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1968; OE Type Radiator Cap; W/A.C. 10230 16 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1968; OE Type Radiator Cap; W/O A.C. 10229 13 

1968; OE Equivalent Fuel Cap. 10623 

1968; Regular Locking Fuel Cap. 10491 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10064 

1968; Oil Filler Cap; 3/4 Ton. 10066 

1967; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1967; OE Type Radiator Cap; W/A.C. 10230 16 

1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1967; OE Type Radiator Cap; W/O A.C. 10229 13 

1967; OE Equivalent Fuel Cap. 10623 

1967; Regular Locking Fuel Cap. 10491 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 


PSI 

■ 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

13 

13 

7 

7 

7 

7 

16 

16 

16 

16 

16 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

C & K Series Pickup - Continued 

C & K Series Pickup - Continued 


Application 


Part 

Number 


PSI 


6-Cvl. 292 - Continued 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 

1966; OE Equivalent Fuel Cap. 10623 

1966; Regular Locking Fuel Cap. 10491 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

1965-1964; OE Equivalent Fuel Cap. 10623 

1965-1964; Regular Locking Fuel Cap. 10491 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1965-1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963; OE Equivalent Fuel Cap. 10623 

1963; Regular Locking Fuel Cap. 10491 

1963; Oil Breather Cap. 10064 

6-Cyl. 4.1 L 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

6-Cyl. 4.8 L 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10066 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

V-6 4.3 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; Coolant Recovery Tank Cap. 10236 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10099 

1993-1989; Lev-R-Vent Radiator Cap. 10331 16 

1993-1989; OE Type Radiator Cap. 10231 16 

1993-1989; Coolant Recovery Tank Cap. 10236 

1993-1989; OE Equivalent Fuel Cap. 10817 

1993-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1989; Regular Locking Fuel Cap. 10591 

1993-1989; Pre-Vent Locking Fuel Cap. 10501 

1993-1989; Oil Filler Cap. 10105 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; Coolant Recovery Tank Cap. 10236 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10072 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; Coolant Recovery Tank Cap. 10236 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10072 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 


V-6 4.3 L - Continued 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10066 

V-8 283 

1967; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1967; OE Type Radiator Cap; W/A.C. 10230 16 

1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1967; OE Type Radiator Cap; W/O A.C. 10229 13 

1967; OE Equivalent Fuel Cap. 10623 

1967; Regular Locking Fuel Cap. 10491 

1967; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10064 

1967; Oil Filler Cap; 3/4 Ton. 10066 

1966-1964; OE Equivalent Fuel Cap. 10623 

1966-1964; Regular Locking Fuel Cap. 10491 

1966-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966-1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963; OE Equivalent Fuel Cap. 10623 

1963; Regular Locking Fuel Cap. 10491 

1962-1960; Lev-R-Vent Radiator Cap; W/O Powermatic Trans.. 10328 7 

1962-1960; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1962-1960; OE Equivalent Fuel Cap. 10623 

1962-1960; Regular Locking Fuel Cap. 10491 

V-8 305 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Fleetside. 10800 

1978; Regular Locking Fuel Cap; Fleetside. 10572 

1978; OE Equivalent Fuel Cap; Stepside. 10742 

1978; Regular Locking Fuel Cap; Stepside. 10571 

1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10330 16 

1977; OE Type Radiator Cap. 10230 16 

1977; OE Equivalent Fuel Cap; Fleetside. 10800 

1977; Regular Locking Fuel Cap; Fleetside. 10572 

1977; OE Equivalent Fuel Cap; Stepside. 10742 

1977; Regular Locking Fuel Cap; Stepside. 10571 

1977; Oil Filler Cap. 10066 

V-8 307 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap; Fleetside; W/Evaporative 

Emission System. 10800 

1973; Regular Locking Fuel Cap; Fleetside; W/Evaporative 

Emission System. 10572 

1973; OE Equivalent Fuel Cap; Fleetside; W/O Evaporative 

Emission System. 10649 

1973; Regular Locking Fuel Cap; Fleetside; W/O Evaporative 

Emission System. 10492 

1973; OE Equivalent Fuel Cap; Stepside; W/Evaporative 

Emission System. 10742 

1973; Regular Locking Fuel Cap; Stepside; W/Evaporative 

Emission System. 10571 

1973; OE Equivalent Fuel Cap; Stepside; W/O Evaporative 

Emission System. 10648 

1973; Regular Locking Fuel Cap; Stepside; W/O Evaporative 

Emission System. 10492 

1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


Chevrolet - Continued 


C & K Series Pickup - Continued 

V-8 307 - Continued 

1972; OE Type Radiator Cap. 10230 

1972; OE Equivalent Fuel Cap; CIO, K10 . 10742 

1972; Regular Locking Fuel Cap; Cl 0, K10 . 10571 

1972; OE Equivalent Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10623 

1972; Regular Locking Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10491 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent RadiatorCap. 10330 

1971; OE Type Radiator Cap. 10230 

1971; OE Equivalent Fuel Cap; CIO, K10 . 10704 

1971; Regular Locking Fuel Cap; CIO, K10 . 10582 

1971; OE Equivalent Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10623 

1971; Regular Locking Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10491 

1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1970; OE Type Radiator Cap; W/A.C. 10230 

1970; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1970; OE Type Radiator Cap; W/O A.C. 10229 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent RadiatorCap; W/A.C. 10330 

1969; OE Type Radiator Cap; W/A.C. 10230 

1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1969; OE Type Radiator Cap; W/O A.C. 10229 

1969; OE Equivalent Fuel Cap. 10623 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent RadiatorCap; W/A.C. 10330 

1968; OE Type Radiator Cap; W/A.C. 10230 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1968; OE Type Radiator Cap; W/O A.C. 10229 

1968; OE Equivalent Fuel Cap. 10623 

1968; Regular Locking Fuel Cap. 10491 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10064 

1968; Oil Filler Cap; 3/4 Ton. 10066 

V-8 327 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1968; OE Type Radiator Cap; W/A.C. 10230 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1968; OE Type Radiator Cap; W/O A.C. 10229 

1968; OE Equivalent Fuel Cap. 10623 

1968; Regular Locking Fuel Cap. 10491 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10064 

1968; Oil Filler Cap; 3/4 Ton. 10066 

1967; Lev-R-Vent RadiatorCap; W/A.C. 10330 

1967; OE Type Radiator Cap; W/A.C. 10230 

1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1967; OE Type Radiator Cap; W/O A.C. 10229 

1967; OE Equivalent Fuel Cap. 10623 

1967; Regular Locking Fuel Cap. 10491 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967; Oil Filler Cap; W/Calif. Emission System. 10066 

1966-1965; OE Equivalent Fuel Cap. 10623 

1966-1965; Regular Locking Fuel Cap. 10491 

1966-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 350 

1979; Lev-R-Vent Radiator Cap. 10331 

1979; OE Type Radiator Cap. 10231 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 


A PP |ication Number 


Chevrolet - Continued 


C & K Series Pickup - Continued 

V-8 350 - Continued 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent RadiatorCap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Fleetside. 10800 

1978; Regular Locking Fuel Cap; Fleetside. 10572 

1978; OE Equivalent Fuel Cap; Stepside. 10742 

1978; Regular Locking Fuel Cap; Stepside. 10571 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap; Fleetside. 10800 

1977-1975; Regular Locking Fuel Cap; Fleetside. 10572 

1977-1975; OE Equivalent Fuel Cap; Stepside. 10742 

1977-1975; Regular Locking Fuel Cap; Stepside. 10571 

1977-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent RadiatorCap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap; Fleetside; W/Evaporative 

Emission System. 10800 

1974; Regular Locking Fuel Cap; Fleetside; W/Evaporative 

Emission System. 10572 

1974; OE Equivalent Fuel Cap; Fleetside; W/O Evaporative 

Emission System. 10649 

1974; Regular Locking Fuel Cap; Fleetside; W/O Evaporative 

Emission System. 10492 

1974; OE Equivalent Fuel Cap; Stepside; W/Evaporative 

Emission System. 10742 

1974; Regular Locking Fuel Cap; Stepside; W/Evaporative 

Emission System. 10571 

1974; OE Equivalent Fuel Cap; Stepside; W/O Evaporative 

Emission System. 10648 

1974; Regular Locking Fuel Cap; Stepside; W/O Evaporative 

Emission System. 10492 

1974; Oil Filler Cap. 10066 

1973; Lev-R-Vent RadiatorCap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap; Fleetside; W/Evaporative 

Emission System. 10800 

1973; Regular Locking Fuel Cap; Fleetside; W/Evaporative 

Emission System. 10572 

1973; OE Equivalent Fuel Cap; Fleetside; W/O Evaporative 

Emission System. 10649 

1973; Regular Locking Fuel Cap; Fleetside; W/O Evaporative 

Emission System. 10492 

1973; OE Equivalent Fuel Cap; Stepside; W/Evaporative 

Emission System. 10742 

1973; Regular Locking Fuel Cap; Stepside; W/Evaporative 

Emission System. 10571 

1973; OE Equivalent Fuel Cap; Stepside; W/O Evaporative 

Emission System. 10648 

1973; Regular Locking Fuel Cap; Stepside; W/O Evaporative 

Emission System. 10492 

1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent RadiatorCap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap; CIO, K10 . 10742 

1972; Regular Locking Fuel Cap; Cl 0, K10 . 10571 

1972; OE Equivalent Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10623 

1972; Regular Locking Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10491 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent RadiatorCap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap; CIO, K10 . 10704 

1971; Regular Locking Fuel Cap; CIO, K10 . 10582 

1971; OE Equivalent Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10623 

1971; Regular Locking Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10491 

1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent RadiatorCap; W/A.C. 10330 16 

1970; OE Type Radiator Cap; W/A.C. 10230 16 


PSI 

■ 

16 

16 

16 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


Chevrolet - Continued 


C & K Series Pickup - Continued 

V-8 350 - Continued 

1970; Lev-R-Vent Radiator Cap; WO A.C. 10329 

1970; OE Type Radiator Cap; W 0 A C. 10229 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1969; OE Type Radiator Cap; W/A.C. 10230 

1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1969; OE Type Radiator Cap; W/O A.C. 10229 

1969; OE Equivalent Fuel Cap. 10623 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Filler Cap. 10066 

V-8 350 Diesel 

1979; Lev-R-Vent Radiator Cap. 10331 

1979; OE Type Radiator Cap. 10231 

1979; OE Equivalent Fuel Cap. 10817 

1979; Diesel Regular Non-Locking Fuel Cap. 10830D 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1979; Regular Locking Fuel Cap. 10591 

1979; Diesel Regular Locking Fuel Cap. 10591D 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1979; Oil Breather Cap. 10078 

1978; Lev-R-Vent Radiator Cap. 10331 

1978; OE Type Radiator Cap. 10231 

1978; OE Equivalent Fuel Cap; Fleetside. 10800 

1978; Regular Locking Fuel Cap; Fleetside. 10572 

1978; OE Equivalent Fuel Cap; Stepside. 10742 

1978; Regular Locking Fuel Cap; Stepside. 10571 

1978; Oil Breather Cap. 10078 

V-8 396 

1970; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1970; OE Type Radiator Cap; W/A.C. 10230 

1970; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1970; OE Type Radiator Cap; W/O A.C. 10229 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1969; OE Type Radiator Cap; W/A.C. 10230 

1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1969; OE Type Radiator Cap; W/O A.C. 10229 

1969; OE Equivalent Fuel Cap. 10623 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1968; OE Type Radiator Cap; W/A.C. 10230 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1968; OE Type Radiator Cap; W/O A.C. 10229 

1968; OE Equivalent Fuel Cap. 10623 

1968; Regular Locking Fuel Cap. 10491 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10064 

1968; Oil Filler Cap; 3/4 Ton. 10066 

V-8 400 

1979; Lev-R-Vent Radiator Cap. 10331 

1979; OE Type Radiator Cap. 10231 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 

1978; OE Type Radiator Cap. 10231 

1978; OE Equivalent Fuel Cap; Fleetside. 10800 

1978; Regular Locking Fuel Cap; Fleetside. 10572 

1978; OE Equivalent Fuel Cap; Stepside. 10742 

1978; Regular Locking Fuel Cap; Stepside. 10571 

1978; Oil Filler Cap. 10066 


A PP |ication Number 


Chevrolet - Continued 


C & K Series Pickup - Continued 

V-8 400 - Continued 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap; Fleetside. 10800 

1977-1975; Regular Locking Fuel Cap; Fleetside. 10572 

1977-1975; OE Equivalent Fuel Cap; Stepside. 10742 

1977-1975; Regular Locking Fuel Cap; Stepside. 10571 

1977-1975; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970; OE Type Radiator Cap; W/A.C. 10230 16 

1970; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970; OE Type Radiator Cap; W/O A.C. 10229 13 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Filler Cap. 10066 

V-8 402 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap; CIO, K10 . 10742 

1972; Regular Locking Fuel Cap; Cl 0, K10 . 10571 

1972; OE Equivalent Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10623 

1972; Regular Locking Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10491 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap; CIO, K10 . 10704 

1971; Regular Locking Fuel Cap; CIO, K10 . 10582 

1971; OE Equivalent Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10623 

1971; Regular Locking Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10491 

1971; Oil Filler Cap. 10072 

V-8 454 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Fleetside. 10800 

1978; Regular Locking Fuel Cap; Fleetside. 10572 

1978; OE Equivalent Fuel Cap; Stepside. 10742 

1978; Regular Locking Fuel Cap; Stepside. 10571 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap; Fleetside. 10800 

1977-1975; Regular Locking Fuel Cap; Fleetside. 10572 

1977-1975; OE Equivalent Fuel Cap; Stepside. 10742 

1977-1975; Regular Locking Fuel Cap; Stepside. 10571 

1977-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap; Fleetside; W/Evaporative 

Emission System. 10800 

1974-1973; Regular Locking Fuel Cap; Fleetside; W/Evaporative 

Emission System. 10572 

1974-1973; OE Equivalent Fuel Cap; Fleetside; W/O Evaporative 

Emission System. 10649 

1974-1973; Regular Locking Fuel Cap; Fleetside; W/O 

Evaporative Emission System. 10492 

1974-1973; OE Equivalent Fuel Cap; Stepside; W/Evaporative 

Emission System. 10742 

1974-1973; Regular Locking Fuel Cap; Stepside; W/Evaporative 

Emission System. 10571 

1974-1973; OE Equivalent Fuel Cap; Stepside; W/O Evaporative 

Emission System. 10648 

1974-1973; Regular Locking Fuel Cap; Stepside; W/O 

Evaporative Emission System. 10492 


PSI 

■ 

13 

13 

16 

16 

13 

13 

16 

16 

16 

16 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

16 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

C & K Series Pickup - Continued 

C & K Series Pickup - Continued 


Application 


Part 

Number 


PSI 


V-8 454 - Continued 

1974-1973; Oil Filler Cap. 10072 

V-8 5.0 L 

1994-1989; Lev-R-Vent Radiator Cap. 10331 16 

1994-1989; OE Type Radiator Cap. 10231 16 

1994-1989; Coolant Recovery Tank Cap. 10236 

1994-1989; OE Equivalent Fuel Cap. 10817 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Regular Locking Fuel Cap. 10591 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10105 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; Coolant Recovery Tank Cap. 10236 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10066 

1986-1980; Lev-R-Vent Radiator Cap. 10331 16 

1986-1980; OE Type Radiator Cap. 10231 16 

1986-1980; Coolant Recovery Tank Cap. 10236 

1986-1980; OE Equivalent Fuel Cap. 10817 

1986-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1980; Regular Locking Fuel Cap. 10591 

1986-1980; Pre-Vent Locking Fuel Cap. 10501 

1986-1980; Oil Filler Cap. 10066 

V-8 5.7 L 

1994-1989; Lev-R-Vent Radiator Cap. 10331 16 

1994-1989; OE Type Radiator Cap. 10231 16 

1994-1989; Coolant Recovery Tank Cap. 10236 

1994-1989; OE Equivalent Fuel Cap. 10817 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Regular Locking Fuel Cap. 10591 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10105 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; Coolant Recovery Tank Cap. 10236 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10066 

1986-1980; Lev-R-Vent Radiator Cap. 10331 16 

1986-1980; OE Type Radiator Cap. 10231 16 

1986-1980; Coolant Recovery Tank Cap. 10236 

1986-1980; OE Equivalent Fuel Cap. 10817 

1986-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1980; Regular Locking Fuel Cap. 10591 

1986-1980; Pre-Vent Locking Fuel Cap. 10501 

1986-1980; Oil Filler Cap. 10066 

V-8 5.7 L Diesel 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981 -1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Diesel Regular Locking Fuel Cap. 10591D 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1981-1980; Oil Breather Cap. 10078 

V-8 6.2 L Diesel 

1993-1991; Lev-R-Vent Radiator Cap. 10330 16 

1993-1991; OE Type Radiator Cap. 10230 16 

1993-1991; Coolant Recovery Tank Cap. 10236 

1993-1991; OE Equivalent Fuel Cap. 10817 

1993-1991; Diesel Regular Non-Locking Fuel Cap. 10830D 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1993-1991; Regular Locking Fuel Cap. 10591 


V-8 6.2 L Diesel - Continued 

1993-1991; Diesel Regular Locking Fuel Cap. 10591D 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1993-1991; Oil Filler Cap; Eng. VIN C. 10115 

1993- 1991; Oil Filler Cap; Eng. VIN J. 10066 

1990-1989; Lev-R-Vent Radiator Cap. 10331 16 

1990-1989; OE Type Radiator Cap. 10231 16 

1990-1989; Coolant Recovery Tank Cap. 10236 

1990-1989; OE Equivalent Fuel Cap. 10817 

1990-1989; Diesel Regular Non-Locking Fuel Cap. 10830D 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1990-1989; Regular Locking Fuel Cap. 10591 

1990-1989; Diesel Regular Locking Fuel Cap. 10591D 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1990-1989; Oil Filler Cap; Eng. VIN C. 10115 

1990-1989; Oil Filler Cap; Eng. VIN J. 10066 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; Coolant Recovery Tank Cap. 10236 

1988; OE Equivalent Fuel Cap. 10817 

1988; Diesel Regular Non-Locking Fuel Cap. 10830D 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1988; Regular Locking Fuel Cap. 10591 

1988; Diesel Regular Locking Fuel Cap. 10591D 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1988; Oil Filler Cap. 10115 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Diesel Regular Locking Fuel Cap. 10591D 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1986-1985; Oil Filler Cap. 10066 

1984-1982; Lev-R-Vent Radiator Cap. 10331 16 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; OE Equivalent Fuel Cap. 10817 

1984-1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Diesel Regular Locking Fuel Cap. 10591D 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984-1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1982; Oil Filler Cap. 10066 

V-8 6.5 L Diesel 

1994- 1992; Lev-R-Vent Radiator Cap. 10330 16 

1994-1992; OE Type Radiator Cap. 10230 16 

1994-1992; Coolant Recovery Tank Cap. 10236 

1994-1992; OE Equivalent Fuel Cap. 10817 

1994-1992; Diesel Regular Non-Locking Fuel Cap. 10830D 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1994-1992; Regular Locking Fuel Cap. 10591 

1994-1992; Diesel Regular Locking Fuel Cap. 10591D 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1994-1992; Oil Filler Cap. 10066 

V-8 6.6 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Chevrolet - Continued 

C & K Series Pickup - Continued 

V-8 6.6 L- Continued 



1980; Pre-Vent Locking Fuel Cap. 

. 10501 


1980; Oil Filler Cap. 

. 10066 


V-8 6.6 L (Canada) 

1981; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1981; OE Type Radiator Cap. 

. 10231 

16 

1981; OE Equivalent Fuel Cap. 

10817 


1981; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1981; Regular Locking Fuel Cap. 

10591 


1981; Pre-Vent Locking Fuel Cap. 

. 10501 


1981; Oil Filler Cap. 

. 10066 


V-8 7.4 L 



1994-1991; Lev-R-Vent Radiator Cap. 

10331 

16 

1994-1991; OE Type Radiator Cap. 

10231 

16 

1994-1991; Coolant Recovery Tank Cap. 

. 10236 


1994-1991; OE Equivalent Fuel Cap. 

. 10817 


1994-1991; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994-1991; Regular Locking Fuel Cap. 

. 10591 


1994-1991; Pre-Vent Locking Fuel Cap. 

. 10501 


1994-1991; Oil Filler Cap. 

. 10105 


1990-1988; Lev-R-Vent Radiator Cap. 

10331 

16 

1990-1988; OE Type Radiator Cap. 

10231 

16 

1990-1988; Coolant Recovery Tank Cap. 

. 10236 


1990-1988; OE Equivalent Fuel Cap. 

. 10817 


1990-1988; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1990-1988; Regular Locking Fuel Cap. 

. 10591 


1990-1988; Pre-Vent Locking Fuel Cap. 

. 10501 


1990-1988; Oil Filler Cap. 

. 10109 


1986-1985; Lev-R-Vent Radiator Cap. 

10331 

16 

1986-1985; OE Type Radiator Cap. 

10231 

16 

1986-1985; Coolant Recovery Tank Cap. 

. 10236 


1986-1985; OE Equivalent Fuel Cap. 

. 10817 


1986-1985; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1986-1985; Regular Locking Fuel Cap. 

. 10591 


1986-1985; Pre-Vent Locking Fuel Cap. 

. 10501 


1986-1985; Oil Filler Cap. 

. 10066 


1984-1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1984-1980; OE Type Radiator Cap. 

10231 

16 

1984-1980; OE Equivalent Fuel Cap. 

. 10817 


1984-1980; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1984-1980; Regular Locking Fuel Cap. 

. 10591 


1984-1980; Pre-Vent Locking Fuel Cap. 

. 10501 


1984-1980; Oil Filler Cap. 

. 10066 


Camaro 

4-Cvl. 2.5 L 



1986-1985; Lev-R-Vent Radiator Cap. 

10331 

16 

1986-1985; OE Type Radiator Cap. 

10231 

16 

1986-1985; Coolant Recovery Tank Cap. 

. 10236 


1986-1985; OE Equivalent Fuel Cap. 

. 10822 


1986-1985; Pre-Vent Non-Locking Fuel Cap. 

. 10823 


1986-1985; Regular Locking Fuel Cap. 

. 10594 


1986-1985; Oil Filler Cap; W/O Threaded Filler Neck. 

10066 


1986-1985; Oil Filler Cap; W/Threaded Filler Neck. 

. 10104 


1984-1982; Lev-R-Vent Radiator Cap. 

10331 

16 

1984-1982; OE Type Radiator Cap. 

10231 

16 

1984-1982; Coolant Recovery Tank Cap. 

. 10236 


1984-1982; OE Equivalent Fuel Cap. 

. 10822 


1984-1982; Pre-Vent Non-Locking Fuel Cap. 

. 10823 


1984-1982; Regular Locking Fuel Cap. 

. 10594 


1984-1982; Oil Filler Cap. 

. 10066 


6-Cvl. 230 



1969; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1969; OE Type Radiator Cap. 

. 10230 

16 

1969; OE Equivalent Fuel Cap. 

10646 


1969; Regular Locking Fuel Cap. 

10492 


1969; Oil Filler Cap. 

. 10066 


1968; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1968; OE Type Radiator Cap. 

. 10230 

16 

1968; Oil Filler Cap. 

. 10066 


1967; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1967; OE Type Radiator Cap. 

. 10230 

16 

1967; Oil Breather Cap; W/O Calif. Emission System. 

. 10064 



Application 

Part 

Number 

PSI 

Chevrolet - Continued 

1 Camaro - Continued 

6-Cyl. 230 - Continued 



1967; Oil Filler Cap; W/Calif. Emission System. 

10066 


6-Cyl. 250 



1979-1978; Lev-R-Vent Radiator Cap. 

10331 

16 

1979-1978; OE Type Radiator Cap. 

10231 

16 

1979-1978; Coolant Recovery Tank Cap. 

10236 


1979-1978; OE Equivalent Fuel Cap. 

10817 


1979-1978; Pre-Vent Non-Locking Fuel Cap. 

10819 


1979-1978; Regular Locking Fuel Cap. 

10591 


1979-1978; Pre-Vent Locking Fuel Cap. 

10501 


1979-1978; Oil Filler Cap. 

10066 


1977; Lev-R-Vent Radiator Cap. 

10331 

16 

1977; OE Type Radiator Cap. 

10231 

16 

1977; OE Equivalent Fuel Cap. 

10817 


1977; Pre-Vent Non-Locking Fuel Cap. 

10819 


1977; Regular Locking Fuel Cap. 

10591 


1977; Pre-Vent Locking Fuel Cap. 

10501 


1977; Oil Filler Cap. 

10066 


1976-1975; Lev-R-Vent Radiator Cap. 

10330 

16 

1976-1975; OE Type Radiator Cap. 

10230 

16 

1976-1975; OE Equivalent Fuel Cap. 

10817 


1976-1975; Pre-Vent Non-Locking Fuel Cap. 

10819 


1976-1975; Regular Locking Fuel Cap. 

10591 


1976-1975; Pre-Vent Locking Fuel Cap. 

10501 


1976-1975; Oil Filler Cap. 

10066 


1974-1971; Lev-R-Vent Radiator Cap. 

10330 

16 

1974-1971; OE Type Radiator Cap. 

10230 

16 

1974-1971; OE Equivalent Fuel Cap. 

10807 


1974-1971; Regular Locking Fuel Cap. 

10571 


1974-1971; Oil Filler Cap. 

10072 


1970; Lev-R-Vent Radiator Cap. 

10330 

16 

1970; OE Type Radiator Cap. 

10230 

16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 

10806 


1970; Regular Locking Fuel Cap; W/Calif. Emission System. 

10583 


1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 

10646 


1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 

10492 


1970; Oil Filler Cap. 

10066 


1969; Lev-R-Vent Radiator Cap. 

10330 

16 

1969; OE Type Radiator Cap. 

10230 

16 

1969; OE Equivalent Fuel Cap. 

10646 


1969; Regular Locking Fuel Cap. 

10492 


1969; Oil Filler Cap. 

10066 


1968; Lev-R-Vent Radiator Cap. 

10330 

16 

1968; OE Type Radiator Cap. 

10230 

16 

1968; Oil Filler Cap. 

10066 


1967; Lev-R-Vent Radiator Cap. 

10330 

16 

1967; OE Type Radiator Cap. 

10230 

16 

1967; Oil Breather Cap; W/O Calif. Emission System. 

10064 


1967; Oil Filler Cap; W/Calif. Emission System. 

10066 


V-6 2.8 L 



1989-1988; Lev-R-Vent Radiator Cap. 

10331 

16 

1989-1988; OE Type Radiator Cap. 

10231 

16 

1989-1988; Coolant Recovery Tank Cap. 

10236 


1989-1988; OE Equivalent Fuel Cap. 

10822 


1989-1988; Pre-Vent Non-Locking Fuel Cap. 

10823 


1989-1988; Regular Locking Fuel Cap. 

10594 


1989-1988; Oil Filler Cap. 

10072 


1987; Lev-R-Vent Radiator Cap. 

10331 

16 

1987; OE Type Radiator Cap. 

10231 

16 

1987; OE Equivalent Fuel Cap. 

10822 


1987; Pre-Vent Non-Locking Fuel Cap. 

10823 


1987; Regular Locking Fuel Cap. 

10594 


1987; Oil Filler Cap. 

10072 


1986-1985; Lev-R-Vent Radiator Cap. 

10331 

16 

1986-1985; OE Type Radiator Cap. 

10231 

16 

1986-1985; Coolant Recovery Tank Cap. 

10236 


1986-1985; OE Equivalent Fuel Cap. 

10822 


1986-1985; Pre-Vent Non-Locking Fuel Cap. 

10823 


1986-1985; Regular Locking Fuel Cap. 

10594 


1986-1985; Oil Filler Cap. 

10072 


1984-1982; Lev-R-Vent Radiator Cap. 

10331 

16 

1984-1982; OE Type Radiator Cap. 

10231 

16 

1984-1982; Coolant Recovery Tank Cap. 

10236 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Camaro- Continued 

Camaro - Continued 


Application 


Part 

Number 


PSI 


V-6 2.8 L - Continued 

1984-1982; OE Equivalent Fuel Cap. 10822 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10823 

1984-1982; Regular Locking Fuel Cap. 10594 

1984-1982; Oil Filler Cap. 10077 

V-6 3.1 L 

1992-1990; Lev-R-Vent Radiator Cap. 10331 16 

1992-1990; OE Type Radiator Cap. 10231 16 

1992-1990; Coolant Recovery Tank Cap. 10236 

1992-1990; OE Equivalent Fuel Cap. 10822 

1992-1990; Pre-Vent Non-Locking Fuel Cap. 10823 

1992-1990; Regular Locking Fuel Cap. 10594 

1992-1990; Oil Filler Cap. 10072 

V-6 3.4 L 

1994-1993; Lev-R-Vent Radiator Cap. 10334 18 

1994-1993; OE Type Radiator Cap. 10234 18 

1994-1993; Coolant Recovery Tank Cap. 10236 

1994-1993; OE Equivalent Fuel Cap. 10822 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10823 

1994-1993; Regular Locking Fuel Cap. 10594 

1994-1993; Oil Filler Cap. 10072 

V-6 3.8 L; V-8 4.4 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; Coolant Recovery Tank Cap. 10236 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-8 302 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap. 10646 

1969; Regular Locking Fuel Cap. 10492 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; Oil Filler Cap. 10066 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 305 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10817 

1976; Pre-Vent Non-Locking Fuel Cap. 10819 

1976; Regular Locking Fuel Cap. 10591 

1976; Pre-Vent Locking Fuel Cap. 10501 

1976; Oil Filler Cap. 10066 

V-8 307 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 


V-8 307 - Continued 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap. 10646 

1969; Regular Locking Fuel Cap. 10492 

1969; Oil Filler Cap. 10066 

V-8 327 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap. 10646 

1969; Regular Locking Fuel Cap. 10492 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; Oil Filler Cap. 10066 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 350 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Camaro- Continued 

Camaro - Continued 


Application 


Part 

Number 


PSI 


V-8 350 - Continued 

1969; OE Equivalent Fuel Cap. 10646 

1969; Regular Locking Fuel Cap. 10492 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; Oil Filler Cap. 10066 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 396 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap. 10646 

1969; Regular Locking Fuel Cap. 10492 

1969; Oil Filler Cap. 10066 

1968-1967; Lev-R-Vent Radiator Cap. 10330 16 

1968-1967; OE Type Radiator Cap. 10230 16 

1968-1967; Oil Filler Cap. 10066 

V-8 400 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap. 10807 

1971; Regular Locking Fuel Cap. 10571 

1971; Oil Filler Cap. 10072 

V-8 402 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

V-8 427 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; Oil Filler Cap. 10066 

V-8 5.0 L 

1992-1989; Lev-R-Vent Radiator Cap. 10331 16 

1992-1989; OE Type Radiator Cap. 10231 16 

1992-1989; Coolant Recovery Tank Cap. 10236 

1992-1989; OE Equivalent Fuel Cap. 10822 

1992-1989; Pre-Vent Non-Locking Fuel Cap. 10823 

1992-1989; Regular Locking Fuel Cap. 10594 

1992-1989; Oil Filler Cap. 10105 

1988-1982; Lev-R-Vent Radiator Cap. 10331 16 

1988-1982; OE Type Radiator Cap. 10231 16 

1988-1982; Coolant Recovery Tank Cap. 10236 

1988-1982; OE Equivalent Fuel Cap. 10822 

1988-1982; Pre-Vent Non-Locking Fuel Cap. 10823 

1988-1982; Regular Locking Fuel Cap. 10594 

1988-1982; Oil Filler Cap. 10066 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; Coolant Recovery Tank Cap. 10236 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-8 5.7 L 

1994-1993; Lev-R-Vent Radiator Cap. 10334 18 

1994-1993; OE Type Radiator Cap. 10234 18 

1994-1993; OE Equivalent Fuel Cap. 10822 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10823 

1994-1993; Regular Locking Fuel Cap. 10594 


V-8 5.7 L - Continued 

1994-1993; Oil Filler Cap; W/Notched Oil Cap. 10099 

1994-1993; Oil Filler Cap; W/O Notched Oil Cap. 10105 

1992-1989; Lev-R-Vent Radiator Cap. 10331 16 

1992-1989; OE Type Radiator Cap. 10231 16 

1992-1989; Coolant Recovery Tank Cap. 10236 

1992-1989; OE Equivalent Fuel Cap. 10822 

1992-1989; Pre-Vent Non-Locking Fuel Cap. 10823 

1992-1989; Regular Locking Fuel Cap. 10594 

1992-1989; Oil Filler Cap. 10105 

1988-1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; Coolant Recovery Tank Cap. 10236 

1988-1987; OE Equivalent Fuel Cap. 10822 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10823 

1988-1987; Regular Locking Fuel Cap. 10594 

1988-1987; Oil Filler Cap. 10066 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; Coolant Recovery Tank Cap. 10236 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 


Caprice 

6-Cvl. 250 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-6 3.8 L 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; Coolant Recovery Tank Cap. 10236 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

V-6 3.8 L (Canada) 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

V-6 4.3 L 

1993-1992; Lev-R-Vent Radiator Cap. 10331 16 

1993-1992; OE Type Radiator Cap. 10231 16 

1993-1992; OE Equivalent Fuel Cap. 10817 

1993-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1992; Regular Locking Fuel Cap. 10591 

1993-1992; Pre-Vent Locking Fuel Cap. 10501 

1993-1992; Oil Filler Cap. 10105 

1990-1989; Lev-R-Vent Radiator Cap. 10331 16 

1990-1989; OE Type Radiator Cap. 10231 16 

1990-1989; Coolant Recovery Tank Cap. 10236 

1990-1989; OE Equivalent Fuel Cap. 10817 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Regular Locking Fuel Cap. 10591 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap. 10105 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; Coolant Recovery Tank Cap. 10236 

1988; OE Equivalent Fuel Cap. 10817 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Caprice - Continued 

Caprice - Continued 


Application 


Part 

Number 


PSI 


V-6 4.3 L - Continued 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10066 

1987; Lev-R-Vent Radiator Cap. 10331 16 

1987; OE Type Radiator Cap. 10231 16 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Filler Cap. 10066 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10066 

V-8 283 

1967-1966; Lev-R-Vent Radiator Cap. 10330 16 

1967-1966; OE Type Radiator Cap. 10230 16 

1967-1966; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1966; Regular Locking Fuel Cap; Wagon. 10492 

1967-1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967-1966; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 305 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-8 307 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Filler Cap. 10066 

V-8 327 

1969-1968; Lev-R-Vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Filler Cap. 10066 

1967-1966; Lev-R-Vent Radiator Cap. 10330 16 

1967-1966; OE Type Radiator Cap. 10230 16 

1967-1966; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1966; Regular Locking Fuel Cap; Wagon. 10492 

1967-1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967-1966; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 350 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 


V-8 350 - Continued 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap; Wagon. 10646 

1969; Regular Locking Fuel Cap; Wagon. 10492 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969; Oil Filler Cap. 10066 

V-8 396 

1969-1966; Lev-R-Vent Radiator Cap. 10330 16 

1969-1966; OE Type Radiator Cap. 10230 16 

1969-1966; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1966; Regular Locking Fuel Cap; Wagon. 10492 

1969-1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1966; Oil Filler Cap. 10066 

V-8 4.3 L 

1994; OE Type Radiator Cap. 10239 15 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap; W/Notched Oil Cap. 10099 

1994; Oil Filler Cap; W/O Notched Oil Cap. 10105 

V-8 4.4 L 

1982-1980; Lev-R-Vent Radiator Cap. 10331 16 

1982-1980; OE Type Radiator Cap. 10231 16 

1982-1980; Coolant Recovery Tank Cap. 10236 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10066 

V-8 400 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Caprice - Continued 

Caprice - Continued 


Application 


Part 

Number 


PSI 


V-8 400 - Continued 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

1972-1971 ;Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

V-8 402 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

V-8 427 

1969-1966; Lev-R-Vent Radiator Cap. 10330 16 

1969-1966; OE Type Radiator Cap. 10230 16 

1969-1966; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1966; Regular Locking Fuel Cap; Wagon. 10492 

1969-1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1966; Oil Filler Cap. 10066 

V-8 454 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10817 

1976; Pre-Vent Non-Locking Fuel Cap. 10819 

1976; Regular Locking Fuel Cap. 10591 

1976; Pre-Vent Locking Fuel Cap. 10501 

1976; Oil Filler Cap. 10072 

1975; Lev-R-Vent Radiator Cap. 10330 16 

1975; OE Type Radiator Cap. 10230 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10072 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 


V-8 454 - Continued 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 


System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

V-8 5.0 L 

1993-1991; Lev-R-Vent Radiator Cap. 10331 16 

1993-1991; OE Type Radiator Cap. 10231 16 

1993-1991; OE Equivalent Fuel Cap. 10817 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Regular Locking Fuel Cap. 10591 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Oil Filler Cap. 10105 

1990-1989; Lev-R-Vent Radiator Cap. 10331 16 

1990-1989; OE Type Radiator Cap. 10231 16 

1990-1989; Coolant Recovery Tank Cap. 10236 

1990-1989; OE Equivalent Fuel Cap. 10817 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Regular Locking Fuel Cap. 10591 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap; Eng. VIN E. 10105 

1990-1989; Oil Filler Cap; Eng. VIN Y. 10066 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; Coolant Recovery Tank Cap. 10236 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10066 

1987; Lev-R-Vent Radiator Cap. 10331 16 

1987; OE Type Radiator Cap. 10231 16 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Filler Cap. 10066 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; Coolant Recovery Tank Cap. 10236 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap; Eng. VIN H. 10066 

1986; Oil Filler Cap; Eng. VIN Y. 10077 

1985-1980; Lev-R-Vent Radiator Cap. 10331 16 

1985-1980; OE Type Radiator Cap. 10231 16 

1985-1980; Coolant Recovery Tank Cap. 10236 

1985-1980; OE Equivalent Fuel Cap. 10817 

1985-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1980; Regular Locking Fuel Cap. 10591 

1985-1980; Pre-Vent Locking Fuel Cap. 10501 

1985-1980; Oil Filler Cap. 10066 

V-8 5.7 L 

1994; OE Type Radiator Cap. 10239 15 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap; W/Notched Oil Cap. 10099 

1994; Oil Filler Cap; W/O Notched Oil Cap. 10105 

1993-1991; Lev-R-Vent Radiator Cap. 10331 16 

1993-1991; OE Type Radiator Cap. 10231 16 

1993-1991; OE Equivalent Fuel Cap. 10817 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Regular Locking Fuel Cap. 10591 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Oil Filler Cap. 10105 

1990; Lev-R-Vent Radiator Cap. 10331 16 

1990; OE Type Radiator Cap. 10231 16 

1990; Coolant Recovery Tank Cap. 10236 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Caprice - Continued 

Cavalier - Continued 


Application 


Part 

Number 


PSI 


V-8 5.7 L - Continued 

1990; OE Equivalent Fuel Cap. 10817 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10105 

1989-1988; Lev-R-Vent Radiator Cap. 10331 16 

1989-1988; OE Type Radiator Cap. 10231 16 

1989-1988; Coolant Recovery Tank Cap. 10236 

1989-1988; OE Equivalent Fuel Cap. 10817 

1989-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1988; Regular Locking Fuel Cap. 10591 

1989-1988; Pre-Vent Locking Fuel Cap. 10501 

1989-1988; Oil Filler Cap. 10066 

1987; Lev-R-Vent Radiator Cap. 10331 16 

1987; OE Type Radiator Cap. 10231 16 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Filler Cap. 10066 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10066 

1982; Lev-R-Vent Radiator Cap. 10331 16 

1982; OE Type Radiator Cap. 10231 16 

1982; Coolant Recovery Tank Cap. 10236 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Filler Cap. 10066 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 5.7 L Diesel 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; Coolant Recovery Tank Cap. 10236 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Diesel Regular Locking Fuel Cap. 10591D 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1980; Oil Breather Cap. 10078 


Cavalier 
4-Cyl. 1.8 L 

1982; Lev-R-Vent Radiator Cap. 10331 16 


4-Cyl. 1.8 L- Continued 

1982; OE Type Radiator Cap. 10231 16 

1982; Coolant Recovery Tank Cap. 10236 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Filler Cap. 10066 

4-Cyl. 2.0 L 

1989-1987; Lev-R-Vent Radiator Cap. 10331 16 

1989-1987; OE Type Radiator Cap. 10231 16 

1989-1987; Coolant Recovery Tank Cap. 10236 

1989-1987; OE Equivalent Fuel Cap. 10817 

1989-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1987; Regular Locking Fuel Cap. 10591 

1989-1987; Pre-Vent Locking Fuel Cap. 10501 

1989-1987; Oil Filler Cap. 10126 

1986-1983; Lev-R-Vent Radiator Cap. 10331 16 

1986-1983; OE Type Radiator Cap. 10231 16 

1986-1983; Coolant Recovery Tank Cap. 10236 

1986-1983; OE Equivalent Fuel Cap. 10817 

1986-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1983; Regular Locking Fuel Cap. 10591 

1986-1983; Pre-Vent Locking Fuel Cap. 10501 

1986-1983; Oil Filler Cap. 10066 

4-Cyl. 2.2 L 

1994-1993; Lev-R-Vent Radiator Cap. 10331 16 

1994-1993; OE Type Radiator Cap. 10231 16 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10122 

1992-1991; Lev-R-Vent Radiator Cap. 10331 16 

1992-1991 ;OE Type Radiator Cap. 10231 16 

1992-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1991; Pre-Vent Locking Fuel Cap. 10501 

1992-1991; Oil Filler Cap. 10124 

1990; Lev-R-Vent Radiator Cap. 10331 16 

1990; OE Type Radiator Cap. 10231 16 

1990; Coolant Recovery Tank Cap. 10236 

1990; OE Equivalent Fuel Cap. 10817 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10124 

V-6 2.8 L 

1989; Lev-R-Vent Radiator Cap. 10330 16 

1989; OE Type Radiator Cap. 10230 16 

1989; OE Equivalent Fuel Cap. 10817 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1989; Regular Locking Fuel Cap. 10591 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap. 10096 

1988-1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; Coolant Recovery Tank Cap. 10236 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10096 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10072 

V-6 3.1 L 

1994-1991; Lev-R-Vent Radiator Cap. 10330 16 

1994-1991; OE Type Radiator Cap. 10230 16 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Chevrolet - Continued 

Cavalier - Continued 

V-6 3.1 L - Continued 



1994-1991; Oil Filler Cap. 

. 10096 


1990; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1990; OE Type Radiator Cap. 

. 10230 

16 

1990; OE Equivalent Fuel Cap. 

10817 


1990; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1990; Regular Locking Fuel Cap. 

10591 


1990; Pre-Vent Locking Fuel Cap. 

. 10501 


1990; Oil Filler Cap. 

. 10096 


Celebrity 

4-Cvl. 2.5 L 



1990-1989; Lev-R-Vent Radiator Cap. 

10331 

16 

1990-1989; OE Type Radiator Cap. 

10231 

16 

1990-1989; Coolant Recovery Tank Cap. 

. 10236 


1990-1989; OE Equivalent Fuel Cap. 

. 10817 


1990-1989; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1990-1989; Regular Locking Fuel Cap. 

. 10591 


1990-1989; Pre-Vent Locking Fuel Cap. 

. 10501 


1990-1989; Oil Filler Cap. 

. 10104 


1988-1985; Lev-R-Vent Radiator Cap. 

10331 

16 

1988-1985; OE Type Radiator Cap. 

10231 

16 

1988-1985; Coolant Recovery Tank Cap. 

. 10236 


1988-1985; OE Equivalent Fuel Cap. 

. 10817 


1988-1985; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1988-1985; Regular Locking Fuel Cap. 

. 10591 


1988-1985; Pre-Vent Locking Fuel Cap. 

. 10501 


1988-1985; Oil Filler Cap; W/O Threaded Filler Neck. 

10066 


1988-1985; Oil Filler Cap; W/Threaded Filler Neck. 

. 10104 


1984-1983; Lev-R-Vent Radiator Cap. 

10331 

16 

1984-1983; OE Type Radiator Cap. 

10231 

16 

1984-1983; Coolant Recovery Tank Cap. 

. 10236 


1984-1983; OE Equivalent Fuel Cap. 

. 10817 


1984-1983; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1984-1983; Regular Locking Fuel Cap. 

. 10591 


1984-1983; Pre-Vent Locking Fuel Cap. 

. 10501 


1984-1983; Oil Filler Cap. 

. 10066 


1982; OE Type Radiator Cap. 

. 10231 

16 

1982; Coolant Recovery Tank Cap. 

. 10236 


1982; OE Equivalent Fuel Cap. 

10817 


1982; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1982; Regular Locking Fuel Cap. 

10591 


1982; Pre-Vent Locking Fuel Cap. 

. 10501 


1982; Oil Filler Cap. 

. 10066 


V-6 2.8 L 



1989-1987; Lev-R-Vent Radiator Cap. 

10331 

16 

1989-1987; OE Type Radiator Cap. 

10231 

16 

1989-1987; Coolant Recovery Tank Cap. 

. 10236 


1989-1987; OE Equivalent Fuel Cap. 

. 10817 


1989-1987; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1989-1987; Regular Locking Fuel Cap. 

. 10591 


1989-1987; Pre-Vent Locking Fuel Cap. 

. 10501 


1989-1987; Oil Filler Cap. 

. 10096 


1986; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1986; OE Type Radiator Cap. 

. 10231 

16 

1986; Coolant Recovery Tank Cap. 

. 10236 


1986; OE Equivalent Fuel Cap. 

10817 


1986; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1986; Regular Locking Fuel Cap. 

10591 


1986; Pre-Vent Locking Fuel Cap. 

. 10501 


1986; Oil Filler Cap. 

. 10072 


1985; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1985; OE Type Radiator Cap. 

. 10231 

16 

1985; Coolant Recovery Tank Cap. 

. 10236 


1985; OE Equivalent Fuel Cap. 

10817 


1985; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1985; Regular Locking Fuel Cap. 

10591 


1985; Pre-Vent Locking Fuel Cap. 

. 10501 


1985; Oil Filler Cac. W Fue Inj. 

. 10072 


1985; Oil Filler Cap; W/O Fuel Inj. 

. 10077 


1984-1982; Lev-R-Vent Radiator Cap. 

10331 

16 

1984-1982; OE Type Radiator Cap. 

10231 

16 

1984-1982; Coolant Recovery Tank Cap. 

. 10236 



Application 

Part 

Number 

PSI 

Chevrolet - Continued 

1 Celebrity - Continued 

V-6 2.8 L - Continued 



1984-1982; OE Equivalent Fuel Cap. 

10817 


1984-1982; Pre-Vent Non-Locking Fuel Cap. 

10819 


1984-1982; Regular Locking Fuel Cap. 

10591 


1984-1982; Pre-Vent Locking Fuel Cap. 

10501 


1984-1982; Oil Filler Cap. 

10077 


V-6 3.1 L 



1990; Lev-R-Vent Radiator Cap. 

10331 

16 

1990; OE Type Radiator Cap. 

10231 

16 

1990; Coolant Recovery Tank Cap. 

10236 


1990; OE Equivalent Fuel Cap. 

10817 


1990; Pre-Vent Non-Locking Fuel Cap. 

10819 


1990; Regular Locking Fuel Cap. 

10591 


1990; Pre-Vent Locking Fuel Cap. 

10501 


1990; Oil Filler Cap. 

10096 


V-6 4.3 L Diesel 



1985-1982; Lev-R-Vent Radiator Cap. 

10330 

16 

1985-1982; OE Type Radiator Cap. 

10230 

16 

1985-1982; Coolant Recovery Tank Cap. 

10236 


1985-1982; OE Equivalent Fuel Cap. 

10817 


1985-1982; Diesel Regular Non-Locking Fuel Cap. 

10830D 


1985-1982; Pre-Vent Non-Locking Fuel Cap. 

10819 


1985-1982; Diesel Pre-Vent Non-Locking Fuel Cap. 

10819D 


1985-1982; Regular Locking Fuel Cap. 

10591 


1985-1982; Diesel Regular Locking Fuel Cap. 

10591D 


1985-1982; Pre-Vent Locking Fuel Cap. 

10501 


1985-1982; Diesel Only Pre-Vent Locking Fuel Cap. 

10501D 


Chevelle 

6-Cvl. 194 



1966-1965; Lev-R-Vent Radiator Cap. 

10330 

16 

1966-1965; OE Type Radiator Cap. 

10230 

16 

1966-1965; OE Equivalent Fuel Cap; Wagon. 

10646 


1966-1965; Regular Locking Fuel Cap; Wagon. 

10492 


1966-1965; OE Equivalent Fuel Cap; Exc. Wagon. 

10632 


1966-1965; Regular Locking Fuel Cap; Exc. Wagon. 

10571 


1966-1965; Oil Breather Cap; W/O Calif. Emission System. 

10064 


1966-1965; Oil Filler Cap; W/Calif. Emission System. 

10066 


1964; OE Equivalent Fuel Cap; Wagon. 

10646 


1964; Regular Locking Fuel Cap; Wagon. 

10492 


1964; OE Equivalent Fuel Cap; Exc. Wagon. 

10632 


1964; Regular Locking Fuel Cap; Exc. Wagon. 

10571 


1964; Oil Breather Cap; W/O Calif. Emission System. 

10064 


1964; Oil Filler Cap; W/Calif. Emission System. 

10066 


6-Cyl. 230 



1969-1968; Lev-R-Vent Radiator Cap. 

10330 

16 

1969-1968; OE Type Radiator Cap. 

10230 

16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 

10646 


1969-1968; Regular Locking Fuel Cap; Wagon. 

10492 


1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 

10632 


1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 

10571 


1969-1968; Oil Filler Cap. 

10066 


1967-1965; Lev-R-Vent Radiator Cap. 

10330 

16 

1967-1965; OE Type Radiator Cap. 

10230 

16 

1967-1965; OE Equivalent Fuel Cap; Wagon. 

10646 


1967-1965; Regular Locking Fuel Cap; Wagon. 

10492 


1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 

10632 


1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 

10571 


1967-1965; Oil Breather Cap; W/O Calif. Emission System. 

10064 


1967-1965; Oil Filler Cap; W/Calif. Emission System. 

10066 


1964; OE Equivalent Fuel Cap; Wagon. 

10646 


1964; Regular Locking Fuel Cap; Wagon. 

10492 


1964; OE Equivalent Fuel Cap; Exc. Wagon. 

10632 


1964; Regular Locking Fuel Cap; Exc. Wagon. 

10571 


1964; Oil Breather Cap; W/O Calif. Emission System. 

10064 


1964; Oil Filler Cap; W/Calif. Emission System. 

10066 


6-Cyl. 250 



1973-1971; Lev-R-Vent Radiator Cap. 

10330 

16 

1973-1971; OE Type Radiator Cap. 

10230 

16 

1973-1971; OE Equivalent Fuel Cap. 

10807 


1973-1971; Regular Locking Fuel Cap. 

10571 


1973-1971; Oil Filler Cap. 

10072 


1970; Lev-R-Vent Radiator Cap. 

10330 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Chevelle - Continued 

Chevelle - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 250 - Continued 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Filler Cap. 10066 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 283 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1965; Regular Locking Fuel Cap; Wagon. 10492 

1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; OE Equivalent Fuel Cap; Wagon. 10646 

1964; Regular Locking Fuel Cap; Wagon. 10492 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 305 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10817 

1976; Pre-Vent Non-Locking Fuel Cap. 10819 

1976; Regular Locking Fuel Cap. 10591 

1976; Pre-Vent Locking Fuel Cap. 10501 

1976; Oil Filler Cap. 10066 

V-8 307 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Filler Cap. 10066 

V-8 327 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 


V-8 327 - Continued 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Filler Cap. 10066 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1965; Regular Locking Fuel Cap; Wagon. 10492 

1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; OE Equivalent Fuel Cap; Wagon. 10646 

1964; Regular Locking Fuel Cap; Wagon. 10492 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 350 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap; Wagon. 10646 

1969; Regular Locking Fuel Cap; Wagon. 10492 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969; Oil Filler Cap. 10066 

V-8 396 

1969-1965; Lev-R-Vent Radiator Cap. 10330 16 

1969-1965; OE Type Radiator Cap. 10230 16 

1969-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1965; Regular Locking Fuel Cap; Wagon. 10492 

1969-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1965; Oil Filler Cap. 10066 

V-8 400 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Chevelle - Continued 

Chevette - Continued 


Application 


Part 

Number 


PSI 


V-8 400 - Continued 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap. 10807 

1971; Regular Locking Fuel Cap. 10571 

1971; Oil Filler Cap. 10072 

V-8 402 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

V-8 454 

1975; Lev-R-Vent Radiator Cap. 10330 16 

1975; OE Type Radiator Cap. 10230 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10072 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 


Chevette 
4-Cyl. 1.6 L 

1987-1980; Lev-R-Vent Radiator Cap. 10331 16 

1987-1980; OE Type Radiator Cap. 10231 16 

1987-1980; Coolant Recovery Tank Cap. 10236 

1987-1980; OE Equivalent Fuel Cap. 10817 

1987-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1980; Regular Locking Fuel Cap. 10591 

1987-1980; Pre-Vent Locking Fuel Cap. 10501 

1987-1980; Oil Filler Cap. 10066 

4-Cyl. 1.8 L Diesel 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10830 

1986-1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Diesel Regular Locking Fuel Cap. 10591D 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1986-1985; Oil Filler Cap. 10072 


4-Cyl. 1.8 L Diesel - Continued 

1984-1981; Lev-R-Vent Radiator Cap. 10331 16 

1984-1981; OE Type Radiator Cap. 10231 16 

1984-1981; Coolant Recovery Tank Cap. 10236 

1984-1981; OE Equivalent Fuel Cap. 10817 

1984-1981; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1981; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1981; Regular Locking Fuel Cap. 10591 

1984-1981; Diesel Regular Locking Fuel Cap. 10591D 

1984-1981; Pre-Vent Locking Fuel Cap. 10501 

1984-1981; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1981; Oil Filler Cap. 10072 

4-Cyl. 85 

1977-1976; Lev-R-Vent Radiator Cap. 10331 16 

1977-1976; OE Type Radiator Cap. 10231 16 

1977-1976; Oil Filler Cap. 10066 

4-Cyl. 98 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10817 

1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1978; Regular Locking Fuel Cap. 10591 

1978; Pre-Vent Locking Fuel Cap. 10501 

1978; Oil Filler Cap. 10066 

1977-1976; Lev-R-Vent Radiator Cap. 10331 16 

1977-1976; OE Type Radiator Cap. 10231 16 

1977-1976; Oil Filler Cap. 10066 

Chevy II 

4-Cyl. 153 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10646 

1968; Regular Locking Fuel Cap. 10492 

1968; Oil Filler Cap. 10066 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; OE Equivalent Fuel Cap. 10624 

1964; Regular Locking Fuel Cap. 10483 

1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963-1962; OE Equivalent Fuel Cap. 10624 

1963-1962; Regular Locking Fuel Cap. 10483 

1963-1962; Oil Breather Cap. 10064 

6-Cyl. 194 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; OE Equivalent Fuel Cap. 10624 

1964; Regular Locking Fuel Cap. 10483 

1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963-1962; OE Equivalent Fuel Cap. 10624 

1963-1962; Regular Locking Fuel Cap. 10483 

1963-1962; Oil Breather Cap. 10064 

6-Cyl. 230 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10646 

1968; Regular Locking Fuel Cap. 10492 

1968; Oil Filler Cap. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Chevy II - Continued 

Citation - Continued 


Application 


Part 

Number 


PSI 


6-Cvl. 230 - Continued 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; OE Equivalent Fuel Cap. 10646 

1967; Regular Locking Fuel Cap. 10492 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967; Oil Filler Cap; W/Calif. Emission System. 10066 

1966-1965; Lev-R-Vent Radiator Cap. 10330 16 

1966-1965; OE Type Radiator Cap. 10230 16 

1966-1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966- 1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; OE Equivalent Fuel Cap. 10624 

1964; Regular Locking Fuel Cap. 10483 

1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

6-Cvl. 250 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10646 

1968; Regular Locking Fuel Cap. 10492 

1968; Oil Filler Cap. 10066 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 283 

1967- 1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; OE Equivalent Fuel Cap. 10624 

1964; Regular Locking Fuel Cap. 10483 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 307 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10646 

1968; Regular Locking Fuel Cap. 10492 

1968; Oil Filler Cap. 10066 

V-8 327 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10646 

1968; Regular Locking Fuel Cap. 10492 

1968; Oil Filler Cap. 10066 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 350; V-8 396 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10646 

1968; Regular Locking Fuel Cap. 10492 

1968; Oil Filler Cap. 10066 


Citation 

4-Cyl. 2.5 L 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; Thermostat Housing Cap. 10232 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1985; Oil Filler Cap; W/Threaded Filler Neck. 10104 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; Coolant Recovery Tank Cap. 10236 

1984-1982; Thermostat Housing Cap. 10232 

1984-1982; OE Equivalent Fuel Cap. 10817 


4-Cyl. 2.5 L- Continued 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984-1982; Oil Filler Cap. 10066 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; Coolant Recovery Tank Cap. 10236 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-6 2.8 L 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap; W/Fuel Inj. 10072 

1985; Oil Filler Cap; W/O Fuel Inj. 10077 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; Coolant Recovery Tank Cap. 10236 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10077 


Corsica 

4-Cyl. 2.0 L 

1989-1987; Lev-R-Vent Radiator Cap. 10331 16 

1989-1987; OE Type Radiator Cap. 10231 16 

1989-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1987; Pre-Vent Locking Fuel Cap. 10501 

1989-1987; Oil Filler Cap. 10126 

4-Cyl. 2.2 L 

1994-1993; OE Type Radiator Cap. 10239 15 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10122 

1992; OE Type Radiator Cap. 10239 15 

1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1992; Pre-Vent Locking Fuel Cap. 10501 

1992; Oil Filler Cap. 10124 

1991-1990; Lev-R-Vent Radiator Cap. 10331 16 

1991-1990; OE Type Radiator Cap. 10231 16 

1991-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1990; Pre-Vent Locking Fuel Cap. 10501 

1991-1990; Oil Filler Cap. 10124 

V-6 2.8 L 

1989-1987; Lev-R-Vent Radiator Cap. 10331 16 

1989-1987; OE Type Radiator Cap. 10231 16 

1989-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1987; Pre-Vent Locking Fuel Cap. 10501 

1989-1987; Oil Filler Cap. 10096 

V-6 3.1 L 

1994; OE Type Radiator Cap. 10239 15 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10099 

1993-1992; OE Type Radiator Cap. 10239 15 

1993-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1992; Pre-Vent Locking Fuel Cap. 10501 

1993-1992; Oil Filler Cap. 10096 

1991-1990; Lev-R-Vent Radiator Cap. 10331 16 

1991-1990; OE Type Radiator Cap. 10231 16 

1991-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1990; Pre-Vent Locking Fuel Cap. 10501 

1991-1990; Oil Filler Cap. 10096 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Corvair 

Corvette - Continued 


Application 


Part 

Number 


PSI 


6-Cvl. 140 

I960; OE Equivalent Fuel Cap. 10640 

1960; Regular Locking Fuel Cap. 10491 

6-Cvl. 145 

1963-1961; OE Equivalent Fuel Cap. 10640 

1963-1961; Regular Locking Fuel Cap. 10491 

6-Cvl. 164 

1969-1965; OE Equivalent Fuel Cap. 10646 

1969-1965; Regular Locking Fuel Cap. 10492 

1964; OE Equivalent Fuel Cap. 10640 

1964Regular Locking Fuel Cap. 10491 


Corvair 95 
6-Cyl. 145 

1963-1961; OE Equivalent Fuel Cap. 10623 

1963-1961; Regular Locking Fuel Cap. 10491 

6-Cy 1.164 

1964; OE Equivalent Fuel Cap. 10623 

1964Regular Locking Fuel Cap. 10491 


Corvette 

6-Cyl. 235 

1955; OE Equivalent Fuel Cap. 10640 

1955; Regular Locking Fuel Cap. 10491 

1955; Oil Filler Cap; WA/alve Cover Vents. 10066 

1955; Oil Breather Cap; W/O Valve Cover Vents. 10064 

1954-1953; OE Equivalent Fuel Cap. 10640 

1954-1953; Regular Locking Fuel Cap. 10491 

1954-1953; Oil Filler Cap. 10066 

V-8 265 

1956-1955; Lev-R-Vent Radiator Cap. 10329 13 

1956-1955; OE Type Radiator Cap. 10229 13 

1956-1955; OE Equivalent Fuel Cap. 10640 

1956-1955; Regular Locking Fuel Cap. 10491 

1956-1955; Oil Breather Cap. 10061 

V-8 283 

1961-1957; Lev-R-Vent Radiator Cap; W/Fuel Inj. 10328 7 

1961 -1957; OE Type Radiator Cap; W/Fuel Inj. 10228 7 

1961-1957; Lev-R-Vent Radiator Cap; W/O Fuel Inj. 10329 13 

1961-1957; OE Type Radiator Cap; W/O Fuel Inj. 10229 13 

1961-1957; OE Equivalent Fuel Cap. 10640 

1961-1957; Regular Locking Fuel Cap. 10491 

1961-1957; Oil Breather Cap. 10061 

V-8 327 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; Oil Filler Cap. 10066 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967; Oil Filler Cap; W/Calif. Emission System. 10066 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Oil Filler Cap; W/Calif. Emission System. 10066 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963; Oil Breather Cap. 10061 

1962; Lev-R-Vent Radiator Cap; W/Fuel Inj. 10328 7 

1962; OE Type Radiator Cap; W/Fuel Inj. 10228 7 

1962; Lev-R-Vent Radiator Cap; W/O Fuel Inj. 10329 13 

1962; OE Type Radiator Cap; W/O Fuel Inj. 10229 13 

1962; OE Equivalent Fuel Cap. 10640 

1962; Regular Locking Fuel Cap. 10491 

1962; Oil Breather Cap. 10061 

V-8 350 

1979-1977; Lev-R-Vent Radiator Cap. 10330 16 

1979-1977; OE Type Radiator Cap. 10230 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 


V-8 350 - Continued 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; Oil Filler Cap. 10072 

1970-1969; Lev-R-Vent Radiator Cap. 10330 16 

1970-1969; OE Type Radiator Cap. 10230 16 

1970-1969; Oil Filler Cap. 10066 

V-8 396 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; Oil Filler Cap. 10066 

V-8 427 

1969-1967; Lev-R-Vent Radiator Cap. 10330 16 

1969-1967; OE Type Radiator Cap. 10230 16 

1969-1967; Oil Filler Cap. 10066 

1966; Oil Filler Cap. 10066 

V-8 454 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; Oil Filler Cap. 10072 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; Oil Filler Cap. 10066 

V-8 5.0 L 

1980; Lev-R-Vent Radiator Cap. 10330 16 

1980; OE Type Radiator Cap. 10230 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 5.7 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap; Eng. VINJ. 10105 

1994; Oil Filler Cap; W/Notched Oil Cap; Eng. VIN P. 10099 

1994; Oil Filler Cap; W/O Notched Oil Cap; Eng. VIN P. 10105 

1993; Lev-R-Vent Radiator Cap. 10331 16 

1993; OE Type Radiator Cap. 10231 16 

1993; OE Equivalent Fuel Cap. 10817 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Regular Locking Fuel Cap. 10591 

1993; Pre-Vent Locking Fuel Cap. 10501 

1993; Oil Filler Cap; W/Notched Oil Cap. 10099 

1993; Oil Filler Cap; W/O Notched Oil Cap. 10105 

1992-1991; Lev-R-Vent Radiator Cap. 10331 16 

1992-1991; OE Type Radiator Cap. 10231 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Corvette - Continued 

El Camino 


Application 


Part 

Number 


PSI 


V-8 5.7 L - Continued 

1992-1991; OE Equivalent Fuel Cap. 10817 

1992-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1991; Regular Locking Fuel Cap. 10591 

1992-1991; Pre-Vent Locking Fuel Cap. 10501 

1992-1991; Oil Filler Cap. 10105 

1990-1988; Lev-R-Vent Radiator Cap. 10330 16 

1990-1988; OE Type Radiator Cap. 10230 16 

1990-1988; OE Equivalent Fuel Cap. 10817 

1990-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1988; Regular Locking Fuel Cap. 10591 

1990-1988; Pre-Vent Locking Fuel Cap. 10501 

1990-1988; Oil Filler Cap. 10105 

1987-1985; Lev-R-Vent Radiator Cap. 10330 16 

1987-1985; OE Type Radiator Cap. 10230 16 

1987-1985; OE Equivalent Fuel Cap. 10817 

1987-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1985; Regular Locking Fuel Cap. 10591 

1987-1985; Pre-Vent Locking Fuel Cap. 10501 

1987-1985; Oil Filler Cap. 10066 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap. 10066 

1982; Lev-R-Vent Radiator Cap. 10330 16 

1982; OE Type Radiator Cap. 10230 16 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Filler Cap. 10066 

1981-1980; Lev-R-Vent Radiator Cap. 10330 16 

1981-1980; OE Type Radiator Cap. 10230 16 

1981-1980; Coolant Recovery Tank Cap. 10236 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 


Del Ray 

6-Cyl. 235 

1958; OE Equivalent Fuel Cap. 10640 

1958; Regular Locking Fuel Cap. 10491 

1958; Oil Breather Cap. 10064 

V-8 283; V-8 348 

1958; OE Equivalent Fuel Cap. 10640 

1958; Regular Locking Fuel Cap. 10491 

1958; Oil Breather Cap. 10061 


Deluxe 
6-Cyl. 217 

1952-1949; OE Equivalent Fuel Cap. 10623 

1952-1949; Regular Locking Fuel Cap. 10491 

1952-1949; Oil Filler Cap. 10066 

6-Cyl. 235 

1952-1950; OE Equivalent Fuel Cap. 10623 

1952-1950; Regular Locking Fuel Cap. 10491 

1952-1950; Oil Filler Cap. 10066 


Deluxe 210 

6-Cyl. 235 

1957-1956; Oil Breather Cap. 10064 

1955; Oil Filler Cap; W/Valve Cover Vents. 10066 

1955; Oil Breather Cap; W/O Valve Cover Vents. 10064 

1954-1953; Oil Filler Cap. 10066 

V-8 265 

1957-1955; Oil Breather Cap. 10061 

V-8 283 

1957; Oil Breather Cap. 10061 


6-Cyl. 194 

1966-1964; Lev-R-Vent Radiator Cap. 10329 13 

1966-1964; OE Type Radiator Cap. 10229 13 

1966-1964; OE Equivalent Fuel Cap. 10646 

1966-1964; Regular Locking Fuel Cap. 10492 

1966-1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966- 1964; Oil Filler Cap; W/Calif. Emission System. 10066 

6-Cyl. 230 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; OE Equivalent Fuel Cap. 10646 

1969-1968; Regular Locking Fuel Cap. 10492 

1969-1968; Oil Filler Cap. 10066 

1967- 1964; Lev-R-Vent Radiator Cap. 10329 13 

1967-1964; OE Type Radiator Cap. 10229 13 

1967-1964; OE Equivalent Fuel Cap. 10646 

1967-1964; Regular Locking Fuel Cap. 10492 

1967-1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967-1964; Oil Filler Cap; W/Calif. Emission System. 10066 

6-Cyl. 235 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

6-Cyl. 250 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap. 10817 

1977-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1977-1975; Regular Locking Fuel Cap. 10591 

1977-1975; Pre-Vent Locking Fuel Cap. 10501 

1977-1975; Oil Filler Cap. 10066 

1973-1971; Lev-R-Vent Radiator Cap. 10330 16 

1973-1971; OE Type Radiator Cap. 10230 16 

1973-1971; OE Equivalent Fuel Cap. 10807 

1973-1971; Regular Locking Fuel Cap. 10571 

1973-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

1969-1967; Lev-R-Vent Radiator Cap. 10329 13 

1969-1967; OE Type Radiator Cap. 10229 13 

1969-1967; OE Equivalent Fuel Cap. 10646 

1969-1967; Regular Locking Fuel Cap. 10492 

1969-1967; Oil Filler Cap. 10066 

V-6 200 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

V-6 231 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

V-6 3.8 L 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; Coolant Recovery Tank Cap. 10236 

1984-1980; OE Equivalent Fuel Cap. 10817 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

El Camino - Continued 

El Camino - Continued 


Application 


Part 

Number 


PSI 


V-8 307 - Continued 

1969-1968; Oil Filler Cap. 10066 


V-6 3.8 L - Continued 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

V-6 4.3 L 

1987-1985; Lev-R-Vent Radiator Cap. 10331 16 

1987-1985; OE Type Radiator Cap. 10231 16 

1987-1985; Coolant Recovery Tank Cap. 10236 

1987-1985; OE Equivalent Fuel Cap. 10817 

1987-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1985; Regular Locking Fuel Cap. 10591 

1987-1985; Pre-Vent Locking Fuel Cap. 10501 

1987-1985; Oil Filler Cap. 10066 

V-8 267 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

V-8 283 

1967-1964; Lev-R-Vent Radiator Cap. 10329 13 

1967-1964; OE Type Radiator Cap. 10229 13 

1967-1964; OE Equivalent Fuel Cap. 10646 

1967-1964; Regular Locking Fuel Cap. 10492 

1967-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967-1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

V-8 305 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1977-1976; Lev-R-Vent Radiator Cap. 10330 16 

1977-1976; OE Type Radiator Cap. 10230 16 

1977-1976; OE Equivalent Fuel Cap. 10817 

1977-1976; Pre-Vent Non-Locking Fuel Cap. 10819 

1977-1976; Regular Locking Fuel Cap. 10591 

1977-1976; Pre-Vent Locking Fuel Cap. 10501 

1977-1976; Oil Filler Cap. 10066 

V-8 307 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; OE Equivalent Fuel Cap. 10646 

1969-1968; Regular Locking Fuel Cap. 10492 


V-8 327 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap. 10646 

1968; Regular Locking Fuel Cap. 10492 

1968; Oil Filler Cap. 10066 

1967-1964; Lev-R-Vent Radiator Cap. 10329 13 

1967-1964; OE Type Radiator Cap. 10229 13 

1967-1964; OE Equivalent Fuel Cap. 10646 

1967-1964; Regular Locking Fuel Cap. 10492 

1967-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967-1964; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 348 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

V-8 350 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap. 10817 

1977-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1977-1975; Regular Locking Fuel Cap. 10591 

1977-1975; Pre-Vent Locking Fuel Cap. 10501 

1977-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10646 

1969; Regular Locking Fuel Cap. 10492 

1969; Oil Filler Cap. 10066 

V-8 396 

1969-1965; Lev-R-Vent Radiator Cap. 10329 13 

1969-1965; OE Type Radiator Cap. 10229 13 

1969-1965; OE Equivalent Fuel Cap. 10646 

1969-1965; Regular Locking Fuel Cap. 10492 

1969-1965; Oil Filler Cap. 10066 

V-8 4.4 L 

1982-1980; Lev-R-Vent Radiator Cap. 10331 16 

1982-1980; OE Type Radiator Cap. 10231 16 

1982-1980; Coolant Recovery Tank Cap. 10236 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

El Camino - Continued 

Fleetline - Continued 


Application 


Part 

Number 


PSI 


V-8 400 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 

V-8 402 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

V-8 454 

1975; Lev-R-Vent Radiator Cap. 10330 16 

1975; OE Type Radiator Cap. 10230 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971; OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

V-8 5.0 L 

1987-1980; Lev-R-Vent Radiator Cap. 10331 16 

1987-1980; OE Type Radiator Cap. 10231 16 

1987-1980; Coolant Recovery Tank Cap. 10236 

1987-1980; OE Equivalent Fuel Cap. 10817 

1987-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1980; Regular Locking Fuel Cap. 10591 

1987-1980; Pre-Vent Locking Fuel Cap. 10501 

1987-1980; Oil Filler Cap. 10066 

V-8 5.7 L Diesel 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; Coolant Recovery Tank Cap. 10236 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Diesel Regular Locking Fuel Cap. 10591D 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1983; Oil Breather Cap. 10078 


Fleetline 
6-Cyl. 217 

1948-1946; OE Equivalent Fuel Cap. 10623 

1948-1946; Regular Locking Fuel Cap. 10491 


6-Cyl. 217 - Continued 

1942-1941; OE Equivalent Fuel Cap. 10623 

1942-1941; Regular Locking Fuel Cap. 10491 


Fleetmaster 
6-Cyl. 217 

1948-1946; OE Equivalent Fuel Cap. 10623 

1948-1946; Regular Locking Fuel Cap. 10491 

1942; OE Equivalent Fuel Cap. 10623 

1942; Regular Locking Fuel Cap. 10491 


G Series Van 

6-Cyl. 230 

1969- 1968; Oil Filler Cap. 10066 

6-Cyl. 250 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10072 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; Coolant Recovery Tank Cap. 10236 

1978; OE Equivalent Fuel Cap. 10742 

1978; Regular Locking Fuel Cap. 10571 

1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10330 16 

1977; OE Type Radiator Cap. 10230 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10742 

1977; Regular Locking Fuel Cap. 10571 

1977; Oil Filler Cap. 10072 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; Coolant Recovery Tank Cap. 10236 

1976-1975; OE Equivalent Fuel Cap. 10742 

1976-1975; Regular Locking Fuel Cap. 10571 

1976-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; Coolant Recovery Tank Cap. 10236 

1974-1973; OE Equivalent Fuel Cap. 10742 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10072 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; Oil Filler Cap. 10072 

1970- 1968; Oil Filler Cap. 10066 

6-Cyl. 292 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; Coolant Recovery Tank Cap. 10236 

1978; OE Equivalent Fuel Cap. 10742 

1978; Regular Locking Fuel Cap. 10571 

1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10330 16 

1977; OE Type Radiator Cap. 10230 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10742 

1977; Regular Locking Fuel Cap. 10571 

1977; Oil Filler Cap. 10072 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; Coolant Recovery Tank Cap. 10236 

1976-1975; OE Equivalent Fuel Cap. 10742 

1976-1975; Regular Locking Fuel Cap. 10571 

1976-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; Coolant Recovery Tank Cap. 10236 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

G Series Van - Continued 

G Series Van - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 292 - Continued 

1974; OE Equivalent Fuel Cap. 10742 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10072 

6-Cyl. 4.1 L 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; Coolant Recovery Tank Cap. 10236 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap. 10066 

1983-1980; Lev-R-Vent Radiator Cap. 10331 16 

1983-1980; OE Type Radiator Cap. 10231 16 

1983-1980; Coolant Recovery Tank Cap. 10236 

1983-1980; OE Equivalent Fuel Cap. 10817 

1983-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1980; Regular Locking Fuel Cap. 10591 

1983-1980; Pre-Vent Locking Fuel Cap. 10501 

1983-1980; Oil Filler Cap. 10072 

V-6 4.3 L 

1994-1985; Lev-R-Vent Radiator Cap. 10331 16 

1994-1985; OE Type Radiator Cap. 10231 16 

1994-1985; Coolant Recovery Tank Cap. 10236 

1994-1985; OE Equivalent Fuel Cap. 10817 

1994-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1985; Regular Locking Fuel Cap. 10591 

1994-1985; Pre-Vent Locking Fuel Cap. 10501 

1994-1985; Oil Filler Cap. 10072 

V-8 305 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10072 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; Coolant Recovery Tank Cap. 10236 

1978; OE Equivalent Fuel Cap. 10742 

1978; Regular Locking Fuel Cap. 10571 

1978; Oil Filler Cap. 10072 

1977; Lev-R-Vent Radiator Cap. 10330 16 

1977; OE Type Radiator Cap. 10230 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10742 

1977; Regular Locking Fuel Cap. 10571 

1977; Oil Filler Cap. 10066 

V-8 307 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; Coolant Recovery Tank Cap. 10236 

1973; OE Equivalent Fuel Cap. 10742 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10072 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; Oil Filler Cap. 10072 

1970-1968; Oil Filler Cap. 10066 

V-8 350 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10072 

1978; Lev-R-Vent Radiator Cap. 10331 16 


V-8 350 - Continued 

1978; OE Type Radiator Cap. 10231 16 

1978; Coolant Recovery Tank Cap. 10236 

1978; OE Equivalent Fuel Cap. 10742 

1978; Regular Locking Fuel Cap. 10571 

1978; Oil Filler Cap. 10072 

1977; Lev-R-Vent Radiator Cap. 10330 16 

1977; OE Type Radiator Cap. 10230 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10742 

1977; Regular Locking Fuel Cap. 10571 

1977; Oil Filler Cap. 10066 

1976-1973; Lev-R-Vent Radiator Cap. 10330 16 

1976-1973; OE Type Radiator Cap. 10230 16 

1976-1973; Coolant Recovery Tank Cap. 10236 

1976-1973; OE Equivalent Fuel Cap. 10742 

1976-1973; Regular Locking Fuel Cap. 10571 

1976-1973; Oil Filler Cap. 10072 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; Oil Filler Cap. 10072 

1970; Oil Filler Cap. 10066 

V-8 400 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10072 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; Coolant Recovery Tank Cap. 10236 

1978; OE Equivalent Fuel Cap. 10742 

1978; Regular Locking Fuel Cap. 10571 

1978; Oil Filler Cap. 10072 

1977; Lev-R-Vent Radiator Cap. 10330 16 

1977; OE Type Radiator Cap. 10230 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10742 

1977; Regular Locking Fuel Cap. 10571 

1977; Oil Filler Cap. 10066 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; Coolant Recovery Tank Cap. 10236 

1976-1975; OE Equivalent Fuel Cap. 10742 

1976-1975; Regular Locking Fuel Cap. 10571 

1976-1975; Oil Filler Cap. 10072 

V-8 5.0 L 

1994-1985; Lev-R-Vent Radiator Cap. 10331 16 

1994-1985; OE Type Radiator Cap. 10231 16 

1994-1985; Coolant Recovery Tank Cap. 10236 

1994-1985; OE Equivalent Fuel Cap. 10817 

1994-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1985; Regular Locking Fuel Cap. 10591 

1994-1985; Pre-Vent Locking Fuel Cap. 10501 

1994-1985; Oil Filler Cap. 10072 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; Coolant Recovery Tank Cap. 10236 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap. 10066 

1983-1980; Lev-R-Vent Radiator Cap. 10331 16 

1983-1980; OE Type Radiator Cap. 10231 16 

1983-1980; Coolant Recovery Tank Cap. 10236 

1983-1980; OE Equivalent Fuel Cap. 10817 

1983-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1980; Regular Locking Fuel Cap. 10591 

1983-1980; Pre-Vent Locking Fuel Cap. 10501 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

G Series Van - Continued 

G Series Van - Continued 


Application 


Part 

Number 


PSI 


V-8 5.0 L - Continued 

1983-1980; Oil Filler Cap. 10072 

V-8 5.7 L 

1994-1985; Lev-R-Vent Radiator Cap. 10331 

1994-1985; OE Type Radiator Cap. 10231 

1994-1985; Coolant Recovery Tank Cap. 10236 

1994-1985; OE Equivalent Fuel Cap. 10817 

1994-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1985; Regular Locking Fuel Cap. 10591 

1994-1985; Pre-Vent Locking Fuel Cap. 10501 

1994-1985; Oil Filler Cap. 10072 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; Coolant Recovery Tank Cap. 10236 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap. 10066 

1983-1980; Lev-R-Vent Radiator Cap. 10331 16 

1983-1980; OE Type Radiator Cap. 10231 16 

1983-1980; Coolant Recovery Tank Cap. 10236 

1983-1980; OE Equivalent Fuel Cap. 10817 

1983-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1980; Regular Locking Fuel Cap. 10591 

1983-1980; Pre-Vent Locking Fuel Cap. 10501 

1983-1980; Oil Filler Cap. 10072 

V-8 6.2 L Diesel 

1993-1992; Lev-R-Vent Radiator Cap. 10330 16 

1993-1992; OE Type Radiator Cap. 10230 16 

1993-1992; Coolant Recovery Tank Cap. 10236 

1993-1992; OE Equivalent Fuel Cap. 10817 

1993-1992; Diesel Regular Non-Locking Fuel Cap. 10830D 

1993-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1992; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1993-1992; Regular Locking Fuel Cap. 10591 

1993-1992; Diesel Regular Locking Fuel Cap. 10591D 

1993-1992; Pre-Vent Locking Fuel Cap. 10501 

1993-1992; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1991-1989; Lev-R-Vent Radiator Cap; W/9 lbs. Radiator Cap .... 10337 10 

1991-1989; OE Type Radiator Cap; W/9 lbs. Radiator Cap. 10237 10 

1991-1989; Lev-R-Vent Radiator Cap; W/O 9 lbs. Radiator Cap . 10331 16 

1991-1989; OE Type Radiator Cap; W/O 9 lbs. Radiator Cap .... 10231 16 

1991 -1989; OE Equivalent Fuel Cap. 10817 

1991-1989; Diesel Regular Non-Locking Fuel Cap. 10830D 

1991-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1989; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1991-1989; Regular Locking Fuel Cap. 10591 

1991-1989; Diesel Regular Locking Fuel Cap. 10591D 

1991-1989; Pre-Vent Locking Fuel Cap. 10501 

1991-1989; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1991-1989; Oil Filler Cap. 10066 

1988-1983; Lev-R-Vent Radiator Cap; W/9 lbs. Radiator Cap .... 10337 10 

1988-1983; OE Type Radiator Cap; W/9 lbs. Radiator Cap. 10237 10 

1988-1983; Lev-R-Vent Radiator Cap; W/O 9 lbs. Radiator Cap . 10331 16 

1988-1983; OE Type Radiator Cap; W/O 9 lbs. Radiator Cap .... 10231 16 

1988-1983; OE Equivalent Fuel Cap. 10817 

1988-1983; Diesel Regular Non-Locking Fuel Cap. 10830D 

1988-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1983; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1988-1983; Regular Locking Fuel Cap. 10591 

1988-1983; Diesel Regular Locking Fuel Cap. 10591D 

1988-1983; Pre-Vent Locking Fuel Cap. 10501 

1988-1983; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

V-8 6.5 L Diesel 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; Coolant Recovery Tank Cap. 10236 

1994; OE Equivalent Fuel Cap. 10817 

1994; Diesel Regular Non-Locking Fuel Cap. 10830D 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1994; Regular Locking Fuel Cap. 10591 


V-8 6.5 L Diesel - Continued 

1994; Diesel Regular Locking Fuel Cap. 10591D 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1994; Oil Filler Cap. 10066 

V-8 6.6 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10072 

V-8 7.4 L 

1994-1993; Lev-R-Vent Radiator Cap. 10331 16 

1994-1993; OE Type Radiator Cap. 10231 16 

1994-1993; Coolant Recovery Tank Cap. 10236 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10105 

1992-1990; Lev-R-Vent Radiator Cap. 10331 16 

1992-1990; OE Type Radiator Cap. 10231 16 

1992-1990; Coolant Recovery Tank Cap. 10236 

1992-1990; OE Equivalent Fuel Cap. 10817 

1992-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1990; Regular Locking Fuel Cap. 10591 

1992-1990; Pre-Vent Locking Fuel Cap. 10501 

1992-1990; Oil Filler Cap. 10072 

1989-1988; Lev-R-Vent Radiator Cap. 10331 16 

1989-1988; OE Type Radiator Cap. 10231 16 

1989-1988; Coolant Recovery Tank Cap. 10236 

1989-1988; OE Equivalent Fuel Cap. 10817 

1989-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1988; Regular Locking Fuel Cap. 10591 

1989-1988; Pre-Vent Locking Fuel Cap. 10501 

1989-1988; Oil Filler Cap. 10109 


Impala 

6-Cyl. 230 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; OE Equivalent Fuel Cap; Wagon. 10646 

1965; Regular Locking Fuel Cap; Wagon. 10492 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963; OE Equivalent Fuel Cap. 10640 

1963; Regular Locking Fuel Cap. 10491 

1963; Oil Breather Cap. 10064 

6-Cyl. 235 

1962-1959; OE Equivalent Fuel Cap. 10640 

1962-1959; Regular Locking Fuel Cap. 10491 

1962-1959; Oil Breather Cap. 10064 

6-Cyl. 250 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1973-1971; Lev-R-Vent Radiator Cap. 10330 16 

1973-1971; OE Type Radiator Cap. 10230 16 

1973-1971; OE Equivalent Fuel Cap. 10807 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Impala- Continued 

Impala - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 250 - Continued 

1973-1971; Regular Locking Fuel Cap. 10571 

1973-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Filler Cap. 10066 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1965; Regular Locking Fuel Cap; Wagon. 10492 

1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

V-6 3.8 L 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; Coolant Recovery Tank Cap. 10236 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

V-6 3.8 L (Canada); V-6 4.3 L 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10066 

V-8 283 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1965; Regular Locking Fuel Cap; Wagon. 10492 

1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963-1959; OE Equivalent Fuel Cap. 10640 

1963-1959; Regular Locking Fuel Cap. 10491 

1963-1959; Oil Breather Cap. 10061 

V-8 305 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 


V-8 305- Continued 

1979-1977; Oil Filler Cap. 10066 

V-8 307 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Filler Cap. 10066 

V-8 327 

1969-1968; Lev-R-Vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Filler Cap. 10066 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1965; Regular Locking Fuel Cap; Wagon. 10492 

1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967-1965; Oil Filler Cap; W/Calif. Emission System. 10066 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963-1962; OE Equivalent Fuel Cap. 10640 

1963-1962; Regular Locking Fuel Cap. 10491 

1963-1962; Oil Breather Cap. 10061 

V-8 348 

1961 -1959; OE Equivalent Fuel Cap. 10640 

1961-1959; Regular Locking Fuel Cap. 10491 

1961-1959; Oil Breather Cap. 10061 

V-8 350 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Impala- Continued 

Impala - Continued 


Application 


Part 

Number 


PSI 


V-8 350 - Continued 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap; Wagon. 10646 

1969; Regular Locking Fuel Cap; Wagon. 10492 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969; Oil Filler Cap. 10066 

V-8 396 

1969-1965; Lev-R-Vent Radiator Cap. 10330 16 

1969-1965; OE Type Radiator Cap. 10230 16 

1969-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1965; Regular Locking Fuel Cap; Wagon. 10492 

1969-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1965; Oil Filler Cap. 10066 

V-8 4.4 L 

1982-1980; Lev-R-Vent Radiator Cap. 10331 16 

1982-1980; OE Type Radiator Cap. 10231 16 

1982-1980; Coolant Recovery Tank Cap. 10236 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10066 

V-8 400 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

V-8 402 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

V-8 409 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; OE Equivalent Fuel Cap; Wagon. 10646 

1965; Regular Locking Fuel Cap; Wagon. 10492 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 


V-8 409 - Continued 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1963-1961; OE Equivalent Fuel Cap. 10640 

1963-1961; Regular Locking Fuel Cap. 10491 

1963-1961; Oil Breather Cap. 10061 

V-8 427 

1969-1966; Lev-R-Vent Radiator Cap. 10330 16 

1969-1966; OE Type Radiator Cap. 10230 16 

1969-1966; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1966; Regular Locking Fuel Cap; Wagon. 10492 

1969-1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1966; Oil Filler Cap. 10066 

1963; OE Equivalent Fuel Cap. 10640 

1963; Regular Locking Fuel Cap. 10491 

1963; Oil Breather Cap. 10061 

V-8 454 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10072 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

V-8 5.0 L 

1985-1980; Lev-R-Vent Radiator Cap. 10331 16 

1985-1980; OE Type Radiator Cap. 10231 16 

1985-1980; Coolant Recovery Tank Cap. 10236 

1985-1980; OE Equivalent Fuel Cap. 10817 

1985-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1980; Regular Locking Fuel Cap. 10591 

1985-1980; Pre-Vent Locking Fuel Cap. 10501 

1985-1980; Oil Filler Cap. 10066 

V-8 5.7 L 

1985-1980; Lev-R-Vent Radiator Cap. 10331 16 

1985-1980; OE Type Radiator Cap. 10231 16 

1985-1980; Coolant Recovery Tank Cap. 10236 

1985-1980; OE Equivalent Fuel Cap. 10817 

1985-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1980; Regular Locking Fuel Cap. 10591 

1985-1980; Pre-Vent Locking Fuel Cap. 10501 

1985-1980; Oil Filler Cap. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Impala-Continued 

Lumina - Continued 


Application 


Part 

Number 


PSI 


V-8 5.7 L Diesel 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1981; Lev-R-Vent Radiator Cap. 10331 16 

1984-1981; OE Type Radiator Cap. 10231 16 

1984-1981; Coolant Recovery Tank Cap. 10236 

1984-1981; OE Equivalent Fuel Cap. 10817 

1984-1981; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1981; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1981; Regular Locking Fuel Cap. 10591 

1984-1981; Diesel Regular Locking Fuel Cap. 10591D 

1984-1981; Pre-Vent Locking Fuel Cap. 10501 

1984-1981; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1981; Oil Breather Cap. 10078 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1980; Regular Locking Fuel Cap. 10591 

1980; Diesel Regular Locking Fuel Cap. 10591D 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 


Impala SS 
V-8 5.7 L 

1994; OE Type Radiator Cap. 10239 15 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap; W/Notched Oil Cap. 10099 

1994; Oil Filler Cap; W/O Notched Oil Cap. 10105 

LLV (Postal Vehicle) 

4-Cvl. 2.2 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

4-Cvl. 2.5 L 

1993-1987; Lev-R-Vent Radiator Cap. 10331 16 

1993-1987; OE Type Radiator Cap. 10231 16 

1993-1987; OE Equivalent Fuel Cap. 10817 

1993-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1987; Regular Locking Fuel Cap. 10591 

1993-1987; Pre-Vent Locking Fuel Cap. 10501 

1993-1987; Oil Filler Cap. 10104 


Lumina 

4-Cvl. 2.2 L 

1993; Lev-R-Vent Radiator Cap. 10331 16 

1993; OE Type Radiator Cap. 10231 16 

1993; OE Equivalent Fuel Cap. 10817 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Regular Locking Fuel Cap. 10591 

1993; Pre-Vent Locking Fuel Cap. 10501 

4-Cvl. 2.5 L 

1992-1990; Lev-R-Vent Radiator Cap. 10331 16 


4-Cyl. 2.5 L- Continued 

1992-1990; OE Type Radiator Cap. 10231 16 

1992-1990; Thermostat F-lousing Cap. 10232 

1992-1990; OE Equivalent Fuel Cap. 10817 

1992-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1990; Regular Locking Fuel Cap. 10591 

1992-1990; Pre-Vent Locking Fuel Cap. 10501 

1992-1990; Oil Filler Cap. 10104 

V-6 3.1 L 

1994-1990; Lev-R-Vent Radiator Cap. 10331 16 

1994-1990; OE Type Radiator Cap. 10231 16 

1994-1990; OE Equivalent Fuel Cap. 10817 

1994-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1990; Regular Locking Fuel Cap. 10591 

1994-1990; Pre-Vent Locking Fuel Cap. 10501 

1994-1990; Oil Filler Cap. 10096 

V-6 3.4 L 

1994-1991; Lev-R-Vent Radiator Cap. 10331 16 

1994-1991; OE Type Radiator Cap. 10231 16 

1994-1991; OE Equivalent Fuel Cap. 10817 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Regular Locking Fuel Cap. 10591 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10119 


Lumina APV 

V-6 3.1 L 

1994-1992; Lev-R-Vent Radiator Cap. 10331 16 

1994-1992; OE Type Radiator Cap. 10231 16 

1994-1992; Coolant Recovery Tank Cap. 10236 

1994-1992; OE Equivalent Fuel Cap. 10817 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Regular Locking Fuel Cap. 10591 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Oil Filler Cap. 10072 

1991; Lev-R-Vent Radiator Cap. 10331 16 

1991; OE Type Radiator Cap. 10231 16 

1991; OE Equivalent Fuel Cap. 10817 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1991; Regular Locking Fuel Cap. 10591 

1991; Pre-Vent Locking Fuel Cap. 10501 

1991; Oil Filler Cap. 10072 

1990; Lev-R-Vent Radiator Cap. 10331 16 

1990; OE Type Radiator Cap. 10231 16 

1990; Coolant Recovery Tank Cap. 10236 

1990; OE Equivalent Fuel Cap. 10817 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10072 

V-6 3 8 L 

1994-1992; Lev-R-Vent Radiator Cap. 10331 16 

1994-1992; OE Type Radiator Cap. 10231 16 

1994-1992; Coolant Recovery Tank Cap. 10236 

1994-1992; OE Equivalent Fuel Cap. 10817 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Regular Locking Fuel Cap. 10591 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Oil Filler Cap. 10099 


Luv Pickup 
4-Cyl. 1.8 L 

1982-1981; Lev-R-Vent Radiator Cap. 10330 16 

1982-1981; OE Type Radiator Cap. 10230 16 

1982-1981; OE Equivalent Fuel Cap. 10725 

1982-1981; Regular Locking Fuel Cap. 10563 

1982-1981; Oil Filler Cap. 10072 

1980; Lev-R-Vent Radiator Cap. 10330 16 

1980; OE Type Radiator Cap. 10230 16 

1980; OE Equivalent Fuel Cap. 10726 

1980; Regular Locking Fuel Cap. 10563 

1980; Oil Filler Cap. 10072 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Chevrolet - Continued 

Luv Pickup - Continued 

4-Cyl. Ill 



1979-1977; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1979-1977; OE Type Radiator Cap. 

. 10230 

16 

1979-1977; OE Equivalent Fuel Cap. 

. 10726 


1979-1977; Regular Locking Fuel Cap. 

. 10563 


1979-1977; Oil Filler Cap. 

. 10072 


1976-1975; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1976-1975; OE Type Radiator Cap. 

. 10230 

16 

1976-1975; OE Equivalent Fuel Cap. 

. 10732 


1976-1975; Oil Filler Cap. 

. 10072 


1974-1973; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1974-1973; OE Type Radiator Cap. 

. 10230 

16 

1974-1973; OE Equivalent Fuel Cap. 

. 10732 


1972; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1972; OE Type Radiator Cap. 

. 10230 

16 

4-Cvl. 2.2 L Diesel 



1982-1981; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1982-1981; OE Type Radiator Cap. 

. 10230 

16 

1982-1981; Oil Filler Cap. 

. 10108 


Malibu 

6-Cyl. 250 



1977; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1977; OE Type Radiator Cap. 

. 10231 

16 

1977; OE Equivalent Fuel Cap. 

. 10817 


1977; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1977; Regular Locking Fuel Cap. 

. 10591 


1977; Pre-Vent Locking Fuel Cap. 

. 10501 


1977; Oil Filler Cap. 

. 10066 


1976-1975; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1976-1975; OE Type Radiator Cap. 

. 10230 

16 

1976-1975; OE Equivalent Fuel Cap. 

. 10817 


1976-1975; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1976-1975; Regular Locking Fuel Cap. 

. 10591 


1976-1975; Pre-Vent Locking Fuel Cap. 

. 10501 


1976-1975; Oil Filler Cap. 

. 10066 


1974-1973; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1974-1973; OE Type Radiator Cap. 

. 10230 

16 

1974-1973; OE Equivalent Fuel Cap. 

. 10807 


1974-1973; Regular Locking Fuel Cap. 

. 10571 


1974-1973; Oil Filler Cap. 

. 10072 


V-6 200 



1979-1978; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1979-1978; OE Type Radiator Cap. 

. 10231 

16 

1979-1978; Coolant Recovery Tank Cap. 

. 10236 


1979-1978; OE Equivalent Fuel Cap. 

. 10817 


1979-1978; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1979-1978; Regular Locking Fuel Cap. 

. 10591 


1979-1978; Pre-Vent Locking Fuel Cap. 

. 10501 


1979-1978; Oil Filler Cap. 

. 10066 


V-6 231 



1979-1978; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1979-1978; OE Type Radiator Cap. 

. 10231 

16 

1979-1978; Coolant Recovery Tank Cap. 

. 10236 


1979-1978; OE Equivalent Fuel Cap. 

. 10817 


1979-1978; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1979-1978; Regular Locking Fuel Cap. 

. 10591 


1979-1978; Pre-Vent Locking Fuel Cap. 

. 10501 


1979-1978; Oil Filler Cap. 

. 10066 


V-6 3.8 L 



1983-1980; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1983-1980; OE Type Radiator Cap. 

. 10231 

16 

1983-1980; Coolant Recovery Tank Cap. 

. 10236 


1983-1980; OE Equivalent Fuel Cap. 

. 10817 


1983-1980; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1983-1980; Regular Locking Fuel Cap. 

. 10591 


1983-1980; Pre-Vent Locking Fuel Cap. 

. 10501 


1983-1980; Oil Filler Cap. 

. 10066 


V-6 4.3 L Diesel 



1983-1982; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1983-1982; OE Type Radiator Cap. 

. 10231 

16 

1983-1982; Coolant Recovery Tank Cap. 

. 10236 



Application 

Part 

Number 

PSI 

Chevrolet - Continued 

1 Malibu - Continued 

V-6 4.3 L Diesel - Continued 



1983-1982; OE Equivalent Fuel Cap. 

. 10817 


1983-1982; Diesel Regular Non-Locking Fuel Cap. 

10830D 


1983-1982; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1983-1982; Diesel Pre-Vent Non-Locking Fuel Cap. 

. 10819D 


1983-1982; Regular Locking Fuel Cap. 

. 10591 


1983-1982; Diesel Regular Locking Fuel Cap. 

. 10591D 


1983-1982; Pre-Vent Locking Fuel Cap. 

. 10501 


1983-1982; Diesel Only Pre-Vent Locking Fuel Cap. 

. 10501D 


V-8 267 



1979; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1979 OE Type Radiator Cap. 

. 10231 

16 

1979; Coolant Recovery Tank Cap. 

. 10236 


1979; OE Equivalent Fuel Cap. 

10817 


1979; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1979; Regular Locking Fuel Cap. 

10591 


1979; Pre-Vent Locking Fuel Cap. 

. 10501 


1979 Oil Filler Cap. 

. 10066 


V-8 305 



1979-1978; Lev-R-Vent Radiator Cap. 

10331 

16 

1979-1978; OE Type Radiator Cap. 

10231 

16 

1979-1978; Coolant Recovery Tank Cap. 

. 10236 


1979-1978; OE Equivalent Fuel Cap. 

. 10817 


1979-1978; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1979-1978; Regular Locking Fuel Cap. 

. 10591 


1979-1978; Pre-Vent Locking Fuel Cap. 

. 10501 


1979-1978; Ol Filler Cap. 

. 10066 


1977; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1977; OE Type Radiator Cap. 

. 10231 

16 

1977; OE Equivalent Fuel Cap. 

10817 


1977; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1977; Regular Locking Fuel Cap. 

10591 


1977; Pre-Vent Locking Fuel Cap. 

. 10501 


1977 Oil Filler Cap. 

. 10066 


1976; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1976; OE Type Radiator Cap. 

. 10230 

16 

1976; OE Equivalent Fuel Cap. 

10817 


1976; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1976; Regular Locking Fuel Cap. 

10591 


1976; Pre-Vent Locking Fuel Cap. 

. 10501 


1976 Oil Filler Cap. 

. 10066 


V-8 307 



1973; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1973; OE Type Radiator Cap. 

. 10230 

16 

1973; OE Equivalent Fuel Cap. 

10807 


1973; Regular Locking Fuel Cap. 

10571 


1973 Oil Filler Cap. 

. 10066 


V-8 350 



1979-1978; Lev-R-Vent Radiator Cap. 

10331 

16 

1979-1978; OE Type Radiator Cap. 

10231 

16 

1979-1978; Coolant Recovery Tank Cap. 

. 10236 


1979-1978; OE Equivalent Fuel Cap. 

. 10817 


1979-1978; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1979-1978; Regular Locking Fuel Cap. 

. 10591 


1979-1978; Pre-Vent Locking Fuel Cap. 

. 10501 


1979-1978; Oil Filler Cap. 

. 10066 


1977; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1977; OE Type Radiator Cap. 

. 10231 

16 

1977; OE Equivalent Fuel Cap. 

10817 


1977; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1977; Regular Locking Fuel Cap. 

10591 


1977; Pre-Vent Locking Fuel Cap. 

. 10501 


1977; Oil Filler Cap. 

. 10066 


1976-1975; Lev-R-Vent Radiator Cap. 

10330 

16 

1976-1975; OE Type Radiator Cap. 

10230 

16 

1976-1975; OE Equivalent Fuel Cap. 

. 10817 


1976-1975; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1976-1975; Regular Locking Fuel Cap. 

. 10591 


1976-1975; Pre-Vent Locking Fuel Cap. 

. 10501 


1976-1975; Oil Filler Cap. 

. 10066 


1974-1973; Lev-R-Vent Radiator Cap. 

10330 

16 

1974-1973; OE Type Radiator Cap. 

10230 

16 

1974-1973; OE Equivalent Fuel Cap. 

. 10807 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Chevrolet - Continued 

Malibu - Continued 

V-8 350 - Continued 



1974-1973; Regular Locking Fuel Cap. 

. 10571 


1974-1973; Oil Filler Cap. 

. 10066 


V-8 4.4 L 



1982-1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1982-1980; OE Type Radiator Cap. 

10231 

16 

1982-1980; Coolant Recovery Tank Cap. 

. 10236 


1982-1980; OE Equivalent Fuel Cap. 

. 10817 


1982-1980; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1982-1980; Regular Locking Fuel Cap. 

. 10591 


1982-1980; Pre-Vent Locking Fuel Cap. 

. 10501 


1982-1980; Oil Filler Cap. 

. 10066 


V-8 400 



1976-1975; Lev-R-Vent Radiator Cap. 

10330 

16 

1976-1975; OE Type Radiator Cap. 

10230 

16 

1976-1975; OE Equivalent Fuel Cap. 

. 10817 


1976-1975; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1976-1975; Regular Locking Fuel Cap. 

. 10591 


1976-1975; Pre-Vent Locking Fuel Cap. 

. 10501 


1976-1975; Oil Filler Cap. 

. 10066 


1974; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1974; OE Type Radiator Cap. 

. 10230 

16 

1974; OE Equivalent Fuel Cap. 

10807 


1974; Regular Locking Fuel Cap. 

10571 


1974; Oil Filler Cap. 

. 10066 


V-8 454 



1975; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1975; OE Type Radiator Cap. 

. 10230 

16 

1975; OE Equivalent Fuel Cap. 

10817 


1975; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1975; Regular Locking Fuel Cap. 

10591 


1975; Pre-Vent Locking Fuel Cap. 

. 10501 


1975; Oil Filler Cap. 

. 10066 


1974; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1974; OE Type Radiator Cap. 

. 10230 

16 

1974; OE Equivalent Fuel Cap. 

10807 


1974; Regular Locking Fuel Cap. 

10571 


1974; Oil Filler Cap. 

. 10072 


1973; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1973; OE Type Radiator Cap. 

. 10230 

16 

1973; OE Equivalent Fuel Cap. 

10807 


1973; Regular Locking Fuel Cap. 

10571 


1973; Oil Filler Cap. 

. 10066 


V-8 5.0 L 



1983-1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1983-1980; OE Type Radiator Cap. 

10231 

16 

1983-1980; Coolant Recovery Tank Cap. 

. 10236 


1983-1980; OE Equivalent Fuel Cap. 

. 10817 


1983-1980; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1983-1980; Regular Locking Fuel Cap. 

. 10591 


1983-1980; Pre-Vent Locking Fuel Cap. 

. 10501 


1983-1980; Oil Filler Cap. 

. 10066 


V-8 5.7 L 



1981-1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1981-1980; OE Type Radiator Cap. 

10231 

16 

1981-1980; Coolant Recovery Tank Cap. 

. 10236 


1981-1980; OE Equivalent Fuel Cap. 

. 10817 


1981-1980; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1981-1980; Regular Locking Fuel Cap. 

. 10591 


1981-1980; Pre-Vent Locking Fuel Cap. 

. 10501 


1981-1980; Oil Filler Cap. 

. 10066 


V-8 5.7 L Diesel 



1983-1982; Lev-R-Vent Radiator Cap. 

10331 

16 

1983-1982; OE Type Radiator Cap. 

10231 

16 

1983-1982; Coolant Recovery Tank Cap. 

. 10236 


1983-1982; OE Equivalent Fuel Cap. 

. 10817 


1983-1982; Diesel Regular Non-Locking Fuel Cap. 

10830D 


1983-1982; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1983-1982; Diesel Pre-Vent Non-Locking Fuel Cap. 

. 10819D 


1983-1982; Regular Locking Fuel Cap. 

. 10591 


1983-1982; Diesel Regular Locking Fuel Cap. 

. 10591D 


1983-1982; Pre-Vent Locking Fuel Cap. 

. 10501 



Application 

Part 

Number 

PSI 

Chevrolet - Continued 

1 Malibu - Continued 

V-8 5.7 L Diesel - Continued 



1983-1982; Diesel Only Pre-Vent Locking Fuel Cap. 

. 10501D 


1983-1982; Oil Breather Cap. 

. 10078 


Master 

6-Cvl. 194 



1933; OE Equivalent Fuel Cap. 

10623 


1933; Regular Locking Fuel Cap. 

10491 


6-Cvl. 207 



1934; OE Equivalent Fuel Cap. 

10623 


1934; Regular Locking Fuel Cap. 

10491 


6-Cyl. 217 



1940-1937; OE Equivalent Fuel Cap. 

. 10623 


1940-1937; Regular Locking Fuel Cap. 

. 10491 


Master Deluxe 

6-Cyl. 207 



1936-1935; OE Equivalent Fuel Cap. 

. 10623 


1936-1935; Regular Locking Fuel Cap. 

. 10491 


6-Cyl. 217 



1942-1937; OE Equivalent Fuel Cap. 

. 10623 


1942-1937; Regular Locking Fuel Cap. 

. 10491 


Monte Carlo 

V-6 200 



1979-1978; Lev-R-Vent Radiator Cap. 

10331 

16 

1979-1978; OE Type Radiator Cap. 

10231 

16 

1979-1978; Coolant Recovery Tank Cap. 

. 10236 


1979-1978; OE Equivalent Fuel Cap. 

. 10817 


1979-1978; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1979-1978; Regular Locking Fuel Cap. 

. 10591 


1979-1978; Pre-Vent Locking Fuel Cap. 

. 10501 


1979-1978; Oil Filler Cap. 

. 10066 


V-6 231 



1979-1978; Lev-R-Vent Radiator Cap. 

10331 

16 

1979-1978; OE Type Radiator Cap. 

10231 

16 

1979-1978; Coolant Recovery Tank Cap. 

. 10236 


1979-1978; OE Equivalent Fuel Cap. 

. 10817 


1979-1978; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1979-1978; Regular Locking Fuel Cap. 

. 10591 


1979-1978; Pre-Vent Locking Fuel Cap. 

. 10501 


1979-1978; Oil Filler Cap. 

. 10066 


V-6 3.8 L 



1984-1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1984-1980; OE Type Radiator Cap. 

10231 

16 

1984-1980; Coolant Recovery Tank Cap. 

. 10236 


1984-1980; OE Equivalent Fuel Cap. 

. 10817 


1984-1980; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1984-1980; Regular Locking Fuel Cap. 

. 10591 


1984-1980; Pre-Vent Locking Fuel Cap. 

. 10501 


1984-1980; Oil Filler Cap. 

. 10066 


V-6 3.8 L (Canada) 



1987-1985; Lev-R-Vent Radiator Cap. 

10331 

16 

1987-1985; OE Type Radiator Cap. 

10231 

16 

1987-1985; Coolant Recovery Tank Cap. 

. 10236 


1987-1985; OE Equivalent Fuel Cap. 

. 10817 


1987-1985; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1987-1985; Regular Locking Fuel Cap. 

. 10591 


1987-1985; Pre-Vent Locking Fuel Cap. 

. 10501 


1987-1985; Oil Filler Cap. 

. 10066 


V-6 4.3 L 



1988-1985; Lev-R-Vent Radiator Cap. 

10331 

16 

1988-1985; OE Type Radiator Cap. 

10231 

16 

1988-1985; Coolant Recovery Tank Cap. 

. 10236 


1988-1985; OE Equivalent Fuel Cap. 

. 10817 


1988-1985; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1988-1985; Regular Locking Fuel Cap. 

. 10591 


1988-1985; Pre-Vent Locking Fuel Cap. 

. 10501 


1988-1985; Oil Filler Cap. 

. 10066 


V-6 4.3 L Diesel 



1983-1982; Lev-R-Vent Radiator Cap. 

10331 

16 

1983-1982; OE Type Radiator Cap. 

10231 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Monte Carlo - Continued 

Monte Carlo - Continued 


Application 


Part 

Number 


PSI 


V-8 350 - Continued 

1970; Oil Filler Cap. 10066 


V-6 4.3 L Diesel - Continued 

1983-1982; Coolant Recovery Tank Cap. 10236 

1983-1982; OE Equivalent Fuel Cap. 10817 

1983-1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1983-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1983-1982; Regular Locking Fuel Cap. 10591 

1983-1982; Diesel Regular Locking Fuel Cap. 10591D 

1983-1982; Pre-Vent Locking Fuel Cap. 10501 

1983-1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

V-8 267 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

V-8 305 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10817 

1976; Pre-Vent Non-Locking Fuel Cap. 10819 

1976; Regular Locking Fuel Cap. 10591 

1976; Pre-Vent Locking Fuel Cap. 10501 

1976; Oil Filler Cap. 10066 

V-8 350 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 


V-8 4.4 L 

1982-1980; Lev-R-Vent Radiator Cap. 10331 16 

1982-1980; OE Type Radiator Cap. 10231 16 

1982-1980; Coolant Recovery Tank Cap. 10236 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10066 

V-8 400 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

V-8 402 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

V-8 454 

1975; Lev-R-Vent Radiator Cap. 10330 16 

1975; OE Type Radiator Cap. 10230 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10072 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Chevrolet - Continued 

Nova - Continued 

6-Cyl. 250 - Continued 



1975; OE Equivalent Fuel Cap. 

10817 


1975; Pre-Vent Non-Locking Fuel Cap. 

10819 


1975; Regular Locking Fuel Cap. 

10591 


1975; Pre-Vent Locking Fuel Cap. 

10501 


1975; Oil Filler Cap. 

10066 


1974-1971; Lev-R-Vent Radiator Cap. 

10330 

16 

1974-1971; OE Type Radiator Cap. 

10230 

16 

1974-1971; OE Equivalent Fuel Cap. 

10807 


1974-1971; Regular Locking Fuel Cap. 

10571 


1974-1971; Oil Filler Cap. 

10072 


1970; Lev-R-Vent Radiator Cap. 

10330 

16 

1970; OE Type Radiator Cap. 

10230 

16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 

10806 


1970; Regular Locking Fuel Cap; W/Calif. Emission System. 

10583 


1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 

10646 


1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 

10492 


1970; Oil Filler Cap. 

10066 


1969; Lev-R-Vent Radiator Cap. 

10330 

16 

1969; OE Type Radiator Cap. 

10230 

16 

1969; OE Equivalent Fuel Cap. 

10646 


1969; Regular Locking Fuel Cap. 

10492 


1969; Oil Filler Cap. 

10066 


V-8 262 



1975; Lev-R-Vent Radiator Cap. 

10330 

16 

1975; OE Type Radiator Cap. 

10230 

16 

1975; OE Equivalent Fuel Cap. 

10817 


1975; Pre-Vent Non-Locking Fuel Cap. 

10819 


1975; Regular Locking Fuel Cap. 

10591 


1975; Pre-Vent Locking Fuel Cap. 

10501 


1975; Oil Filler Cap. 

10066 


V-8 305 



1979-1977; Lev-R-Vent Radiator Cap. 

10331 

16 

1979-1977; OE Type Radiator Cap. 

10231 

16 

1979-1977; OE Equivalent Fuel Cap. 

10817 


1979-1977; Pre-Vent Non-Locking Fuel Cap. 

10819 


1979-1977; Regular Locking Fuel Cap. 

10591 


1979-1977; Pre-Vent Locking Fuel Cap. 

10501 


1979-1977; Oil Filler Cap. 

10066 


1976; Lev-R-Vent Radiator Cap. 

10330 

16 

1976; OE Type Radiator Cap. 

10230 

16 

1976; OE Equivalent Fuel Cap. 

10817 


1976; Pre-Vent Non-Locking Fuel Cap. 

10819 


1976; Regular Locking Fuel Cap. 

10591 


1976; Pre-Vent Locking Fuel Cap. 

10501 


1976; Oil Filler Cap. 

10066 


V-8 307 



1973; Lev-R-Vent Radiator Cap. 

10330 

16 

1973; OE Type Radiator Cap. 

10230 

16 

1973; OE Equivalent Fuel Cap. 

10807 


1973; Regular Locking Fuel Cap. 

10571 


1973; Oil Filler Cap. 

10066 


1972-1971; Lev-R-Vent Radiator Cap. 

10330 

16 

1972-1971; OE Type Radiator Cap. 

10230 

16 

1972-1971; OE Equivalent Fuel Cap. 

10807 


1972-1971; Regular Locking Fuel Cap. 

10571 


1972-1971; Oil Filler Cap. 

10072 


1970; Lev-R-Vent Radiator Cap. 

10330 

16 

1970; OE Type Radiator Cap. 

10230 

16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 

10806 


1970; Regular Locking Fuel Cap; W/Calif. Emission System. 

10583 


1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 

10646 


1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 

10492 


1970; Oil Filler Cap. 

10066 


1969; Lev-R-Vent Radiator Cap. 

10330 

16 

1969; OE Type Radiator Cap. 

10230 

16 

1969; OE Equivalent Fuel Cap. 

10646 


1969; Regular Locking Fuel Cap. 

10492 


1969; Oil Filler Cap. 

10066 


V-8 350 



1979-1977; Lev-R-Vent Radiator Cap. 

10331 

16 

1979-1977; OE Type Radiator Cap. 

10231 

16 

1979-1977; OE Equivalent Fuel Cap. 

10817 



Application 

Part 

Number 

PSI 

Chevrolet - Continued 

1 Nova - Continued 

V-8 350 - Continued 



1979-1977; Pre-Vent Non-Locking Fuel Cap. 

10819 


1979-1977; Regular Locking Fuel Cap. 

10591 


1979-1977; Pre-Vent Locking Fuel Cap. 

10501 


1979-1977; Oil Filler Cap. 

10066 


1976-1975; Lev-R-Vent Radiator Cap. 

10330 

16 

1976-1975; OE Type Radiator Cap. 

10230 

16 

1976-1975; OE Equivalent Fuel Cap. 

10817 


1976-1975; Pre-Vent Non-Locking Fuel Cap. 

10819 


1976-1975; Regular Locking Fuel Cap. 

10591 


1976-1975; Pre-Vent Locking Fuel Cap. 

10501 


1976-1975; Oil Filler Cap. 

10066 


1974-1973; Lev-R-Vent Radiator Cap. 

10330 

16 

1974-1973; OE Type Radiator Cap. 

10230 

16 

1974-1973; OE Equivalent Fuel Cap. 

10807 


1974-1973; Regular Locking Fuel Cap. 

10571 


1974-1973; Oil Filler Cap. 

10066 


1972-1971; Lev-R-Vent Radiator Cap. 

10330 

16 

1972-1971; OEType Radiator Cap. 

10230 

16 

1972-1971; OE Equivalent Fuel Cap. 

10807 


1972-1971; Regular Locking Fuel Cap. 

10571 


1972-1971; Oil Filler Cap. 

10072 


1970; Lev-R-Vent Radiator Cap. 

10330 

16 

1970; OE Type Radiator Cap. 

10230 

16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 

10806 


1970; Regular Locking Fuel Cap; W/Calif. Emission System. 

10583 


1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 

10646 


1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 

10492 


1970; Oil Filler Cap. 

10066 


1969; Lev-R-Vent Radiator Cap. 

10330 

16 

1969; OE Type Radiator Cap. 

10230 

16 

1969; OE Equivalent Fuel Cap. 

10646 


1969; Regular Locking Fuel Cap. 

10492 


1969; Oil Filler Cap. 

10066 


V-8 396 



1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 

10806 


1970; Regular Locking Fuel Cap; W/Calif. Emission System. 

10583 


1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 

10646 


1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 

10492 


1969; Lev-R-Vent Radiator Cap. 

10330 

16 

1969; OE Type Radiator Cap. 

10230 

16 

1969; OE Equivalent Fuel Cap. 

10646 


1969; Regular Locking Fuel Cap. 

10492 


1969; Oil Filler Cap. 

10066 


V-8 402 



1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 

10806 


1970; Regular Locking Fuel Cap; W/Calif. Emission System. 

10583 


1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 

10646 


1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 

10492 


P Series Van 

4-Cvl. 3.9 L Diesel 



1991-1989; Lev-R-Vent Radiator Cap. 

10331 

16 

1991-1989; OE Type Radiator Cap. 

10231 

16 

1991-1989; OE Equivalent Fuel Cap. 

10817 


1991-1989; Diesel Regular Non-Locking Fuel Cap. 

10830D 


1991-1989; Pre-Vent Non-Locking Fuel Cap. 

10819 


1991-1989; Diesel Pre-Vent Non-Locking Fuel Cap. 

10819D 


1991-1989; Regular Locking Fuel Cap. 

10591 


1991-1989; Diesel Regular Locking Fuel Cap. 

10591D 


1991-1989; Pre-Vent Locking Fuel Cap. 

10501 


1991-1989; Diesel Only Pre-Vent Locking Fuel Cap. 

10501D 


6-Cyl. 250 



1974; Lev-R-Vent Radiator Cap. 

10330 

16 

1974; OE Type Radiator Cap. 

10230 

16 

1974; OE Equivalent Fuel Cap; W/Evaporative Emission System 

10742 


1974; Regular Locking Fuel Cap; W/Evaporative Emission 



System. 

10571 


1974; OE Equivalent Fuel Cap; W/O Evaporative Emission 



System. 

10623 


1974; Regular Locking Fuel Cap; W/O Evaporative Emission 



System. 

10491 


1974; Oil Filler Cap. 

10072 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Chevrolet - Continued 


P Series Van - Continued 


Part 

Number 


PSI 


Application 


Chevrolet - Continued 


P Series Van - Continued 


Part 

Number 


PSI 


6-Cyl. 250 - Continued 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1973; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1973; Oil Filler Cap. 10066 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; Oil Filler Cap. 10072 

6-Cvl. 292 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1978; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1978; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1978; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10742 

1977-1975; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1977-1975; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1977-1975; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10491 

1977-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1974; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1974; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1974; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1974; Oil Filler Cap. 10072 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1973; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1973; Oil Filler Cap. 10066 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; Oil Filler Cap. 10072 

6-Cyl. 4.8 L 

1989-1980; Lev-R-Vent Radiator Cap. 10331 16 

1989-1980; OE Type Radiator Cap. 10231 16 

1989-1980; OE Equivalent Fuel Cap. 10817 

1989-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1980; Regular Locking Fuel Cap. 10591 


6-Cyl. 4.8 L- Continued 

1989-1980; Pre-Vent Locking Fuel Cap. 10501 

1989-1980; Oil Filler Cap. 10066 

V-6 4.3 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10072 

1993-1990; Lev-R-Vent Radiator Cap. 10331 16 

1993-1990; OE Type Radiator Cap. 10231 16 

1993-1990; OE Equivalent Fuel Cap. 10817 

1993-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1990; Regular Locking Fuel Cap. 10591 

1993-1990; Pre-Vent Locking Fuel Cap. 10501 

1993-1990; Oil Filler Cap. 10072 

V-8 307 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1973; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

V-8 350 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10072 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1978; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1978; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1978; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1978; Oil Filler Cap. 10066 

1977-1973; Lev-R-Vent Radiator Cap. 10330 16 

1977-1973; OE Type Radiator Cap. 10230 16 

1977-1973; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10742 

1977-1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1977-1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1977-1973; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10491 

1977-1973; Oil Filler Cap. 10066 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; Oil Filler Cap. 10072 

V-8 402 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

V-8 454 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

P Series Van - Continued 

P Series Van - Continued 


Application 


Part 

Number 


PSI 


V-8 454 - Continued 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10072 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1978; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1978; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1978; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10742 

1977-1975; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1977-1975; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1977-1975; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10491 

1977-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1974; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1974; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1974; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1974; Oil Filler Cap. 10072 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1973; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1973; Oil Filler Cap. 10066 

V-8 5.7 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10066 

1993-1987; Lev-R-Vent Radiator Cap. 10331 16 

1993-1987; OE Type Radiator Cap. 10231 16 

1993-1987; OE Equivalent Fuel Cap. 10817 

1993-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1987; Regular Locking Fuel Cap. 10591 

1993-1987; Pre-Vent Locking Fuel Cap. 10501 

1993-1987; Oil Filler Cap. 10066 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10072 

1985-1980; Lev-R-Vent Radiator Cap. 10331 16 

1985-1980; OE Type Radiator Cap. 10231 16 

1985-1980; OE Equivalent Fuel Cap. 10817 

1985-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1980; Regular Locking Fuel Cap. 10591 

1985-1980; Pre-Vent Locking Fuel Cap. 10501 

1985-1980; Oil Filler Cap. 10066 


V-8 6.2 L Diesel 

1993-1991; Lev-R-Vent Radiator Cap. 10331 16 

1993-1991; OE Type Radiator Cap. 10231 16 

1993-1991; OE Equivalent Fuel Cap. 10817 

1993-1991; Diesel Regular Non-Locking Fuel Cap. 10830D 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1993-1991; Regular Locking Fuel Cap. 10591 

1993-1991; Diesel Regular Locking Fuel Cap. 10591D 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1990-1988; Lev-R-Vent Radiator Cap. 10331 16 

1990-1988; OE Type Radiator Cap. 10231 16 

1990-1988; OE Equivalent Fuel Cap. 10817 

1990-1988; Diesel Regular Non-Locking Fuel Cap. 10830D 

1990-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1988; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1990-1988; Regular Locking Fuel Cap. 10591 

1990-1988; Diesel Regular Locking Fuel Cap. 10591D 

1990-1988; Pre-Vent Locking Fuel Cap. 10501 

1990-1988; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1990-1988; Oil Filler Cap. 10066 

1987-1983; Lev-R-Vent Radiator Cap. 10331 16 

1987-1983; OE Type Radiator Cap. 10231 16 

1987-1983; OE Equivalent Fuel Cap. 10817 

1987-1983; Diesel Regular Non-Locking Fuel Cap. 10830D 

1987-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1983; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1987-1983; Regular Locking Fuel Cap. 10591 

1987-1983; Diesel Regular Locking Fuel Cap. 10591D 

1987-1983; Pre-Vent Locking Fuel Cap. 10501 

1987-1983; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1982; Lev-R-Vent Radiator Cap. 10331 16 

1982; OE Type Radiator Cap. 10231 16 

1982; OE Equivalent Fuel Cap. 10817 

1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1982; Regular Locking Fuel Cap. 10591 

1982; Diesel Regular Locking Fuel Cap. 10591D 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1982; Oil Filler Cap. 10072 

V-8 6.5 L Diesel 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Diesel Regular Non-Locking Fuel Cap. 10830D 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1994; Regular Locking Fuel Cap. 10591 

1994; Diesel Regular Locking Fuel Cap. 10591D 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1994; Oil Filler Cap. 10066 

V-8 7.4 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10105 

1993-1991; Lev-R-Vent Radiator Cap. 10331 16 

1993-1991; OE Type Radiator Cap. 10231 16 

1993-1991; OE Equivalent Fuel Cap. 10817 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Regular Locking Fuel Cap. 10591 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Oil Filler Cap. 10105 

1990; Lev-R-Vent Radiator Cap. 10331 16 

1990; OE Type Radiator Cap. 10231 16 

1990; OE Equivalent Fuel Cap. 10817 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

P Series Van - Continued 

R & V Series Pickup - Continued 


Application 


Part 

Number 


PSI 


V-8 7.4 L - Continued 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10066 

1989-1986; Lev-R-Vent Radiator Cap. 10331 16 

1989-1986; OE Type Radiator Cap. 10231 16 

1989-1986; OE Equivalent Fuel Cap. 10817 

1989-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1986; Regular Locking Fuel Cap. 10591 

1989-1986; Pre-Vent Locking Fuel Cap. 10501 

1989-1986; Oil Filler Cap. 10072 

1985-1983; Lev-R-Vent Radiator Cap. 10331 16 

1985-1983; OE Type Radiator Cap. 10231 16 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Oil Filler Cap. 10066 

1982-1980; Lev-R-Vent Radiator Cap. 10331 16 

1982-1980; OE Type Radiator Cap. 10231 16 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10072 


R & V Series Pickup 

6-Cyl. 4.8 L 

1988-1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; Coolant Recovery Tank Cap. 10236 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10066 

V-6 4.3 L; V-8 5.0 L 

1987; Lev-R-Vent Radiator Cap. 10331 16 

1987; OE Type Radiator Cap. 10231 16 

1987; Coolant Recovery Tank Cap. 10236 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Filler Cap. 10066 

V-8 5.7 L 

1991-1989; Lev-R-Vent Radiator Cap. 10331 16 

1991-1989; OE Type Radiator Cap. 10231 16 

1991-1989; Coolant Recovery Tank Cap. 10236 

1991 -1989; OE Equivalent Fuel Cap. 10817 

1991-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1989; Regular Locking Fuel Cap. 10591 

1991-1989; Pre-Vent Locking Fuel Cap. 10501 

1991-1989; Oil Filler Cap. 10105 

1988-1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; Coolant Recovery Tank Cap. 10236 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10066 

V-8 6.2 L Diesel 

1991; Lev-R-Vent Radiator Cap. 10330 16 

1991; OE Type Radiator Cap. 10230 16 

1991; Coolant Recovery Tank Cap. 10236 

1991; OE Equivalent Fuel Cap. 10817 

1991; Diesel Regular Non-Locking Fuel Cap. 10830D 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1991; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1991; Regular Locking Fuel Cap. 10591 

1991; Diesel Regular Locking Fuel Cap. 10591D 


V-8 6.2 L Diesel - Continued 

1991; Pre-Vent Locking Fuel Cap. 10501 

1991; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1991; Oil Filler Cap. 10066 

1990-1987; Lev-R-Vent Radiator Cap. 10331 16 

1990-1987; OE Type Radiator Cap. 10231 16 

1990-1987; Coolant Recovery Tank Cap. 10236 

1990-1987; OE Equivalent Fuel Cap. 10817 

1990-1987; Diesel Regular Non-Locking Fuel Cap. 10830D 

1990-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1987; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1990-1987; Regular Locking Fuel Cap. 10591 

1990-1987; Diesel Regular Locking Fuel Cap. 10591D 

1990-1987; Pre-Vent Locking Fuel Cap. 10501 

1990-1987; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1990-1987; Oil Filler Cap. 10066 

V-8 7.4 L 

1991; Lev-R-Vent Radiator Cap. 10331 16 

1991; OE Type Radiator Cap. 10231 16 

1991; Coolant Recovery Tank Cap. 10236 

1991; OE Equivalent Fuel Cap. 10817 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1991; Regular Locking Fuel Cap. 10591 

1991; Pre-Vent Locking Fuel Cap. 10501 

1991; Oil Filler Cap. 10105 

1990; Lev-R-Vent Radiator Cap. 10331 16 

1990; OE Type Radiator Cap. 10231 16 

1990; Coolant Recovery Tank Cap. 10236 

1990; OE Equivalent Fuel Cap. 10817 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10109 

1989-1987; Lev-R-Vent Radiator Cap. 10331 16 

1989-1987; OE Type Radiator Cap. 10231 16 

1989-1987; Coolant Recovery Tank Cap. 10236 

1989-1987; OE Equivalent Fuel Cap. 10817 

1989-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1987; Regular Locking Fuel Cap. 10591 

1989-1987; Pre-Vent Locking Fuel Cap. 10501 

1989-1987; Oil Filler Cap; Eng. VIN N. 10109 

1989-1987; Oil Filler Cap; Eng. VIN W. 10066 


S Series Pickup 

4-Cyl. 1.9 L 

1985-1982; Lev-R-Vent Radiator Cap. 10331 16 

1985-1982; OE Type Radiator Cap. 10231 16 

1985-1982; Coolant Recovery Tank Cap. 10236 

1985-1982; OE Equivalent Fuel Cap. 10817 

1985-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1982; Regular Locking Fuel Cap. 10591 

1985-1982; Pre-Vent Locking Fuel Cap. 10501 

1985-1982; Oil Filler Cap. 10072 

4-Cyl. 2.0 L 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; Coolant Recovery Tank Cap. 10236 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Oil Filler Cap. 10066 

4-Cyl. 2.2 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10128 

4-Cyl. 2.2 L Diesel 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

S Series Pickup - Continued 

S Series Pickup - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 2.2 L Diesel - Continued 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Oil Filler Cap. 10108 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; Coolant Recovery Tank Cap. 10236 

1984; OE Equivalent Fuel Cap. 10817 

1984; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984; Regular Locking Fuel Cap. 10591 

1984; Diesel Regular Locking Fuel Cap. 10591D 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984; Oil Filler Cap. 10108 

1983; Lev-R-Vent Radiator Cap. 10331 16 

1983; OE Type Radiator Cap. 10231 16 

1983; Coolant Recovery Tank Cap. 10236 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1983; Diesel Regular Non-Locking Fuel Cap. 10830D 

1983; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1983; Diesel Regular Locking Fuel Cap. 10591D 

1983; Oil Filler Cap. 10108 

4-Cyl. 2.5 L 

1993-1990; Lev-R-Vent Radiator Cap. 10331 16 

1993-1990; OE Type Radiator Cap. 10231 16 

1993-1990; Coolant Recovery Tank Cap. 10236 

1993-1990; OE Equivalent Fuel Cap. 10817 

1993-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1990; Regular Locking Fuel Cap. 10591 

1993-1990; Pre-Vent Locking Fuel Cap. 10501 

1993-1990; Oil Filler Cap. 10104 

1989-1986; Lev-R-Vent Radiator Cap. 10331 16 

1989-1986; OE Type Radiator Cap. 10231 16 

1989-1986; Coolant Recovery Tank Cap. 10236 

1989-1986; OE Equivalent Fuel Cap. 10817 

1989-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1986; Regular Locking Fuel Cap. 10591 

1989-1986; Pre-Vent Locking Fuel Cap. 10501 

1989-1986; Oil Filler Cap; W/Threaded Filler Neck. 10104 

1989-1986; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1985; Oil Filler Cap; W/Threaded Filler Neck. 10104 

V-6 2.8 L 

1993-1982; Lev-R-Vent Radiator Cap. 10331 16 

1993-1982; OE Type Radiator Cap. 10231 16 

1993-1982; Coolant Recovery Tank Cap. 10236 

1993-1982; OE Equivalent Fuel Cap. 10817 

1993-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1982; Regular Locking Fuel Cap. 10591 

1993-1982; Pre-Vent Locking Fuel Cap. 10501 

1993-1982; Oil Filler Cap. 10072 

V-6 4.3 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 


V-6 4.3 L - Continued 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10099 

1993; Lev-R-Vent Radiator Cap. 10331 16 

1993; OE Type Radiator Cap. 10231 16 

1993; Coolant Recovery Tank Cap. 10236 

1993; OE Equivalent Fuel Cap. 10817 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Regular Locking Fuel Cap. 10591 

1993; Pre-Vent Locking Fuel Cap. 10501 

1993; Oil Filler Cap. 10099 

1992; Lev-R-Vent Radiator Cap. 10331 16 

1992; OE Type Radiator Cap. 10231 16 

1992; Coolant Recovery Tank Cap. 10236 

1992; OE Equivalent Fuel Cap. 10817 

1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1992; Regular Locking Fuel Cap. 10591 

1992; Pre-Vent Locking Fuel Cap. 10501 

1992; Oil Filler Cap; W/O Push-On Style Oil Cap. 10099 

1992; Oil Filler Cap; W/Push-On Style Oil Cap. 10072 

1991-1988; Lev-R-Vent Radiator Cap. 10331 16 

1991-1988; OE Type Radiator Cap. 10231 16 

1991-1988; Coolant Recovery Tank Cap. 10236 

1991-1988; OE Equivalent Fuel Cap. 10817 

1991-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1988; Regular Locking Fuel Cap. 10591 

1991-1988; Pre-Vent Locking Fuel Cap. 10501 

1991-1988; Oil Filler Cap. 10072 

Series 1100 

6-Cyl. 235 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

1958; OE Equivalent Fuel Cap. 10623 

1958; Regular Locking Fuel Cap. 10491 

Series 1200 

V-8 283 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

1958; OE Equivalent Fuel Cap. 10623 

1958; Regular Locking Fuel Cap. 10491 

V-8 348 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1959; OE Equivalent Fuel Cap. 10623 

1959;JTegular Locking Fuel Cap. 10491 

Series 1500 

6-Cyl. 217 

1953; Lev-R-Vent Radiator Cap. 10308 4 

1953; OE Type Radiator Cap. 10208 4 

1953; Oil Breather Cap. 10064 

1952-1949; Oil Breather Cap. 10064 

6-Cyl. 235 

1958-1956; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1958-1956; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1955; Lev-R-Vent Radiator Cap; Early. 10308 4 

1955; OE Type Radiator Cap; Early. 10208 4 

1955; Lev-R-Vent Radiator Cap; Late. 10328 7 

1955; OE Type Radiator Cap; Late. 10228 7 

1954; Lev-R-Vent Radiator Cap. 10308 4 

1954; OE Type Radiator Cap. 10208 4 

1954; Oil Breather Cap. 10064 

1953; Lev-R-Vent Radiator Cap. 10308 4 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Series 1500 - Continued 

Series 3200 


Application 


Part 

Number 


PSI 


6-Cyl. 235 - Continued 

1953; OE Type Radiator Cap. 10208 4 

1953; OE Equivalent Fuel Cap. 10623 

1953; Regular Locking Fuel Cap. 10491 

1953; Oil Breather Cap. 10064 

1952; Oil Breather Cap. 10064 

V-8 265 

1957-1956; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1957- 1956; OE Type Radiator Cap; W/Man. Trans. 10228 7 

V-8 283 

1958- 1957; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1958-1957; OE Type Radiator Cap; W/Man. Trans. 10228 7 

Series 3100 

6-Cyl. 217 

1953; Lev-R-Vent Radiator Cap. 10308 4 

1953; OE Type Radiator Cap. 10208 4 

1953; OE Equivalent Fuel Cap. 10623 

1953; Regular Locking Fuel Cap. 10491 

1953; Oil Breather Cap. 10064 

1952-1949; OE Equivalent Fuel Cap. 10623 

1952-1949; Regular Locking Fuel Cap. 10491 

1952-1949; Oil Breather Cap. 10064 

1948-1947; OE Equivalent Fuel Cap. 10623 

1948-1947; Regular Locking Fuel Cap. 10491 

6-Cyl. 235 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

1959; Oil Breather Cap. 10064 

1958-1956; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1958-1956; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1958-1956; OE Equivalent Fuel Cap. 10623 

1958-1956; Regular Locking Fuel Cap. 10491 

1958-1956; Oil Breather Cap. 10064 

1955; Lev-R-Vent Radiator Cap; Early. 10308 4 

1955; OE Type Radiator Cap; Early. 10208 4 

1955; Lev-R-Vent Radiator Cap; Late. 10328 7 

1955; OE Type Radiator Cap; Late. 10228 7 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 

1955; Oil Breather Cap; W/O Valve Cover Vents. 10064 

1955; Oil Filler Cap; W/Valve Cover Vents. 10066 

1954-1953; Lev-R-Vent Radiator Cap. 10308 4 

1954-1953; OE Type Radiator Cap. 10208 4 

1954-1953; OE Equivalent Fuel Cap. 10623 

1954-1953; Regular Locking Fuel Cap. 10491 

1954-1953; Oil Breather Cap. 10064 

V-8 265 

1957-1956; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1957-1956; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1957-1956; OE Equivalent Fuel Cap. 10623 

1957-1956; Regular Locking Fuel Cap. 10491 

1955; Lev-R-Vent Radiator Cap; Early. 10308 4 

1955; OE Type Radiator Cap; Early. 10208 4 

1955; Lev-R-Vent Radiator Cap; Late. 10328 7 

1955; OE Type Radiator Cap; Late. 10228 7 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 

V-8 283 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

1958; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1958; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1958; OE Equivalent Fuel Cap. 10623 

1958; Regular Locking Fuel Cap. 10491 


6-Cyl. 235 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

1959; Oil Breather Cap. 10064 

1958-1956; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1958-1956; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1958-1956; OE Equivalent Fuel Cap. 10623 

1958-1956; Regular Locking Fuel Cap. 10491 

1958-1956; Oil Breather Cap. 10064 

1955; Lev-R-Vent Radiator Cap; Early. 10308 4 

1955; OE Type Radiator Cap; Early. 10208 4 

1955; Lev-R-Vent Radiator Cap; Late. 10328 7 

1955; OE Type Radiator Cap; Late. 10228 7 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 

1955; Oil Breather Cap; W/O Valve Cover Vents. 10064 

1955; Oil Filler Cap; W/Valve Cover Vents. 10066 

V-8 265 

1957-1956; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1957-1956; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1957-1956; OE Equivalent Fuel Cap. 10623 

1957- 1956; Regular Locking Fuel Cap. 10491 

1955; Lev-R-Vent Radiator Cap; Early. 10308 4 

1955; OE Type Radiator Cap; Early. 10208 4 

1955; Lev-R-Vent Radiator Cap; Late. 10328 7 

1955; OE Type Radiator Cap; Late. 10228 7 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 

V-8 283 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

1958; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1958; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1958; OE Equivalent Fuel Cap. 10623 

1958;JRegular Locking Fuel Cap. 10491 

Series 3400; Series 3500 

6-Cyl. 235 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1958- 1956; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1958-1956; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1955; Lev-R-Vent Radiator Cap; Early. 10308 4 

1955; OE Type Radiator Cap; Early. 10208 4 

1955; Lev-R-Vent Radiator Cap; Late. 10328 7 

1955; OE Type Radiator Cap; Late. 10228 7 

V-8 265 

1957; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1957; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1956; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1956; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1956; OE Equivalent Fuel Cap. 10623 

1956; Regular Locking Fuel Cap. 10491 

V-8 283 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

1958; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1958; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1958; OE Equivalent Fuel Cap. 10623 

1958; Regular Locking Fuel Cap. 10491 

Series 3600 

6-Cyl. 217 

1953; Lev-R-Vent Radiator Cap. 10308 4 

1953; OE Type Radiator Cap. 10208 4 

1953; OE Equivalent Fuel Cap. 10623 

1953; Regular Locking Fuel Cap. 10491 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Series 3600 - Continued 

Series 3700 - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 217 - Continued 

1953; Oil Breather Cap. 10064 

1952-1949; OE Equivalent Fuel Cap. 10623 

1952-1949; Regular Locking Fuel Cap. 10491 

1952-1949; Oil Breather Cap. 10064 

1948-1947; OE Equivalent Fuel Cap. 10623 

1948-1947; Regular Locking Fuel Cap. 10491 

6-Cyl. 235 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

1959; Oil Breather Cap. 10064 

1958-1956; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1958-1956; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1958-1956; OE Equivalent Fuel Cap. 10623 

1958-1956; Regular Locking Fuel Cap. 10491 

1958-1956; Oil Breather Cap. 10064 

1955; Lev-R-Vent Radiator Cap; Early. 10308 4 

1955; OE Type Radiator Cap; Early. 10208 4 

1955; Lev-R-Vent Radiator Cap; Late. 10328 7 

1955; OE Type Radiator Cap; Late. 10228 7 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 

1955; Oil Breather Cap; W/O Valve Cover Vents. 10064 

1955; Oil Filler Cap; W/Valve Cover Vents. 10066 

1954-1953; Lev-R-Vent Radiator Cap. 10308 4 

1954-1953; OE Type Radiator Cap. 10208 4 

1954-1953; OE Equivalent Fuel Cap. 10623 

1954-1953; Regular Locking Fuel Cap. 10491 

1954-1953; Oil Breather Cap. 10064 

V-8 265 

1957-1956; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1957-1956; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1957-1956; OE Equivalent Fuel Cap. 10623 

1957-1956; Regular Locking Fuel Cap. 10491 

1955; Lev-R-Vent Radiator Cap; Early. 10308 4 

1955; OE Type Radiator Cap; Early. 10208 4 

1955; Lev-R-Vent Radiator Cap; Late. 10328 7 

1955; OE Type Radiator Cap; Late. 10228 7 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 

V-8 283 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

1958; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1958; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1958; OE Equivalent Fuel Cap. 10623 

1958; Regular Locking Fuel Cap. 10491 


Series 3700 

6-Cyl. 235 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1958-1956; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1958-1956; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1955; Lev-R-Vent Radiator Cap; Early. 10308 4 

1955; OE Type Radiator Cap; Early. 10208 4 

1955; Lev-R-Vent Radiator Cap; Late. 10328 7 

1955; OE Type Radiator Cap; Late. 10228 7 

1954-1953; Lev-R-Vent Radiator Cap. 10308 4 

1954-1953; OE Type Radiator Cap. 10208 4 

V-8 265 

1957; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1957; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1956; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1956; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1956; OE Equivalent Fuel Cap. 10623 

1956; Regular Locking Fuel Cap. 10491 


V-8 283 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

1958; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1958; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1958; OE Equivalent Fuel Cap. 10623 

1958; Regular Locking Fuel Cap. 10491 

Series 3800 

6-Cyl. 217 

1953; Lev-R-Vent Radiator Cap. 10308 4 

1953; OE Type Radiator Cap. 10208 4 

1953; OE Equivalent Fuel Cap. 10623 

1953; Regular Locking Fuel Cap. 10491 

1953; Oil Breather Cap. 10064 

1952-1949; OE Equivalent Fuel Cap. 10623 

1952-1949; Regular Locking Fuel Cap. 10491 

1952-1949; Oil Breather Cap. 10064 

1948-1947; OE Equivalent Fuel Cap. 10623 

1948-1947; Regular Locking Fuel Cap. 10491 

6-Cyl. 235 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

1959; Oil Breather Cap. 10064 

1958-1956; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1958-1956; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1958-1956; OE Equivalent Fuel Cap. 10623 

1958-1956; Regular Locking Fuel Cap. 10491 

1958-1956; Oil Breather Cap. 10064 

1955; Lev-R-Vent Radiator Cap; Early. 10308 4 

1955; OE Type Radiator Cap; Early. 10208 4 

1955; Lev-R-Vent Radiator Cap; Late. 10328 7 

1955; OE Type Radiator Cap; Late. 10228 7 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 

1955; Oil Breather Cap; W/O Valve Cover Vents. 10064 

1955; Oil Filler Cap; W/Valve Cover Vents. 10066 

1954-1953; Lev-R-Vent Radiator Cap. 10308 4 

1954-1953; OE Type Radiator Cap. 10208 4 

1954-1953; OE Equivalent Fuel Cap. 10623 

1954-1953; Regular Locking Fuel Cap. 10491 

1954-1953; Oil Breather Cap. 10064 

V-8 265 

1957-1956; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1957-1956; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1957-1956; OE Equivalent Fuel Cap. 10623 

1957-1956; Regular Locking Fuel Cap. 10491 

1955; Lev-R-Vent Radiator Cap; Early. 10308 4 

1955; OE Type Radiator Cap; Early. 10208 4 

1955; Lev-R-Vent Radiator Cap; Late. 10328 7 

1955; OE Type Radiator Cap; Late. 10228 7 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 

V-8 283 

1959; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1959; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

1958; Lev-R-Vent Radiator Cap; W/Man. Trans. 10328 7 

1958; OE Type Radiator Cap; W/Man. Trans. 10228 7 

1958; OE Equivalent Fuel Cap. 10623 

1958; Regular Locking Fuel Cap. 10491 

Series 3900 

6-Cyl. 235 

1954-1953; Lev-R-Vent Radiator Cap. 10308 4 

1954-1953; OE Type Radiator Cap. 10208 4 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

P ar * PSI 
Number 25 

Application 

P ar * PSI 
Number ™ 

Chevrolet - Continued 

Chevrolet - Continued 

Series AB 

Standard - Continued 

4-Cyl. 171 

1928; OE Equivalent Fuel Cap. 

1928; Regular Locking Fuel Cap. 

. 10623 

. 10491 

6-Cyl. 207 

1936-1935; OE Equivalent Fuel Cap. 

1936-1935; Regular Locking Fuel Cap. 

. 10623 

. 10491 

Series AD 

Stylemaster 

6-Cyl. 194 

1930; OE Equivalent Fuel Cap. 

1930; Regular Locking Fuel Cap. 

. 10623 

. 10491 

6-Cyl. 217 

1948-1946; OE Equivalent Fuel Cap. 

1948-1946; Regular Locking Fuel Cap. 

. 10623 

. 10491 

Series AE 

Suburban 


6-Cyl. 194 

1931; OE Equivalent Fuel Cap. 10623 

1931 ^Regular Locking Fuel Cap. 10491 

Series BA 
6-Cvl. 194 

1932; OE Equivalent Fuel Cap. 10623 

1932; Regular Locking Fuel Cap. 10491 


Special 

6-Cyl. 217 

1952-1949; OE Equivalent Fuel Cap. 10623 

1952-1949; Regular Locking Fuel Cap. 10491 

1952-1949; Oil Filler Cap. 10066 

Special 150 

6-Cyl. 235 

1957-1956; Oil Breather Cap. 10064 

1955; Oil Filler Cap; W/Valve Cover Vents. 10066 

1955; Oil Breather Cap; W/O Valve Cover Vents. 10064 

1954-1953; Oil Filler Cap. 10066 

V-8 265 

1957-1955; Oil Breather Cap. 10061 

V-8 283 

1957; Oil Breather Cap. 10061 


Special Deluxe 

6-Cyl. 217 

1941 -1940; OE Equivalent Fuel Cap. 10623 

1941-1940; Regular Locking Fuel Cap. 10491 


Spectrum 

4-Cyl. 1.5 L 

1988-1985; Lev-R-Vent Radiator Cap. ✓10333 16 

1988-1985; OE Type Radiator Cap. 10233 16 

1988-1985; OE Equivalent Fuel Cap. 10817 

1988-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1985; Regular Locking Fuel Cap. 10591 

1988-1985; Pre-Vent Locking Fuel Cap. 10501 

1988-1985; Oil Filler Cap. 10101 

Sprint 

3-Cyl. 1.0 L 

1988-1985; Lev-R-Vent Radiator Cap. ^10327 13 

1988-1985; OE Type Radiator Cap. 10227 13 

1988-1985; OE Equivalent Fuel Cap. 10817 

1988-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1985; Regular Locking Fuel Cap. 10591 

1988-1985; Pre-Vent Locking Fuel Cap. 10501 

1988-1985; Oil Filler Cap. 10103 

3-Cyl. 1.0 L (Canada) 

1992-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1992-1989; OE Type Radiator Cap. 10227 13 

1992-1989; OE Equivalent Fuel Cap. 10817 

1992-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1989; Regular Locking Fuel Cap. 10591 

1992-1989; Pre-Vent Locking Fuel Cap. 10501 

1992-1989; Oil Filler Cap. 10081 

Standard 

6-Cyl. 181 

1934-1933; OE Equivalent Fuel Cap. 10623 

1934-1933; Regular Locking Fuel Cap. 10491 


6-Cyl. 230 

1966-1964; Lev-R-Vent Radiator Cap. 10329 13 

1966-1964; OE Type Radiator Cap. 10229 13 

1966-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1966-1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1963; Oil Breather Cap. 10064 

6-Cyl. 235 

1962; Lev-R-Vent Radiator Cap; W/O Powermatic Trans. 10328 7 

1962; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1962; Oil Breather Cap. 10064 

1961-1960; Lev-R-Vent Radiator Cap; W/O Powermatic Trans.. 10328 7 

1961-1960; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

6-Cyl. 250 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap. 10800 

1977-1975; Regular Locking Fuel Cap. 10572 

1977-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10800 

1974-1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10572 

1974-1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10649 

1974-1973; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10492 

1974-1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap; Cl 0, K10 . 10742 

1972; OE Equivalent Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10623 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap; Cl 0, K10 . 10704 

1971; Oil Filler Cap. 10072 

1970-1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970-1969; OE Type Radiator Cap; W/A.C. 10230 16 

1970-1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970-1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1970-1969; Oil Filler Cap. 10066 

1968-1967; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1968-1967; OE Type Radiator Cap; W/A.C. 10230 16 

1968-1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1968-1967; OE Type Radiator Cap; W/O A.C. 10229 13 

1968-1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1968-1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Suburban - Continued 

Suburban - Continued 


Application 


Part 

Number 


PSI 


6-Cvl. 250 - Continued 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

6-Cvl. 261 

1963-1962; Lev-R-Vent Radiator Cap; W/O Powermatic Trans.. 10328 7 

1963-1962; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

1963-1962; Oil Breather Cap. 10064 

6-Cyl. 292 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap. 10800 

1977-1975; Regular Locking Fuel Cap. 10572 

1977-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10800 

1974-1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10572 

1974-1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10649 

1974-1973; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10492 

1974-1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap; Cl 0, K10 . 10742 

1972; OE Equivalent Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10623 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap: CIO. K'C. 10704 

1971; Oil Filler Cap. 10072 

1970-1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970-1969; OE Type Radiator Cap; W/A.C. 10230 16 

1970-1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970-1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1970-1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1968; OE Type Radiator Cap; W/A.C. 10230 16 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1968; OE Type Radiator Cap; W/O A.C. 10229 13 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10064 

1968; Oil Filler Cap; 3/4 Ton. 10066 

1967; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1967; OE Type Radiator Cap; W/A.C. 10230 16 

1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1967; OE Type Radiator Cap; W/O A.C. 10229 13 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966-1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966-1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1963; Oil Breather Cap. 10064 

6-Cyl. 4.1 L 

1980; Lev-R-Vent Radiator Cap. 10331 

1980; OE Type Radiator Cap. 10231 

1980; OE Equivalent Fuel Cap. 10817 


6-Cyl. 4.1 L- Continued 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 283 

1967; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1967; OE Type Radiator Cap; W/A.C. 10230 16 

1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1967; OE Type Radiator Cap; W/O A.C. 10229 13 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967; Oil Filler Cap; W/Calif. Emission System. 10066 

1966-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966-1964; Oil Filler Cap; W/Calif. Emission System. 10066 

1962-1960; Lev-R-Vent Radiator Cap; W/O Powermatic Trans.. 10328 7 

1962-1960; OE Type Radiator Cap; W/O Powermatic Trans. 10228 7 

V-8 305 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10330 16 

1977; OE Type Radiator Cap. 10230 16 

1977; OE Equivalent Fuel Cap. 10800 

1977; Regular Locking Fuel Cap. 10572 

1977; Oil Filler Cap. 10066 

V-8 307 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap; W/Evaporative Emission System 10800 
1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10572 

1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10649 

1973; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10492 

1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap; CIO, K10 . 10742 

1972; OE Equivalent Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10623 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap; CIO. K'C. 10704 

1971; Oil Filler Cap. 10072 

1970-1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970-1969; OE Type Radiator Cap; W/A.C. 10230 16 

1970-1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970-1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1970-1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1968; OE Type Radiator Cap; W/A.C. 10230 16 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1968; OE Type Radiator Cap; W/O A.C. 10229 13 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10064 

1968; Oil Filler Cap; 3/4 Ton. 10066 

V-8 327 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1968; OE Type Radiator Cap; W/A.C. 10230 16 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Suburban - Continued 

Suburban - Continued 


Application 


Part 

Number 


PSI 


V-8 327 - Continued 

1968; OE Type Radiator Cap; W/OA.C. 10229 13 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10064 

1968; Oil Filler Cap; 3/4 Ton. 10066 

1967; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1967; OE Type Radiator Cap; W/A.C. 10230 16 

1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1967; OE Type Radiator Cap; W/O A.C. 10229 13 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967; Oil Filler Cap; W/Calif. Emission System. 10066 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 350 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap. 10800 

1977-1975; Regular Locking Fuel Cap. 10572 

1977-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap; W/Evaporative Emission System 10800 
1974; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10572 

1974; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10649 

1974; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10492 

1974; Oil Filler Cap. 10066 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap; W/Evaporative Emission System 10800 
1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10572 

1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10649 

1973; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10492 

1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap; CIO, K10 . 10742 

1972; OE Equivalent Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10623 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap; CIO, K10 . 10704 

1971; Oil Filler Cap. 10072 

1970-1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970-1969; OE Type Radiator Cap; W/A.C. 10230 16 

1970-1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970-1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1970-1969; Oil Filler Cap. 10066 

V-8 350 Diesel 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Breather Cap. 10078 


V-8 396 

1970-1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970-1969; OE Type Radiator Cap; W/A.C. 10230 16 

1970-1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970-1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1970-1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1968; OE Type Radiator Cap; W/A.C. 10230 16 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1968; OE Type Radiator Cap; W/O A.C. 10229 13 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10064 

1968; Oil Filler Cap; 3/4 Ton. 10066 

V-8 400 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap. 10800 

1977-1975; Regular Locking Fuel Cap. 10572 

1977-1975; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970; OE Type Radiator Cap; W/A.C. 10230 16 

1970; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970; OE Type Radiator Cap; W/O A.C. 10229 13 

1970; Oil Filler Cap. 10066 

V-8 402 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap; CIO, K10 . 10742 

1972; OE Equivalent Fuel Cap; C20, C30, K20, K30; W/O 

Evaporative Emission System. 10623 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap; CIO, K10 . 10704 

1971; Oil Filler Cap. 10072 

V-8 454 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap. 10800 

1977-1975; Regular Locking Fuel Cap. 10572 

1977-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10800 

1974-1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10572 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chevrolet - Continued 

Suburban - Continued 

Suburban - Continued 


Application 


Part 

Number 


PSI 


V-8 454 - Continued 

1974-1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 


System. 10649 

1974-1973; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10492 

1974-1973; Oil Filler Cap. 10072 

V-8 5.0 L 

1987-1985; Lev-R-Vent Radiator Cap. 10331 16 

1987-1985; OE Type Radiator Cap. 10231 16 

1987-1985; Coolant Recovery Tank Cap. 10236 

1987-1985; OE Equivalent Fuel Cap. 10817 

1987-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1985; Regular Locking Fuel Cap. 10591 

1987-1985; Pre-Vent Locking Fuel Cap. 10501 

1987- 1985; Oil Filler Cap. 10066 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

V-8 5.7 L 

1994-1989; Lev-R-Vent Radiator Cap. 10331 16 

1994-1989; OE Type Radiator Cap. 10231 16 

1994-1989; Coolant Recovery Tank Cap. 10236 

1994-1989; OE Equivalent Fuel Cap. 10817 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Regular Locking Fuel Cap. 10591 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10105 

1988- 1985; Lev-R-Vent Radiator Cap. 10331 16 

1988-1985; OE Type Radiator Cap. 10231 16 

1988-1985; Coolant Recovery Tank Cap. 10236 

1988-1985; OE Equivalent Fuel Cap. 10817 

1988-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1985; Regular Locking Fuel Cap. 10591 

1988-1985; Pre-Vent Locking Fuel Cap. 10501 

1988-1985; Oil Filler Cap. 10066 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

V-8 6.2 L Diesel 

1991; Lev-R-Vent Radiator Cap. 10330 16 

1991; OE Type Radiator Cap. 10230 16 

1991; Coolant Recovery Tank Cap. 10236 

1991; OE Equivalent Fuel Cap. 10817 

1991; Diesel Regular Non-Locking Fuel Cap. 10830D 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1991; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1991; Regular Locking Fuel Cap. 10591 

1991; Diesel Regular Locking Fuel Cap. 10591D 

1991; Pre-Vent Locking Fuel Cap. 10501 

1991; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1991; Oil Filler Cap. 10066 

1990-1985; Lev-R-Vent Radiator Cap. 10331 16 

1990-1985; OE Type Radiator Cap. 10231 16 

1990-1985; Coolant Recovery Tank Cap. 10236 

1990-1985; OE Equivalent Fuel Cap. 10817 

1990-1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1990-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1990-1985; Regular Locking Fuel Cap. 10591 

1990-1985; Diesel Regular Locking Fuel Cap. 10591D 

1990-1985; Pre-Vent Locking Fuel Cap. 10501 

1990-1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1990-1985; Oil Filler Cap. 10066 

1984-1982; Lev-R-Vent Radiator Cap. 10331 16 

1984-1982; OE Type Radiator Cap. 10231 16 


V-8 6.2 L Diesel - Continued 

1984-1982; OE Equivalent Fuel Cap. 10817 

1984-1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Diesel Regular Locking Fuel Cap. 10591D 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984-1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1982; Oil Filler Cap. 10066 

V-8 6.5 L Diesel 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; Coolant Recovery Tank Cap. 10236 

1994; OE Equivalent Fuel Cap. 10817 

1994; Diesel Regular Non-Locking Fuel Cap. 10830D 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1994; Regular Locking Fuel Cap. 10591 

1994; Diesel Regular Locking Fuel Cap. 10591D 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1994; Oil Filler Cap. 10066 

V-8 6.6 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 7.4 L 

1994-1991; Lev-R-Vent Radiator Cap. 10331 16 

1994-1991 ;OE Type Radiator Cap. 10231 16 

1994-1991; Coolant Recovery Tank Cap. 10236 

1994-1991; OE Equivalent Fuel Cap. 10817 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Regular Locking Fuel Cap. 10591 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10105 

1990-1987; Lev-R-Vent Radiator Cap. 10331 16 

1990-1987; OE Type Radiator Cap. 10231 16 

1990-1987; Coolant Recovery Tank Cap. 10236 

1990-1987; OE Equivalent Fuel Cap. 10817 

1990-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1987; Regular Locking Fuel Cap. 10591 

1990-1987; Pre-Vent Locking Fuel Cap. 10501 

1990-1987; Oil Filler Cap. 10109 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10066 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 


Tracker 

4-Cvl. 1.6 L (Canada) 

1992-1991; OE Type Radiator Cap; W/Nippondenso Rad. 10242 16 

1992-1991; Lev-R-Vent Radiator Cap; W/O Nippondenso Rad.. ✓10327 13 

1992-1991; OE Type Radiator Cap; W/O Nippondenso Rad. 10227 13 

1992-1991; OE Equivalent Fuel Cap. 10825 

1992-1991; Regular Locking Fuel Cap. 10595 

1992-1991; Oil Filler Cap. 10083 

1990-1989; Lev-R-Vent Radiator Cap. ✓! 0327 13 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chevrolet - Continued 

Chrysler - Continued 

Tracker-Continued 

300 - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 1.6 L (Canada) - Continued 

1990-1989; OE Type Radiator Cap. 10227 13 

1990-1989; OE Equivalent Fuel Cap. 10817 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Regular Locking Fuel Cap. 10591 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap. 10083 


Vega 

4-Cvl. 122 

1976; Lev-R-Vent Radiator Cap. 10331 16 

1976; OE Type Radiator Cap. 10231 16 

1976; Regular Locking Fuel Cap. 10572 

1976; Oil Filler Cap. 10066 

1975; Lev-R-Vent Radiator Cap. 10330 16 

1975; OE Type Radiator Cap. 10230 16 

1975; OE Equivalent Fuel Cap; Wagon. 10713 

1975; Regular Locking Fuel Cap; Wagon. 10572 

1975; OE Equivalent Fuel Cap; Hatchback. 10713 

1975; Oil Filler Cap. 10066 

4-Cyl. 140 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Regular Locking Fuel Cap; Coupe, Wagon. 10572 

1977; Oil Filler Cap. 10066 

1976; Lev-R-Vent Radiator Cap. 10331 16 

1976; OE Type Radiator Cap. 10231 16 

1976; OE Equivalent Fuel Cap; Coupe, Wagon. 10713 

1976; Regular Locking Fuel Cap; Coupe, Wagon. 10572 

1976; Oil Filler Cap. 10066 

1975-1974; Lev-R-Vent Radiator Cap. 10330 16 

1975-1974; OE Type Radiator Cap. 10230 16 

1975-1974; OE Equivalent Fuel Cap; Wagon. 10713 

1975-1974; Regular Locking Fuel Cap; Wagon. 10572 

1975-1974; OE Equivalent Fuel Cap; Hatchback. 10713 

1975-1974; Oil Filler Cap. 10072 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10072 

1972-1971; Lev-R-Vent Radiator Cap. 10331 16 

1972-1971 ;OE Type Radiator Cap. 10231 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 



V-8 331 


1955; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1955; OE Type Radiator Cap; W/A.C. 10229 13 

1955; Lev-R-Vent Radiator Cap; W/OA.C. 10328 7 

1955; OE Type Radiator Cap; W/OA.C. 10228 7 

1955; Oil Breather Cap. 10061 

V-8 354 

1956; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1956; OE Type Radiator Cap; W/A.C. 10229 13 

1956; Lev-R-Vent Radiator Cap; W/OA.C. 10328 7 

1956; OE Type Radiator Cap; W/O A.C. 10228 7 

1956; Oil Breather Cap. 10061 

V-8 383 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; OE Equivalent Fuel Cap. 10632 

1966; Regular Locking Fuel Cap. 10571 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965-1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965-1964; OE Type Radiator Cap; W/A.C. 10231 16 


V-8 383 - Continued 

1965-1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965-1964; OE Type Radiator Cap; W/O A.C. 10229 13 

1965-1964; OE Equivalent Fuel Cap. 10646 

1965-1964; Regular Locking Fuel Cap. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1962; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963-1962; OE Type Radiator Cap; W/A.C. 10231 16 

1963-1962; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963-1962; OE Type Radiator Cap; W/O A.C. 10229 13 

1963-1962; OE Equivalent Fuel Cap. 10646 

1963-1962; Regular Locking Fuel Cap. 10492 

1963-1962; Oil Breather Cap. 10061 

V-8 392 

1958-1957; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1958-1957; OE Type Radiator Cap; W/A.C. 10231 16 

1958-1957; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1958-1957; OE Type Radiator Cap; W/O A.C. 10229 13 

1958-1957; OE Equivalent Fuel Cap. 10646 

1958-1957; Regular Locking Fuel Cap. 10492 

1958-1957; Oil Breather Cap. 10061 

V-8 413 

1965-1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965-1964; OE Type Radiator Cap; W/A.C. 10231 16 

1965-1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965-1964; OE Type Radiator Cap; W/O A.C. 10229 13 

1965-1964; OE Equivalent Fuel Cap. 10646 

1965-1964; Regular Locking Fuel Cap. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1959; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963-1959; OE Type Radiator Cap; W/A.C. 10231 16 

1963-1959; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963-1959; OE Type Radiator Cap; W/O A.C. 10229 13 

1963-1959; OE Equivalent Fuel Cap. 10646 

1963-1959; Regular Locking Fuel Cap. 10492 

1963-1959; Oil Breather Cap. 10061 

V-8 426 

1963; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963; OE Type Radiator Cap; W/A.C. 10231 16 

1963; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963; OE Type Radiator Cap; W/O A.C. 10229 13 

1963; OE Equivalent Fuel Cap. 10646 

1963; Regular Locking Fuel Cap. 10492 

1963; Oil Breather Cap. 10061 

V-8 440 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10632 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10571 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; OE Equivalent Fuel Cap. 10632 

1969-1968; Regular Locking Fuel Cap. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; OE Equivalent Fuel Cap. 10632 

1967; Regular Locking Fuel Cap. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chrysler - Continued 

Chrysler - Continued 

300 - Continued 

Cordoba - Continued 


Application 


Part 

Number 


PSI 


V-8 440 - Continued 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/OA.C. 10329 13 

1966; OE Type Radiator Cap; W/OA.C. 10229 13 

1966; OE Equivalent Fuel Cap. 10632 

1966; Regular Locking Fuel Cap. 10571 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 


Concorde 

V-6 3.3 L 

1994-1993; Lev-R-Vent Radiator Cap. 10330 16 

1994-1993; OE Type Radiator Cap. 10230 16 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10066 

V-6 3.5 L 

1994-1993; Lev-R-Vent Radiator Cap. 10330 16 

1994-1993; OE Type Radiator Cap. 10230 16 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10111 


Conquest 
4-Cyl. 2.6 L 

1989-1987; Lev-R-Vent Radiator Cap. 0327 13 

1989-1987; OE Type Radiator Cap. 10227 13 

1989-1987; OE Equivalent Fuel Cap. 10825 

1989-1987; Regular Locking Fuel Cap. 10595 

1989-1987; Oil Filler Cap. 10088 


Cordoba 

6-Cyl. 3.7 L 

1983-1980; Lev-R-Vent Radiator Cap. 10331 16 

1983-1980; OE Type Radiator Cap. 10231 16 

1983-1980; OE Equivalent Fuel Cap. 10817 

1983-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1980; Regular Locking Fuel Cap. 10591 

1983-1980; Pre-Vent Locking Fuel Cap. 10501 

1983-1980; Oil Filler Cap. 10066 

1983-1980; Oil Breather Cap. 10075 

V-8 318 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10807 

1979; Regular Locking Fuel Cap. 10571 

1979; Oil Filler Cap. 10066 

1979; Oil Breather Cap. 10075 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10817 

1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1978; Regular Locking Fuel Cap. 10591 

1978; Pre-Vent Locking Fuel Cap. 10501 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap. 10075 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap. 10807 

1977-1975; Regular Locking Fuel Cap. 10571 

1977-1975; Oil Filler Cap. 10066 

1977-1975; Oil Breather Cap. 10075 

V-8 360 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10807 

1979; Regular Locking Fuel Cap. 10571 

1979; Oil Filler Cap. 10066 

1979; Oil Breather Cap. 10075 


V-8 360 - Continued 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10817 

1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1978; Regular Locking Fuel Cap. 10591 

1978; Pre-Vent Locking Fuel Cap. 10501 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap. 10075 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap. 10807 

1977-1975; Regular Locking Fuel Cap. 10571 

1977-1975; Oil Filler Cap. 10066 

1977-1975; Oil Breather Cap. 10075 

V-8 400 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10817 

1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1978; Regular Locking Fuel Cap. 10591 

1978; Pre-Vent Locking Fuel Cap. 10501 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap. 10075 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap. 10807 

1977-1975; Regular Locking Fuel Cap. 10571 

1977-1975; Oil Filler Cap. 10066 

1977-1975; Oil Breather Cap. 10075 

V-8 5.2 L 

1983; Lev-R-Vent Radiator Cap. 10331 16 

1983; OE Type Radiator Cap. 10231 16 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Oil Filler Cap. 10098 

1983; Oil Breather Cap. 10075 

1982-1980; Lev-R-Vent Radiator Cap. 10331 16 

1982-1980; OE Type Radiator Cap. 10231 16 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10066 

1982-1980; Oil Breather Cap. 10075 

V-8 5.9 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10075 


Crown Imperial 

8-Cyl. 323 

1947-1946; Oil Breather Cap. 10061 

1942-1940; Oil Breather Cap. 10061 

E Class 
4-Cyl. 2.2 L 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Oil Filler Cap. 10066 


4-Cyl. 2.6 L 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chrysler - Continued 

Chrysler - Continued 

E Class - Continued 

Imperial - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 2.6 L- Continued 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Oil Filler Cap. 10088 


Executive 
4-Cvl. 2.6 L 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap. 10088 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 


Fifth Avenue 

6-Cyl. 3.7 L 

1983; Lev-R-Vent Radiator Cap. 10331 16 

1983; OE Type Radiator Cap. 10231 16 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Oil Filler Cap. 10066 

1983; Oil Breather Cap. 10075 

V-8 5.2 L 

1989-1984; Lev-R-Vent Radiator Cap. 10331 16 

1989-1984; OE Type Radiator Cap. 10231 16 

1989-1984; OE Equivalent Fuel Cap. 10817 

1989-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1984; Regular Locking Fuel Cap. 10591 

1989-1984; Pre-Vent Locking Fuel Cap. 10501 

1989-1984; Oil Filler Cap. 10066 

1989-1984; Oil Breather Cap. 10075 

1983; Lev-R-Vent Radiator Cap. 10331 16 

1983; OE Type Radiator Cap. 10231 16 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Oil Filler Cap. 10098 

1983; Oil Breather Cap. 10075 


Imperial 
8-Cyl. 323 

1950-1949; Lev-R-Vent Radiator Cap. 10308 4 

1950-1949; OE Type Radiator Cap. 10208 4 

1950-1949; Oil Breather Cap. 10061 

1948; Oil Breather Cap. 10061 

V-6 3.3 L 

1991-1990; Lev-R-Vent Radiator Cap. 10331 16 

1991-1990; OE Type Radiator Cap. 10231 16 

1991 -1990; OE Equivalent Fuel Cap. 10817 

1991-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1990; Regular Locking Fuel Cap. 10591 

1991-1990; Pre-Vent Locking Fuel Cap. 10501 

1991-1990; Oil Filler Cap. 10066 

V-6 3.8 L 

1993-1991; Lev-R-Vent Radiator Cap. 10331 16 

1993-1991; OE Type Radiator Cap. 10231 16 

1993-1991; OE Equivalent Fuel Cap. 10817 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 


V-6 3.8 L - Continued 

1993-1991; Regular Locking Fuel Cap. 10591 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Oil Filler Cap. 10066 

V-8 331 

1955-1951; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1955-1951 ;OE Type Radiator Cap; W/A.C. 10229 13 

1955-1951; Lev-R-Vent Radiator Cap; W/O A.C. 10328 7 

1955-1951 ;OE Type Radiator Cap; W/OA.C. 10228 7 

1955-1951; Oil Breather Cap. 10061 

V-8 354 

1956; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1956; OE Type Radiator Cap; W/A.C. 10229 13 

1956; Lev-R-Vent Radiator Cap; W/O A.C. 10328 7 

1956; OE Type Radiator Cap; W/O A.C. 10228 7 

1956; Oil Breather Cap. 10061 

V-8 392 

1958-1957; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1958-1957; OE Type Radiator Cap; W/A.C. 10231 16 

1958-1957; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1958-1957; OE Type Radiator Cap; W/O A.C. 10229 13 

1958-1957; Oil Breather Cap. 10061 

V-8 413 

1965-1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965-1964; OE Type Radiator Cap; W/A.C. 10231 16 

1965-1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965-1964; OE Type Radiator Cap; W/O A.C. 10229 13 

1965-1964; OE Equivalent Fuel Cap. 10646 

1965-1964; Regular Locking Fuel Cap. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1959; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963-1959; OE Type Radiator Cap; W/A.C. 10231 16 

1963-1959; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963-1959; OE Type Radiator Cap; W/O A.C. 10229 13 

1963-1959; Oil Breather Cap. 10061 

V-8 440 

1975-1972; Lev-R-Vent Radiator Cap. 10331 16 

1975-1972; OE Type Radiator Cap. 10231 16 

1975-1972; OE Equivalent Fuel Cap. 10807 

1975-1972; Regular Locking Fuel Cap. 10571 

1975-1972; Oil Filler Cap. 10066 

1975-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10632 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10571 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; OE Equivalent Fuel Cap. 10632 

1969-1968; Regular Locking Fuel Cap. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; OE Equivalent Fuel Cap. 10632 

1967; Regular Locking Fuel Cap. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chrysler - Continued 

Chrysler - Continued 

Imperial - Continued 

Lebaron - Continued 


Application 


Part 

Number 


PSI 


V-8 440 - Continued 

1966; OE Equivalent Fuel Cap. 10646 

1966; Regular Locking Fuel Cap. 10492 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 5.2 L 

1983; Lev-R-Vent Radiator Cap. 10331 16 

1983; OE Type Radiator Cap. 10231 16 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Oil Filler Cap. 10098 

1983; Oil Breather Cap. 10075 

1982-1981; Lev-R-Vent Radiator Cap. 10331 16 

1982-1981; OE Type Radiator Cap. 10231 16 

1982-1981; OE Equivalent Fuel Cap. 10817 

1982-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1981; Regular Locking Fuel Cap. 10591 

1982-1981; Pre-Vent Locking Fuel Cap. 10501 

1982-1981; Oil Filler Cap. 10066 

1982-1981; Oil Breather Cap. 10075 


Intrepid 

V-6 3.3 L (Canada) 

1994-1993; Lev-R-Vent Radiator Cap. 10330 16 

1994-1993; OE Type Radiator Cap. 10230 16 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10066 

V-6 3.5 L (Canada) 

1994-1993; Lev-R-Vent Radiator Cap. 10330 16 

1994-1993; OE Type Radiator Cap. 10230 16 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10111 


Laser 

4-Cyl. 2.2 L 

1986-1984; Lev-R-Vent Radiator Cap. 10331 16 

1986-1984; OE Type Radiator Cap. 10231 16 

1986-1984; OE Equivalent Fuel Cap. 10817 

1986-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1984; Regular Locking Fuel Cap. 10591 

1986-1984; Pre-Vent Locking Fuel Cap. 10501 

1986-1984; Oil Filler Cap. 10066 

4-Cyl. 2.5 L 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10066 


Lebaron 
4-Cyl. 2.2 L 

1990-1982; Lev-R-Vent Radiator Cap. 10331 16 

1990-1982; OE Type Radiator Cap. 10231 16 

1990-1982; OE Equivalent Fuel Cap. 10817 

1990-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1982; Regular Locking Fuel Cap. 10591 

1990-1982; Pre-Vent Locking Fuel Cap. 10501 

1990-1982; Oil Filler Cap. 10066 

4-Cyl. 2.5 L 

1994-1986; Lev-R-Vent Radiator Cap. 10331 16 

1994-1986; OE Type Radiator Cap. 10231 16 

1994-1986; OE Equivalent Fuel Cap. 10817 

1994-1986; Pre-Vent Non-Locking Fuel Cap. 10819 


4-Cyl. 2.5 L- Continued 

1994-1986; Regular Locking Fuel Cap. 10591 

1994-1986; Pre-Vent Locking Fuel Cap. 10501 

1994-1986; Oil Filler Cap. 10066 

4-Cyl. 2.6 L 

1985-1982; Lev-R-Vent Radiator Cap. 10331 16 

1985-1982; OE Type Radiator Cap. 10231 16 

1985-1982; OE Equivalent Fuel Cap. 10817 

1985-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1982; Regular Locking Fuel Cap. 10591 

1985-1982; Pre-Vent Locking Fuel Cap. 10501 

1985-1982; Oil Filler Cap. 10088 

6-Cyl. 225 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap; Coupe. 10806 

1979-1978; Regular Locking Fuel Cap; Coupe. 10583 

1979-1978; OE Equivalent Fuel Cap; Sedan. 10746 

1979-1978; Regular Locking Fuel Cap; Sedan. 10573 

1979-1978; Oil Filler Cap. 10066 

1979-1978; Oil Breather Cap. 10075 

6-Cyl. 3.7 L 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap; Coupe, Sedan. 10817 

1981; Pre-Vent Non-Locking Fuel Cap; Coupe, Sedan. 10819 

1981; Regular Locking Fuel Cap; Coupe, Sedan. 10591 

1981; Pre-Vent Locking Fuel Cap; Coupe, Sedan. 10501 

1981; OE Equivalent Fuel Cap; Wagon. 10746 

1981; Regular Locking Fuel Cap; Wagon. 10573 

1981; Oil Breather Cap. 10075 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap; Coupe, Sedan. 10817 

1980; Pre-Vent Non-Locking Fuel Cap; Coupe, Sedan. 10819 

1980; Regular Locking Fuel Cap; Coupe, Sedan. 10591 

1980; Pre-Vent Locking Fuel Cap; Coupe, Sedan. 10501 

1980; OE Equivalent Fuel Cap; Wagon. 10746 

1980; Regular Locking Fuel Cap; Wagon. 10573 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10075 

V-6 3.0 L 

1994-1990; Lev-R-Vent Radiator Cap. 10331 16 

1994-1990; OE Type Radiator Cap. 10231 16 

1994-1990; OE Equivalent Fuel Cap. 10817 

1994-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1990; Regular Locking Fuel Cap. 10591 

1994-1990; Pre-Vent Locking Fuel Cap. 10501 

1994-1990; Oil Filler Cap. 10088 

V-8 318 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap; Coupe. 10806 

1979-1977; Regular Locking Fuel Cap; Coupe. 10583 

1979-1977; OE Equivalent Fuel Cap; Sedan. 10746 

1979-1977; Regular Locking Fuel Cap; Sedan. 10573 

1979-1977; Oil Filler Cap. 10066 

1979-1977; Oil Breather Cap. 10075 

V-8 360 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap; Coupe. 10806 

1979-1978; Regular Locking Fuel Cap; Coupe. 10583 

1979-1978; OE Equivalent Fuel Cap; Sedan. 10746 

1979-1978; Regular Locking Fuel Cap; Sedan. 10573 

1979-1978; Oil Filler Cap. 10066 

1979-1978; Oil Breather Cap. 10075 

V-8 5.2 L 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap; Coupe, Sedan. 10817 

1981; Pre-Vent Non-Locking Fuel Cap; Coupe, Sedan. 10819 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chrysler - Continued 

Chrysler - Continued 

Lebaron - Continued 

New Yorker - Continued 


Application 


Part 

Number 


PSI 


V-8 5.2 L - Continued 

1981; Regular Locking Fuel Cap; Coupe, Sedan. 10591 

1981; Pre-Vent Locking Fuel Cap; Coupe, Sedan. 10501 

1981; OE Equivalent Fuel Cap; Wagon. 10746 

1981; Regular Locking Fuel Cap; Wagon. 10573 

1981; Oil Breather Cap. 10075 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap; Coupe, Sedan. 10817 

1980; Pre-Vent Non-Locking Fuel Cap; Coupe, Sedan. 10819 

1980; Regular Locking Fuel Cap; Coupe, Sedan. 10591 

1980; Pre-Vent Locking Fuel Cap; Coupe, Sedan. 10501 

1980; OE Equivalent Fuel Cap; Wagon. 10746 

1980; Regular Locking Fuel Cap; Wagon. 10573 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10075 

LHS 

V-6 3.5 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10111 


New Yorker 

4-Cvl. 2.2 L 

1988-1983; Lev-R-Vent Radiator Cap. 10331 16 

1988-1983; OE Type Radiator Cap. 10231 16 

1988-1983; OE Equivalent Fuel Cap. 10817 

1988-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1983; Regular Locking Fuel Cap. 10591 

1988-1983; Pre-Vent Locking Fuel Cap. 10501 

1988- 1983; Oil Filler Cap. 10066 

4-Cvl. 2.5 L 

1987-1986; Lev-R-Vent Radiator Cap. 10331 16 

1987-1986; OE Type Radiator Cap. 10231 16 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; Oil Filler Cap. 10066 

4-Cvl. 2.6 L 

1985-1983; Lev-R-Vent Radiator Cap. 10331 16 

1985-1983; OE Type Radiator Cap. 10231 16 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Oil Filler Cap. 10088 

6-Cvl. 3.7 L 

1982; Lev-R-Vent Radiator Cap. 10331 16 

1982; OE Type Radiator Cap. 10231 16 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Filler Cap. 10066 

1982; Oil Breather Cap. 10075 

8-Cyl. 323 

1950-1949; Lev-R-Vent Radiator Cap. 10308 4 

1950-1949; OE Type Radiator Cap. 10208 4 

1950-1949; Oil Breather Cap. 10061 

1948-1946; Oil Breather Cap. 10061 

1942-1940; Oil Breather Cap. 10061 

V-6 3.0 L 

1989- 1988; Lev-R-Vent Radiator Cap. 10331 16 

1989-1988; OE Type Radiator Cap. 10231 16 

1989-1988; OE Equivalent Fuel Cap. 10817 

1989-1988; Pre-Vent Non-Locking Fuel Cap. 10819 


V-6 3.0 L - Continued 

1989-1988; Regular Locking Fuel Cap. 10591 

1989-1988; Pre-Vent Locking Fuel Cap. 10501 

1989-1988; Oil Filler Cap. 10088 

V-6 3.3 L 

1993-1990; Lev-R-Vent Radiator Cap. 10331 16 

1993-1990; OE Type Radiator Cap. 10231 16 

1993-1990; OE Equivalent Fuel Cap. 10817 

1993-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1990; Regular Locking Fuel Cap. 10591 

1993-1990; Pre-Vent Locking Fuel Cap. 10501 

1993-1990; Oil Filler Cap. 10066 

V-6 3.5 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10111 

V-6 3.8 L 

1993-1991; Lev-R-Vent Radiator Cap. 10331 16 

1993-1991; OE Type Radiator Cap. 10231 16 

1993-1991; OE Equivalent Fuel Cap. 10817 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Regular Locking Fuel Cap. 10591 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Oil Filler Cap. 10066 

V-8 318 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10807 

1979; Regular Locking Fuel Cap. 10571 

1979; Oil Filler Cap. 10066 

1979; Oil Breather Cap. 10075 

V-8 331 

1955; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1955; OE Type Radiator Cap; W/A.C. 10229 13 

1955; Lev-R-Vent Radiator Cap; W/OA.C. 10328 7 

1955; OE Type Radiator Cap; WOA.C. 10228 7 

1955; Oil Breather Cap. 10061 

1954-1953; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1954-1953; OE Type Radiator Cap; W/A.C. 10229 13 

1954-1953; Lev-R-Vent Radiator Cap; WOA.C. 10328 7 

1954-1953; OE Type Radiator Cap: W O A.C. 10228 7 

1954-1953; OE Equivalent Fuel Cap; Wagon. 10623 

1954-1953; Regular Locking Fuel Cap; Wagon. 10491 

1954-1953; Oil Breather Cap. 10061 

1952-1951; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1952-1951 ;OE Type Radiator Cap; W/A.C. 10229 13 

1952-1951; Lev-R-Vent Radiator Cap; WOA.C. 10328 7 

1952-1951 ;OE Type Radiator Cap; W/OA.C. 10228 7 

1952-1951; Oil Breather Cap. 10061 

V-8 354 

1956; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1956; OE Type Radiator Cap; W/A.C. 10229 13 

1956; Lev-R-Vent Radiator Cap; W/OA.C. 10328 7 

1956; OE Type Radiator Cap; W/O A.C. 10228 7 

1956; Oil Breather Cap. 10061 

V-8 360 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10807 

1979-1978; Regular Locking Fuel Cap. 10571 

1979-1978; Oil Filler Cap. 10066 

1979-1978; Oil Breather Cap. 10075 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10807 

1977; Regular Locking Fuel Cap. 10571 

1977; Oil Breather Cap. 10075 

1977; Oil Filler Cap. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


Chrysler - Continued 


New Yorker - Continued 

V-8 383 

1967; Lev-R-Vent Radiator Cap. 10331 

1967; OE Type Radiator Cap. 10231 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1966; OE Type Radiator Cap; W/A.C. 10231 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1966; OE Type Radiator Cap; W/O A.C. 10229 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 392 

1958-1957; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1958-1957; OE Type Radiator Cap; W/A.C. 10231 

1958-1957; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1958-1957; OE Type Radiator Cap; W/O A.C. 10229 

1958-1957; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1958-1957; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1958-1957; Oil Breather Cap. 10061 

V-8 400 

1978-1975; Lev-R-Vent Radiator Cap. 10331 

1978-1975; OE Type Radiator Cap. 10231 

1978-1975; OE Equivalent Fuel Cap. 10807 

1978-1975; Regular Locking Fuel Cap. 10571 

1978-1975; Oil Filler Cap. 10066 

1978-1975; Oil Breather Cap. 10075 

V-8 413 

1965-1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1965-1964; OE Type Radiator Cap; W/A.C. 10231 

1965-1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1965-1964; OE Type Radiator Cap; W/O A.C. 10229 

1965-1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965-1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1959; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1963-1959; OE Type Radiator Cap; W/A.C. 10231 

1963-1959; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1963-1959; OE Type Radiator Cap; W/O A.C. 10229 

1963-1959; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963-1959; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963-1959; Oil Breather Cap. 10061 

V-8 426 

1963; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1963; OE Type Radiator Cap; W/A.C. 10231 

1963; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1963; OE Type Radiator Cap; W/O A.C. 10229 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 

V-8 440 

1978-1972; Lev-R-Vent Radiator Cap. 10331 

1978-1972; OE Type Radiator Cap. 10231 

1978-1972; OE Equivalent Fuel Cap. 10807 

1978-1972; Regular Locking Fuel Cap. 10571 

1978-1972; Oil Filler Cap. 10066 

1978-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 

1971; OE Type Radiator Cap. 10231 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 

1970; OE Type Radiator Cap. 10231 


A PP |ication Number 


Chrysler - Continued 


New Yorker - Continued 

V-8 440 - Continued 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 5.2 L 

1982-1980; Lev-R-Vent Radiator Cap. 10331 16 

1982-1980; OE Type Radiator Cap. 10231 16 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10066 

1982-1980; Oil Breather Cap. 10075 

V-8 5.9 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10075 


Newport 

6-Cvl. 225 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10807 

1979; Regular Locking Fuel Cap. 10571 

1979; Oil Filler Cap. 10066 

1979; Oil Breather Cap. 10075 

6-Cvl. 3.7 L 

1981 - 1980 ; Lev-R-Vent Radiator Cap. 10331 16 

1981 - 1980 ; OE Type Radiator Cap. 10231 16 

1981 - 1980 ; OE Equivalent Fuel Cap. 10817 

1981 - 1980 ; Pre-Vent Non-Locking Fuel Cap. 10819 

1981 - 1980 ; Regular Locking Fuel Cap. 10591 

1981 - 1980 ; Pre-Vent Locking Fuel Cap. 10501 

1981 - 1980 ; Oil Filler Cap. 10066 

1981 - 1980 ; Oil Breather Cap. 10075 

V-8 318 

1979; Lev-R-Vent Radiator Cap. 10331 16 


PSI 

■ 

16 

16 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

16 

16 

16 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


Chrysler - Continued 


Newport - Continued 

V-8 318 - Continued 

1979; OE Type Radiator Cap. 10231 

1979; OE Equivalent Fuel Cap. 10807 

1979; Regular Locking Fuel Cap. 10571 

1979; Oil Filler Cap. 10066 

1979; Oil Breather Cap. 10075 

V-8 360 

1979-1974; Lev-R-Vent Radiator Cap. 10331 

1979-1974; OE Type Radiator Cap. 10231 

1979-1974; OE Equivalent Fuel Cap. 10807 

1979-1974; Regular Locking Fuel Cap. 10571 

1979-1974; Oil Filler Cap. 10066 

1979-1974; Oil Breather Cap. 10075 

1972; Lev-R-Vent Radiator Cap. 10331 

1972; OE Type Radiator Cap. 10231 

1972; OE Equivalent Fuel Cap. 10807 

1972; Regular Locking Fuel Cap. 10571 

1972; Oil Filler Cap. 10066 

1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 

1971; OE Type Radiator Cap. 10231 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

V-8 361 

1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1964; OE Type Radiator Cap; W/A.C. 10231 

1964; Lev-R-Vent Radiator Cap; WO A.C. 10329 

1964; OE Type Radiator Cap; W O A.C. 10229 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1961; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1963-1961; OE Type Radiator Cap; W/A.C. 10231 

1963-1961; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1963-1961; OE Type Radiator Cap; W/O A.C. 10229 

1963-1961; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963-1961; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963-1961; Oil Breather Cap. 10061 

V-8 383 

1971; Lev-R-Vent Radiator Cap. 10331 

1971; OE Type Radiator Cap. 10231 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 

1970; OE Type Radiator Cap. 10231 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 

1969-1968; OE Type Radiator Cap. 10231 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 

1967; OE Type Radiator Cap. 10231 

1967; OE Equivalent Fuel Cap; Wagon. 10646 


A PP |ication Number 


Chrysler - Continued 


Newport - Continued 

V-8 383 - Continued 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965; OE Type Radiator Cap; W/A.C. 10231 16 

1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965; OE Type Radiator Cap; W/O A.C. 10229 13 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 400 

1978-1972; Lev-R-Vent Radiator Cap. 10331 16 

1978-1972; OE Type Radiator Cap. 10231 16 

1978-1972; OE Equivalent Fuel Cap. 10807 

1978-1972; Regular Locking Fuel Cap. 10571 

1978-1972; Oil Filler Cap. 10066 

1978-1972; Oil Breather Cap. 10075 

V-8 413 

1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1964; OE Type Radiator Cap; W/A.C. 10231 16 

1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1964; OE Type Radiator Cap; W/O A.C. 10229 13 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1962; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963-1962; OE Type Radiator Cap; W/A.C. 10231 16 

1963-1962; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963-1962; OE Type Radiator Cap; W/O A.C. 10229 13 

1963-1962; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963-1962; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963-1962; Oil Breather Cap. 10061 

V-8 426 

1963; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963; OE Type Radiator Cap; W/A.C. 10231 16 

1963; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963; OE Type Radiator Cap; W/O A.C. 10229 13 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 

V-8 440 

1978-1972; Lev-R-Vent Radiator Cap. 10331 16 

1978-1972; OE Type Radiator Cap. 10231 16 

1978-1972; OE Equivalent Fuel Cap. 10807 

1978-1972; Regular Locking Fuel Cap. 10571 

1978-1972; Oil Filler Cap. 10066 

1978-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 


PSI 

■ 

16 

16 

16 

16 

16 

16 

16 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

16 

16 

16 

16 

16 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number PSI 

AppHcation Number PSI 

Chrysler - Continued 

Chrysler - Continued 

Newport - Continued 

Saratoga - Continued 


V-8 440 - Continued 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 5.2 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

1981-1980; Oil Breather Cap. 10075 

V-8 5.9 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10075 


Royal 

6-Cyl. 242 

1941-1940; Oil Breather Cap. 10061 

6-Cvl. 251 

1950-1949; Lev-R-Vent Radiator Cap. 10308 4 

1950-1949; OE Type Radiator Cap. 10208 4 

1950-1949; Oil Breather Cap. 10061 

1948-1946; Oil Breather Cap. 10061 

1942; Oil Breather Cap. 10061 


Saratoga 

8-Cyl. 323 

1950-1949; Lev-R-Vent Radiator Cap. 10308 4 

1950-1949; OE Type Radiator Cap. 10208 4 

1950-1949; Oil Breather Cap. 10061 

1948-1946; Oil Breather Cap. 10061 

1942-1940; Oil Breather Cap. 10061 

V-8 331 

1952-1951; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1952-1951 ;OE Type Radiator Cap; W/A.C. 10229 13 

1952-1951; Lev-R-Vent Radiator Cap; W/O A.C. 10328 7 

1952-1951 ;OE Type Radiator Cap; W/O A.C. 10228 7 

1952-1951; Oil Breather Cap. 10061 


V-8 354 

1958-1957; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1958-1957; OE Type Radiator Cap; W/A.C. 10231 16 

1958-1957; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1958-1957; OE Type Radiator Cap; W/O A.C. 10229 13 

1958-1957; Oil Breather Cap. 10061 

V-8 383 

1960-1959; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1960-1959; OE Type Radiator Cap; W/A.C. 10231 16 

1960-1959; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1960-1959; OE Type Radiator Cap; W/O A.C. 10229 13 

1960-1959; Oil Breather Cap. 10061 


TC Maserati 
4-Cyl. 2.2 L 

1990-1989; Lev-R-Vent Radiator Cap. 10331 16 

1990-1989; OE Type Radiator Cap. 10231 16 

1990-1989; OE Equivalent Fuel Cap. 10817 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Regular Locking Fuel Cap. 10591 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap. 10066 

V-6 3.0 L 

1991; OE Equivalent Fuel Cap. 10817 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1991; Regular Locking Fuel Cap. 10591 

1991; Pre-Vent Locking Fuel Cap. 10501 

1990; Lev-R-Vent Radiator Cap. 10331 16 

1990; OE Type Radiator Cap. 10231 16 

1990; OE Equivalent Fuel Cap. 10817 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10088 


Town & Country 

4-Cyl. 2.2 L 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1985-1982; Lev-R-Vent Radiator Cap. 10331 16 

1985-1982; OE Type Radiator Cap. 10231 16 

1985-1982; OE Equivalent Fuel Cap. 10817 

1985-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1982; Regular Locking Fuel Cap. 10591 

1985-1982; Pre-Vent Locking Fuel Cap. 10501 

1985-1982; Oil Filler Cap. 10066 

4-Cyl. 2.5 L 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

4-Cyl. 2.6 L 

1985-1982; Lev-R-Vent Radiator Cap. 10331 16 

1985-1982; OE Type Radiator Cap. 10231 16 

1985-1982; OE Equivalent Fuel Cap. 10817 

1985-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1982; Regular Locking Fuel Cap. 10591 

1985-1982; Pre-Vent Locking Fuel Cap. 10501 

1985-1982; Oil Filler Cap. 10088 

6-Cyl. 225 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10746 

1979-1978; Regular Locking Fuel Cap. 10573 

1979-1978; Oil Breather Cap. 10075 

1979-1978; Oil Filler Cap. 10066 

6-Cyl. 3.7 L 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10746 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Chrysler - Continued 


Town & Country - Continued 

6-Cvl. 3.7 L- Continued 

1981; Regular Locking Fuel Cap. 

1981; Oil Breather Cap. 

1980; Lev-R-Vent Radiator Cap. 

1980; OE Type Radiator Cap. 

1980; OE Equivalent Fuel Cap. 

1980; Regular Locking Fuel Cap. 

1980; Oil Breather Cap. 

1980; Oil Filler Cap. 

V-8 318; V-8 360 

1979-1978; Lev-R-Vent Radiator Cap. 

1979-1978; OE Type Radiator Cap. 

1979-1978; OE Equivalent Fuel Cap. 

1979-1978; Regular Locking Fuel Cap. 

1979-1978; Oil Breather Cap. 

1979-1978; Oil Filler Cap. 

V-8 383 

1971; Lev-R-Vent Radiator Cap. 

1971; OE Type Radiator Cap. 

1971; OE Equivalent Fuel Cap; Apr. & Older. 

1971; Regular Locking Fuel Cap; Apr. & Older. 

1971; OE Equivalent Fuel Cap; May & Newer. 

1971; Regular Locking Fuel Cap; May & Newer. 

1971; Oil Filler Cap. 

1970; Lev-R-Vent Radiator Cap. 

1970; OE Type Radiator Cap. 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 

1970; Oil Filler Cap. 

1969; Lev-R-Vent Radiator Cap. 

1969; OE Type Radiator Cap. 

1969; OE Equivalent Fuel Cap; Wagon. 

1969; Regular Locking Fuel Cap; Wagon. 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 

1969; Regular Locking Fuel Cap; Exc. Wagon. 

1969; Oil Breather Cap. 

V-8 400 

1977-1976; Lev-R-Vent Radiator Cap. 

1977-1976; OE Type Radiator Cap. 

1977-1976; OE Equivalent Fuel Cap. 

1977-1976; Oil Filler Cap. 

1977-1976; Oil Breather Cap. 

1975; Lev-R-Vent Radiator Cap. 

1975; OE Type Radiator Cap. 

1975; OE Equivalent Fuel Cap. 

1975; Regular Locking Fuel Cap. 

1975; Oil Filler Cap. 

1975; Oil Breather Cap. 

1972; Lev-R-Vent Radiator Cap. 

1972; OE Type Radiator Cap. 

1972; OE Equivalent Fuel Cap. 

1972; Regular Locking Fuel Cap. 

1972; Oil Filler Cap. 

1972; Oil Breather Cap. 

V-8 440 

1977-1976; Lev-R-Vent Radiator Cap. 

1977-1976; OE Type Radiator Cap. 

1977-1976; OE Equivalent Fuel Cap. 

1977-1976; Oil Filler Cap. 

1977-1976; Oil Breather Cap. 

1975-1972; Lev-R-Vent Radiator Cap. 

1975-1972; OE Type Radiator Cap. 

1975-1972; OE Equivalent Fuel Cap. 

1975-1972; Regular Locking Fuel Cap. 

1975-1972; Oil Filler Cap. 


10573 


10075 


10331 

16 

10231 

16 

10746 


10573 


10075 


10066 


10331 

16 

10231 

16 

10746 


10573 


10075 


10066 


10331 

16 

10231 

16 

10806 


10583 


10807 


10571 


10066 


10331 

16 

10231 

16 

10806 


10583 


10646 


10492 


10632 


10571 


10066 


10331 

16 

10231 

16 

10646 


10492 


10632 


10571 


10070 


10331 

16 

10231 

16 

10806 


10066 


10075 


10331 

16 

10231 

16 

10807 


10571 


10066 


10075 


10331 

16 

10231 

16 

10807 


10571 


10066 


10075 


10331 

16 

10231 

16 

10806 


10066 


10075 


10331 

16 

10231 

16 

10807 


10571 


10066 



Application 


Part 

Number 


PSI 


Chrysler - Continued 


Town & Country - Continued 

V-8 440 - Continued 

1975-1972; Oil Breather Cap. 

1971; Lev-R-Vent Radiator Cap. 

1971; OE Type Radiator Cap. 

1971; OE Equivalent Fuel Cap; Apr. & Older. 

1971; Regular Locking Fuel Cap; Apr. & Older. 

1971; OE Equivalent Fuel Cap; May & Newer. 

1971; Regular Locking Fuel Cap; May & Newer. 

1971; Oil Filler Cap. 

1970; Lev-R-Vent Radiator Cap. 

1970; OE Type Radiator Cap. 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 

1970; Oil Filler Cap. 

1969; Lev-R-Vent Radiator Cap. 

1969; OE Type Radiator Cap. 

1969; OE Equivalent Fuel Cap; Wagon. 

1969; Regular Locking Fuel Cap; Wagon. 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 

1969; Regular Locking Fuel Cap; Exc. Wagon. 

1969; Oil Breather Cap. 

V-8 5.2 L 

1981; Lev-R-Vent Radiator Cap. 

1981; OE Type Radiator Cap. 

1981; OE Equivalent Fuel Cap. 

1981; Regular Locking Fuel Cap. 

1981; Oil Breather Cap. 

1980; Lev-R-Vent Radiator Cap. 

1980; OE Type Radiator Cap. 

1980; OE Equivalent Fuel Cap. 

1980; Regular Locking Fuel Cap. 

1980; Oil Breather Cap. 

1980; Oil Filler Cap. 


10075 

10331 

10231 

10806 

10583 

10807 

10571 

10066 

10331 

10231 

10806 

10583 

10646 

10492 

10632 

10571 

10066 

10331 

10231 

10646 

10492 

10632 

10571 

10070 

10331 

10231 

10746 

10573 

10075 

10331 

10231 

10746 

10573 

10075 

10066 


16 

16 


16 

16 


16 

16 


16 

16 


16 

16 


Town & Country Van 

V-6 3.0 L 



1990; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1990; OE Type Radiator Cap. 

. 10231 

16 

1990; OE Equivalent Fuel Cap. 

. 10817 


1990; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1990; Regular Locking Fuel Cap. 

. 10591 


1990; Pre-Vent Locking Fuel Cap. 

. 10501 


1990; Oil Filler Cap. 

. 10066 


V-6 3.3 L 



1993-1990; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1993-1990; OE Type Radiator Cap. 

. 10231 

16 

1993-1990; OE Equivalent Fuel Cap. 

. 10817 


1993-1990; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1993-1990; Regular Locking Fuel Cap. 

. 10591 


1993-1990; Pre-Vent Locking Fuel Cap. 

. 10501 


1993-1990; Oil Filler Cap. 

. 10066 


V-6 3.8 L 



1994; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1994; OE Type Radiator Cap. 

. 10231 

16 

1994; OE Equivalent Fuel Cap. 

. 10817 


1994; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994; Regular Locking Fuel Cap. 

. 10591 


1994; Pre-Vent Locking Fuel Cap. 

. 10501 


1994; Oil Filler Cap. 

. 10066 


Traveler 


8-Cyl. 323 

1940; Oil Breather Cap . 


10061 


100 








































































































































Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


Chrysler - Continued 


Windsor 

6-Cyl. 242 

1941-1940; Oil Breather Cap. 10061 

6-Cvl. 251 

1951-1949; Lev-R-Vent Radiator Cap. 10308 

1951-1949; OE Type Radiator Cap. 10208 

1951-1949; Oil Breather Cap. 10061 

1948-1946; Oil Breather Cap. 10061 

1942; Oil Breather Cap. 10061 

6-Cyl. 264 

1954-1952; Lev-R-Vent Radiator Cap; W/A.C. 10329 

1954-1952; OE Type Radiator Cap; W/A.C. 10229 

1954-1952; Lev-R-Vent Radiator Cap; W/O A.C. 10328 

1954-1952; OE Type Radiator Cap; W/O A.C. 10228 

1954-1952; Oil Breather Cap. 10061 

V-8 301 

1955; Lev-R-Vent Radiator Cap; W/A.C. 10329 

1955; OE Type Radiator Cap; W/A.C. 10229 

1955; Lev-R-Vent Radiator Cap; W/O A.C. 10328 

1955; OE Type Radiator Cap; W/O A.C. 10228 

1955; Oil Breather Cap. 10061 

V-8 331 

1956; Lev-R-Vent Radiator Cap; W/A.C. 10329 

1956; OE Type Radiator Cap; W/A.C. 10229 

1956; Lev-R-Vent Radiator Cap; W/O A.C. 10328 

1956; OE Type Radiator Cap; W/O A.C. 10228 

1956; Oil Breather Cap. 10061 

V-8 354 

1958-1957; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1958-1957; OE Type Radiator Cap; W/A.C. 10231 

1958-1957; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1958-1957; OE Type Radiator Cap; W/O A.C. 10229 

1958-1957; Oil Breather Cap. 10061 

V-8 383 

1961-1959; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1961-1959; OE Type Radiator Cap; W/A.C. 10231 

1961-1959; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1961 -1959; OE Type Radiator Cap; W/O A.C. 10229 

1961-1959; Oil Breather Cap. 10061 


Citroen 


DS19; ID19 

4-Cyl. 117 

1964-1961; Lev-R-Vent Radiator Cap. 10308 

1964-1961; OE Type Radiator Cap. 10208 


Daimler 


SP250 

V-8 153 

1963-1960; OE Type Radiator Cap. 10206 


Desoto 


Adventurer 

V-8 341 

1956; Lev-R-Vent Radiator Cap; W/A.C. 10329 

1956; OE Type Radiator Cap; W/A.C. 10229 

1956; Lev-R-Vent Radiator Cap; W/O A.C. 10328 

1956; OE Type Radiator Cap; W/O A.C. 10228 

1956; Oil Breather Cap. 10061 

V-8 345 

1957; Lev-R-Vent Radiator Cap. 10329 

1957; OE Type Radiator Cap. 10229 

1957; OE Equivalent Fuel Cap. 10646 

1957; Regular Locking Fuel Cap. 10492 

1957; Oil Breather Cap. 10061 

V-8 361 

1958; Lev-R-Vent Radiator Cap. 10329 

1958; OE Type Radiator Cap. 10229 

1958; OE Equivalent Fuel Cap. 10646 

1958; Regular Locking Fuel Cap. 10492 


A PP |ication Number 


Desoto - Continued 


Adventurer - Continued 
V-8 361 - Continued 

1958; Oil Breather Cap. 10061 

V-8 383 

1960-1959; Lev-R-Vent Radiator Cap. 10329 13 

1960-1959; OE Type Radiator Cap. 10229 13 

1960-1959; OE Equivalent Fuel Cap. 10646 

1960-1959; Regular Locking Fuel Cap. 10492 

1960-1959; Oil Breather Cap. 10061 


Custom; Deluxe 

6-Cyl. 237 

1950-1949; Lev-R-Vent Radiator Cap. 10308 4 

1950-1949; OE Type Radiator Cap. 10208 4 

1950-1949; OE Equivalent Fuel Cap. 10623 

1950-1949; Regular Locking Fuel Cap. 10491 

1950-1949; Oil Breather Cap. 10061 

1948-1946; OE Equivalent Fuel Cap. 10623 

1948-1946; Regular Locking Fuel Cap. 10491 

1948-1946; Oil Breather Cap. 10061 

6-Cyl. 251 

1952; Lev-R-Vent Radiator Cap; Early. 10308 4 

1952; OE Type Radiator Cap; Early. 10208 4 

1952; Lev-R-Vent Radiator Cap; Late; W/A.C. 10329 13 

1952; OE Type Radiator Cap; Late; W/A.C. 10229 13 

1952; Lev-R-Vent Radiator Cap; Late; W/O A.C. 10328 7 

1952; OE Type Radiator Cap; Late; W/O A.C. 10228 7 

1952; OE Equivalent Fuel Cap. 10623 

1952; Regular Locking Fuel Cap. 10491 

1952; Oil Breather Cap. 10061 

1951; Lev-R-Vent Radiator Cap. 10308 4 

1951; OE Type Radiator Cap. 10208 4 

1951; OE Equivalent Fuel Cap. 10623 

1951; Regular Locking Fuel Cap. 10491 

1951; Oil Breather Cap. 10061 


Desoto 
V-8 361 

1961; Lev-R-Vent Radiator Cap. 10329 13 

1961; OE Type Radiator Cap. 10229 13 

1961; OE Equivalent Fuel Cap. 10646 

1961; Regular Locking Fuel Cap. 10492 

1961; Oil Breather Cap. 10061 


Firedome 

V-8 276 

1954-1953; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1954-1953; OE Type Radiator Cap; W/A.C. 10229 13 

1954-1953; Lev-R-Vent Radiator Cap; W/O A.C. 10328 7 

1954-1953; OE Type Radiator Cap; W/O A.C. 10228 7 

1954-1953; OE Equivalent Fuel Cap; Wagon. 10623 

1954-1953; Regular Locking Fuel Cap; Wagon. 10491 

1954-1953; Oil Breather Cap. 10061 

1952; Lev-R-Vent Radiator Cap; Early. 10308 4 

1952; OE Type Radiator Cap; Early. 10208 4 

1952; Lev-R-Vent Radiator Cap; Late; W/A.C. 10329 13 

1952; OE Type Radiator Cap; Late; W/A.C. 10229 13 

1952; Lev-R-Vent Radiator Cap; Late; W/O A.C. 10328 7 

1952; OE Type Radiator Cap; Late; W/O A.C. 10228 7 

1952; OE Equivalent Fuel Cap. 10623 

1952; Regular Locking Fuel Cap. 10491 

1952; Oil Breather Cap. 10061 

V-8 291 

1955; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1955; OE Type Radiator Cap; W/A.C. 10229 13 

1955; Lev-R-Vent Radiator Cap; W/O A.C. 10328 7 

1955; OE Type Radiator Cap; W/O A.C. 10228 7 

1955; Oil Breather Cap. 10061 

V-8 330 

1956; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1956; OE Type Radiator Cap; W/A.C. 10229 13 

1956; Lev-R-Vent Radiator Cap; W/O A.C. 10328 7 

1956; OE Type Radiator Cap; W/O A.C. 10228 7 

1956; Oil Breather Cap. 10061 


PSI 

■ 

4 

4 

13 

13 

7 

7 

13 

13 

7 

7 

13 

13 

7 

7 

16 

16 

13 

13 

16 

16 

13 

13 

■ 

4 

4 

■ 

7 

■ 

13 

13 

7 

7 

13 

13 

13 

13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Desoto - Continued 

Desoto - Continued 

Firedome - Continued 

Firesweep - Continued 


Application 


Part 

Number 


PSI 


V-8 341 

1957; Lev-R-Vent Radiator Cap. 10329 13 

1957; OE Type Radiator Cap. 10229 13 

1957; OE Equivalent Fuel Cap. 10646 

1957; Regular Locking Fuel Cap. 10492 

1957; Oil Breather Cap. 10061 

V-8 361 

1958; Lev-R-Vent Radiator Cap. 10329 13 

1958; OE Type Radiator Cap. 10229 13 

1958; OE Equivalent Fuel Cap. 10646 

1958; Regular Locking Fuel Cap. 10492 

1958; Oil Breather Cap. 10061 

V-8 383 

1959; Lev-R-Vent Radiator Cap. 10329 13 

1959; OE Type Radiator Cap. 10229 13 

1959; OE Equivalent Fuel Cap. 10646 

1959; Regular Locking Fuel Cap. 10492 

1959; Oil Breather Cap. 10061 

Fireflite 

V-8 291 

1955; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1955; OE Type Radiator Cap; W/A.C. 10229 13 

1955; Lev-R-Vent Radiator Cap; W/OA.C. 10328 7 

1955; OE Type Radiator Cap; W/OA.C. 10228 7 

1955; Oil Breather Cap. 10061 

V-8 330 

1956; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1956; OE Type Radiator Cap; W/A.C. 10229 13 

1956; Lev-R-Vent Radiator Cap; WO A.C. 10328 

1956; OE Type Radiator Cap; W O A.C. 10228 

1956; Oil Breather Cap. 10061 

V-8 341 

1957; Lev-R-Vent Radiator Cap. 10329 

1957; OE Type Radiator Cap. 10229 

1957; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1957; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1957; Oil Breather Cap. 10061 

V-8 361 

I960; Lev-R-Vent Radiator Cap. 10329 13 

1960; OE Type Radiator Cap. 10229 13 

1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1960; Oil Breather Cap. 10061 

1958; Lev-R-Vent Radiator Cap. 10329 13 

1958; OE Type Radiator Cap. 10229 13 

1958; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1958; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1958; Oil Breather Cap. 10061 

V-8 383 

1959; Lev-R-Vent Radiator Cap. 10329 13 

1959; OE Type Radiator Cap. 10229 13 

1959; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1959; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1959; Oil Breather Cap. 10061 


Firesweep 

V-8 325 

1957; Lev-R-Vent Radiator Cap. 10329 13 

1957; OE Type Radiator Cap. 10229 13 

1957; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1957; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1957; Oil Breather Cap. 10061 

V-8 350 

1958; Lev-R-Vent Radiator Cap. 10329 13 

1958; OE Type Radiator Cap. 10229 13 

1958; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1958; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1958; Oil Breather Cap. 10061 

V-8 361 

1959; Lev-R-Vent Radiator Cap. 10329 13 


V-8 361 - Continued 

1959; OE Type Radiator Cap. 10229 13 

1959; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1959; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1959; Oil Breather Cap. 10061 


Powermaster 

6-Cvl. 251 

1954-1953; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1954-1953; OE Type Radiator Cap; W/A.C. 10229 13 

1954-1953; Lev-R-Vent Radiator Cap; W O A.C. 10328 7 

1954-1953; OE Type Radiator Cap; W O A.C. 10228 7 

1954-1953; OE Equivalent Fuel Cap; Wagon. 10623 

1954-1953; Regular Locking Fuel Cap; Wagon. 10491 

1954-1953; Oil Breather Cap. 10061 

5- 1; S-2 

6- Cvl. 241 

1936; OE Equivalent Fuel Cap. 10623 

1936; Regular Locking Fuel Cap. 10491 

5- 3 

6- Cvl. 228 

1937; OE Equivalent Fuel Cap. 10623 

1937; Regular Locking Fuel Cap. 10491 

5- 5 

6- Cvl. 228 

1938; OE Equivalent Fuel Cap. 10623 

1938; Regular Locking Fuel Cap. 10491 

5- 6 

6- Cvl. 228 

1939; OE Equivalent Fuel Cap. 10623 

1939; Regular Locking Fuel Cap. 10491 

1939; Oil Breather Cap. 10061 

5- 7 

6- Cyl. 228 

1940; OE Equivalent Fuel Cap. 10623 

1940; Regular Locking Fuel Cap. 10491 

1940; Oil Breather Cap. 10061 

5- 8 

6- Cyl. 228 

1941; OE Equivalent Fuel Cap. 10623 

1941; Regular Locking Fuel Cap. 10491 

1941; Oil Breather Cap. 10061 

5- 10 

6- Cyl. 237 

1942; OE Equivalent Fuel Cap. 10623 

1942; Regular Locking Fuel Cap. 10491 

1942; Oil Breather Cap. 10061 

SF; SG 

6-Cyl. 241 

1935; OE Equivalent Fuel Cap. 10623 

1935; Regular Locking Fuel Cap. 10491 



6-Cyl. 225; V-8 318 


1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 

V-8 383 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 


102 





















































































































































Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Dodge - Continued 

Dodge - Continued 

330 - Continued 

600 - Continued 


Application 


Part 

Number 


PSI 


V-8 383 - Continued 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; Oil Breather Cap. 10061 

V-8 426 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 

400 

4-Cyl. 2.2 L 

1983-1982; Lev-R-Vent Radiator Cap. 10331 16 

1983-1982; OE Type Radiator Cap. 10231 16 

1983-1982; OE Equivalent Fuel Cap. 10817 

1983-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1982; Regular Locking Fuel Cap. 10591 

1983-1982; Pre-Vent Locking Fuel Cap. 10501 

1983-1982; Oil Filler Cap. 10066 

4-Cyl. 2.6 L 

1983-1982; Lev-R-Vent Radiator Cap. 10331 16 

1983-1982; OE Type Radiator Cap. 10231 16 

1983-1982; OE Equivalent Fuel Cap. 10817 

1983-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1982; Regular Locking Fuel Cap. 10591 

1983-1982; Pre-Vent Locking Fuel Cap. 10501 

1983-1982; Oil Filler Cap. 10088 

440 

6-Cyl. 225; V-8 318 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 

V-8 383 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; OE Equivalent Fuel Cap. 10646 

1963; Regular Locking Fuel Cap. 10492 

1963; Oil Breather Cap. 10061 

V-8 426 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 

600 

4-Cyl. 2.2 L 

1988-1983; Lev-R-Vent Radiator Cap. 10331 16 

1988-1983; OE Type Radiator Cap. 10231 16 

1988-1983; OE Equivalent Fuel Cap. 10817 

1988-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1983; Regular Locking Fuel Cap. 10591 

1988-1983; Pre-Vent Locking Fuel Cap. 10501 

1988-1983; Oil Filler Cap. 10066 

4-Cyl. 2.5 L 

1988-1986; Lev-R-Vent Radiator Cap. 10331 16 

1988-1986; OE Type Radiator Cap. 10231 16 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 


4-Cyl. 2.5 L- Continued 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10066 

4-Cyl. 2.6 L 

1985-1983; Lev-R-Vent Radiator Cap. 10331 16 

1985-1983; OE Type Radiator Cap. 10231 16 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Oil Filler Cap. 10088 

2000 GTX 
4-Cyl. 2.0 L (Canada) 

1990-1989; Lev-R-Vent Radiator Cap. i/10327 13 

1990-1989; OE Type Radiator Cap. 10227 13 

1990-1989; OE Equivalent Fuel Cap. 10825 

1990-1989; Regular Locking Fuel Cap. 10595 

1990-1989; Oil Filler Cap. 10088 


A Series Van 

6-Cyl. 170 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; OE Equivalent Fuel Cap. 10648 

1969-1968; Regular Locking Fuel Cap. 10492 

1967-1964; OE Equivalent Fuel Cap. 10648 

1967-1964; Regular Locking Fuel Cap. 10492 

6-Cyl. 198 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10705 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10648 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

6-Cyl. 225 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10705 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10648 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; OE Equivalent Fuel Cap. 10648 

1969-1968; Regular Locking Fuel Cap. 10492 

1967-1964; OE Equivalent Fuel Cap. 10648 

1967-1964; Regular Locking Fuel Cap. 10492 

V-8 273 

1966-1965; OE Equivalent Fuel Cap. 10648 

1966-1965; Regular Locking Fuel Cap. 10492 

V-8 318 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10705 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10648 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; OE Equivalent Fuel Cap. 10648 

1969-1968; Regular Locking Fuel Cap. 10492 

1967; OE Equivalent Fuel Cap. 10648 

1967;jRegular Locking Fuel Cap. 10492 


Aries 
4-Cyl. 2.2 L 

1987-1981; Lev-R-Vent Radiator Cap. 10331 16 

1987-1981; OE Type Radiator Cap. 10231 16 

1987-1981; OE Equivalent Fuel Cap. 10817 

1987-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1981; Regular Locking Fuel Cap. 10591 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Dodge - Continued 

Dodge - Continued 

Aries - Continued 

B Series Van - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 2.2 L- Continued 

1987-1981; Pre-Vent Locking Fuel Cap. 10501 

1987-1981; Oil Filler Cap. 10066 

4-Cyl. 2.5 L 

1987-1986; Lev-R-Vent Radiator Cap. 10331 16 

1987-1986; OE Type Radiator Cap. 10231 16 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; Oil Filler Cap. 10066 

4-Cyl. 2.6 L 

1985-1981; Lev-R-Vent Radiator Cap. 10331 16 

1985-1981; OE Type Radiator Cap. 10231 16 

1985-1981; OE Equivalent Fuel Cap. 10817 

1985-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1981; Regular Locking Fuel Cap. 10591 

1985-1981; Pre-Vent Locking Fuel Cap. 10501 

1985-1981; Oil Filler Cap. 10088 


Aries America 
4-Cyl. 2.2 L; 4-Cyl. 2.5 L 

1989-1988; Lev-R-Vent Radiator Cap. 10331 16 

1989-1988; OE Type Radiator Cap. 10231 16 

1989-1988; OE Equivalent Fuel Cap. 10817 

1989-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1988; Regular Locking Fuel Cap. 10591 

1989-1988; Pre-Vent Locking Fuel Cap. 10501 

1989-1988; Oil Filler Cap. 10066 


Aspen 

6-Cyl. 225 

1979-1976; Lev-R-Vent Radiator Cap. 10331 16 

1979-1976; OE Type Radiator Cap. 10231 16 

1979-1976; OE Equivalent Fuel Cap. 10746 

1979-1976; Regular Locking Fuel Cap. 10573 

1979-1976; Oil Filler Cap. 10066 

1979-1976; Oil Breather Cap. 10075 

6-Cyl. 3.7 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10746 

1980; Regular Locking Fuel Cap. 10573 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10075 

V-8 318; V-8 360 

1979-1976; Lev-R-Vent Radiator Cap. 10331 16 

1979-1976; OE Type Radiator Cap. 10231 16 

1979-1976; OE Equivalent Fuel Cap. 10746 

1979-1976; Regular Locking Fuel Cap. 10573 

1979-1976; Oil Filler Cap. 10066 

1979-1976; Oil Breather Cap. 10075 

V-8 5.2 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10746 

1980; Regular Locking Fuel Cap. 10573 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10075 


B Series Pickup 


1953-1948; OE Equivalent Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10623 

1953-1948; Regular Locking Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10491 


B Series Van 

6-Cyl. 198 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; B100 . 10705 

1971; Oil Filler Cap. 10066 


6-Cyl. 225 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10800 

1979-1978; Regular Locking Fuel Cap. 10572 

1979-1978; Oil Filler Cap. 10098 

1979-1978; Oil Breather Cap. 10075 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap. 10742 

1977-1975; Regular Locking Fuel Cap. 10571 

1977-1975; Oil Filler Cap. 10098 

1977-1975; Oil Breather Cap. 10075 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10705 

1974; Regular Locking Fuel Cap. 10583 

1974; Oil Filler Cap. 10098 

1974; Oil Breather Cap. 10075 

1973; Lev-R-Vent Radiator Cap. 10331 16 

1973; OE Type Radiator Cap. 10231 16 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10075 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

1972; OE Equivalent Fuel Cap; B100 . 10705 

1972; Regular Locking Fuel Cap; B100 . 10583 

1972; Oil Filler Cap. 10066 

1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; B100 . 10705 

1971; Oil Filler Cap. 10066 

6-Cyl. 243 Diesel 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10800 

1979; Regular Locking Fuel Cap. 10572 

1979; Oil Filler Cap. 10098 

6-Cyl. 3.7 L 

1987-1985; Lev-R-Vent Radiator Cap. 10331 16 

1987-1985; OE Type Radiator Cap. 10231 16 

1987-1985; OE Equivalent Fuel Cap. 10817 

1987-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1985; Regular Locking Fuel Cap. 10591 

1987-1985; Pre-Vent Locking Fuel Cap. 10501 

1987-1985; Oil Filler Cap. 10098 

1987-1985; Oil Breather Cap. 10075 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap. 10098 

1983-1982; Lev-R-Vent Radiator Cap. 10331 16 

1983-1982; OE Type Radiator Cap. 10231 16 

1983-1982; OE Equivalent Fuel Cap. 10817 

1983-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1982; Regular Locking Fuel Cap. 10591 

1983-1982; Pre-Vent Locking Fuel Cap. 10501 

1983-1982; Oil Filler Cap. 10066 

1983-1982; Oil Breather Cap. 10075 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10800 

1981; Regular Locking Fuel Cap. 10572 

1981; Oil Filler Cap. 10066 

1981; Oil Breather Cap. 10075 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10800 

1980; Regular Locking Fuel Cap. 10572 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Dodge - Continued 


B Series Van - Continued 


Application 


Part 

Number 


PSI 


Dodge - Continued 


B Series Van - Continued 


6-Cyl. 3.7 L- Continued 

1980; Oil Filler Cap. 10098 

1980; Oil Breather Cap. 10075 

V-6 3.9 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10111 

1994; Oil Breather Cap. 10075 

1993-1988; Lev-R-Vent Radiator Cap. 10331 16 

1993-1988; OE Type Radiator Cap. 10231 16 

1993-1988; OE Equivalent Fuel Cap. 10817 

1993-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1988; Regular Locking Fuel Cap. 10591 

1993-1988; Pre-Vent Locking Fuel Cap. 10501 

1993-1988; Oil Filler Cap. 10098 

1993-1988; Oil Breather Cap. 10075 

V-8 318 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10800 

1979-1978; Regular Locking Fuel Cap. 10572 

1979-1978; Oil Filler Cap. 10098 

1979-1978; Oil Breather Cap. 10075 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap. 10742 

1977-1975; Regular Locking Fuel Cap. 10571 

1977-1975; Oil Filler Cap. 10098 

1977-1975; Oil Breather Cap. 10075 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10705 

1974; Regular Locking Fuel Cap. 10583 

1974; Oil Filler Cap. 10098 

1974; Oil Breather Cap. 10075 

1973; Lev-R-Vent Radiator Cap. 10331 16 

1973; OE Type Radiator Cap. 10231 16 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10075 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

1972; OE Equivalent Fuel Cap; B100 . 10705 

1972; Regular Locking Fuel Cap; B100 . 10583 

1972; Oil Filler Cap. 10066 

1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; B100 . 10705 

1971; Oil Filler Cap. 10066 

V-8 360 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10800 

1979-1978; Regular Locking Fuel Cap. 10572 

1979-1978; Oil Filler Cap. 10098 

1979-1978; Oil Breather Cap. 10075 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap. 10742 

1977-1975; Regular Locking Fuel Cap. 10571 

1977-1975; Oil Filler Cap. 10098 

1977-1975; Oil Breather Cap. 10075 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10705 

1974; Regular Locking Fuel Cap. 10583 

1974; Oil Filler Cap. 10098 

1974; Oil Breather Cap. 10075 

1973; Lev-R-Vent Radiator Cap. 10331 16 


V-8 360 - Continued 

1973; OE Type Radiator Cap. 10231 16 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10075 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

1972; OE Equivalent Fuel Cap; B100 . 10705 

1972; Regular Locking Fuel Cap; B100 . 10583 

1972; Oil Filler Cap. 10066 

1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; B100 . 10705 

1971; Oil Filler Cap. 10066 

V-8 400 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10098 

1978; Oil Breather Cap. 10075 

1977-1976; Lev-R-Vent Radiator Cap. 10331 16 

1977-1976; OE Type Radiator Cap. 10231 16 

1977-1976; OE Equivalent Fuel Cap. 10742 

1977-1976; Regular Locking Fuel Cap. 10571 

1977-1976; Oil Filler Cap. 10098 

1977-1976; Oil Breather Cap. 10075 

V-8 440 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10098 

1978; Oil Breather Cap. 10075 

1977-1976; Lev-R-Vent Radiator Cap. 10331 16 

1977-1976; OE Type Radiator Cap. 10231 16 

1977-1976; OE Equivalent Fuel Cap. 10742 

1977-1976; Regular Locking Fuel Cap. 10571 

1977-1976; Oil Filler Cap. 10098 

1977-1976; Oil Breather Cap. 10075 

1975; Lev-R-Vent Radiator Cap. 10331 16 

1975; OE Type Radiator Cap. 10231 16 

1975; OE Equivalent Fuel Cap. 10742 

1975; Regular Locking Fuel Cap. 10571 

1975; Oil Breather Cap. 10075 

1975; Oil Filler Cap. 10098 

V-8 5.2 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10111 

1994; Oil Breather Cap. 10075 

1993-1985; Lev-R-Vent Radiator Cap. 10331 16 

1993-1985; OE Type Radiator Cap. 10231 16 

1993-1985; OE Equivalent Fuel Cap. 10817 

1993-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1985; Regular Locking Fuel Cap. 10591 

1993-1985; Pre-Vent Locking Fuel Cap. 10501 

1993-1985; Oil Filler Cap. 10098 

1993-1985; Oil Breather Cap. 10075 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap. 10098 

1983-1982; Lev-R-Vent Radiator Cap. 10331 16 

1983-1982; OE Type Radiator Cap. 10231 16 

1983-1982; OE Equivalent Fuel Cap. 10817 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Dodge - Continued 

Dodge - Continued 

B Series Van - Continued 

Caravan 


Application 


Part 

Number 


PSI 


V-8 5.2 L - Continued 

1983-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1982; Regular Locking Fuel Cap. 10591 

1983-1982; Pre-Vent Locking Fuel Cap. 10501 

1983-1982; Oil Filler Cap. 10098 

1983-1982; Oil Breather Cap. 10075 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10800 

1981-1980; Regular Locking Fuel Cap. 10572 

1981-1980; Oil Filler Cap. 10098 

1981-1980; Oil Breather Cap. 10075 

V-8 5.9 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10111 

1994; Oil Breather Cap. 10075 

1993-1985; Lev-R-Vent Radiator Cap. 10331 16 

1993-1985; OE Type Radiator Cap. 10231 16 

1993-1985; OE Equivalent Fuel Cap. 10817 

1993-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1985; Regular Locking Fuel Cap. 10591 

1993-1985; Pre-Vent Locking Fuel Cap. 10501 

1993-1985; Oil Filler Cap. 10098 

1993-1985; Oil Breather Cap. 10075 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap. 10098 

1983-1982; Lev-R-Vent Radiator Cap. 10331 16 

1983-1982; OE Type Radiator Cap. 10231 16 

1983-1982; OE Equivalent Fuel Cap. 10817 

1983-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1982; Regular Locking Fuel Cap. 10591 

1983-1982; Pre-Vent Locking Fuel Cap. 10501 

1983-1982; Oil Filler Cap. 10098 

1983-1982; Oil Breather Cap. 10075 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10800 

1981-1980; Regular Locking Fuel Cap. 10572 

1981-1980; Oil Filler Cap. 10098 

1981-1980; Oil Breather Cap. 10075 


C Series Pickup 


1955-1954; OE Equivalent Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10623 

1955- 1954; Regular Locking Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10491 

6-Cyl. 230 

1956- 1954; OE Equivalent Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10623 

1956-1954; Regular Locking Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10491 

6-Cyl. 237; V-8 241 

1954; OE Equivalent Fuel Cap; Exc. Underseat & Saddle Tanks 10623 
1954; Regular Locking Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10491 

V-8 259 

1956-1955; OE Equivalent Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10623 

1956-1955; Regular Locking Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10491 


4-Cyl. 2.2 L 

1987-1984; Lev-R-Vent Radiator Cap. 10331 16 

1987-1984; OE Type Radiator Cap. 10231 16 

1987-1984; OE Equivalent Fuel Cap. 10817 

1987-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1984; Regular Locking Fuel Cap. 10591 

1987-1984; Pre-Vent Locking Fuel Cap. 10501 

1987-1984; Oil Filler Cap. 10066 

4-Cyl. 2.5 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10111 

1993-1988; Lev-R-Vent Radiator Cap. 10331 16 

1993-1988; OE Type Radiator Cap. 10231 16 

1993-1988; OE Equivalent Fuel Cap. 10817 

1993-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1988; Regular Locking Fuel Cap. 10591 

1993-1988; Pre-Vent Locking Fuel Cap. 10501 

1993- 1988; Oil Filler Cap. 10066 

4-Cyl. 2.6 L 

1987-1984; Lev-R-Vent Radiator Cap. 10331 16 

1987-1984; OE Type Radiator Cap. 10231 16 

1987-1984; OE Equivalent Fuel Cap. 10817 

1987-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1984; Regular Locking Fuel Cap. 10591 

1987-1984; Pre-Vent Locking Fuel Cap. 10501 

1987-1984; Oil Filler Cap. 10088 

V-6 3.0 L 

1994- 1987; Lev-R-Vent Radiator Cap. 10331 16 

1994-1987; OE Type Radiator Cap. 10231 16 

1994-1987; OE Equivalent Fuel Cap. 10817 

1994-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1987; Regular Locking Fuel Cap. 10591 

1994-1987; Pre-Vent Locking Fuel Cap. 10501 

1994-1987; Oil Filler Cap. 10088 

V-6 3.3 L 

1994-1990; Lev-R-Vent Radiator Cap. 10331 16 

1994-1990; OE Type Radiator Cap. 10231 16 

1994-1990; OE Equivalent Fuel Cap. 10817 

1994-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1990; Regular Locking Fuel Cap. 10591 

1994-1990; Pre-Vent Locking Fuel Cap. 10501 

1994-1990; Oil Filler Cap. 10066 


CB Series Van 
6-Cyl. 225 

1979-1978; OE Equivalent Fuel Cap. 10800 

1979-1978; Regular Locking Fuel Cap. 10572 

1977-1975; OE Equivalent Fuel Cap. 10742 

1977-1975; Regular Locking Fuel Cap. 10571 

1974; OE Equivalent Fuel Cap. 10705 

1974; Regular Locking Fuel Cap. 10583 

V-8 318 

1979-1978; OE Equivalent Fuel Cap. 10800 

1979-1978; Regular Locking Fuel Cap. 10572 

1977-1975; OE Equivalent Fuel Cap. 10742 

1977-1975; Regular Locking Fuel Cap. 10571 

1974; OE Equivalent Fuel Cap. 10705 

1974; Regular Locking Fuel Cap. 10583 

V-8 360 

1979-1978; OE Equivalent Fuel Cap. 10800 

1979-1978; Regular Locking Fuel Cap. 10572 

1977-1975; OE Equivalent Fuel Cap. 10742 

1977- 1975; Regular Locking Fuel Cap. 10571 

1974; OE Equivalent Fuel Cap. 10705 

1974; Regular Locking Fuel Cap. 10583 

V-8 400 

1978- 1976; OE Equivalent Fuel Cap. 10742 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Dodge - Continued 

Dodge - Continued 

CB Series Van - Continued 

Challenger - Continued 


Application 


Part 

Number 


PSI 


V-8 400 - Continued 

1978-1976; Regular Locking Fuel Cap. 10571 

V-8 440 

1978-1977; OE Equivalent Fuel Cap. 10742 

1978-1977; Regular Locking Fuel Cap. 10571 

V-8 5.2 L 

1980; OE Equivalent Fuel Cap. 10800 

1980; Regular Locking Fuel Cap. 10572 

V-8 5.9 L 

1980; OE Equivalent Fuel Cap. 10800 

1980; Regular Locking Fuel Cap. 10572 


Challenger 

4-Cyl. 156 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10725 

1979-1978; Regular Locking Fuel Cap. 10563 

1979-1978; Oil Filler Cap. 10090 

4-Cyl. 2.6 L 

1983-1981; Lev-R-Vent Radiator Cap. 10329 13 

1983-1981 ;OE Type Radiator Cap. 10229 13 

1983-1981; OE Equivalent Fuel Cap. 10829 

1983-1981; Regular Locking Fuel Cap. 10583 

1983-1981; Oil Filler Cap. 10088 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10829 

1980; Regular Locking Fuel Cap. 10583 

1980; Oil Filler Cap. 10090 

4-Cyl. 98 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10725 

1979; Regular Locking Fuel Cap. 10563 

1979; Oil Filler Cap. 10088 

1978; Lev-R-Vent Radiator Cap. 10329 13 

1978; OE Type Radiator Cap. 10229 13 

1978; OE Equivalent Fuel Cap. 10725 

1978; Regular Locking Fuel Cap. 10563 

1978; Oil Filler Cap. 10090 

6-Cyl. 198 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

6-Cyl. 225 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

1972; Oil Filler Cap. 10066 

1972; Oil Breather Cap. 10075 

1971-1970; Lev-R-Vent Radiator Cap. 10331 16 

1971-1970; OE Type Radiator Cap. 10231 16 

1971-1970; Oil Filler Cap. 10066 

V-8 318 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10075 

1973-1972; Lev-R-Vent Radiator Cap. 10331 16 

1973-1972; OE Type Radiator Cap. 10231 16 

1973-1972; Oil Filler Cap. 10066 

1973-1972; Oil Breather Cap. 10075 

1971-1970; Lev-R-Vent Radiator Cap. 10331 16 

1971-1970; OE Type Radiator Cap. 10231 16 

1971-1970; Oil Filler Cap. 10066 

V-8 340 

1973-1972; Lev-R-Vent Radiator Cap. 10331 16 

1973-1972; OE Type Radiator Cap. 10231 16 


V-8 340 - Continued 

1973-1972; Oil Filler Cap. 10066 

1973-1972; Oil Breather Cap. 10075 

1971-1970; Lev-R-Vent Radiator Cap. 10331 16 

1971-1970; OE Type Radiator Cap. 10231 16 

1971-1970; Oil Filler Cap. 10066 

V-8 360 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10075 

V-8 383; V-8 426; V-8 440 

1971-1970; Lev-R-Vent Radiator Cap. 10331 16 

1971-1970; OE Type Radiator Cap. 10231 16 

1971-1970; Oil Filler Cap. 10066 


Charger 

4-Cyl. 1.6 L 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10815 

1986; Regular Locking Fuel Cap. 10589 

1986; Oil Filler Cap. 10079 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10815 

1985; Regular Locking Fuel Cap. 10589 

1985; Oil Filler Cap. 10088 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; OE Equivalent Fuel Cap. 10815 

1984-1983; Regular Locking Fuel Cap. 10589 

1984-1983; Oil Filler Cap. 10079 

4-Cyl. 1.7 L 

1983; Lev-R-Vent Radiator Cap. 10331 16 

1983; OE Type Radiator Cap. 10231 16 

1983; OE Equivalent Fuel Cap. 10815 

1983; Regular Locking Fuel Cap. 10589 

1983; Oil Filler Cap. 10079 

4-Cyl. 2.2 L 

1987-1983; Lev-R-Vent Radiator Cap. 10331 16 

1987-1983; OE Type Radiator Cap. 10231 16 

1987-1983; OE Equivalent Fuel Cap. 10815 

1987-1983; Regular Locking Fuel Cap. 10589 

1987-1983; Oil Filler Cap. 10066 

6-Cyl. 225 

1976; Lev-R-Vent Radiator Cap. 10331 16 

1976; OE Type Radiator Cap. 10231 16 

1976; OE Equivalent Fuel Cap. 10807 

1976; Regular Locking Fuel Cap. 10571 

1976; Oil Filler Cap. 10066 

1976; Oil Breather Cap. 10075 

1974-1972; Lev-R-Vent Radiator Cap. 10331 16 

1974-1972; OE Type Radiator Cap. 10231 16 

1974-1972; OE Equivalent Fuel Cap. 10807 

1974-1972; Regular Locking Fuel Cap. 10571 

1974-1972; Oil Filler Cap. 10066 

1974-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Oil Filler Cap. 10066 

V-8 273 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Apptioaticm Number PSI 

A PP' ication Number PSI 

Dodge - Continued 

Dodge - Continued 

Charger - Continued 

Charger - Continued 


V-8 273 - Continued 

1966; Lev-R-Vent Radiator Cap; W/OA.C. 10329 13 

1966; OE Type Radiator Cap; W/OA.C. 10229 13 

1966; OE Equivalent Fuel Cap. 10646 

1966; Regular Locking Fuel Cap. 10492 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 318 

1978-1976; Lev-R-Vent Radiator Cap. 10331 16 

1978-1976; OE Type Radiator Cap. 10231 16 

1978-1976; OE Equivalent Fuel Cap. 10807 

1978-1976; Regular Locking Fuel Cap. 10571 

1978-1976; Oil Filler Cap. 10066 

1978-1976; Oil Breather Cap. 10075 

1975; Lev-R-Vent Radiator Cap. 10331 16 

1975; OE Type Radiator Cap. 10231 16 

1975; OE Equivalent Fuel Cap. 10807 

1975; Regular Locking Fuel Cap. 10571 

1975; Oil Filler Cap. 10066 

1974-1972; Lev-R-Vent Radiator Cap. 10331 16 

1974-1972; OE Type Radiator Cap. 10231 16 

1974-1972; OE Equivalent Fuel Cap. 10807 

1974-1972; Regular Locking Fuel Cap. 10571 

1974-1972; Oil Filler Cap. 10066 

1974-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; OE Equivalent Fuel Cap. 10646 

1967; Regular Locking Fuel Cap. 10492 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/OA.C. 10229 13 

1966; OE Equivalent Fuel Cap. 10646 

1966; Regular Locking Fuel Cap. 10492 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 340 

1973-1972; Lev-R-Vent Radiator Cap. 10331 16 

1973-1972; OE Type Radiator Cap. 10231 16 

1973-1972; OE Equivalent Fuel Cap. 10807 

1973-1972; Regular Locking Fuel Cap. 10571 

1973-1972; Oil Filler Cap. 10066 

1973-1972; Oil Breather Cap. 10075 

V-8 360 

1978-1976; Lev-R-Vent Radiator Cap. 10331 16 

1978-1976; OE Type Radiator Cap. 10231 16 

1978-1976; OE Equivalent Fuel Cap. 10807 

1978-1976; Regular Locking Fuel Cap. 10571 

1978-1976; Oil Filler Cap. 10066 

1978-1976; Oil Breather Cap. 10075 

1975; Lev-R-Vent Radiator Cap. 10331 16 

1975; OE Type Radiator Cap. 10231 16 

1975; OE Equivalent Fuel Cap. 10807 

1975; Regular Locking Fuel Cap. 10571 

1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 


V-8 360 - Continued 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10075 

V-8 361 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; OE Equivalent Fuel Cap. 10646 

1966; Regular Locking Fuel Cap. 10492 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 383 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; OE Equivalent Fuel Cap. 10646 

1967; Regular Locking Fuel Cap. 10492 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; OE Equivalent Fuel Cap. 10646 

1966; Regular Locking Fuel Cap. 10492 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 400 

1978-1976; Lev-R-Vent Radiator Cap. 10331 16 

1978-1976; OE Type Radiator Cap. 10231 16 

1978-1976; OE Equivalent Fuel Cap. 10807 

1978-1976; Regular Locking Fuel Cap. 10571 

1978-1976; Oil Filler Cap. 10066 

1978-1976; Oil Breather Cap. 10075 

1975; Lev-R-Vent Radiator Cap. 10331 16 

1975; OE Type Radiator Cap. 10231 16 

1975; OE Equivalent Fuel Cap. 10807 

1975; Regular Locking Fuel Cap. 10571 

1975; Oil Filler Cap. 10066 

1974-1972; Lev-R-Vent Radiator Cap. 10331 16 

1974-1972; OE Type Radiator Cap. 10231 16 

1974-1972; OE Equivalent Fuel Cap. 10807 

1974-1972; Regular Locking Fuel Cap. 10571 

1974-1972; Oil Filler Cap. 10066 

1974-1972; Oil Breather Cap. 10075 

V-8 426 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Dodge - Continued 

Dodge - Continued 

Charger - Continued 

Colt - Continued 


Application 


Part 

Number 


PSI 


V-8 426 - Continued 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; OE Equivalent Fuel Cap. 10646 

1967; Regular Locking Fuel Cap. 10492 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; OE Equivalent Fuel Cap. 10646 

1966; Regular Locking Fuel Cap. 10492 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 440 

1974-1972; Lev-R-Vent Radiator Cap. 10331 16 

1974-1972; OE Type Radiator Cap. 10231 16 

1974-1972; OE Equivalent Fuel Cap. 10807 

1974-1972; Regular Locking Fuel Cap. 10571 

1974-1972; Oil Filler Cap. 10066 

1974-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10331 16 

1968; OE Type Radiator Cap. 10231 16 

1968; Oil Breather Cap. 10070 

1967; OE Equivalent Fuel Cap. 10648 

1967; Regular Locking Fuel Cap. 10492 

1966; OE Equivalent Fuel Cap. 10646 

1966; Regular Locking Fuel Cap. 10492 

Colt 

4-Cyl. 1.4 L 

1984; Lev-R-Vent Radiator Cap. ✓10327 13 

1984; OE Type Radiator Cap. 10227 13 

1984; OE Equivalent Fuel Cap. 10829 

1984; Regular Locking Fuel Cap. 10583 

1984; Oil Filler Cap. 10088 

1983-1980; Lev-R-Vent Radiator Cap. 10329 13 

1983-1980; OE Type Radiator Cap. 10229 13 

1983-1980; OE Equivalent Fuel Cap. 10829 

1983-1980; Regular Locking Fuel Cap. 10583 

1983-1980; Oil Filler Cap. 10088 

4-Cyl. 1.5 L 

1994; OE Type Radiator Cap. 10241 13 

1994; OE Equivalent Fuel Cap. 10825 

1994; Regular Locking Fuel Cap. 10595 

1994; Oil Filler Cap. 10088 

1993; OE Type Radiator Cap; W/Auto. Trans. 10241 13 

1993; OE Type Radiator Cap; W/Man. Trans. 10227 13 

1993; OE Equivalent Fuel Cap. 10825 

1993; Regular Locking Fuel Cap. 10595 

1993; Oil Filler Cap. 10088 

1992-1985; Lev-R-Vent Radiator Cap. \/\0327 13 

1992-1985; OE Type Radiator Cap. 10227 13 

1992-1985; OE Equivalent Fuel Cap. 10825 

1992-1985; Regular Locking Fuel Cap. 10595 

1992-1985; Oil Filler Cap. 10088 

4-Cyl. 1.6 L 

1990-1985; Lev-R-Vent Radiator Cap. ^10327 

1990-1985; OE Type Radiator Cap. 10227 

1990-1985; OE Equivalent Fuel Cap. 10825 

1990-1985; Regular Locking Fuel Cap. 10595 


4-Cyl. 1.6 L- Continued 

1990-1985; Oil Filler Cap. 10088 

1984; Lev-R-Vent Radiator Cap. ✓10327 13 

1984; OE Type Radiator Cap. 10227 13 

1984; OE Equivalent Fuel Cap. 10829 

1984; Regular Locking Fuel Cap. 10583 

1984; Oil Filler Cap. 10088 

1983-1980; Lev-R-Vent Radiator Cap. 10329 13 

1983-1980; OE Type Radiator Cap. 10229 13 

1983-1980; OE Equivalent Fuel Cap. 10829 

1983-1980; Regular Locking Fuel Cap. 10583 

1983-1980; Oil Filler Cap. 10088 

4-Cyl. 1.8 L 

1994; OE Type Radiator Cap. 10241 13 

1994; OE Equivalent Fuel Cap. 10825 

1994; Regular Locking Fuel Cap. 10595 

1994; Oil Filler Cap. 10088 

1993; OE Type Radiator Cap; W/Auto. Trans. 10241 13 

1993; OE Type Radiator Cap; W/Man. Trans. 10227 13 

1993; OE Equivalent Fuel Cap. 10825 

1993; Regular Locking Fuel Cap. 10595 

1993; Oil Filler Cap. 10088 

1990-1989; Lev-R-Vent Radiator Cap. \/\0327 13 

1990-1989; OE Type Radiator Cap. 10227 13 

1990-1989; OE Equivalent Fuel Cap. 10825 

1990-1989; Regular Locking Fuel Cap. 10595 

1990- 1989; Oil Filler Cap. 10088 

4-Cyl. 1.8 L (Canada) 

1992; OE Type Radiator Cap. 10241 13 

1992; OE Equivalent Fuel Cap. 10825 

1992; Regular Locking Fuel Cap. 10595 

1992; Oil Filler Cap. 10088 

4-Cyl. 122 

1977-1974; Lev-R-Vent Radiator Cap. 10329 13 

1977-1974; OE Type Radiator Cap. 10229 13 

1977-1974; OE Equivalent Fuel Cap. 10725 

1977-1974; Regular Locking Fuel Cap. 10563 

1977-1974; Oil Filler Cap. 10090 

4-Cyl. 156 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10725 

1979-1978; Regular Locking Fuel Cap. 10563 

1979-1978; Oil Filler Cap. 10090 

4-Cyl. 2.0 L 

1991- 1985; Lev-R-Vent Radiator Cap. ^10327 13 

1991 -1985; OE Type Radiator Cap. 10227 13 

1991 -1985; OE Equivalent Fuel Cap. 10825 

1991-1985; Regular Locking Fuel Cap. 10595 

1991-1985; Oil Filler Cap. 10088 

1984; Lev-R-Vent Radiator Cap. ✓10327 13 

1984; OE Type Radiator Cap. 10227 13 

1984; OE Equivalent Fuel Cap. 10829 

1984; Regular Locking Fuel Cap. 10583 

1984; Oil Filler Cap. 10088 

4-Cyl. 2.4 L (Canada) 

1994; OE Type Radiator Cap. 10241 13 

1994; OE Equivalent Fuel Cap. 10825 

1994; Regular Locking Fuel Cap. 10595 

1993; OE Type Radiator Cap; W/Auto. Trans. 10241 13 

1993; OE Type Radiator Cap; W/Man. Trans. 10227 13 

1993; OE Equivalent Fuel Cap. 10825 

1993; Regular Locking Fuel Cap. 10595 

4-Cyl. 2.6 L 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10829 

1980; Regular Locking Fuel Cap. 10583 

1980; Oil Filler Cap. 10090 

4-Cyl. 86 

1979; Lev-R-Vent Radiator Cap. 10329 13 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Dodge - Continued 

Dodge - Continued 

Colt - Continued 

Coronet - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 86- Continued 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10725 

1979; Regular Locking Fuel Cap. 10563 

1979; Oil Filler Cap. 10088 

4-Cyl. 98 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10725 

1979; Regular Locking Fuel Cap. 10563 

1979; Oil Filler Cap. 10088 

1978-1974; Lev-R-Vent Radiator Cap. 10329 13 

1978-1974; OE Type Radiator Cap. 10229 13 

1978-1974; OE Equivalent Fuel Cap. 10725 

1978-1974; Regular Locking Fuel Cap. 10563 

1978-1974; Oil Filler Cap. 10090 

1973; Lev-R-Vent Radiator Cap. 10328 7 

1973; OE Type Radiator Cap. 10228 7 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10090 


Conquest 
4-Cyl. 2.6 L 

1986-1985; Lev-R-Vent Radiator Cap. ^10327 13 

1986-1985; OE Type Radiator Cap. 10227 13 

1986-1985; OE Equivalent Fuel Cap. 10825 

1986-1985; Regular Locking Fuel Cap. 10595 

1986-1985; Oil Filler Cap. 10088 

1984; Lev-R-Vent Radiator Cap. ✓10327 13 

1984; OE Type Radiator Cap. 10227 13 

1984; OE Equivalent Fuel Cap. 10829 

1984; Regular Locking Fuel Cap. 10583 

1984; Oil Filler Cap. 10088 


Coronet 

6-Cyl. 225 

1976-1972; Lev-R-Vent Radiator Cap. 10331 16 

1976-1972; OE Type Radiator Cap. 10231 16 

1976-1972; OE Equivalent Fuel Cap. 10807 

1976-1972; Regular Locking Fuel Cap. 10571 

1976-1972; Oil Filler Cap. 10066 

1976-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10483 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Regular Locking Fuel Cap; Wagon. 10483 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; Regular Locking Fuel Cap; Wagon. 10483 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 


6-Cyl. 225 - Continued 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; Regular Locking Fuel Cap; Wagon. 10483 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965; OE Type Radiator Cap; W/A.C. 10231 16 

1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965; OE Type Radiator Cap; W/O A.C. 10229 13 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

6-Cyl. 230 

1959-1957; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1959-1957; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1959-1957; Oil Breather Cap. 10061 

1956-1953; Oil Breather Cap. 10061 

1952-1949; OE Equivalent Fuel Cap. 10623 

1952-1949; Regular Locking Fuel Cap. 10491 

1952-1949; Oil Breather Cap. 10061 

V-8 241 

1954-1953; Oil Breather Cap. 10061 

V-8 270 

1956-1955; Oil Breather Cap. 10061 

V-8 273 

1968; Lev-R-Vent Radiator Cap. 10331 16 

1968; OE Type Radiator Cap. 10231 16 

1968; Regular Locking Fuel Cap; Wagon. 10483 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; Regular Locking Fuel Cap; Wagon. 10483 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; Regular Locking Fuel Cap; Wagon. 10483 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965; OE Type Radiator Cap; W/A.C. 10231 16 

1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965; OE Type Radiator Cap; W/O A.C. 10229 13 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 315 

1956; Oil Breather Cap. 10061 

V-8 318 

1976-1972; Lev-R-Vent Radiator Cap. 10331 16 

1976-1972; OE Type Radiator Cap. 10231 16 

1976-1972; OE Equivalent Fuel Cap. 10807 

1976-1972; Regular Locking Fuel Cap. 10571 

1976-1972; Oil Filler Cap. 10066 

1976-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


Dodge - Continued 


Coronet - Continued 

V-8 318 - Continued 

1971; OE Type Radiator Cap. 10231 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 

1970; OE Type Radiator Cap. 10231 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10483 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 

1969-1968; OE Type Radiator Cap. 10231 

1969-1968; Regular Locking Fuel Cap; Wagon. 10483 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 

1967; OE Type Radiator Cap. 10231 

1967; Regular Locking Fuel Cap; Wagon. 10483 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1966; OE Type Radiator Cap; W/A.C. 10231 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1966; OE Type Radiator Cap; W/O A.C. 10229 

1966; Regular Locking Fuel Cap; Wagon. 10483 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1965; OE Type Radiator Cap; W/A.C. 10231 

1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1965; OE Type Radiator Cap; W/O A.C. 10229 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 325 

1958-1957; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1958-1957; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1958-1957; Oil Breather Cap. 10061 

V-8 326 

1959; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1959; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1959; Oil Breather Cap. 10061 

V-8 340 

1973-1972; Lev-R-Vent Radiator Cap. 10331 

1973-1972; OE Type Radiator Cap. 10231 

1973-1972; OE Equivalent Fuel Cap. 10807 

1973-1972; Regular Locking Fuel Cap. 10571 

1973-1972; Oil Filler Cap. 10066 

1973-1972; Oil Breather Cap. 10075 

V-8 354 

1957; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1957; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1957; Oil Breather Cap. 10061 

V-8 360 

1976-1974; Lev-R-Vent Radiator Cap. 10331 

1976-1974; OE Type Radiator Cap. 10231 

1976-1974; OE Equivalent Fuel Cap. 10807 


A PP |ication Number 


Dodge - Continued 


Coronet - Continued 

V-8 360 - Continued 

1976-1974; Regular Locking Fuel Cap. 10571 

1976-1974; Oil Filler Cap. 10066 

1976-1974; Oil Breather Cap. 10075 

V-8 361 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; Regular Locking Fuel Cap; Wagon. 10483 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965; OE Type Radiator Cap; W/A.C. 10231 16 

1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965; OE Type Radiator Cap; W/O A.C. 10229 13 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1958; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1958; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1958; Oil Breather Cap. 10061 

V-8 383 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10483 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Regular Locking Fuel Cap; Wagon. 10483 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; Regular Locking Fuel Cap; Wagon. 10483 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; Regular Locking Fuel Cap; Wagon. 10483 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965; OE Type Radiator Cap; W/A.C. 10231 16 

1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965; OE Type Radiator Cap; W/O A.C. 10229 13 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10646 


PSI 

■ 

16 

16 

16 

16 

16 

16 

16 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

16 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Dodge - Continued 


Coronet - Continued 


Application 


Part 

Number 


PSI 


Dodge - Continued 


Coronet - Continued 


V-8 383 - Continued 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1959; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1959; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1959; Oil Breather Cap. 10061 

V-8 400 

1976-1972; Lev-R-Vent Radiator Cap. 10331 16 

1976-1972; OE Type Radiator Cap. 10231 16 

1976-1972; OE Equivalent Fuel Cap. 10807 

1976-1972; Regular Locking Fuel Cap. 10571 

1976-1972; Oil Filler Cap. 10066 

1976-1972; Oil Breather Cap. 10075 

V-8 426 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10483 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Regular Locking Fuel Cap; Wagon. 10483 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; Regular Locking Fuel Cap; Wagon. 10483 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; Regular Locking Fuel Cap; Wagon. 10483 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965; OE Type Radiator Cap; W/A.C. 10231 16 

1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965; OE Type Radiator Cap; W/O A.C. 10229 13 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 440 

1976-1973; Lev-R-Vent Radiator Cap. 10331 16 

1976-1973; OE Type Radiator Cap. 10231 16 

1976-1973; OE Equivalent Fuel Cap. 10807 

1976-1973; Regular Locking Fuel Cap. 10571 

1976-1973; Oil Filler Cap. 10066 

1976-1973; Oil Breather Cap. 10075 

1970; Lev-R-Vent Radiator Cap. 10331 16 


V-8 440 - Continued 

1970; OE Type Radiator Cap. 10231 16 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10483 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969; OE Equivalent Fuel Cap. 10632 

1969; Regular Locking Fuel Cap. 10571 

1968; Lev-R-Vent Radiator Cap. 10331 16 

1968; OE Type Radiator Cap. 10231 16 

1968; Regular Locking Fuel Cap; Wagon. 10483 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Breather Cap. 10070 

1967-1966; Regular Locking Fuel Cap; Wagon. 10483 

1967-1966; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1967-1966; Regular Locking Fuel Cap; Exc. Wagon. 10492 


Custom 
6-Cyl. 230 

1949; Oil Breather Cap. 10061 

1948-1946; OE Equivalent Fuel Cap. 10623 

1948-1946; Regular Locking Fuel Cap. 10491 

1948-1946; Oil Breather Cap. 10061 


Custom 880 

V-8 361 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1962; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963-1962; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963-1962; Oil Breather Cap. 10061 

V-8 383 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 

V-8 413 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 

V-8 426 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number PSI 

A PP |ication Number PSI 

Dodge - Continued 

Dodge - Continued 

Dll 

D & W Series Pickup - Continued 


6-Cyl. 218 

1939; Oil Breather Cap. 10061 

D12; D13 
6-Cvl. 201 

1939; Oil Breather Cap. 10061 

D14; D15; D17 

6-Cyl. 218 

1940; Oil Breather Cap. 10061 

D19 

6-Cyl. 218 

1941; Oil Breather Cap. 10061 

D20; D21 

6-Cyl. 201 

1941; Oil Breather Cap. 10061 

D22 

6-Cyl. 230 

1942; Oil Breather Cap. 10061 

D23 

6-Cyl. 219 

1942; Oil Breather Cap. 10061 


D50 Pickup 

4-Cyl. 122 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10725 

1979; Regular Locking Fuel Cap. 10563 

1979; Oil Filler Cap. 10090 

4-Cy 1.156 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10725 

1979; Regular Locking Fuel Cap. 10563 

1979; Oil Filler Cap. 10090 

4-Cyl. 2.0 L 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10829 

1980; Regular Locking Fuel Cap. 10583 

1980; Oil Filler Cap. 10090 

4-Cyl. 2.6 L 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10829 

1980; Regular Locking Fuel Cap. 10583 

1980; Oil Filler Cap. 10090 


D & W Series Pickup 

6-Cyl. 170 

1967-1965; Lev-R-Vent Radiator Cap. 10328 7 

1967-1965; OE Type Radiator Cap. 10228 7 

1967-1965; OE Equivalent Fuel Cap. 10648 

1967-1965; Regular Locking Fuel Cap. 10492 

1967-1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Lev-R-Vent Radiator Cap. 10328 7 

1964; OE Type Radiator Cap. 10228 7 

1964; OE Equivalent Fuel Cap; Town Sedan, Town Panel. 10623 

1964; Regular Locking Fuel Cap; Town Sedan, Town Panel. 10491 

1964; OE Equivalent Fuel Cap; Exc. Town Sedan, Town Panel. 10648 

1964; Regular Locking Fuel Cap; Exc. Town Sedan, Town Panel 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1962; Lev-R-Vent Radiator Cap. 10328 7 

1963-1962; OE Type Radiator Cap. 10228 7 

1963-1962; OE Equivalent Fuel Cap; Town Sedan, Town Panel. 10623 

1963-1962; Regular Locking Fuel Cap; Town Sedan, Town Panel 10491 


6-Cyl. 170 - Continued 

1963-1962; OE Equivalent Fuel Cap; Exc. Town Sedan, Town 

Panel. 10648 

1963-1962; Regular Locking Fuel Cap; Exc. Town Sedan, Town 

Panel. 10492 

1963-1962; Oil Breather Cap. 10061 

1961; Lev-R-Vent Radiator Cap. 10328 7 

1961; OE Type Radiator Cap. 10228 7 

1961; OE Equivalent Fuel Cap; Town Sedan, Town Panel. 10623 

1961; Regular Locking Fuel Cap; Town Sedan, Town Panel. 10491 

1961; OE Equivalent Fuel Cap; Exc. Town Sedan, Town Panel. 10646 

1961; Regular Locking Fuel Cap; Exc. Town Sedan, Town Panel 10492 
1961; Oil Breather Cap. 10061 

6-Cyl. 198 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; D100, W100 . 10705 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10705 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10648 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

6-Cyl. 225 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank . 10800 

1979-1978; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank 10572 

1979-1978; OE Equivalent Fuel Cap; Utiline. 10742 

1979-1978; Regular Locking Fuel Cap; Utiline. 10571 

1979-1978; Oil Filler Cap. 10066 

1979-1978; Oil Breather Cap. 10075 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank. 10800 

1977-1975; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank 10572 
1977-1975; OE Equivalent Fuel Cap; Sweptline; W/Cab Tank.... 10742 

1977-1975; Regular Locking Fuel Cap; Sweptline; W/Cab Tank. 10571 

1977-1975; OE Equivalent Fuel Cap; Utiline. 10742 

1977-1975; Regular Locking Fuel Cap; Utiline. 10571 

1977-1975; Oil Filler Cap. 10066 

1977-1975; Oil Breather Cap. 10075 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank; D100, 

D200.W100, W200 . 10800 

1974; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank; 

D100, D200, W100, W200 . 10572 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10075 

1973; Lev-R-Vent Radiator Cap. 10331 16 

1973; OE Type Radiator Cap. 10231 16 

1973; OE Equivalent Fuel Cap; D100, W100 . 10705 

1973; OE Equivalent Fuel Cap; D200, W200; W/O Evaporative 

Emission System. 10648 

1973; Regular Locking Fuel Cap; D200, W200; W/O Evaporative 

Emission System. 10492 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10075 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

1972; OE Equivalent Fuel Cap; D100, W100 . 10705 

1972; Regular Locking Fuel Cap; D100, W100 . 10583 

1972; Oil Filler Cap. 10066 

1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; D100, W100 . 10705 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Dodge - Continued 


D & W Series Pickup - Continued 

6-Cyl. 225 - Continued 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10705 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10648 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10329 

1969; OE Type Radiator Cap. 10229 

1969; OE Equivalent Fuel Cap. 10648 

1969; Regular Locking Fuel Cap. 10492 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10328 

1968; OE Type Radiator Cap. 10228 

1968; OE Equivalent Fuel Cap. 10648 

1968; Regular Locking Fuel Cap. 10492 

1968; Oil Breather Cap. 10070 

1967-1965; Lev-R-Vent Radiator Cap. 10328 

1967-1965; OE Type Radiator Cap. 10228 

1967-1965; OE Equivalent Fuel Cap. 10648 

1967-1965; Regular Locking Fuel Cap. 10492 

1967-1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Lev-R-Vent Radiator Cap. 10328 

1964; OE Type Radiator Cap. 10228 

1964; OE Equivalent Fuel Cap; Town Sedan, Town Panel. 10623 

1964; Regular Locking Fuel Cap; Town Sedan, Town Panel. 10491 

1964; OE Equivalent Fuel Cap; Exc. Town Sedan, Town Panel. 10648 

1964; Regular Locking Fuel Cap; Exc. Town Sedan, Town Panel 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1962; Lev-R-Vent Radiator Cap. 10328 

1963-1962; OE Type Radiator Cap. 10228 

1963-1962; OE Equivalent Fuel Cap; Town Sedan, Town Panel. 10623 

1963-1962; Regular Locking Fuel Cap; Town Sedan, Town Panel 10491 
1963-1962; OE Equivalent Fuel Cap; Exc. Town Sedan, Town 

Panel. 10648 

1963-1962; Regular Locking Fuel Cap; Exc. Town Sedan, Town 

Panel. 10492 

1963-1962; Oil Breather Cap. 10061 

1961; Lev-R-Vent Radiator Cap. 10328 

1961; OE Type Radiator Cap. 10228 

1961; OE Equivalent Fuel Cap; Town Sedan, Town Panel. 10623 

1961; Regular Locking Fuel Cap; Town Sedan, Town Panel. 10491 

1961; OE Equivalent Fuel Cap; Exc. Town Sedan, Town Panel. 10646 

1961; Regular Locking Fuel Cap; Exc. Town Sedan, Town Panel 10492 
1961; Oil Breather Cap. 10061 

6-Cvl. 230 

1960; Lev-R-Vent Radiator Cap. 10328 

1960; OE Type Radiator Cap. 10228 

1960; OE Equivalent Fuel Cap; Exc. Underseat & Saddle Tanks 10623 
1960; Regular Locking Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10491 

1960; Oil Breather Cap. 10061 

1959-1957; Lev-R-Vent Radiator Cap. 10308 

1959-1957; OE Type Radiator Cap. 10208 

1959-1957; OE Equivalent Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10623 

1959-1957; Regular Locking Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10491 

1959-1957; Oil Breather Cap. 10061 

6-Cyl. 243 Diesel 

1979-1978; Lev-R-Vent Radiator Cap. 10331 

1979-1978; OE Type Radiator Cap. 10231 

1979-1978; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank. 10800 

1979-1978; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank 10572 

1979-1978; OE Equivalent Fuel Cap; Utiline. 10742 

1979-1978; Regular Locking Fuel Cap; Utiline. 10571 

6-Cyl. 251 

1968; Lev-R-Vent Radiator Cap. 10328 

1968; OE Type Radiator Cap. 10228 

1968; OE Equivalent Fuel Cap. 10648 

1968; Regular Locking Fuel Cap. 10492 

1968; Oil Breather Cap. 10070 


13 

13 


16 

16 


Application 

Part 

Number 

PSI 

Dodge - Continued 

D & W Series Pickup - Continued 

6-Cyl. 251 - Continued 



1967-1961; Lev-R-Vent Radiator Cap. 

10328 

7 

1967-1961; OE Type Radiator Cap. 

10228 

7 

1967-1961; OE Equivalent Fuel Cap. 

10648 


1967-1961; Regular Locking Fuel Cap. 

10492 


1967-1961; Oil Breather Cap; W/Calif. Emission System. 

10070 


1967-1961; Oil Breather Cap; W/O Calif. Emission System. 

10061 


1960-1959; Lev-R-Vent Radiator Cap. 

10328 

7 

1960-1959; OE Type Radiator Cap. 

10228 

7 

1960-1959; OE Equivalent Fuel Cap; Exc. Underseat & Saddle 



Tanks . 

10623 


1960-1959; Regular Locking Fuel Cap; Exc. Underseat & Saddle 



Tanks . 

10491 


1960-1959; Oil Breather Cap. 

10061 


1958; Lev-R-Vent Radiator Cap. 

10308 

4 

1958; OE Type Radiator Cap. 

10208 

4 

1958; OE Equivalent Fuel Cap; Exc. Underseat & Saddle Tanks 

10623 


1958; Regular Locking Fuel Cap; Exc. Underseat & Saddle 



Tanks . 

10491 


1958; Oil Breather Cap. 

10061 


6-Cyl. 3.7 L 



1987-1981; Lev-R-Vent Radiator Cap. 

10331 

16 

1987-1981; OE Type Radiator Cap. 

10231 

16 

1987-1981; OE Equivalent Fuel Cap. 

10817 


1987-1981; Pre-Vent Non-Locking Fuel Cap. 

10819 


1987-1981; Regular Locking Fuel Cap. 

10591 


1987-1981; Pre-Vent Locking Fuel Cap. 

10501 


1987-1981; Oil Filler Cap. 

10066 


1987-1981; Oil Breather Cap. 

10075 


1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1980; OE Type Radiator Cap. 

10231 

16 

1980; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank. 

10800 


1980; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank. 

10572 


1980; OE Equivalent Fuel Cap; Utiline. 

10742 


1980; Regular Locking Fuel Cap; Utiline. 

10571 


1980; Oil Filler Cap. 

10066 


1980; Oil Breather Cap. 

10075 


6-Cyl. 5.9 L Diesel 



1993-1989; Lev-R-Vent Radiator Cap. 

10331 

16 

1993-1989; OE Type Radiator Cap. 

10231 

16 

1993-1989; OE Equivalent Fuel Cap. 

10817 


1993-1989; Pre-Vent Non-Locking Fuel Cap. 

10819 


1993-1989; Regular Locking Fuel Cap. 

10591 


1993-1989; Pre-Vent Locking Fuel Cap. 

10501 


1993-1989; Diesel Pre-Vent Non-Locking Fuel Cap. 

10819D 


1993-1989; Diesel Regular Non-Locking Fuel Cap. 

10830D 


1993-1989; Diesel Only Pre-Vent Locking Fuel Cap. 

10501D 


1993-1989; Diesel Regular Locking Fuel Cap. 

10591D 


1993-1989; Oil Filler Cap. 

10136 


V-6 3.9 L 



1993; Lev-R-Vent Radiator Cap. 

10331 

16 

1993; OE Type Radiator Cap. 

10231 

16 

1993; OE Equivalent Fuel Cap. 

10817 


1993; Pre-Vent Non-Locking Fuel Cap. 

10819 


1993; Regular Locking Fuel Cap. 

10591 


1993; Pre-Vent Locking Fuel Cap. 

10501 


1993; Oil Filler Cap. 

©10066 


1993; Oil Breather Cap. 

10075 


1992-1988; Lev-R-Vent Radiator Cap. 

10331 

16 

1992-1988; OE Type Radiator Cap. 

10231 

16 

1992-1988; OE Equivalent Fuel Cap. 

10817 


1992-1988; Pre-Vent Non-Locking Fuel Cap. 

10819 


1992-1988; Regular Locking Fuel Cap. 

10591 


1992-1988; Pre-Vent Locking Fuel Cap. 

10501 


1992-1988; Oil Filler Cap. 

10066 


1992-1988; Oil Breather Cap. 

10075 


V-8 315 



1958-1957; Lev-R-Vent Radiator Cap. 

10308 

4 

1958-1957; OE Type Radiator Cap. 

10208 

4 

1958-1957; OE Equivalent Fuel Cap; Exc. Underseat & Saddle 



Tanks . 

10623 


1958-1957; Regular Locking Fuel Cap; Exc. Underseat & Saddle 



Tanks . 

10491 



114 



























































































































Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number PSI 

A PP |ication Number PSI 

Dodge - Continued 

Dodge - Continued 

D & W Series Pickup - Continued 

D & W Series Pickup - Continued 


V-8 315- Continued 

1958-1957; Oil Breather Cap. 10061 

V-8 318 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank. 10800 

1979-1978; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank 10572 

1979-1978; OE Equivalent Fuel Cap; Utiline. 10742 

1979-1978; Regular Locking Fuel Cap; Utiline. 10571 

1979-1978; Oil Filler Cap. 10066 

1979-1978; Oil Breather Cap. 10075 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank . 10800 

1977-1975; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank 10572 
1977-1975; OE Equivalent Fuel Cap; Sweptline; W/Cab Tank.... 10742 

1977-1975; Regular Locking Fuel Cap; Sweptline; W/Cab Tank . 10571 

1977-1975; OE Equivalent Fuel Cap; Utiline. 10742 

1977-1975; Regular Locking Fuel Cap; Utiline. 10571 

1977-1975; Oil Filler Cap. 10066 

1977-1975; Oil Breather Cap. 10075 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank; D100, 

D200.W100, W200. 10800 

1974; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank; 

D100, D200, W100, W200 . 10572 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10075 

1973; Lev-R-Vent Radiator Cap. 10331 16 

1973; OE Type Radiator Cap. 10231 16 

1973; OE Equivalent Fuel Cap; D100 W'00 . 10705 

1973; OE Equivalent Fuel Cap; D200, W200; W/O Evaporative 

Emission System. 10648 

1973; Regular Locking Fuel Cap; D200, W200; W/O Evaporative 

Emission System. 10492 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10075 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

1972; OE Equivalent Fuel Cap; D100 W'00 . 10705 

1972; Regular Locking Fuel Cap; D100, W100 . 10583 

1972; Oil Filler Cap. 10066 

1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; D100 W'00 . 10705 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10705 

1970; Regular Locking Fuel Cap; W/Calif. Emission System 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10648 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10648 

1969; Regular Locking Fuel Cap. 10492 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10328 7 

1968; OE Type Radiator Cap. 10228 7 

1968; OE Equivalent Fuel Cap. 10648 

1968; Regular Locking Fuel Cap. 10492 

1968; Oil Breather Cap. 10070 

1967-1965; Lev-R-Vent Radiator Cap. 10328 7 

1967-1965; OE Type Radiator Cap. 10228 7 

1967-1965; OE Equivalent Fuel Cap. 10648 

1967-1965; Regular Locking Fuel Cap. 10492 

1967-1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Lev-R-Vent Radiator Cap. 10328 7 

1964; OE Type Radiator Cap. 10228 7 

1964; OE Equivalent Fuel Cap; Town Sedan, Town Panel. 10623 


V-8 318 - Continued 

1964; Regular Locking Fuel Cap; Town Sedan, Town Panel. 10491 

1964; OE Equivalent Fuel Cap; Exc. Town Sedan, Town Panel. 10648 

1964; Regular Locking Fuel Cap; Exc. Town Sedan, Town Panel 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1962; Lev-R-Vent Radiator Cap. 10328 7 

1963-1962; OE Type Radiator Cap. 10228 7 

1963-1962; OE Equivalent Fuel Cap; Town Sedan, Town Panel. 10623 

1963-1962; Regular Locking Fuel Cap; Town Sedan, Town Panel 10491 
1963-1962; OE Equivalent Fuel Cap; Exc. Town Sedan, Town 

Panel. 10648 

1963-1962; Regular Locking Fuel Cap; Exc. Town Sedan, Town 

Panel. 10492 

1963-1962; Oil Breather Cap. 10061 

1961; Lev-R-Vent Radiator Cap. 10328 7 

1961; OE Type Radiator Cap. 10228 7 

1961; OE Equivalent Fuel Cap; Town Sedan, Town Panel. 10623 

1961; Regular Locking Fuel Cap; Town Sedan, Town Panel. 10491 

1961; OE Equivalent Fuel Cap; Exc. Town Sedan, Town Panel. 10646 

1961; Regular Locking Fuel Cap; Exc. Town Sedan, Town Panel 10492 

1961; Oil Breather Cap. 10061 

1960; Lev-R-Vent Radiator Cap. 10328 7 

1960; OE Type Radiator Cap. 10228 7 

1960; OE Equivalent Fuel Cap; Exc. Underseat & Saddle Tanks 10623 
1960; Regular Locking Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10491 

1960; Oil Breather Cap. 10061 

1959; Lev-R-Vent Radiator Cap. 10308 4 

1959; OE Type Radiator Cap. 10208 4 

1959; OE Equivalent Fuel Cap; Exc. Underseat & Saddle Tanks 10623 
1959; Regular Locking Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10491 

1959; Oil Breather Cap. 10061 

V-8 360 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank; 

W/Threaded Filler Neck. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap; Sweptline; W/O 

Cab Tank; W/Threaded Filler Neck. 10819 

1979-1978; Regular Locking Fuel Cap; Sweptline; W/O Cab 

Tank; W/Threaded Filler Neck. 10591 

1979-1978; Pre-Vent Locking Fuel Cap; Sweptline; W/O Cab 

Tank; W/Threaded Filler Neck. 10501 

1979-1978; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank; 

W/O Threaded Filler Neck. 10800 

1979-1978; Regular Locking Fuel Cap; Sweptline; W/O Cab 

Tank; W/O Threaded Filler Neck. 10572 

1979-1978; OE Equivalent Fuel Cap; Utiline. 10742 

1979-1978; Regular Locking Fuel Cap; Utiline. 10571 

1979-1978; Oil Filler Cap. 10066 

1979-1978; Oil Breather Cap. 10075 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank. 10800 

1977-1975; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank 10572 
1977-1975; OE Equivalent Fuel Cap; Sweptline; W/Cab Tank.... 10742 

1977-1975; Regular Locking Fuel Cap; Sweptline; W/Cab Tank. 10571 

1977-1975; OE Equivalent Fuel Cap; Utiline. 10742 

1977-1975; Regular Locking Fuel Cap; Utiline. 10571 

1977-1975; Oil Filler Cap. 10066 

1977-1975; Oil Breather Cap. 10075 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank; D100, 

D200.W100, W200 . 10800 

1974; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank; 

D100, D200, W100, W200 . 10572 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10075 

1973; Lev-R-Vent Radiator Cap. 10331 16 

1973; OE Type Radiator Cap. 10231 16 

1973; OE Equivalent Fuel Cap; D100 W'00 . 10705 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application Number PSI 

A PP |ication Number PSI 

Dodge - Continued 

Dodge - Continued 

D & W Series Pickup - Continued 

D & W Series Pickup - Continued 


V-8 360 - Continued 

1973; OE Equivalent Fuel Cap; D200, W200; W/O Evaporative 

Emission System. 10648 

1973; Regular Locking Fuel Cap; D200, W200; W/O Evaporative 

Emission System. 10492 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10075 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

1972; OE Equivalent Fuel Cap; D100 W'00 . 10705 

1972; Regular Locking Fuel Cap; D100, W100 . 10583 

1972; Oil Filler Cap. 10066 

1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; D100 W'00 . 10705 

1971; Oil Filler Cap. 10066 

V-8 383 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; D100 W'00 . 10705 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10705 

1970; Regular Locking Fuel Cap; W/Calif. Emission System 10583 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10648 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10648 

1969; Regular Locking Fuel Cap. 10492 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10328 7 

1968; OE Type Radiator Cap. 10228 7 

1968; OE Equivalent Fuel Cap. 10648 

1968; Regular Locking Fuel Cap. 10492 

1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10328 7 

1967; OE Type Radiator Cap. 10228 7 

1967; OE Equivalent Fuel Cap. 10648 

1967; Regular Locking Fuel Cap. 10492 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 400 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank. 10800 

1978; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank. 10572 

1978; OE Equivalent Fuel Cap; Utiline. 10742 

1978; Regular Locking Fuel Cap; Utiline. 10571 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap. 10075 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank. 10800 

1977-1975; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank 10572 
1977-1975; OE Equivalent Fuel Cap; Sweptline; W/Cab Tank.... 10742 

1977-1975; Regular Locking Fuel Cap; Sweptline; W/Cab Tank . 10571 

1977-1975; OE Equivalent Fuel Cap; Utiline. 10742 

1977-1975; Regular Locking Fuel Cap; Utiline. 10571 

1977-1975; Oil Filler Cap. 10066 

1977-1975; Oil Breather Cap. 10075 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank; D100, 

D200.W100, W200 . 10800 

1974; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank; 

D100, D200, W100.W200 . 10572 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10075 

1973; Lev-R-Vent Radiator Cap. 10331 16 


V-8 400 - Continued 

1973; OE Type Radiator Cap. 10231 16 

1973; OE Equivalent Fuel Cap; D160 W'00 . 10705 

1973; OE Equivalent Fuel Cap; D200, W200; W/O Evaporative 

Emission System. 10648 

1973; Regular Locking Fuel Cap; D200, W200; W/O Evaporative 

Emission System. 10492 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10075 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

1972; OE Equivalent Fuel Cap; D1G0 W'00 . 10705 

1972; Regular Locking Fuel Cap; D100, W100 . 10583 

1972; Oil Filler Cap. 10066 

1972; Oil Breather Cap. 10075 

V-8 440 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank; 

W/Threaded Filler Neck. 10817 

1978; Pre-Vent Non-Locking Fuel Cap; Sweptline; W/O Cab 

Tank; W/Threaded Filler Neck. 10819 

1978; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank; 

W/Threaded Filler Neck. 10591 

1978; Pre-Vent Locking Fuel Cap; Sweptline; W/O Cab Tank; 

W/Threaded Filler Neck. 10501 

1978; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank; W/O 

Threaded Filler Neck. 10800 

1978; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank; W/O 

Threaded Filler Neck. 10572 

1978; OE Equivalent Fuel Cap; Utiline. 10742 

1978; Regular Locking Fuel Cap; Utiline. 10571 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap. 10075 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank . 10800 

1977-1975; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank 10572 
1977-1975; OE Equivalent Fuel Cap; Sweptline; W/Cab Tank.... 10742 

1977-1975; Regular Locking Fuel Cap; Sweptline; W/Cab Tank . 10571 

1977-1975; OE Equivalent Fuel Cap; Utiline. 10742 

1977-1975; Regular Locking Fuel Cap; Utiline. 10571 

1977-1975; Oil Filler Cap. 10066 

1977-1975; Oil Breather Cap. 10075 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank; D100, 

D200.W100, W200 . 10800 

1974; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank; 

D100, D200, W100.W200 . 10572 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10075 

1973; Lev-R-Vent Radiator Cap. 10331 16 

1973; OE Type Radiator Cap. 10231 16 

1973; OE Equivalent Fuel Cap; D100, W100 . 10705 

1973; OE Equivalent Fuel Cap; D200, W200; W/O Evaporative 

Emission System. 10648 

1973; Regular Locking Fuel Cap; D200, W200; W/O Evaporative 

Emission System. 10492 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10075 

V-8 5.2 L 

1993; Lev-R-Vent Radiator Cap. 10331 16 

1993; OE Type Radiator Cap. 10231 16 

1993; OE Equivalent Fuel Cap. 10817 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Regular Locking Fuel Cap. 10591 

1993; Pre-Vent Locking Fuel Cap. 10501 

1993; Oil Filler Cap. ©10066 

1993; Oil Breather Cap. 10075 

1992-1986; Lev-R-Vent Radiator Cap. 10331 16 

1992-1986; OE Type Radiator Cap. 10231 16 

1992-1986; OE Equivalent Fuel Cap. 10817 

1992-1986; Pre-Vent Non-Locking Fuel Cap. 10819 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application Number PSI 

A PP |ication Number PSI 

Dodge - Continued 

Dodge - Continued 

D & W Series Pickup - Continued 

D & W Series Pickup - Continued 


V-8 5.2 L - Continued 

1992-1986; Regular Locking Fuel Cap. 10591 

1992-1986; Pre-Vent Locking Fuel Cap. 10501 

1992-1986; Oil Filler Cap. 10066 

1992-1986; Oil Breather Cap. 10075 

1985-1983; Lev-R-Vent Radiator Cap. 10331 16 

1985-1983; OE Type Radiator Cap. 10231 16 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Oil Filler Cap. 10098 

1985-1983; Oil Breather Cap. 10075 

1982-1981; Lev-R-Vent Radiator Cap. 10331 16 

1982-1981 ;OE Type Radiator Cap. 10231 16 

1982-1981; OE Equivalent Fuel Cap. 10817 

1982-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1981; Regular Locking Fuel Cap. 10591 

1982-1981; Pre-Vent Locking Fuel Cap. 10501 

1982-1981; Oil Filler Cap. 10066 

1982-1981; Oil Breather Cap. 10075 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank. 10800 

1980; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank. 10572 

1980; OE Equivalent Fuel Cap; Utiline. 10742 

1980; Regular Locking Fuel Cap; Utiline. 10571 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10075 

V-8 5.9 L 

1993; Lev-R-Vent Radiator Cap. 10331 16 

1993; OE Type Radiator Cap. 10231 16 

1993; OE Equivalent Fuel Cap. 10817 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Regular Locking Fuel Cap. 10591 

1993; Pre-Vent Locking Fuel Cap. 10501 

1993; Oil Filler Cap. ©10066 

1993; Oil Breather Cap. 10075 

1992-1986; Lev-R-Vent Radiator Cap. 10331 16 

1992-1986; OE Type Radiator Cap. 10231 16 

1992-1986; OE Equivalent Fuel Cap. 10817 

1992-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1986; Regular Locking Fuel Cap. 10591 

1992-1986; Pre-Vent Locking Fuel Cap. 10501 

1992-1986; Oil Filler Cap. 10066 

1992-1986; Oil Breather Cap. 10075 

1985-1983; Lev-R-Vent Radiator Cap. 10331 16 

1985-1983; OE Type Radiator Cap. 10231 16 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Oil Filler Cap. 10098 

1985-1983; Oil Breather Cap. 10075 

1982-1981; Lev-R-Vent Radiator Cap. 10331 16 

1982-1981; OE Type Radiator Cap. 10231 16 

1982-1981; OE Equivalent Fuel Cap. 10817 

1982-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1981; Regular Locking Fuel Cap. 10591 

1982-1981; Pre-Vent Locking Fuel Cap. 10501 

1982-1981; Oil Filler Cap. 10066 

1982-1981; Oil Breather Cap. 10075 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank; W/O 

Threaded Filler Neck. 10800 

1980; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank; W/O 

Threaded Filler Neck. 10572 

1980; OE Equivalent Fuel Cap; Utiline. 10742 

1980; Regular Locking Fuel Cap; Utiline. 10571 

1980; OE Equivalent Fuel Cap; Sweptline; W/O Cab Tank; 

W/Threaded Filler Neck. 10817 

1980; Pre-Vent Non-Locking Fuel Cap; Sweptline; W/O Cab 

Tank; W/Threaded Filler Neck. 10819 


V-8 5.9 L - Continued 

1980; Regular Locking Fuel Cap; Sweptline; W/O Cab Tank; 

W/Threaded Filler Neck. 10591 

1980; Pre-Vent Locking Fuel Cap; Sweptline; W/O Cab Tank; 

W/Threaded Filler Neck. 10501 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10075 


Dakota 

4-Cyl. 2.2 L 

1988-1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10066 

4-Cyl. 2.5 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10066 

1993-1989; Lev-R-Vent Radiator Cap. 10331 16 

1993-1989; OE Type Radiator Cap. 10231 16 

1993-1989; OE Equivalent Fuel Cap. 10817 

1993-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1989; Regular Locking Fuel Cap. 10591 

1993-1989; Pre-Vent Locking Fuel Cap. 10501 

1993-1989; Oil Filler Cap. 10066 

1993-1989; Oil Breather Cap. 10075 

V-6 3.9 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10111 

1994; Oil Breather Cap. 10075 

1993-1987; Lev-R-Vent Radiator Cap. 10331 16 

1993-1987; OE Type Radiator Cap. 10231 16 

1993-1987; OE Equivalent Fuel Cap. 10817 

1993-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1987; Regular Locking Fuel Cap. 10591 

1993-1987; Pre-Vent Locking Fuel Cap. 10501 

1993-1987; Oil Filler Cap. 10066 

1993-1987; Oil Breather Cap. 10075 

V-8 5.2 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10111 

1994; Oil Breather Cap. 10075 

1993-1989; Lev-R-Vent Radiator Cap. 10331 16 

1993-1989; OE Type Radiator Cap. 10231 16 

1993-1989; OE Equivalent Fuel Cap. 10817 

1993-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1989; Regular Locking Fuel Cap. 10591 

1993-1989; Pre-Vent Locking Fuel Cap. 10501 

1993-1989; Oil Filler Cap. 10066 

1993-1989; Oil Breather Cap. 10075 

Dart 

6-Cyl. 170 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Regular Locking Fuel Cap. 10572 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Dodge - Continued 

Dodge - Continued 

Dart - Continued 

Dart - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 170 - Continued 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; Regular Locking Fuel Cap. 10572 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966-1964; Lev-R-Vent Radiator Cap. 10329 13 

1966-1964; OE Type Radiator Cap. 10229 13 

1966-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1966-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; Lev-R-Vent Radiator Cap. 10329 13 

1963; OE Type Radiator Cap. 10229 13 

1963; Oil Breather Cap. 10061 

6-Cvl. 198 

1974-1972; Lev-R-Vent Radiator Cap. 10331 16 

1974-1972; OE Type Radiator Cap. 10231 16 

1974-1972; OE Equivalent Fuel Cap. 10800 

1974-1972; Regular Locking Fuel Cap. 10572 

1974-1972; Oil Filler Cap. 10066 

1974-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10572 

1970; Oil Filler Cap. 10066 

6-Cyl. 225 

1976-1972; Lev-R-Vent Radiator Cap. 10331 16 

1976-1972; OE Type Radiator Cap. 10231 16 

1976-1972; OE Equivalent Fuel Cap. 10800 

1976-1972; Regular Locking Fuel Cap. 10572 

1976-1972; Oil Filler Cap. 10066 

1976-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10572 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Regular Locking Fuel Cap. 10572 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; Regular Locking Fuel Cap. 10572 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966-1964; Lev-R-Vent Radiator Cap. 10329 13 

1966-1964; OE Type Radiator Cap. 10229 13 

1966-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1966-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; Lev-R-Vent Radiator Cap. 10329 13 

1963; OE Type Radiator Cap. 10229 13 

1963; Oil Breather Cap. 10061 

1962-1960; Lev-R-Vent Radiator Cap. 10329 13 

1962-1960; OE Type Radiator Cap. 10229 13 

1962-1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1962-1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1962-1960; Oil Breather Cap. 10061 

V-8 273 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Regular Locking Fuel Cap. 10572 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; Regular Locking Fuel Cap. 10572 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 


V-8 273 - Continued 

1966-1964; Lev-R-Vent Radiator Cap. 10329 13 

1966-1964; OE Type Radiator Cap. 10229 13 

1966-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1966-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 318 

1976-1972; Lev-R-Vent Radiator Cap. 10331 16 

1976-1972; OE Type Radiator Cap. 10231 16 

1976-1972; OE Equivalent Fuel Cap. 10800 

1976-1972; Regular Locking Fuel Cap. 10572 

1976-1972; Oil Filler Cap. 10066 

1976-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10572 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Regular Locking Fuel Cap. 10572 

1969-1968; Oil Breather Cap. 10070 

1962-1960; Lev-R-Vent Radiator Cap. 10329 13 

1962-1960; OE Type Radiator Cap. 10229 13 

1962-1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1962-1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1962-1960; Oil Breather Cap. 10061 

V-8 340 

1973-1972; Lev-R-Vent Radiator Cap. 10331 16 

1973-1972; OE Type Radiator Cap. 10231 16 

1973-1972; OE Equivalent Fuel Cap. 10800 

1973-1972; Regular Locking Fuel Cap. 10572 

1973-1972; Oil Filler Cap. 10066 

1973-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10572 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Regular Locking Fuel Cap. 10572 

1969-1968; Oil Breather Cap. 10070 

V-8 360 

1976-1974; Lev-R-Vent Radiator Cap. 10331 16 

1976-1974; OE Type Radiator Cap. 10231 16 

1976-1974; OE Equivalent Fuel Cap. 10800 

1976-1974; Regular Locking Fuel Cap. 10572 

1976-1974; Oil Filler Cap. 10066 

1976-1974; Oil Breather Cap. 10075 

V-8 361 

1962-1960; Lev-R-Vent Radiator Cap. 10329 13 

1962-1960; OE Type Radiator Cap. 10229 13 

1962-1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1962-1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1962-1960; Oil Breather Cap. 10061 

V-8 383 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Regular Locking Fuel Cap. 10572 

1969-1968; Oil Breather Cap. 10070 

1961-1960; Lev-R-Vent Radiator Cap. 10329 13 

1961 -1960; OE Type Radiator Cap. 10229 13 

1961-1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1961-1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1961- 1960; Oil Breather Cap. 10061 

V-8 413 

1962- 1961; Lev-R-Vent Radiator Cap. 10329 13 

1962-1961; OE Type Radiator Cap. 10229 13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Dodge - Continued 

Dynasty - Continued 

V-6 3.0 L 



1993-1988; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1993-1988; OE Type Radiator Cap. 

. 10231 

16 

1993-1988; OE Equivalent Fuel Cap. 

. 10817 


1993-1988; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1993-1988; Regular Locking Fuel Cap. 

. 10591 


1993-1988; Pre-Vent Locking Fuel Cap. 

. 10501 


1993-1988; Oil Filler Cap. 

. 10088 


V-6 3.3 L 



1993-1990; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1993-1990; OE Type Radiator Cap. 

. 10231 

16 

1993-1990; OE Equivalent Fuel Cap. 

. 10817 


1993-1990; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1993-1990; Regular Locking Fuel Cap. 

. 10591 


1993-1990; Pre-Vent Locking Fuel Cap. 

. 10501 


1993-1990; Oil Filler Cap. 

. 10066 


Grand Caravan 

4-Cvl. 2.2 L 



1987; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1987; OE Type Radiator Cap. 

. 10231 

16 

1987; OE Equivalent Fuel Cap. 

. 10817 


1987; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1987; Regular Locking Fuel Cap. 

. 10591 


1987; Pre-Vent Locking Fuel Cap. 

. 10501 


1987; Oil Filler Cap. 

. 10066 


4-Cvl. 2.5 L 



1989; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1989; OE Type Radiator Cap. 

. 10231 

16 

1989; OE Equivalent Fuel Cap. 

. 10817 


1989; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1989; Regular Locking Fuel Cap. 

. 10591 


1989; Pre-Vent Locking Fuel Cap. 

. 10501 


1989; Oil Filler Cap. 

. 10066 


1988-1987; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1988-1987; OE Type Radiator Cap. 

. 10231 

16 

1988-1987; OE Equivalent Fuel Cap. 

. 10817 


1988-1987; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1988-1987; Regular Locking Fuel Cap. 

. 10591 


1988-1987; Pre-Vent Locking Fuel Cap. 

. 10501 


V-6 3.0 L 



1994-1992; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1994-1992; OE Type Radiator Cap. 

. 10231 

16 

1994-1992; OE Equivalent Fuel Cap. 

. 10817 


1994-1992; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994-1992; Regular Locking Fuel Cap. 

. 10591 


1994-1992; Pre-Vent Locking Fuel Cap. 

. 10501 


1994-1992; Oil Filler Cap. 

. 10088 


1989-1987; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1989-1987; OE Type Radiator Cap. 

. 10231 

16 

1989-1987; OE Equivalent Fuel Cap. 

. 10817 


1989-1987; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1989-1987; Regular Locking Fuel Cap. 

. 10591 


1989-1987; Pre-Vent Locking Fuel Cap. 

. 10501 


1989-1987; Oil Filler Cap. 

. 10088 


V-6 3.3 L 



1994-1990; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1994-1990; OE Type Radiator Cap. 

. 10231 

16 

1994-1990; OE Equivalent Fuel Cap. 

. 10817 


1994-1990; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994-1990; Regular Locking Fuel Cap. 

. 10591 


1994-1990; Pre-Vent Locking Fuel Cap. 

. 10501 


1994-1990; Oil Filler Cap. 

. 10066 


V-6 3.8 L 



1994; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1994; OE Type Radiator Cap. 

. 10231 

16 

1994; OE Equivalent Fuel Cap. 

. 10817 


1994; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994; Regular Locking Fuel Cap. 

. 10591 


1994; Pre-Vent Locking Fuel Cap. 

. 10501 


1994; Oil Filler Cap. 

. 10066 



Application 

Part 

Number 

PSI 

Dodge - Continued 

Intrepid 

V-6 3.3 L 



1994-1993; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1994-1993; OE Type Radiator Cap. 

. 10230 

16 

1994-1993; OE Equivalent Fuel Cap. 

. 10817 


1994-1993; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994-1993; Regular Locking Fuel Cap. 

. 10591 


1994-1993; Pre-Vent Locking Fuel Cap. 

. 10501 


1994-1993; Oil Filler Cap. 

. 10066 


V-6 3.5 L 



1994-1993; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1994-1993; OE Type Radiator Cap. 

. 10230 

16 

1994-1993; OE Equivalent Fuel Cap. 

. 10817 


1994-1993; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994-1993; Regular Locking Fuel Cap. 

. 10591 


1994-1993; Pre-Vent Locking Fuel Cap. 

. 10501 


1994-1993; Oil Filler Cap. 

. 10111 


Lancer 

4-Cvl. 2.2 L 



1989-1985; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1989-1985; OE Type Radiator Cap. 

. 10231 

16 

1989-1985; OE Equivalent Fuel Cap. 

. 10817 


1989-1985; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1989-1985; Regular Locking Fuel Cap. 

. 10591 


1989-1985; Pre-Vent Locking Fuel Cap. 

. 10501 


1989-1985; Oil Filler Cap. 

. 10066 


4-Cvl. 2.5 L 



1989-1986; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1989-1986; OE Type Radiator Cap. 

. 10231 

16 

1989-1986; OE Equivalent Fuel Cap. 

. 10817 


1989-1986; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1989-1986; Regular Locking Fuel Cap. 

. 10591 


1989-1986; Pre-Vent Locking Fuel Cap. 

. 10501 


1989-1986; Oil Filler Cap. 

. 10066 


6-Cyl. 170; 6-Cyl. 225 



1962-1961; Oil Breather Cap. 

. 10061 


Magnum 

V-8 318; V-8 360 



1979; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1979; OE Type Radiator Cap. 

. 10231 

16 

1979; OE Equivalent Fuel Cap. 

. 10807 


1979; Regular Locking Fuel Cap. 

. 10571 


1979; Oil Filler Cap. 

. 10066 


1979; Oil Breather Cap. 

. 10075 


1978; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1978; OE Type Radiator Cap. 

. 10231 

16 

1978; OE Equivalent Fuel Cap. 

. 10817 


1978; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1978; Regular Locking Fuel Cap. 

. 10591 


1978; Pre-Vent Locking Fuel Cap. 

. 10501 


1978; Oil Filler Cap. 

. 10066 


1978; Oil Breather Cap. 

. 10075 


V-8 400 



1978; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1978; OE Type Radiator Cap. 

. 10231 

16 

1978; OE Equivalent Fuel Cap. 

. 10817 


1978; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1978; Regular Locking Fuel Cap. 

. 10591 


1978; Pre-Vent Locking Fuel Cap. 

. 10501 


1978; Oil Filler Cap. 

. 10066 


1978; Oil Breather Cap. 

. 10075 


Matador 

V-8 361; V-8 383 



I960; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10646 


1960; Regular Locking Fuel Cap; Exc. Wagon. 

. 10492 


1960; Oil Breather Cap. 

. 10061 


Meadowbrook 

6-Cyl. 230 



1954-1953; Oil Breather Cap. 

. 10061 


1952-1949; OE Equivalent Fuel Cap. 

. 10623 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Dodge - Continued 

Dodge - Continued 

Meadowbrook - Continued 

Mirada - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 230 - Continued 

1952-1949; Regular Locking Fuel Cap. 10491 

1952-1949; Oil Breather Cap. 10061 

V-8 241 

1954-1953; Oil Breather Cap. 10061 


Mini Ram Van 

4-Cyl. 2.2 L 

1987-1984; Lev-R-Vent Radiator Cap. 10331 16 

1987-1984; OE Type Radiator Cap. 10231 16 

1987-1984; OE Equivalent Fuel Cap. 10817 

1987-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1984; Regular Locking Fuel Cap. 10591 

1987-1984; Pre-Vent Locking Fuel Cap. 10501 

1987- 1984; Oil Filler Cap. 10066 

4-Cyl. 2.5 L 

1988- 1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10066 

4-Cyl. 2.6 L 

1987-1984; Lev-R-Vent Radiator Cap. 10331 16 

1987-1984; OE Type Radiator Cap. 10231 16 

1987-1984; OE Equivalent Fuel Cap. 10817 

1987-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1984; Regular Locking Fuel Cap. 10591 

1987-1984; Pre-Vent Locking Fuel Cap. 10501 

1987- 1984; Oil Filler Cap. 10088 

V-6 3.0 L 

1988- 1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10088 


Mirada 
6-Cyl. 3.7 L 

1983-1980; Lev-R-Vent Radiator Cap. 10331 16 

1983-1980; OE Type Radiator Cap. 10231 16 

1983-1980; OE Equivalent Fuel Cap. 10817 

1983-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1980; Regular Locking Fuel Cap. 10591 

1983-1980; Pre-Vent Locking Fuel Cap. 10501 

1983-1980; Oil Filler Cap. 10066 

1983-1980; Oil Breather Cap. 10075 

V-8 5.2 L 

1983; Lev-R-Vent Radiator Cap. 10331 16 

1983; OE Type Radiator Cap. 10231 16 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Oil Filler Cap. 10098 

1983; Oil Breather Cap. 10075 

1982-1980; Lev-R-Vent Radiator Cap. 10331 16 

1982-1980; OE Type Radiator Cap. 10231 16 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10066 

1982-1980; Oil Breather Cap. 10075 

V-8 5.9 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 


V-8 5.9 L - Continued 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10075 


Monaco 

6-Cyl. 225 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Hardtop, Sedan. 10817 

1978; Pre-Vent Non-Locking Fuel Cap; Hardtop, Sedan. 10819 

1978; Regular Locking Fuel Cap; Hardtop, Sedan. 10591 

1978; Pre-Vent Locking Fuel Cap; Hardtop, Sedan. 10501 

1978; OE Equivalent Fuel Cap; Wagon. 10807 

1978; Regular Locking Fuel Cap; Wagon. 10571 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap. 10075 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10807 

1977; Regular Locking Fuel Cap. 10571 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap. 10075 

V-6 3.0 L 

1992-1991; Lev-R-Vent Radiator Cap. 10334 18 

1992-1991 ;OE Type Radiator Cap. 10234 18 

1992-1991; OE Equivalent Fuel Cap. 10817 

1992-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1991; Regular Locking Fuel Cap. 10591 

1992-1991; Pre-Vent Locking Fuel Cap. 10501 

1992-1991; Oil Filler Cap. 10085 

1990; OE Equivalent Fuel Cap. 10817 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10085 

V-8 318 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Hardtop, Sedan. 10817 

1978; Pre-Vent Non-Locking Fuel Cap; Hardtop, Sedan. 10819 

1978; Regular Locking Fuel Cap; Hardtop, Sedan. 10591 

1978; Pre-Vent Locking Fuel Cap; Hardtop, Sedan. 10501 

1978; OE Equivalent Fuel Cap; Wagon. 10807 

1978; Regular Locking Fuel Cap; Wagon. 10571 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap. 10075 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap. 10807 

1977-1975; Regular Locking Fuel Cap. 10571 

1977-1975; Oil Filler Cap. 10066 

1977-1975; Oil Breather Cap. 10075 

V-8 360 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Hardtop, Sedan. 10817 

1978; Pre-Vent Non-Locking Fuel Cap; Hardtop, Sedan. 10819 

1978; Regular Locking Fuel Cap; Hardtop, Sedan. 10591 

1978; Pre-Vent Locking Fuel Cap; Hardtop, Sedan. 10501 

1978; OE Equivalent Fuel Cap; Wagon. 10807 

1978; Regular Locking Fuel Cap; Wagon. 10571 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap. 10075 

1977-1972; Lev-R-Vent Radiator Cap. 10331 16 

1977-1972; OE Type Radiator Cap. 10231 16 

1977-1972; OE Equivalent Fuel Cap. 10807 

1977-1972; Regular Locking Fuel Cap. 10571 

1977-1972; Oil Filler Cap. 10066 

1977-1972; Oil Breather Cap. 10075 

V-8 383 

1971; Lev-R-Vent Radiator Cap. 10331 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


Dodge - Continued 


Monaco - Continued 

V-8 383 - Continued 

1971; OE Type Radiator Cap. 10231 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 

1970; OE Type Radiator Cap. 10231 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10331 

1969; OE Type Radiator Cap. 10231 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10331 

1968; OE Type Radiator Cap. 10231 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 

1967; OE Type Radiator Cap. 10231 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966-1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1966-1965; OE Type Radiator Cap; W/A.C. 10231 

1966-1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1966-1965; OE Type Radiator Cap; W/O A.C. 10229 

1966-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966-1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1966-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 400 

1978; Lev-R-Vent Radiator Cap. 10331 

1978; OE Type Radiator Cap. 10231 

1978; OE Equivalent Fuel Cap; Hardtop, Sedan. 10817 

1978; Pre-Vent Non-Locking Fuel Cap; Hardtop, Sedan. 10819 

1978; Regular Locking Fuel Cap; Hardtop, Sedan. 10591 

1978; Pre-Vent Locking Fuel Cap; Hardtop, Sedan. 10501 

1978; OE Equivalent Fuel Cap; Wagon. 10807 

1978; Regular Locking Fuel Cap; Wagon. 10571 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap. 10075 

1977-1972; Lev-R-Vent Radiator Cap. 10331 

1977-1972; OE Type Radiator Cap. 10231 

1977-1972; OE Equivalent Fuel Cap. 10807 

1977-1972; Regular Locking Fuel Cap. 10571 

1977-1972; Oil Filler Cap. 10066 

1977-1972; Oil Breather Cap. 10075 

V-8 413 

1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1965; OE Type Radiator Cap; W/A.C. 10231 

1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1965; OE Type Radiator Cap; W/O A.C. 10229 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 


A PP |ica,ion Number 


Dodge - Continued 


Monaco - Continued 

V-8 413- Continued 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 426 

1966-1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966-1965; OE Type Radiator Cap; W/A.C. 10231 16 

1966-1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966-1965; OE Type Radiator Cap; W/O A.C. 10229 13 

1966-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966-1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1966-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 440 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Hardtop, Sedan. 10817 

1978; Pre-Vent Non-Locking Fuel Cap; Hardtop, Sedan. 10819 

1978; Regular Locking Fuel Cap; Hardtop, Sedan. 10591 

1978; Pre-Vent Locking Fuel Cap; Hardtop, Sedan. 10501 

1978; OE Equivalent Fuel Cap; Wagon. 10807 

1978; Regular Locking Fuel Cap; Wagon. 10571 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap. 10075 

1976-1972; Lev-R-Vent Radiator Cap. 10331 16 

1976-1972; OE Type Radiator Cap. 10231 16 

1976-1972; OE Equivalent Fuel Cap. 10807 

1976-1972; Regular Locking Fuel Cap. 10571 

1976-1972; Oil Filler Cap. 10066 

1976-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10331 16 

1969; OE Type Radiator Cap. 10231 16 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10331 16 

1968; OE Type Radiator Cap. 10231 16 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 


PSI 

■ 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 

13 

13 

16 

16 

16 

16 

16 

16 

13 

13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Dodge - Continued 

Monaco - Continued 

V-8 440 - Continued 



1966; Regular Locking Fuel Cap; Exc. Wagon. 

. 10571 


1966; Oil Breather Cap; W/Calif. Emission System. 

. 10070 


1966; Oil Breather Cap; W/O Calif. Emission System. 

. 10061 


Omni 

4-Cyl. 1.6 L 



1986-1983; Lev-R-Vent Radiator Cap. 

10331 

16 

1986-1983; OE Type Radiator Cap. 

10231 

16 

1986-1983; OE Equivalent Fuel Cap. 

. 10817 


1986-1983; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1986-1983; Regular Locking Fuel Cap. 

. 10591 


1986-1983; Pre-Vent Locking Fuel Cap. 

. 10501 


1986-1983; Oil Filler Cap. 

. 10079 


4-Cvl. 1.7 L 



1983; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1983; OE Type Radiator Cap. 

. 10231 

16 

1983; OE Equivalent Fuel Cap. 

10817 


1983; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1983; Regular Locking Fuel Cap. 

10591 


1983; Pre-Vent Locking Fuel Cap. 

. 10501 


1983; Oil Filler Cap. 

. 10079 


1982; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1982; OE Type Radiator Cap. 

. 10231 

16 

1982; OE Equivalent Fuel Cap. 

10817 


1982; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1982; Regular Locking Fuel Cap. 

10591 


1982; Pre-Vent Locking Fuel Cap. 

. 10501 


1982; Oil Filler Cap. 

. 10066 


1981-1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1981-1980; OE Type Radiator Cap. 

10231 

16 

1981-1980; OE Equivalent Fuel Cap. 

. 10817 


1981-1980; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1981-1980; Regular Locking Fuel Cap. 

. 10591 


1981-1980; Pre-Vent Locking Fuel Cap. 

. 10501 


1981-1980; Oil Filler Cap. 

. 10079 


4-Cyl. 104 



1979-1978; Lev-R-Vent Radiator Cap. 

10331 

16 

1979-1978; OE Type Radiator Cap. 

10231 

16 

1979-1978; OE Equivalent Fuel Cap. 

. 10817 


1979-1978; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1979-1978; Regular Locking Fuel Cap. 

. 10591 


1979-1978; Pre-Vent Locking Fuel Cap. 

. 10501 


1979-1978; Oil Filler Cap. 

. 10079 


4-Cyl. 2.2 L 



1990-1981; Lev-R-Vent Radiator Cap. 

10331 

16 

1990-1981; OE Type Radiator Cap. 

10231 

16 

1990-1981; OE Equivalent Fuel Cap. 

. 10817 


1990-1981; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1990-1981; Regular Locking Fuel Cap. 

. 10591 


1990-1981; Pre-Vent Locking Fuel Cap. 

. 10501 


1990-1981; Oil Filler Cap. 

. 10066 


P Series Van 

6-Cyl. 230 



1959-1957; OE Equivalent Fuel Cap. 

. 10623 


1959-1957; Regular Locking Fuel Cap. 

. 10491 


V-8 315 



1958; OE Equivalent Fuel Cap. 

10623 


1958; Regular Locking Fuel Cap. 

10491 


V-8 318 



1959; OE Equivalent Fuel Cap. 

10623 


1959; Regular Locking Fuel Cap. 

10491 


Polara 

6-Cyl. 225 



1971; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1971; OE Type Radiator Cap. 

. 10231 

16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 

. 10806 


1971; Regular Locking Fuel Cap; Apr. & Older. 

. 10583 


1971; OE Equivalent Fuel Cap; May & Newer. 

. 10807 


1971; Regular Locking Fuel Cap; May & Newer. 

. 10571 



Application 


Part 

Number 


PSI 


Dodge - Continued 


Polara - Continued 

6-Cyl. 225 - Continued 

1971; Oil Filler Cap. 

1971; Oil Breather Cap. 

1970; Lev-R-Vent Radiator Cap. 

1970; OE Type Radiator Cap. 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 

1970; Oil Filler Cap. 

1964; Lev-R-Vent Radiator Cap; W/A.C. 

1964; OE Type Radiator Cap; W/A.C. 

1964; Lev-R-Vent Radiator Cap; W/O A.C. 

1964; OE Type Radiator Cap; W/O A.C. 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 

1964; Regular Locking Fuel Cap; Exc. Wagon. 

1964; Oil Breather Cap; W/Calif. Emission System. 

1964; Oil Breather Cap; W/O Calif. Emission System. 

1963; Lev-R-Vent Radiator Cap; W/A.C. 

1963; OE Type Radiator Cap; W/A.C. 

1963; Lev-R-Vent Radiator Cap; W/O A.C. 

1963; OE Type Radiator Cap; W/O A.C. 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 

1963; Regular Locking Fuel Cap; Exc. Wagon. 

1963; Oil Breather Cap. 

V-8 318 

1973-1972; Lev-R-Vent Radiator Cap. 

1973-1972; OE Type Radiator Cap. 

1973-1972; OE Equivalent Fuel Cap. 

1973-1972; Regular Locking Fuel Cap. 

1973-1972; Oil Filler Cap. 

1973-1972; Oil Breather Cap. 

1971; Lev-R-Vent Radiator Cap. 

1971; OE Type Radiator Cap. 

1971; OE Equivalent Fuel Cap; Apr. & Older. 

1971; Regular Locking Fuel Cap; Apr. & Older. 

1971; OE Equivalent Fuel Cap; May & Newer. 

1971; Regular Locking Fuel Cap; May & Newer. 

1971; Oil Filler Cap. 

1971; Oil Breather Cap. 

1970; Lev-R-Vent Radiator Cap. 

1970; OE Type Radiator Cap. 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 

1970; Oil Filler Cap. 

1969; Lev-R-Vent Radiator Cap. 

1969; OE Type Radiator Cap. 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 

1969; Regular Locking Fuel Cap; Exc. Wagon. 

1969; Oil Breather Cap. 

1968; Lev-R-Vent Radiator Cap. 

1968; OE Type Radiator Cap. 

1968; OE Equivalent Fuel Cap; Wagon. 

1968; Regular Locking Fuel Cap; Wagon. 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 

1968; Regular Locking Fuel Cap; Exc. Wagon. 

1968; Oil Breather Cap. 

1967; Lev-R-Vent Radiator Cap. 

1967; OE Type Radiator Cap. 

1967; OE Equivalent Fuel Cap; Wagon. 


10066 


10075 


10331 

16 

10231 

16 

10806 


10583 


10646 


10492 


10632 


10571 


10066 


10331 

16 

10231 

16 

10329 

13 

10229 

13 

10646 


10492 


10070 


10061 


10331 

16 

10231 

16 

10329 

13 

10229 

13 

10646 


10492 


10061 


10331 

16 

10231 

16 

10807 


10571 


10066 


10075 


10331 

16 

10231 

16 

10806 


10583 


10807 


10571 


10066 


10075 


10331 

16 

10231 

16 

10806 


10583 


10646 


10492 


10632 


10571 


10066 


10331 

16 

10231 

16 

10632 


10571 


10070 


10331 

16 

10231 

16 

10646 


10492 


10632 


10571 


10070 


10331 

16 

10231 

16 

10646 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


Dodge - Continued 


Polara - Continued 

V-8 318 - Continued 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966-1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1966-1965; OE Type Radiator Cap; W/A.C. 10231 

1966-1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1966-1965; OE Type Radiator Cap; W/O A.C. 10229 

1966-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966-1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1966-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1964; OE Type Radiator Cap; W/A.C. 10231 

1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1964; OE Type Radiator Cap; W/O A.C. 10229 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1963; OE Type Radiator Cap; W/A.C. 10231 

1963; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1963; OE Type Radiator Cap; W/O A.C. 10229 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 

V-8 360 

1973-1972; Lev-R-Vent Radiator Cap. 10331 

1973-1972; OE Type Radiator Cap. 10231 

1973-1972; OE Equivalent Fuel Cap. 10807 

1973-1972; Regular Locking Fuel Cap. 10571 

1973-1972; Oil Filler Cap. 10066 

1973-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 

1971; OE Type Radiator Cap. 10231 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1971; Oil BreatherCap. 10075 

V-8 361 

1962-1960; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1962-1960; OE Type Radiator Cap; W/A.C. 10231 

1962-1960; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1962-1960; OE Type Radiator Cap; W/O A.C. 10229 

1962-1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1962-1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1962-1960; Oil Breather Cap. 10061 

V-8 383 

1971; Lev-R-Vent Radiator Cap. 10331 

1971; OE Type Radiator Cap. 10231 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1971; Oil BreatherCap. 10075 

1970; Lev-R-Vent Radiator Cap. 10331 

1970; OE Type Radiator Cap. 10231 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 


A PP |ica,ion Number 


Dodge - Continued 


Polara - Continued 

V-8 383 - Continued 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10331 16 

1969; OE Type Radiator Cap. 10231 16 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10331 16 

1968; OE Type Radiator Cap. 10231 16 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966-1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966-1965; OE Type Radiator Cap; W/A.C. 10231 16 

1966-1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966-1965; OE Type Radiator Cap; W/O A.C. 10229 13 

1966-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966-1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1966-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1964; OE Type Radiator Cap; W/A.C. 10231 16 

1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1964; OE Type Radiator Cap; W/O A.C. 10229 13 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963; OE Type Radiator Cap; W/A.C. 10231 16 

1963; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963; OE Type Radiator Cap; W/O A.C. 10229 13 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 

1961; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1961 ;OE Type Radiator Cap; W/A.C. 10231 16 

1961; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1961 ;OE Type Radiator Cap; W/O A.C. 10229 13 

1961; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1961; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1961; Oil Breather Cap. 10061 

1960; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1960; OE Type Radiator Cap; W/A.C. 10231 16 

1960; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1960; OE Type Radiator Cap; W/O A.C. 10229 13 

1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1960; Regular Locking Fuel Cap; Wagon. 10484 

1960; Oil Breather Cap. 10061 

V-8 400 

1973-1972; Lev-R-Vent Radiator Cap. 10331 16 

1973-1972; OE Type Radiator Cap. 10231 16 

1973-1972; OE Equivalent Fuel Cap. 10807 

1973-1972; Regular Locking Fuel Cap. 10571 

1973-1972; Oil Filler Cap. 10066 

1973-1972; Oil Breather Cap. 10075 

V-8 413 

1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965; OE Type Radiator Cap; W/A.C. 10231 16 

1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965; OE Type Radiator Cap; W/O A.C. 10229 13 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 


PSI 

■ 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

16 

16 

16 

16 

13 

13 

16 

16 

16 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Dodge - Continued 

Dodge - Continued 

Polara - Continued 

Polara - Continued 


Application 


Part 

Number 


PSI 


V-8 413- Continued 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1962; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1962; OE Type Radiator Cap; W/A.C. 10231 16 

1962; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1962; OE Type Radiator Cap; W/O A.C. 10229 13 

1962; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1962; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1962; Oil Breather Cap. 10061 

V-8 426 

1966-1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966-1965; OE Type Radiator Cap; W/A.C. 10231 16 

1966-1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966-1965; OE Type Radiator Cap; W/O A.C. 10229 13 

1966-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966-1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966-1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1966-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1964; OE Type Radiator Cap; W/A.C. 10231 16 

1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1964; OE Type Radiator Cap; W/O A.C. 10229 13 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963; OE Type Radiator Cap; W/A.C. 10231 16 

1963; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963; OE Type Radiator Cap; W/O A.C. 10229 13 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 

V-8 440 

1973-1972; Lev-R-Vent Radiator Cap. 10331 16 

1973-1972; OE Type Radiator Cap. 10231 16 

1973-1972; OE Equivalent Fuel Cap. 10807 

1973-1972; Regular Locking Fuel Cap. 10571 

1973-1972; Oil Filler Cap. 10066 

1973-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1971; Oil Breather Cap. 10075 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10331 16 

1969; OE Type Radiator Cap. 10231 16 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10331 16 

1968; OE Type Radiator Cap. 10231 16 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 


V-8 440 - Continued 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 


Raider 
4-Cvl. 2.6 L 

1989-1987; Lev-R-Vent Radiator Cap. 10329 13 

1989-1987; OE Type Radiator Cap. 10229 13 

1989-1987; OE Equivalent Fuel Cap. 10825 

1989-1987; Regular Locking Fuel Cap. 10595 

1989-1987; Oil Filler Cap. 10088 

V-6 3.0 L 

1989; Lev-R-Vent Radiator Cap. ✓10327 13 

1989; OE Type Radiator Cap. 10227 13 

1989; OE Equivalent Fuel Cap. 10825 

1989; Regular Locking Fuel Cap. 10595 

1989; Oil Filler Cap. 10088 


Ram 50 Pickup 

4-Cvl. 2.0 L 

1989-1987; Lev-R-Vent Radiator Cap. ^10327 13 

1989-1987; OE Type Radiator Cap. 10227 13 

1989-1987; OE Equivalent Fuel Cap. 10817 

1989-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1987; Regular Locking Fuel Cap. 10591 

1989-1987; Pre-Vent Locking Fuel Cap. 10501 

1989-1987; Oil Filler Cap. 10088 

1986-1985; Lev-R-Vent Radiator Cap. 10329 13 

1986-1985; OE Type Radiator Cap. 10229 13 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10088 

1984; Lev-R-Vent Radiator Cap. 10329 13 

1984; OE Type Radiator Cap. 10229 13 

1984; Regular Locking Fuel Cap. 10583 

1984; Oil Filler Cap. 10088 

1983-1981; Lev-R-Vent Radiator Cap. 10329 13 

1983-1981; OE Type Radiator Cap. 10229 13 

1983-1981; OE Equivalent Fuel Cap. 10829 

1983-1981; Regular Locking Fuel Cap. 10583 

1983-1981; Oil Filler Cap. 10088 

4-Cvl. 2.3 L Diesel 

1985; Lev-R-Vent Radiator Cap. 10329 13 

1985; OE Type Radiator Cap. 10229 13 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Oil Filler Cap. 10088 

1984; Lev-R-Vent Radiator Cap. 10329 13 

1984; OE Type Radiator Cap. 10229 13 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Dodge - Continued 

Ramcharger - Continued 

V-8 5.2 L- Continued 



1982-1981; OE Equivalent Fuel Cap. 

. 10817 


1982-1981; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1982-1981; Regular Locking Fuel Cap. 

. 10591 


1982-1981; Pre-Vent Locking Fuel Cap. 

. 10501 


1982-1981; Oil Filler Cap. 

. 10066 


1982-1981; Oil Breather Cap. 

. 10075 


1980; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1980; OE Type Radiator Cap. 

. 10231 

16 

1980; OE Equivalent Fuel Cap. 

10800 


1980; Regular Locking Fuel Cap. 

10572 


1980; Oil Filler Cap. 

. 10098 


1980; Oil Breather Cap. 

. 10075 


V-8 5.9 L 



1993; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1993; OE Type Radiator Cap. 

. 10231 

16 

1993; OE Equivalent Fuel Cap. 

10817 


1993; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1993; Regular Locking Fuel Cap. 

10591 


1993; Pre-Vent Locking Fuel Cap. 

. 10501 


1993; Oil Filler Cap. 

. ©10066 


1993; Oil Breather Cap. 

. 10075 


1992-1986; Lev-R-Vent Radiator Cap. 

10331 

16 

1992-1986; OE Type Radiator Cap. 

10231 

16 

1992-1986; OE Equivalent Fuel Cap. 

. 10817 


1992-1986; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1992-1986; Regular Locking Fuel Cap. 

. 10591 


1992-1986; Pre-Vent Locking Fuel Cap. 

. 10501 


1992-1986; Oil Filler Cap. 

. 10066 


1992-1986; Oil Breather Cap. 

. 10075 


1985-1984; Lev-R-Vent Radiator Cap. 

10331 

16 

1985-1984; OE Type Radiator Cap. 

10231 

16 

1985-1984; OE Equivalent Fuel Cap. 

. 10817 


1985-1984; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1985-1984; Regular Locking Fuel Cap. 

. 10591 


1985-1984; Pre-Vent Locking Fuel Cap. 

. 10501 


1985-1984; Oil Filler Cap. 

. 10098 


1985-1984; Oil Breather Cap. 

. 10075 


1981; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1981; OE Type Radiator Cap. 

. 10231 

16 

1981; OE Equivalent Fuel Cap. 

10817 


1981; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1981; Regular Locking Fuel Cap. 

10591 


1981; Pre-Vent Locking Fuel Cap. 

. 10501 


1981; Oil Filler Cap. 

. 10066 


1981; Oil Breather Cap. 

. 10075 


1980; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1980; OE Type Radiator Cap. 

. 10231 

16 

1980; OE Equivalent Fuel Cap. 

10800 


1980; Regular Locking Fuel Cap. 

10572 


1980; Oil Filler Cap. 

. 10098 


1980; Oil Breather Cap. 

. 10075 


Rampage 

4-Cvl. 2.2 L 



1984-1982; Lev-R-Vent Radiator Cap. 

10331 

16 

1984-1982; OE Type Radiator Cap. 

10231 

16 

1984-1982; OE Equivalent Fuel Cap. 

. 10817 


1984-1982; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1984-1982; Regular Locking Fuel Cap. 

. 10591 


1984-1982; Pre-Vent Locking Fuel Cap. 

. 10501 


1984-1982; Oil Filler Cap. 

. 10066 


Royal 

V-8 241 



1954; Oil Breather Cap. 

. 10061 


V-8 270 



1956-1955; Oil Breather Cap. 

. 10061 


V-8 315 



1956; Oil Breather Cap. 

. 10061 


V-8 325 



1958-1957; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10646 


1958-1957; Regular Locking Fuel Cap; Exc. Wagon. 

. 10492 



Application 

Part 

Number 

PSI 

Dodge - Continued 

Royal ■ Continued 

V-8 325 - Continued 



1958-1957; Oil Breather Cap. 

10061 


V-8 350 



1958; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10646 


1958; Regular Locking Fuel Cap; Exc. Wagon. 

. 10492 


1958; Oil Breather Cap. 

10061 


V-8 354 



1957; Oil Breather Cap. 

10061 


V-8 361 



1959-1958; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10646 


1959-1958; Regular Locking Fuel Cap; Exc. Wagon. 

. 10492 


1959-1958; Oil Breather Cap. 

10061 


V-8 383 



1959; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10646 


1959; Regular Locking Fuel Cap; Exc. Wagon. 

. 10492 


1959; Oil Breather Cap. 

. 10061 


Royal Monaco 

V-8 318 



1977; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1977; OE Type Radiator Cap. 

. 10231 

16 

1977; OE Equivalent Fuel Cap; Sedan. 

. 10807 


1977; Regular Locking Fuel Cap; Sedan. 

. 10571 


1977; OE Equivalent Fuel Cap; Wagon. 

. 10806 


1977; Oil Filler Cap. 

. 10066 


1977; Oil Breather Cap. 

10075 


V-8 360; V-8 400; V-8 440 



1977-1976; Lev-R-Vent Radiator Cap. 

10331 

16 

1977-1976; OE Type Radiator Cap. 

10231 

16 

1977-1976; OE Equivalent Fuel Cap; Sedan. 

. 10807 


1977-1976; Regular Locking Fuel Cap; Sedan. 

. 10571 


1977-1976; OE Equivalent Fuel Cap; Wagon. 

. 10806 


1977-1976; Oil Filler Cap. 

. 10066 


1977-1976; Oil Breather Cap. 

10075 


1975; OE Equivalent Fuel Cap. 

10807 


1975; Regular Locking Fuel Cap. 

10571 


Shadow 

4-Cyl. 2.2 L 



1994; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1994; OE Type Radiator Cap. 

. 10231 

16 

1994; OE Equivalent Fuel Cap. 

10817 


1994; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994; Regular Locking Fuel Cap. 

10591 


1994; Pre-Vent Locking Fuel Cap. 

. 10501 


1994; Oil Filler Cap. 

. 10111 


1993-1987; Lev-R-Vent Radiator Cap. 

10331 

16 

1993-1987; OE Type Radiator Cap. 

10231 

16 

1993-1987; OE Equivalent Fuel Cap. 

. 10817 


1993-1987; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1993-1987; Regular Locking Fuel Cap. 

. 10591 


1993-1987; Pre-Vent Locking Fuel Cap. 

. 10501 


1993-1987; Oil Filler Cap. 

. 10066 


4-Cyl. 2.5 L 



1994; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1994; OE Type Radiator Cap. 

. 10231 

16 

1994; OE Equivalent Fuel Cap. 

10817 


1994; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994; Regular Locking Fuel Cap. 

10591 


1994; Pre-Vent Locking Fuel Cap. 

. 10501 


1994; Oil Filler Cap. 

. 10111 


1993-1988; Lev-R-Vent Radiator Cap. 

10331 

16 

1993-1988; OE Type Radiator Cap. 

10231 

16 

1993-1988; OE Equivalent Fuel Cap. 

. 10817 


1993-1988; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1993-1988; Regular Locking Fuel Cap. 

. 10591 


1993-1988; Pre-Vent Locking Fuel Cap. 

. 10501 


1993-1988; Oil Filler Cap. 

. 10066 


V-6 3.0 L 



1994-1992; Lev-R-Vent Radiator Cap. 

10331 

16 

1994-1992; OE Type Radiator Cap. 

10231 

16 

1994-1992; OE Equivalent Fuel Cap. 

. 10817 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Dodge - Continued 

Dodge - Continued 

Shadow - Continued 

St. Regis - Continued 


Application 


Part 

Number 


PSI 


V-6 3.0 L - Continued 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Regular Locking Fuel Cap. 10591 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Oil Filler Cap. 10088 


Spirit 

4-Cyl. 2.2 L 

1992-1991; Lev-R-Vent Radiator Cap. 10331 16 

1992-1991; OE Type Radiator Cap. 10231 16 

1992-1991; OE Equivalent Fuel Cap. 10817 

1992-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1991; Regular Locking Fuel Cap. 10591 

1992-1991; Pre-Vent Locking Fuel Cap. 10501 

1992- 1991; Oil Filler Cap. 10066 

4-Cvl. 2.5 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10111 

1993- 1989; Lev-R-Vent Radiator Cap. 10331 16 

1993-1989; OE Type Radiator Cap. 10231 16 

1993-1989; OE Equivalent Fuel Cap. 10817 

1993-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1989; Regular Locking Fuel Cap. 10591 

1993-1989; Pre-Vent Locking Fuel Cap. 10501 

1993- 1989; Oil Filler Cap. 10066 

V-6 3.0 L 

1994- 1989; Lev-R-Vent Radiator Cap. 10331 16 

1994-1989; OE Type Radiator Cap. 10231 16 

1994-1989; OE Equivalent Fuel Cap. 10817 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Regular Locking Fuel Cap. 10591 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10088 

St. Regis 

6-Cyl. 225 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10807 

1979; Regular Locking Fuel Cap. 10571 

1979; Oil Filler Cap. 10066 

1979; Oil Breather Cap. 10075 

6-Cyl. 3.7 L 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 

1981; Oil Breather Cap. 10075 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10098 

1980; Oil Breather Cap. 10075 

V-8 318 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10807 

1979; Regular Locking Fuel Cap. 10571 

1979; Oil Filler Cap. 10066 

1979; Oil Breather Cap. 10075 


V-8 360 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10807 

1979; Regular Locking Fuel Cap. 10571 

1979; Oil Filler Cap. 10066 

1979; Oil Breather Cap. 10075 

V-8 5.2 L 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 

1981; Oil Breather Cap. 10075 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10098 

1980; Oil Breather Cap. 10075 

V-8 5.9 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10098 

1980; Oil Breather Cap. 10075 

Stealth 

V-6 3.0 L 

1994-1991; Lev-R-Vent Radiator Cap. 0327 13 

1994-1991; OE Type Radiator Cap. 10227 13 

1994-1991; OE Equivalent Fuel Cap. 10817 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Regular Locking Fuel Cap. 10591 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10088 


T Series Pickup 

6-Cyl. 201; 6-Cyl. 218 


1939; OE Equivalent Fuel Cap; Exc. Underseat & Saddle Tanks 10623 
1939; Regular Locking Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10491 

V Series Pickup 

6-Cyl. 201; 6-Cyl. 218 

1940; OE Equivafent Fuel Cap; Exc. Underseat & Saddle Tanks 10623 
1940; Regular Locking Fuel Cap; Exc. Underseat & Saddle 


Tanks. 10491 


Viper 

V-10 8.0 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10111 

1993-1992; Lev-R-Vent Radiator Cap. 10331 16 

1993-1992; OE Type Radiator Cap. 10231 16 

1993-1992; OE Equivalent Fuel Cap. 10817 

1993-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1992; Regular Locking Fuel Cap. 10591 

1993-1992; Pre-Vent Locking Fuel Cap. 10501 

1993-1992; Oil Filler Cap. 10066 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Dodge - Continued 

Eagle - Continued 

W Series Pickup 

Summit - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 201 

1941; OE Equivalent Fuel Cap; Exc. Underseat & Saddle Tanks 10623 
1941; Regular Locking Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10491 

1941; Oil Breather Cap. 10061 

6-Cyl. 218 

1947-1946; OE Equivalent Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10623 

1947-1946; Regular Locking Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10491 

1947-1946; Oil Breather Cap. 10061 

1943-1941; OE Equivalent Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10623 

1943-1941; Regular Locking Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10491 

1943-1941; Oil Breather Cap. 10061 

6-Cyl. 230; 6-Cyl. 237 

1947-1946; OE Equivalent Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10623 

1947-1946; Regular Locking Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10491 

1947-1946; Oil Breather Cap. 10061 

1943-1942; OE Equivalent Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10623 

1943-1942; Regular Locking Fuel Cap; Exc. Underseat & Saddle 

Tanks. 10491 

1943-1942; Oil Breather Cap. 10061 

Wayfarer 

6-Cyl. 230 

1952-1949; OE Equivalent Fuel Cap. 10623 

1952-1949; Regular Locking Fuel Cap. 10491 

1952-1949; Oil Breather Cap. 10061 



4-Cyl. 2.0 L (Canada) 


1993-1991; Lev-R-Vent Radiator Cap. ✓10327 13 

1993-1991; OE Type Radiator Cap. 10227 13 

1993-1991; OE Equivalent Fuel Cap. 10825 

1993-1991; Regular Locking Fuel Cap. 10595 

1993-1991; Oil Filler Cap. 10088 


Medallion 

4-Cyl. 2.2 L 

1989-1988; OE Equivalent Fuel Cap. 10817 

1989-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1988; Regular Locking Fuel Cap. 10591 

1989-1988; Pre-Vent Locking Fuel Cap. 10501 


Premier 

4-Cyl. 2.5 L 

1989-1988; OE Equivalent Fuel Cap. 10817 

1989-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1988; Regular Locking Fuel Cap. 10591 

1989-1988; Pre-Vent Locking Fuel Cap. 10501 

1989-1988; Oil Filler Cap. 10085 

V-6 3.0 L 

1992-1988; Lev-R-Vent Radiator Cap. 10334 18 

1992-1988; OE Type Radiator Cap. 10234 18 

1992-1988; OE Equivalent Fuel Cap. 10817 

1992-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1988; Regular Locking Fuel Cap. 10591 

1992-1988; Pre-Vent Locking Fuel Cap. 10501 

1992-1988; Oil Filler Cap. 10085 


Summit 

4-Cyl. 1.5 L 

1994-1993; OE Type Radiator Cap. 10241 13 

1994-1993; OE Equivalent Fuel Cap. 10825 

1994-1993; Regular Locking Fuel Cap. 10595 

1994-1993; Oil Filler Cap. 10088 

1992-1989; Lev-R-Vent Radiator Cap. ✓! 0327 13 


4-Cyl. 1.5 L- Continued 

1992-1989; OE Type Radiator Cap. 10227 13 

1992-1989; OE Equivalent Fuel Cap. 10825 

1992-1989; Regular Locking Fuel Cap. 10595 

1992-1989; Oil Filler Cap. 10088 

4-Cyl. 1.6 L 

1990-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1990-1989; OE Type Radiator Cap. 10227 13 

1990-1989; OE Equivalent Fuel Cap. 10825 

1990-1989; Regular Locking Fuel Cap. 10595 

1990-1989; Oil Filler Cap. 10088 

4-Cyl. 1.8 L; 4-Cyl. 2.4 L 

1994-1992; OE Type Radiator Cap. 10241 13 

1994-1992; OE Equivalent Fuel Cap. 10825 

1994-1992; Regular Locking Fuel Cap. 10595 

1994-1992; Oil Filler Cap. 10088 


Talon 

4-Cyl. 1.8 L 

1994-1993; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1993; OE Type Radiator Cap. 10227 13 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10088 

4-Cyl. 2.0 L 

1994-1990; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1990; OE Type Radiator Cap. 10227 13 

1994-1990; OE Equivalent Fuel Cap; W/FWD. 10817 

1994-1990; Pre-Vent Non-Locking Fuel Cap; W/FWD. 10819 

1994-1990; Regular Locking Fuel Cap; W/FWD. 10591 

1994-1990; Pre-Vent Locking Fuel Cap; W/FWD. 10501 

1994-1990; OE Equivalent Fuel Cap; W/AWD. 10825 

1994-1990; Regular Locking Fuel Cap; W/AWD. 10595 

1994-1990; Oil Filler Cap. 10088 


Vision 
V-6 3.3 L 

1994-1993; Lev-R-Vent Radiator Cap. 10330 16 

1994-1993; OE Type Radiator Cap. 10230 16 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10066 

V-6 3.5 L 

1994-1993; Lev-R-Vent Radiator Cap. 10330 16 

1994-1993; OE Type Radiator Cap. 10230 16 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10111 


Edsel 


Bermuda 

V-8 361 

1958; Lev-R-Vent Radiator Cap. 10329 13 

1958; OE Type Radiator Cap. 10229 13 

1958; OE Equivalent Fuel Cap. 10640 

1958; Regular Locking Fuel Cap. 10491 

1958; Oil Breather Cap. 10061 

Citation 

V-8 410 

1958; Lev-R-Vent Radiator Cap. 10329 13 

1958; OE Type Radiator Cap. 10229 13 

1958; Oil Breather Cap. 10061 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Ford - Continued 

Ford - Continued 

Bronco Compact - Continued 

Bronco Full Size - Continued 


Application 


Part 

Number 


PSI 


V-6 2.9 L - Continued 

1990-1989; OE Type Radiator Cap. 10229 13 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap. 10081 

1988-1986; Lev-R-Vent Radiator Cap. 10329 13 

1988-1986; OE Type Radiator Cap. 10229 13 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10081 


Bronco Full Size 

6-Cyl. 4.9 L 

1990-1989; Lev-R-Vent Radiator Cap. 10329 13 

1990-1989; OE Type Radiator Cap. 10229 13 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap. 10081 

1988-1987; Lev-R-Vent Radiator Cap. 10329 13 

1988-1987; OE Type Radiator Cap. 10229 13 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10081 

1986-1985; Lev-R-Vent Radiator Cap. 10329 13 

1986-1985; OE Type Radiator Cap. 10229 13 

1986-1985; OE Equivalent Fuel Cap. 10818 

1986-1985; Regular Locking Fuel Cap. 10593 

1986-1985; Oil Filler Cap. 10081 

1984; Lev-R-Vent Radiator Cap. 10329 13 

1984; OE Type Radiator Cap. 10229 13 

1984; OE Equivalent Fuel Cap. 10818 

1984; Regular Locking Fuel Cap. 10593 

1984; Oil Breather Cap. 10094 

V-8 5.0 L 

1990-1989; Lev-R-Vent Radiator Cap. 10329 13 

1990-1989; OE Type Radiator Cap. 10229 13 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap. 10081 

1988-1987; Lev-R-Vent Radiator Cap. 10329 13 

1988-1987; OE Type Radiator Cap. 10229 13 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10081 

1986-1984; Lev-R-Vent Radiator Cap. 10329 13 

1986-1984; OE Type Radiator Cap. 10229 13 

1986-1984; OE Equivalent Fuel Cap. 10818 

1986-1984; Regular Locking Fuel Cap. 10593 

1986-1984; Oil Breather Cap. 10071 

V-8 5.8 L 

1990-1989; Lev-R-Vent Radiator Cap. 10329 13 

1990-1989; OE Type Radiator Cap. 10229 13 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap. 10081 

1988; Lev-R-Vent Radiator Cap. 10329 13 

1988; OE Type Radiator Cap. 10229 13 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10081 

1987; Lev-R-Vent Radiator Cap. 10329 13 

1987; OE Type Radiator Cap. 10229 13 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 


V-8 5.8 L - Continued 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Filler Cap; W/Oil Filler Tube. 10081 

1987; Oil Breather Cap; WO Oil Filler Tube. 10071 

1986-1985; Lev-R-Vent Radiator Cap. 10329 13 

1986-1985; OE Type Radiator Cap. 10229 13 

1986-1985; OE Equivalent Fuel Cap. 10818 

1986-1985; Regular Locking Fuel Cap. 10593 

1986-1985; Oil Breather Cap. 10071 

1984; Lev-R-Vent Radiator Cap. 10329 13 

1984; OE Type Radiator Cap. 10229 13 

1984; OE Equivalent Fuel Cap. 10818 

1984; Regular Locking Fuel Cap. 10593 

1984; Oil Filler Cap; W/Oil Filler Tube. 10095 

1984; Oil Breather Cap; WO Oil Filler Tube. 10071 


Country Sedan 

V-8 302 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971; OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap. 10810 

1972-1971; Regular Locking Fuel Cap. 10582 

1972- 1971; Oil Breather Cap. 10071 

V-8 351 

1974-1971; Lev-R-Vent Radiator Cap. 10329 13 

1974-1971 ;OE Type Radiator Cap. 10229 13 

1974-1971; OE Equivalent Fuel Cap. 10810 

1974-1971; Regular Locking Fuel Cap. 10582 

1974-1971; Oil Breather Cap. 10071 

V-8 390 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10810 

1971; Regular Locking Fuel Cap. 10582 

1971; Oil Breather Cap. 10071 

V-8 400 

1974-1971; Lev-R-Vent Radiator Cap. 10329 13 

1974-1971 ;OE Type Radiator Cap. 10229 13 

1974-1971; OE Equivalent Fuel Cap. 10810 

1974-1971; Regular Locking Fuel Cap. 10582 

1974-1971; Oil Breather Cap. 10071 

V-8 429 

1973- 1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971; OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap. 10810 

1973-1971; Regular Locking Fuel Cap. 10582 

1973- 1971; Oil Breather Cap. 10071 

V-8 460 

1974- 1973; Lev-R-Vent Radiator Cap. 10329 13 

1974-1973; OE Type Radiator Cap. 10229 13 

1974-1973; OE Equivalent Fuel Cap. 10810 

1974-1973; Regular Locking Fuel Cap. 10582 

1974-1973; Oil Breather Cap. 10071 


Country Squire 

V-8 302 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971; OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap. 10810 

1972-1971; Regular Locking Fuel Cap. 10582 

1972-1971; Oil Breather Cap. 10071 

V-8 351 

1974-1971; Lev-R-Vent Radiator Cap. 10329 13 

1974-1971 ;OE Type Radiator Cap. 10229 13 

1974-1971; OE Equivalent Fuel Cap. 10810 

1974-1971; Regular Locking Fuel Cap. 10582 

1974-1971; Oil Breather Cap. 10071 

V-8 390 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10810 

1971; Regular Locking Fuel Cap. 10582 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Ford - Continued 


Country Squire - Continued 


Part 

Number 


PSI 


Application 


Ford - Continued 


Courier - Continued 


Part 

Number 


PSI 


V-8 390 - Continued 

1971; Oil Breather Cap. 10071 

V-8 400 

1974-1971; Lev-R-Vent Radiator Cap. 10329 

1974-1971; OE Type Radiator Cap. 10229 

1974-1971; OE Equivalent Fuel Cap. 10810 

1974-1971; Regular Locking Fuel Cap. 10582 

1974-1971; Oil Breather Cap. 10071 

V-8 429 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971; OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap. 10810 

1973-1971; Regular Locking Fuel Cap. 10582 

1973- 1971; Oil Breather Cap. 10071 

V-8 460 

1974- 1973; Lev-R-Vent Radiator Cap. 10329 13 

1974-1973; OE Type Radiator Cap. 10229 13 

1974-1973; OE Equivalent Fuel Cap. 10810 

1974-1973; Regular Locking Fuel Cap. 10582 

1974-1973; Oil Breather Cap. 10071 

V-8 5.0 L 

1991-1989; Lev-R-Vent Radiator Cap. 10331 16 

1991-1989; OE Type Radiator Cap. 10231 16 

1991-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1989; Pre-Vent Locking Fuel Cap. 10501 

1991-1989; Oil Filler Cap. 10081 

1988-1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10081 

V-8 5.8 L (Canada) 

1988-1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 


Courier 
4-Cv 1.110 

1978; Lev-R-Vent Radiator Cap. 10329 13 

1978; OE Type Radiator Cap. 10229 13 

1978; OE Equivalent Fuel Cap. 10810 

1978; Regular Locking Fuel Cap. 10582 

1978; Oil Filler Cap. 10082 

1977; Lev-R-Vent Radiator Cap. 10329 13 

1977; OE Type Radiator Cap. 10229 13 

1977; OE Equivalent Fuel Cap. 10810 

1977; Regular Locking Fuel Cap. 10582 

1976-1974; Lev-R-Vent Radiator Cap. 10329 13 

1976-1974; OE Type Radiator Cap. 10229 13 

1976-1974; Regular Locking Fuel Cap. 10579 

1976-1974; Oil Filler Cap. 10082 

1973-1972; Lev-R-Vent Radiator Cap. 10329 13 

1973-1972; OE Type Radiator Cap. 10229 13 

1973-1972; Regular Locking Fuel Cap. 10579 

4-Cvl. 122 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10810 

1979; Regular Locking Fuel Cap. 10582 

4-Cyl. 140 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10810 

1979; Regular Locking Fuel Cap. 10582 

1979; Oil Breather Cap. 10086 

1978; Lev-R-Vent Radiator Cap. 10329 13 

1978; OE Type Radiator Cap. 10229 13 


4-Cyl. 140 - Continued 

1978; OE Equivalent Fuel Cap. 10810 

1978; Regular Locking Fuel Cap. 10582 

1978; Oil Breather Cap. 10071 

1977; Lev-R-Vent Radiator Cap. 10329 13 

1977; OE Type Radiator Cap. 10229 13 

1977; OE Equivalent Fuel Cap. 10810 

1977; Regular Locking Fuel Cap. 10582 

4-Cyl. 2.0 L 

1982; Lev-R-Vent Radiator Cap. 10329 13 

1982; OE Type Radiator Cap. 10229 13 

1982; OE Equivalent Fuel Cap. 10810 

1982; Regular Locking Fuel Cap. 10582 

1981; Lev-R-Vent Radiator Cap. 10329 13 

1981; OE Type Radiator Cap. 10229 13 

1981; OE Equivalent Fuel Cap. 10810 

1981; Regular Locking Fuel Cap. 10582 

1981; Oil Filler Cap. 10082 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10810 

1980; Regular Locking Fuel Cap. 10582 

4-Cyl. 2.3 L 

1982-1981; Lev-R-Vent Radiator Cap. 10329 13 

1982-1981; OE Type Radiator Cap. 10229 13 

1982-1981; OE Equivalent Fuel Cap. 10810 

1982-1981; Regular Locking Fuel Cap. 10582 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10810 

1980; Regular Locking Fuel Cap. 10582 

1980; Oil Breather Cap. 10086 


Crown Victoria 
V-8 4.6 L 

1994-1993; OE Type Radiator Cap. 10238 16 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10081 

1992; Lev-R-Vent Radiator Cap. 10330 16 

1992; OE Type Radiator Cap. 10230 16 

1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1992; Pre-Vent Locking Fuel Cap. 10501 

1992; Oil Filler Cap. 10081 


Custom 

6-Cyl. 223 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1960; Oil Breather Cap. 10061 

1959-1957; Lev-R-Vent Radiator Cap. 10329 13 

1959-1957; OE Type Radiator Cap. 10229 13 

6-Cyl. 240 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971; OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap. 10810 

1972-1971; Regular Locking Fuel Cap. 10582 

1970-1968; Lev-R-Vent Radiator Cap. 10329 13 

1970-1968; OE Type Radiator Cap. 10229 13 

1967-1965; Lev-R-Vent Radiator Cap. 10329 13 

1967-1965; OE Type Radiator Cap. 10229 13 

1967-1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 272 

1957; Lev-R-Vent Radiator Cap. 10329 13 

1957; OE Type Radiator Cap. 10229 13 

V-8 289 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1966; Lev-R-Vent Radiator Cap. 10329 13 


134 












































































































































Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Ford - Continued 

Ford - Continued 

Custom - Continued 

Custom - Continued 


Application 


Part 

Number 


PSI 


V-8 289 - Continued 

1966; OE Type Radiator Cap. 10229 13 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1966; OE Equivalent Fuel Cap; Wagon. 10646 

1966; Regular Locking Fuel Cap; Wagon. 10492 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Lev-R-Vent Radiator Cap. 10329 13 

1965-1964; OE Type Radiator Cap. 10229 13 

V-8 292 

1959-1958; Lev-R-Vent Radiator Cap. 10329 13 

1959-1958; OE Type Radiator Cap. 10229 13 

V-8 302 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971 ;OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap. 10810 

1972-1971; Regular Locking Fuel Cap. 10582 

1972-1971; Oil Breather Cap. 10071 

1970-1968; Lev-R-Vent Radiator Cap. 10329 13 

1970-1968; OE Type Radiator Cap. 10229 13 

V-8 332 

1959-1958; Lev-R-Vent Radiator Cap. 10329 13 

1959-1958; OE Type Radiator Cap. 10229 13 

V-8 351 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971; OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap. 10810 

1972-1971; Regular Locking Fuel Cap. 10582 

1972-1971; Oil Breather Cap. 10071 

1970-1969; Lev-R-Vent Radiator Cap. 10329 13 

1970-1969; OE Type Radiator Cap. 10229 13 

V-8 352 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1966; OE Equivalent Fuel Cap; Wagon. 10646 

1966; Regular Locking Fuel Cap; Wagon. 10492 

1965-1964; Lev-R-Vent Radiator Cap. 10329 13 

1965-1964; OE Type Radiator Cap. 10229 13 

1959-1958; Lev-R-Vent Radiator Cap. 10329 13 

1959-1958; OE Type Radiator Cap. 10229 13 

V-8 390 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10810 

1971; Regular Locking Fuel Cap. 10582 

1971; Oil Breather Cap. 10071 

1970-1968; Lev-R-Vent Radiator Cap. 10329 13 

1970-1968; OE Type Radiator Cap. 10229 13 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1966; OE Equivalent Fuel Cap; Wagon. 10646 

1966; Regular Locking Fuel Cap; Wagon. 10492 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

1965; Lev-R-Vent Radiator Cap. 10329 13 

1965; OE Type Radiator Cap. 10229 13 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

V-8 400 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971 ;OE Type Radiator Cap. 10229 13 


V-8 400 - Continued 

1972-1971; OE Equivalent Fuel Cap. 10810 

1972-1971; Regular Locking Fuel Cap. 10582 

1972-1971; Oil Breather Cap. 10071 

V-8 427 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1966; OE Equivalent Fuel Cap; Wagon. 10646 

1966; Regular Locking Fuel Cap; Wagon. 10492 

1965-1964; Lev-R-Vent Radiator Cap. 10329 13 

1965-1964; OE Type Radiator Cap. 10229 13 

V-8 428 

1968-1966; Lev-R-Vent Radiator Cap. 10329 13 

1968-1966; OE Type Radiator Cap. 10229 13 

V-8 429 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971 ;OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap. 10810 

1972-1971; Regular Locking Fuel Cap. 10582 

1972-1971; Oil Breather Cap. 10071 

1970-1969; Lev-R-Vent Radiator Cap. 10329 13 

1970-1969; OE Type Radiator Cap. 10229 13 


Custom 500 

6-Cyl. 240 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971 ;OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap. 10810 

1972-1971; Regular Locking Fuel Cap. 10582 

V-8 302 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971 ;OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap. 10810 

1972-1971; Regular Locking Fuel Cap. 10582 

1972- 1971; Oil Breather Cap. 10071 

V-8 351 

1977-1976; Lev-R-Vent Radiator Cap. 10330 16 

1977-1976; OE Type Radiator Cap. 10230 16 

1977-1976; OE Equivalent Fuel Cap. 10810 

1977-1976; Regular Locking Fuel Cap. 10582 

1977-1976; Oil Breather Cap. 10071 

1975-1971; Lev-R-Vent Radiator Cap. 10329 13 

1975-1971 ;OE Type Radiator Cap. 10229 13 

1975-1971; OE Equivalent Fuel Cap. 10810 

1975-1971; Regular Locking Fuel Cap. 10582 

1975-1971; Oil Breather Cap. 10071 

V-8 390 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10810 

1971; Regular Locking Fuel Cap. 10582 

1971; Oil Breather Cap. 10071 

V-8 400 

1977-1976; Lev-R-Vent Radiator Cap. 10330 16 

1977-1976; OE Type Radiator Cap. 10230 16 

1977-1976; OE Equivalent Fuel Cap. 10810 

1977-1976; Regular Locking Fuel Cap. 10582 

1977-1976; Oil Breather Cap. 10071 

1975-1971; Lev-R-Vent Radiator Cap. 10329 13 

1975-1971; OE Type Radiator Cap. 10229 13 

1975-1971; OE Equivalent Fuel Cap. 10810 

1975-1971; Regular Locking Fuel Cap. 10582 

1975-1971; Oil Breather Cap. 10071 

V-8 429 

1973- 1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971; OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap. 10810 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Ford - Continued 

Ford - Continued 

Custom 500 - Continued 

E Series Van - Continued 


Application 


Part 

Number 


PSI 


V-8 429 - Continued 

1973-1971; Regular Locking Fuel Cap. 10582 

1973-1971; Oil Breather Cap. 10071 

V-8 460 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10810 

1976; Regular Locking Fuel Cap. 10582 

1976; Oil Breather Cap. 10071 

1975-1973; Lev-R-Vent Radiator Cap. 10329 13 

1975-1973; OE Type Radiator Cap. 10229 13 

1975-1973; OE Equivalent Fuel Cap. 10810 

1975-1973; Regular Locking Fuel Cap. 10582 

1975-1973; Oil Breather Cap. 10071 

E Series Van 

6-Cyl. 144 

1964-1961; Lev-R-Vent Radiator Cap. 10329 13 

1964-1961; OE Equivalent Fuel Cap; Exc. Cutaway HD. 10624 

1964-1961; Regular Locking Fuel Cap; Exc. Cutaway HD. 10483 

6-Cvl. 170 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap; E100, E200 . 10702 

1971; Regular Locking Fuel Cap; E100, E200 . 10580 

1971; OE Equivalent Fuel Cap; E300; W/Evaporative Emission 

System. 10702 

1971; Regular Locking Fuel Cap; E300; W/Evaporative Emission 

System. 10580 

1971; OE Equivalent Fuel Cap; E300; W/O Evaporative Emission 

System. 10623 

1971; Regular Locking Fuel Cap; E300; W/O Evaporative 

Emission System. 10491 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System; 

Exc. Cutaway HD. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System; 

Exc. Cutaway HD. 10491 

1970; Oil Breather Cap. 10070 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Equivalent Fuel Cap; Exc. Cutaway HD. 10623 

1969; Regular Locking Fuel Cap; Exc. Cutaway HD. 10491 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Equivalent Fuel Cap; Exc. Cutaway HD. 10623 

1968; Regular Locking Fuel Cap; Exc. Cutaway HD. 10491 

1967-1965; Lev-R-Vent Radiator Cap. 10329 13 

1967-1965; OE Equivalent Fuel Cap; Exc. Cutaway HD. 10624 

1967-1965; Regular Locking Fuel Cap; Exc. Cutaway HD. 10483 

1967-1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964-1962; Lev-R-Vent Radiator Cap. 10329 13 

1964-1962; OE Equivalent Fuel Cap; Exc. Cutaway HD. 10624 

1964-1962; Regular Locking Fuel Cap; Exc. Cutaway HD. 10483 

6-Cyl. 240 

1974; Lev-R-Vent Radiator Cap. 10329 13 

1974; OE Type Radiator Cap. 10229 13 

1974; OE Equivalent Fuel Cap; E100, E200 . 10702 

1974; Regular Locking Fuel Cap; E100, E200 . 10580 

1974; OE Equivalent Fuel Cap; E300; W/Evaporative Emission 

System. 10702 

1974; Regular Locking Fuel Cap; E300; W/Evaporative Emission 

System. 10580 

1974; OE Equivalent Fuel Cap; E300; W/O Evaporative Emission 

System. 10623 

1974; Regular Locking Fuel Cap; E300; W/O Evaporative 

Emission System. 10491 

1974; Oil Breather Cap. 10071 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971 ;OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap; El00, E200 . 10702 

1973-1971; Regular Locking Fuel Cap; E100, E200 . 10580 

1973-1971; OE Equivalent Fuel Cap; E300; W/Evaporative 

Emission System. 10702 


6-Cyl. 240 - Continued 

1973-1971; Regular Locking Fuel Cap; E300; W/Evaporative 

Emission System. 10580 

1973-1971; OE Equivalent Fuel Cap; E300; W/O Evaporative 

Emission System. 10623 

1973-1971; Regular Locking Fuel Cap; E300; W/O Evaporative 

Emission System. 10491 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System; 

Exc. Cutaway HD. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System; 

Exc. Cutaway HD. 10491 

1970; Oil Breather Cap. 10070 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Equivalent Fuel Cap; Exc. Cutaway HD. 10623 

1969; Regular Locking Fuel Cap; Exc. Cutaway HD. 10491 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Equivalent Fuel Cap; Exc. Cutaway HD. 10623 

1968; Regular Locking Fuel Cap; Exc. Cutaway HD. 10491 

1967-1965; Lev-R-Vent Radiator Cap. 10329 13 

1967-1965; OE Equivalent Fuel Cap; Exc. Cutaway HD. 10624 

1967-1965; Regular Locking Fuel Cap; Exc. Cutaway HD. 10483 

1967-1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

6-Cyl. 3.4 L Diesel 

1991-1990; Lev-R-Vent Radiator Cap. 10329 13 

1991 -1990; OE Type Radiator Cap. 10229 13 

1991-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1990; Pre-Vent Locking Fuel Cap. 10501 

6-Cyl. 300 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10733 

1979-1978; Regular Locking Fuel Cap. 10559 

1979-1978; Oil Breather Cap. 10071 

1977-1975; Lev-R-Vent Radiator Cap. 10329 13 

1977-1975; OE Type Radiator Cap. 10229 13 

1977-1975; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10731 

1977-1975; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10565 

1977-1975; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10624 

1977-1975; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10483 

1977-1975; Oil Breather Cap. 10071 

1974; Lev-R-Vent Radiator Cap. 10329 13 

1974; OE Type Radiator Cap. 10229 13 

1974; OE Equivalent Fuel Cap; E100, E200 . 10702 

1974; Regular Locking Fuel Cap; E100, E200 . 10580 

1974; OE Equivalent Fuel Cap; E300; W/Evaporative Emission 

System. 10702 

1974; Regular Locking Fuel Cap; E300; W/Evaporative Emission 

System. 10580 

1974; OE Equivalent Fuel Cap; E300; W/O Evaporative Emission 

System. 10623 

1974; Regular Locking Fuel Cap; E300; W/O Evaporative 

Emission System. 10491 

1974; Oil Breather Cap. 10071 

1973-1972; Lev-R-Vent Radiator Cap. 10329 13 

1973-1972; OE Type Radiator Cap. 10229 13 

1973-1972; OE Equivalent Fuel Cap; E100, E200 . 10702 

1973-1972; Regular Locking Fuel Cap; E100, E200 . 10580 

1973-1972; OE Equivalent Fuel Cap; E300; W/Evaporative 

Emission System. 10702 

1973-1972; Regular Locking Fuel Cap; E300; W/Evaporative 

Emission System. 10580 

1973-1972; OE Equivalent Fuel Cap; E300; W/O Evaporative 

Emission System. 10623 

1973-1972; Regular Locking Fuel Cap; E300; W/O Evaporative 

Emission System. 10491 

6-Cyl. 4.9 L 

1994-1989; Lev-R-Vent Radiator Cap. 10329 13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Ford - Continued 

Ford - Continued 

E Series Van - Continued 

E Series Van - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 4.9 L- Continued 

1994-1989; OE Type Radiator Cap. 10229 13 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10081 

1988-1985; Lev-R-Vent Radiator Cap. 10329 13 

1988-1985; OE Type Radiator Cap. 10229 13 

1988-1985; OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10818 

1988-1985; Regular Locking Fuel Cap; W/O Threaded Filler 

Neck. 10593 

1988-1985; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler 

Neck. 10819 

1988-1985; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck 10501 

1988-1985; Oil Filler Cap. 10081 

1984; Lev-R-Vent Radiator Cap. 10329 13 

1984; OE Type Radiator Cap. 10229 13 

1984; OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10818 

1984; Regular Locking Fuel Cap; W/O Threaded Filler Neck. 10593 

1984; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler Neck . 10819 

1984; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck. 10501 

1984; Oil Breather Cap. 10094 

1983-1980; Lev-R-Vent Radiator Cap. 10329 13 

1983-1980; OE Type Radiator Cap. 10229 13 

1983-1980; OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10818 

1983-1980; Regular Locking Fuel Cap; W/O Threaded Filler 

Neck. 10593 

1983-1980; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler 

Neck. 10819 

1983-1980; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck 10501 
1983-1980; Oil Breather Cap. 10071 

V-8 302 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10733 

1979; Regular Locking Fuel Cap. 10559 

1979; Oil Breather Cap. 10071 

1975-1974; Lev-R-Vent Radiator Cap. 10329 13 

1975-1974; OE Type Radiator Cap. 10229 13 

1975-1974; OE Equivalent Fuel Cap; E100, E200 . 10702 

1975-1974; Regular Locking Fuel Cap; E100, E200 . 10580 

1975-1974; OE Equivalent Fuel Cap; E300; W/Evaporative 

Emission System. 10702 

1975-1974; Regular Locking Fuel Cap; E300; W/Evaporative 

Emission System. 10580 

1975-1974; OE Equivalent Fuel Cap; E300; W/O Evaporative 

Emission System. 10623 

1975-1974; Regular Locking Fuel Cap; E300; W/O Evaporative 

Emission System. 10491 

1975-1974; Oil Breather Cap. 10071 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971; OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap; El00, E200 . 10702 

1973-1971; Regular Locking Fuel Cap; E100, E200 . 10580 

1973-1971; OE Equivalent Fuel Cap; E300; W/Evaporative 

Emission System. 10702 

1973-1971; Regular Locking Fuel Cap; E300; W/Evaporative 

Emission System. 10580 

1973-1971; OE Equivalent Fuel Cap; E300; W/O Evaporative 

Emission System. 10623 

1973-1971; Regular Locking Fuel Cap; E300; W/O Evaporative 

Emission System. 10491 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System; 

Exc. Cutaway HD. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System; 

Exc. Cutaway HD. 10491 

1970; Oil Breather Cap. 10070 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Equivalent Fuel Cap; Exc. Cutaway HD. 10623 

1969; Regular Locking Fuel Cap; Exc. Cutaway HD. 10491 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Equivalent Fuel Cap; Exc. Cutaway HD. 10623 

1968; Regular Locking Fuel Cap; Exc. Cutaway HD. 10491 


V-8 302 - Continued 

1968; Oil Breather Cap. 10071 

V-8 351 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10733 

1979-1978; Regular Locking Fuel Cap. 10559 

1979-1978; Oil Breather Cap. 10071 

1977-1975; Lev-R-Vent Radiator Cap. 10329 13 

1977-1975; OE Type Radiator Cap. 10229 13 

1977-1975; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10731 

1977-1975; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10565 

1977-1975; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10624 

1977-1975; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10483 

1977-1975; Oil Breather Cap. 10071 

V-8 460 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10733 

1979-1978; Regular Locking Fuel Cap. 10559 

1979-1978; Oil Filler Cap; W/Oil Filler Tube. 10095 

1979-1978; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1977-1975; Lev-R-Vent Radiator Cap. 10329 13 

1977-1975; OE Type Radiator Cap. 10229 13 

1977-1975; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10731 

1977-1975; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10565 

1977-1975; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10624 

1977-1975; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10483 

1977-1975; Oil Filler Cap; W/Oil Filler Tube. 10095 

1977-1975; Oil Breather Cap; W/O Oil Filler Tube. 10071 

V-8 5.0 L 

1994-1989; Lev-R-Vent Radiator Cap. 10329 13 

1994-1989; OE Type Radiator Cap. 10229 13 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10081 

1988-1986; Lev-R-Vent Radiator Cap. 10329 13 

1988-1986; OE Type Radiator Cap. 10229 13 

1988-1986; OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10818 

1988-1986; Regular Locking Fuel Cap; W/O Threaded Filler 

Neck. 10593 

1988-1986; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler 

Neck. 10819 

1988-1986; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck 10501 

1988-1986; Oil Filler Cap. 10081 

1985-1984; Lev-R-Vent Radiator Cap. 10329 13 

1985-1984; OE Type Radiator Cap. 10229 13 

1985-1984; OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10818 

1985-1984; Regular Locking Fuel Cap; W/O Threaded Filler 

Neck. 10593 

1985-1984; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler 

Neck. 10819 

1985-1984; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck 10501 

1985-1984; Oil Filler Cap; W/Oil Filler Tube. 10095 

1985-1984; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1983; Lev-R-Vent Radiator Cap. 10329 13 

1983; OE Type Radiator Cap. 10229 13 

1983; OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10818 

1983; Regular Locking Fuel Cap; W/O Threaded Filler Neck. 10593 

1983; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler Neck . 10819 

1983; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck. 10501 

1983; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1982; Lev-R-Vent Radiator Cap. 10329 13 

1982; OE Type Radiator Cap. 10229 13 

1982; OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10818 

1982; Regular Locking Fuel Cap; W/O Threaded Filler Neck. 10593 


137 

















































































































Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Ford - Continued 

Ford - Continued 

E Series Van - Continued 

E Series Van - Continued 


Application 


Part 

Number 


PSI 


V-8 5.0 L - Continued 

1982; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler Neck . 10819 

1982; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck. 10501 

1982; Oil Filler Cap; W/Oil Filler Tube. 10095 

1982; Oil Breather Cap; WO Oil Filler Tube. 10071 

1981-1980; Lev-R-Vent Radiator Cap. 10329 13 

1981 -1980; OE Type Radiator Cap. 10229 13 

1981 -1980; OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10818 

1981-1980; Regular Locking Fuel Cap; W/O Threaded Filler 

Neck. 10593 

1981-1980; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler 

Neck. 10819 

1981-1980; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck 10501 

1981- 1980; Oil Breather Cap. 10071 

V-8 5.8 L 

1994-1989; Lev-R-Vent Radiator Cap. 10329 13 

1994-1989; OE Type Radiator Cap. 10229 13 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10081 

1988; Lev-R-Vent Radiator Cap. 10329 13 

1988; OE Type Radiator Cap. 10229 13 

1988; Pre-Vent Non-Locking Fuel Cap; W/O Threaded Filler 

Neck. 10821 

1988; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler Neck . 10819 

1988; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck. 10501 

1988; Oil Filler Cap. 10081 

1987; Lev-R-Vent Radiator Cap. 10329 13 

1987; OE Type Radiator Cap. 10229 13 

1987; Pre-Vent Non-Locking Fuel Cap; W/O Threaded Filler 

Neck. 10821 

1987; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler Neck . 10819 

1987; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck. 10501 

1987; Oil Filler Cap; W/Oil Filler Tube. 10081 

1987; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1986-1983; Lev-R-Vent Radiator Cap. 10329 13 

1986-1983; OE Type Radiator Cap. 10229 13 

1986-1983; Pre-Vent Non-Locking Fuel Cap; W/O Threaded 

Filler Neck. 10821 

1986-1983; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler 

Neck. 10819 

1986-1983; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck 10501 

1986-1983; Oil Filler Cap; W/Oil Filler Tube. 10095 

1986-1983; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1982- 1980; Lev-R-Vent Radiator Cap. 10329 13 

1982-1980; OE Type Radiator Cap. 10229 13 

1982-1980; Pre-Vent Non-Locking Fuel Cap; W/O Threaded 

Filler Neck. 10821 

1982-1980; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler 

Neck. 10819 

1982-1980; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck 10501 
1982-1980; Oil Breather Cap. 10071 

V-8 6 6 L 

1982-1981; Lev-R-Vent Radiator Cap. 10329 13 

1982-1981; OE Type Radiator Cap. 10229 13 

1982-1981; OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10818 

1982-1981; Regular Locking Fuel Cap; W/O Threaded Filler 

Neck. 10593 

1982-1981; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler 

Neck. 10819 

1982-1981; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck 10501 

1982-1981; Oil Breather Cap. 10071 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10818 

1980; Regular Locking Fuel Cap; W/O Threaded Filler Neck. 10593 

1980; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler Neck . 10819 

1980; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck. 10501 

V-8 6.9 L Diesel 

1987; Lev-R-Vent Radiator Cap. 10329 13 

1987; OE Type Radiator Cap. 10229 13 

1987; OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10818 

1987; Regular Locking Fuel Cap; W/O Threaded Filler Neck. 10593 


V-8 6.9 L Diesel - Continued 

1987; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler Neck . 10819 

1987; Diesel Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler 

Neck. 10819D 

1987; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck. 10501 

1987; Diesel Only Pre-Vent Locking Fuel Cap; W/Threaded Filler 

Neck. 10501D 

1987; Oil Filler Cap. 10081 

1986; Lev-R-Vent Radiator Cap. 10329 13 

1986; OE Type Radiator Cap. 10229 13 

1986; OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10818 

1986; Regular Locking Fuel Cap; W/O Threaded Filler Neck. 10593 

1986; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler Neck . 10819 

1986; Diesel Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler 

Neck. 10819D 

1986; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck. 10501 

1986; Diesel Only Pre-Vent Locking Fuel Cap; W/Threaded Filler 

Neck. 10501D 

1986; Oil Filler Cap. 10066 

1985; Lev-R-Vent Radiator Cap. 10329 13 

1985; OE Type Radiator Cap. 10229 13 

1985; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler Neck . 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler 

Neck. 10819D 

1985; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap; W/Threaded Filler 

Neck. 10501D 

1985; OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10818 

1985; Regular Locking Fuel Cap; W/O Threaded Filler Neck. 10593 

1985; Oil Filler Cap. 10066 

1984; OE Type Radiator Cap. 10229 13 

1984; Lev-R-Vent Radiator Cap. 10329 13 

1984; OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10818 

1984; Regular Locking Fuel Cap; W/O Threaded Filler Neck. 10593 

1984; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler Neck . 10819 

1984; Diesel Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler 

Neck. 10819D 

1984; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck. 10501 

1984; Diesel Only Pre-Vent Locking Fuel Cap; W/Threaded Filler 

Neck. 10501D 

1984; Oil Filler Cap. 10066 

1983; Lev-R-Vent Radiator Cap. 10329 13 

1983; OE Type Radiator Cap. 10229 13 

1983; OE Equivalent Fuel Cap; W/Threaded Filler Neck. 10817 

1983; Diesel Regular Non-Locking Fuel Cap; W/Threaded Filler 

Neck. 10830D 

1983; Regular Locking Fuel Cap; W/Threaded Filler Neck. 10591 

1983; Diesel Regular Locking Fuel Cap; W/Threaded Filler Neck 10591D 
1983; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler Neck . 10819 

1983; Diesel Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler 

Neck. 10819D 

1983; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck. 10501 

1983; Diesel Only Pre-Vent Locking Fuel Cap; W/Threaded Filler 

Neck. 10501D 

1983; OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10818 

1983; Regular Locking Fuel Cap; W/O Threaded Filler Neck. 10593 

1983; Oil Filler Cap. 10066 

V-8 7.3 L Diesel 

1994-1989; Lev-R-Vent Radiator Cap. 10329 13 

1994-1989; OE Type Radiator Cap. 10229 13 

1994-1989; OE Equivalent Fuel Cap. 10817 

1994-1989; Diesel Regular Non-Locking Fuel Cap. 10830D 

1994-1989; Regular Locking Fuel Cap. 10591 

1994-1989; Diesel Regular Locking Fuel Cap. 10591D 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1994-1989; Oil Filler Cap. 10081 

1988; Lev-R-Vent Radiator Cap. 10329 13 

1988; OE Type Radiator Cap. 10229 13 

1988; OE Equivalent Fuel Cap; W/O Threaded Filler Neck. 10818 

1988; Regular Locking Fuel Cap; W/O Threaded Filler Neck. 10593 

1988; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler Neck . 10819 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Ford - Continued 

Ford - Continued 

E Series Van - Continued 

Escort - Continued 


Application 


Part 

Number 


PSI 


V-8 7.3 L Diesel - Continued 

1988; Diesel Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler 

Neck. 10819D 

1988; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck. 10501 

1988; Diesel Only Pre-Vent Locking Fuel Cap; W/Threaded Filler 

Neck. 10501D 

1988; Oil Filler Cap. 10081 

V-8 7.5 L 

1994-1992; Lev-R-Vent Radiator Cap. 10329 13 

1994-1992; OE Type Radiator Cap. 10229 13 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Oil Filler Cap; W/Oil Filler Tube. 10100 

1994-1992; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1991; Lev-R-Vent Radiator Cap. 10329 13 

1991; OE Type Radiator Cap. 10229 13 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1991; Pre-Vent Locking Fuel Cap. 10501 

1991; Oil Filler Cap; W/Oil Filler Tube. 10081 

1991; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1990-1989; Lev-R-Vent Radiator Cap. 10329 13 

1990-1989; OE Type Radiator Cap. 10229 13 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap; W/Oil Filler Tube. 10100 

1990-1989; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1988; Lev-R-Vent Radiator Cap. 10329 13 

1988; OE Type Radiator Cap. 10229 13 

1988; Pre-Vent Non-Locking Fuel Cap; W/O Threaded Filler 

Neck. 10821 

1988; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler Neck . 10819 

1988; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck. 10501 

1988; Oil Filler Cap; W/Oil Filler Tube. 10100 

1988; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1987; Lev-R-Vent Radiator Cap. 10329 13 

1987; OE Type Radiator Cap. 10229 13 

1987; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler Neck . 10819 

1987; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck. 10501 

1987; Pre-Vent Non-Locking Fuel Cap; W/O Threaded Filler 

Neck. 10821 

1987; Oil Filler Cap; W/Oil Filler Tube. 10095 

1987; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1986-1980; Lev-R-Vent Radiator Cap. 10329 13 

1986-1980; OE Type Radiator Cap. 10229 13 

1986-1980; Pre-Vent Non-Locking Fuel Cap; W/O Threaded 

Filler Neck. 10821 

1986-1980; Pre-Vent Non-Locking Fuel Cap; W/Threaded Filler 

Neck. 10819 

1986-1980; Pre-Vent Locking Fuel Cap; W/Threaded Filler Neck 10501 

1986-1980; Oil Filler Cap; W/Oil Filler Tube. 10095 

1986-1980; Oil Breather Cap; W/O Oil Filler Tube. 10071 

Elite 

V-8 351; V-8 400; V-8 460 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10810 

1976; Regular Locking Fuel Cap. 10582 

1976; Oil Breather Cap. 10071 

1975; Lev-R-Vent Radiator Cap. 10329 13 

1975; OE Type Radiator Cap. 10229 13 

1975; OE Equivalent Fuel Cap. 10810 

1975; Regular Locking Fuel Cap. 10582 

1975; Oil Breather Cap. 10071 


Escort 

4-Cyl. 1.6 L 

1985-1981; Lev-R-Vent Radiator Cap. 10330 16 

1985-1981 ;OE Type Radiator Cap. 10230 16 

1985-1981; OE Equivalent Fuel Cap. 10817 

1985-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1981; Regular Locking Fuel Cap. 10591 

1985-1981; Pre-Vent Locking Fuel Cap. 10501 

1985-1981; Oil Filler Cap. 10087 


4-Cyl. 1.8 L 

1994-1991; Lev-R-Vent Radiator Cap. 0327 13 

1994-1991; OE Type Radiator Cap. 10227 13 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10082 

4-Cyl. 1.9 L 

1994-1993; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1993; OE Type Radiator Cap. 10227 13 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10081 

1992-1991; Lev-R-Vent Radiator Cap. t/10327 13 

1992-1991; OE Type Radiator Cap. 10227 13 

1992-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1991; Pre-Vent Locking Fuel Cap. 10501 

1992-1991; Oil Filler Cap. 10100 

1990-1989; Lev-R-Vent Radiator Cap. 10331 16 

1990-1989; OE Type Radiator Cap. 10231 16 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap. 10100 

1988-1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10100 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10081 

1985; Lev-R-Vent Radiator Cap. 10330 16 

1985; OE Type Radiator Cap. 10230 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10081 

4-Cyl. 2.0 L Diesel 

1987-1986; Lev-R-Vent Radiator Cap. 10331 16 

1987-1986; OE Type Radiator Cap. 10231 16 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Diesel Regular Non-Locking Fuel Cap. 10830D 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Diesel Regular Locking Fuel Cap. 10591D 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1987-1986; Oil Filler Cap. 10082 

1985-1984; Lev-R-Vent Radiator Cap. 10330 16 

1985-1984; OE Type Radiator Cap. 10230 16 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Diesel Regular Locking Fuel Cap. 10591D 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1985-1984; Oil Filler Cap. 10082 

EXP 

4-Cyl. 1.6 L 

1985-1982; Lev-R-Vent Radiator Cap. 10330 16 

1985-1982; OE Type Radiator Cap. 10230 16 

1985-1982; OE Equivalent Fuel Cap. 10817 

1985-1982; Pre-Vent Non-Locking Fuel Cap. 10819 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Ford - Continued 

Ford - Continued 

EXP - Continued 

F Series Pickup - Continued 


Application 


Part 

Number 


PSI 


4-Cvl. 1.6 L- Continued 

1985-1982; Regular Locking Fuel Cap. 10591 

1985-1982; Pre-Vent Locking Fuel Cap. 10501 

1985-1982; Oil Filler Cap. 10087 

4-Cyl. 1.6 L (Canada) 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

4-Cyl. 1.9 L 

1988-1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10100 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10081 


Explorer 

V-6 4.0 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10081 

1993-1991; Lev-R-Vent Radiator Cap. 10329 13 

1993-1991; OE Type Radiator Cap. 10229 13 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Oil Filler Cap. 10081 


F Series Pickup 

6-Cyl. 215 

1953-1952; Lev-R-Vent Radiator Cap. 10308 4 

1953-1952; OE Type Radiator Cap. 10208 4 

1953-1952; OE Equivalent Fuel Cap. 10623 

1953-1952; Regular Locking Fuel Cap. 10491 

6-Cyl. 223 

1964-1957; Lev-R-Vent Radiator Cap. 10328 7 

1964-1957; OE Type Radiator Cap. 10228 7 

1964-1957; OE Equivalent Fuel Cap. 10623 

1964-1957; Regular Locking Fuel Cap. 10491 

1956-1954; Lev-R-Vent Radiator Cap. 10308 4 

1956-1954; OE Type Radiator Cap. 10208 4 

1956-1954; OE Equivalent Fuel Cap. 10623 

1956-1954; Regular Locking Fuel Cap. 10491 

6-Cyl. 226 

1951; Heavy-Duty Radiator Cap -Head Eng.; W/L-Head Eng. 10281 4 

1951; OE Equivalent Fuel Cap. 10623 

1951; Regular Locking Fuel Cap. 10491 

1950-1948; Heavy-Duty Radiator Cap -Head Eng.; W/L-Head 

Eng. 10281 4 

1950-1948; OE Equivalent Fuel Cap. 10625 

6-Cyl. 240 

1977; OE Equivalent Fuel Cap; Flareside; W/Evaporative 

Emission System. 10741 

1977; Regular Locking Fuel Cap; Flareside; W/Evaporative 

Emission System. 10582 

1977; OE Equivalent Fuel Cap; Flareside; W/O Evaporative 

Emission System. 10748 

1977; Regular Locking Fuel Cap; Flareside; W/O Evaporative 

Emission System. 10574 

1977; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft, Mid Tank. 10810 

1977; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft, Mid Tank. 10582 

1977; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Cab Tank. 10741 


6-Cyl. 240 - Continued 


1977; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Cab Tank. 10582 

1977; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Aft, Mid Tank. 10749 

1977; Regular Locking Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Aft, Mid Tank. 10574 

1977; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Cab Tank. 10748 

1977; Regular Locking Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Cab Tank. 10574 

1976; OE Equivalent Fuel Cap; Flareside; W/Evaporative 

Emission System. 10702 

1976; Regular Locking Fuel Cap; Flareside; W/Evaporative 

Emission System. 10580 

1976; OE Equivalent Fuel Cap; Flareside; W/O Evaporative 

Emission System. 10623 

1976; Regular Locking Fuel Cap; Flareside; W/O Evaporative 

Emission System. 10491 

1976; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft Tank. 10731 

1976; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft Tank. 10565 

1976; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Mid, Cab Tanks. 10702 

1976; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Mid, Cab Tanks. 10580 

1976; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Aft Tank. 10624 

1976; Regular Locking Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Aft Tank. 10483 

1976; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Mid, Cab Tanks. 10623 

1976; Regular Locking Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Mid, Cab Tanks. 10491 

1975; OE Equivalent Fuel Cap; Flareside; W/Evaporative 

Emission System. 10702 

1975; Regular Locking Fuel Cap; Flareside; W/Evaporative 

Emission System. 10580 

1975; OE Equivalent Fuel Cap; Flareside; W/O Evaporative 

Emission System. 10623 

1975; Regular Locking Fuel Cap; Flareside; W/O Evaporative 

Emission System. 10491 

1975; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft Tank. 10731 

1975; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft Tank. 10565 

1975; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Mid, Cab Tanks. 10702 

1975; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Mid, Cab Tanks. 10580 

1975; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Aft Tank. 10624 

1975; Regular Locking Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Aft Tank. 10483 

1975; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Mid, Cab Tanks. 10623 

1975; Regular Locking Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Mid, Cab Tanks. 10491 

1975; Oil Breather Cap. 10071 

1974-1973; Lev-R-Vent Radiator Cap. 10329 13 

1974-1973; OE Type Radiator Cap. 10229 13 

1974-1973; OE Equivalent Fuel Cap; Flareside; W/Evaporative 

Emission System. 10702 

1974-1973; Regular Locking Fuel Cap; Flareside; W/Evaporative 

Emission System. 10580 

1974-1973; OE Equivalent Fuel Cap; Flareside; W/O Evaporative 

Emission System. 10623 

1974-1973; Regular Locking Fuel Cap; Flareside; W/O 

Evaporative Emission System. 10491 

1974-1973; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft Tank. 10731 

1974-1973; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft Tank. 10565 

1974-1973; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Mid, Cab Tanks. 10702 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Ford - Continued 


F Series Pickup - Continued 


Part 

Number 


PSI 


Application 


Ford - Continued 


F Series Pickup - Continued 


Part 

Number 


PSI 


6-Cyl. 240 - Continued 

1974-1973; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Mid, Cab Tanks. 10580 

1974-1973; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Aft Tank. 10624 

1974-1973; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Aft Tank. 10483 

1974-1973; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Mid, Cab Tanks. 10623 

1974-1973; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Mid, Cab Tanks. 10491 

1974-1973; Oil Breather Cap. 10071 

1972-1971 ;Lev-R-Vent Radiator Cap. 10329 13 

1972-1971 ;OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10702 

1972-1971; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10580 

1972-1971; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1972-1971; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10491 

1972-1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; FI00; W/Calif. Emission System 10702 
1970; Regular Locking Fuel Cap; F100; W/Calif. Emission 

System. 10580 

1970; OE Equivalent Fuel Cap; FI00; W/O Calif. Emission 

System. 10623 

1970; Regular Locking Fuel Cap; F100; W/O Calif. Emission 

System. 10491 

1970; OE Equivalent Fuel Cap; F250, F350; W/Calif. Emission 

System. 10704 

1970; Regular Locking Fuel Cap; F250, F350; W/Calif. Emission 

System. 10582 

1970; OE Equivalent Fuel Cap; F250, F350; W/O Calif. Emission 

System. 10623 

1970; Regular Locking Fuel Cap; F250, F350; W/O Calif. 

Emission System. 10491 

1970; Oil Breather Cap. 10071 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; OE Equivalent Fuel Cap. 10623 

1969-1968; Regular Locking Fuel Cap. 10491 

1969-1968; Oil Breather Cap. 10071 

1967-1966; Lev-R-Vent Radiator Cap. 10329 13 

1967-1966; OE Type Radiator Cap. 10229 13 

1967-1966; OE Equivalent Fuel Cap. 10623 

1967-1966; Regular Locking Fuel Cap. 10491 

1967-1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

1965; Lev-R-Vent Radiator Cap. 10328 7 

1965; OE Type Radiator Cap. 10228 7 

1965; OE Equivalent Fuel Cap. 10623 

1965; Regular Locking Fuel Cap. 10491 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

6-Cvl. 300 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap; Flareside. 10741 

1979; Regular Locking Fuel Cap; Flareside. 10582 

1979; OE Equivalent Fuel Cap; Styleside. 10810 

1979; Oil Breather Cap. 10071 

1978-1977; Lev-R-Vent Radiator Cap. 10329 13 

1978-1977; OE Type Radiator Cap. 10229 13 

1978-1977; OE Equivalent Fuel Cap; Flareside; W/Evaporative 

Emission System. 10741 

1978-1977; Regular Locking Fuel Cap; Flareside; W/Evaporative 

Emission System. 10582 

1978-1977; OE Equivalent Fuel Cap; Flareside; W/O Evaporative 

Emission System. 10748 

1978-1977; Regular Locking Fuel Cap; Flareside; W/O 

Evaporative Emission System. 10574 


6-Cyl. 300 - Continued 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft, Mid Tank. 10810 

1978-1977; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft, Mid Tank. 10582 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Cab Tank. 10741 

1978-1977; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Cab Tank. 10582 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Aft, Mid Tank. 10749 

1978-1977; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Aft, Mid Tank. 10574 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Cab Tank. 10748 

1978-1977; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Cab Tank. 10574 

1978-1977; Oil Breather Cap. 10071 

1976-1973; Lev-R-Vent Radiator Cap. 10329 13 

1976-1973; OE Type Radiator Cap. 10229 13 

1976-1973; OE Equivalent Fuel Cap; Flareside; W/Evaporative 

Emission System. 10702 

1976-1973; Regular Locking Fuel Cap; Flareside; W/Evaporative 

Emission System. 10580 

1976-1973; OE Equivalent Fuel Cap; Flareside; W/O Evaporative 

Emission System. 10623 

1976-1973; Regular Locking Fuel Cap; Flareside; W/O 

Evaporative Emission System. 10491 

1976-1973; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft Tank. 10731 

1976-1973; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft Tank. 10565 

1976-1973; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Mid, Cab Tanks. 10702 

1976-1973; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Mid, Cab Tanks. 10580 

1976-1973; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Aft Tank. 10624 

1976-1973; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Aft Tank. 10483 

1976-1973; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Mid, Cab Tanks. 10623 

1976-1973; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Mid, Cab Tanks. 10491 

1976-1973; Oil Breather Cap. 10071 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971 ;OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10702 

1972-1971; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10580 

1972-1971; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1972-1971; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10491 

1972-1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; FI00; W/Calif. Emission System 10702 
1970; Regular Locking Fuel Cap; F100; W/Calif. Emission 

System. 10580 

1970; OE Equivalent Fuel Cap; FI00; W/O Calif. Emission 

System. 10623 

1970; Regular Locking Fuel Cap; F100; W/O Calif. Emission 

System. 10491 

1970; OE Equivalent Fuel Cap; F250, F350; W/Calif. Emission 

System. 10704 

1970; Regular Locking Fuel Cap; F250, F350; W/Calif. Emission 

System. 10582 

1970; OE Equivalent Fuel Cap; F250, F350; W/O Calif. Emission 

System. 10623 

1970; Regular Locking Fuel Cap; F250, F350; W/O Calif. 

Emission System. 10491 

1970; Oil Breather Cap. 10071 


1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Ford - Continued 


F Series Pickup - Continued 


Part 

Number 


PSI 


Application 


Ford - Continued 


F Series Pickup - Continued 


Part 

Number 


PSI 


6-Cyl. 300 - Continued 

1969-1968; OE Equivalent Fuel Cap. 10623 

1969-1968; Regular Locking Fuel Cap. 10491 

1969-1968; Oil Breather Cap. 10071 

1967-1966; Lev-R-Vent Radiator Cap. 10329 13 

1967-1966; OE Type Radiator Cap. 10229 13 

1967-1966; OE Equivalent Fuel Cap. 10623 

1967-1966; Regular Locking Fuel Cap. 10491 

1967-1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

1965; Lev-R-Vent Radiator Cap. 10328 7 

1965; OE Type Radiator Cap. 10228 7 

1965; OE Equivalent Fuel Cap. 10623 

1965; Regular Locking Fuel Cap. 10491 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

6-Cyl. 4.9 L 

1994-1989; Lev-R-Vent Radiator Cap. 10329 13 

1994-1989; OE Type Radiator Cap. 10229 13 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10081 

1988-1987; Lev-R-Vent Radiator Cap. 10329 13 

1988-1987; OE Type Radiator Cap. 10229 13 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10081 

1986-1985; Lev-R-Vent Radiator Cap. 10329 13 

1986-1985; OE Type Radiator Cap. 10229 13 

1986-1985; OE Equivalent Fuel Cap. 10818 

1986-1985; Regular Locking Fuel Cap. 10593 

1986-1985; Oil Filler Cap. 10081 

1984; Lev-R-Vent Radiator Cap. 10329 13 

1984; OE Type Radiator Cap. 10229 13 

1984; OE Equivalent Fuel Cap. 10818 

1984; Regular Locking Fuel Cap. 10593 

1984; Oil Breather Cap. 10094 

1983-1980; Lev-R-Vent Radiator Cap. 10329 13 

1983-1980; OE Type Radiator Cap. 10229 13 

1983-1980; OE Equivalent Fuel Cap. 10818 

1983-1980; Regular Locking Fuel Cap. 10593 

1983-1980; Oil Breather Cap. 10071 

V-6 3.8 L 

1983-1982; Lev-R-Vent Radiator Cap. 10329 13 

1983-1982; OE Type Radiator Cap. 10229 13 

1983-1982; OE Equivalent Fuel Cap. 10818 

1983-1982; Regular Locking Fuel Cap. 10593 

1983-1982; Oil Breather Cap. 10094 

V-8 239 

1955-1954; OE Equivalent Fuel Cap. 10623 

1955-1954; Regular Locking Fuel Cap. 10491 

1955-1954; Oil Breather Cap. 10061 

1953-1952; Lev-R-Vent Radiator Cap -Head Eng.; W/L-Head 

Eng. 10308 4 

1953-1952; OE Type Radiator Cap -Head Eng.; W/L-Head Eng.. 10208 4 

1953-1952; OE Equivalent Fuel Cap. 10623 

1953-1952; Regular Locking Fuel Cap. 10491 

1953-1952; Oil Breather Cap. 10061 

1951; Heavy-Duty Radiator Cap. 10281 4 

1951; OE Equivalent Fuel Cap. 10623 

1951; Regular Locking Fuel Cap. 10491 

1950-1948; Heavy-Duty Radiator Cap. 10281 4 

1950-1948; OE Equivalent Fuel Cap. 10625 

V-8 272 

1959-1957; Lev-R-Vent Radiator Cap. 10328 7 

1959-1957; OE Type Radiator Cap. 10228 7 

1959-1957; OE Equivalent Fuel Cap. 10623 

1959-1957; Regular Locking Fuel Cap. 10491 

1959-1957; Oil Breather Cap. 10061 

1956; Lev-R-Vent Radiator Cap. 10308 4 

1956; OE Type Radiator Cap. 10208 4 


V-8 272 - Continued 

1956; OE Equivalent Fuel Cap. 10623 

1956; Regular Locking Fuel Cap. 10491 

1956; Oil Breather Cap. 10061 

V-8 292 

1964; Lev-R-Vent Radiator Cap. 10328 7 

1964; OE Type Radiator Cap. 10228 7 

1964; OE Equivalent Fuel Cap. 10623 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; Lev-R-Vent Radiator Cap. 10328 7 

1963; OE Type Radiator Cap. 10228 7 

1963; OE Equivalent Fuel Cap. 10623 

1963; Regular Locking Fuel Cap. 10491 

1962-1957; Lev-R-Vent Radiator Cap. 10328 7 

1962-1957; OE Type Radiator Cap. 10228 7 

1962-1957; OE Equivalent Fuel Cap. 10623 

1962-1957; Regular Locking Fuel Cap. 10491 

1962-1957; Oil Breather Cap. 10061 

V-8 302 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap; Flareside. 10741 

1979; Regular Locking Fuel Cap; Flareside. 10582 

1979; OE Equivalent Fuel Cap; Styleside. 10810 

1979; Oil Breather Cap. 10071 

1978-1977; Lev-R-Vent Radiator Cap. 10329 13 

1978-1977; OE Type Radiator Cap. 10229 13 

1978-1977; OE Equivalent Fuel Cap; Flareside; W/Evaporative 

Emission System. 10741 

1978-1977; Regular Locking Fuel Cap; Flareside; W/Evaporative 

Emission System. 10582 

1978-1977; OE Equivalent Fuel Cap; Flareside; W/O Evaporative 

Emission System. 10748 

1978-1977; Regular Locking Fuel Cap; Flareside; W/O 

Evaporative Emission System. 10574 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft, Mid Tank. 10810 

1978-1977; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft, Mid Tank. 10582 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Cab Tank. 10741 

1978-1977; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Cab Tank. 10582 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Aft, Mid Tank. 10749 

1978-1977; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Aft, Mid Tank. 10574 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Cab Tank. 10748 

1978-1977; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Cab Tank. 10574 

1978-1977; Oil Breather Cap. 10071 

1976-1973; Lev-R-Vent Radiator Cap. 10329 13 

1976-1973; OE Type Radiator Cap. 10229 13 

1976-1973; OE Equivalent Fuel Cap; Flareside; W/Evaporative 

Emission System. 10702 

1976-1973; Regular Locking Fuel Cap; Flareside; W/Evaporative 

Emission System. 10580 

1976-1973; OE Equivalent Fuel Cap; Flareside; W/O Evaporative 

Emission System. 10623 

1976-1973; Regular Locking Fuel Cap; Flareside; W/O 

Evaporative Emission System. 10491 

1976-1973; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft Tank. 10731 

1976-1973; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft Tank. 10565 

1976-1973; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Mid, Cab Tanks. 10702 

1976-1973; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Mid, Cab Tanks. 10580 

1976-1973; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Aft Tank. 10624 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Ford - Continued 


F Series Pickup - Continued 


Part 

Number 


PSI 


Application 


Ford - Continued 


F Series Pickup - Continued 


Part 

Number 


PSI 


V-8 351 - Continued 

1978-1977; Oil Breather Cap. 10071 


V-8 302 - Continued 

1976-1973; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Aft Tank. 10483 

1976-1973; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Mid, Cab Tanks. 10623 

1976-1973; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Mid, Cab Tanks. 10491 

1976-1973; Oil Breather Cap. 10071 

1972-1971 ;Lev-R-Vent Radiator Cap. 10329 13 

1972-1971; OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10702 

1972-1971; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10580 

1972-1971; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1972-1971; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10491 

1972-1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; FI00; W/Calif. Emission System 10702 
1970; Regular Locking Fuel Cap; F100; W/Calif. Emission 

System. 10580 

1970; OE Equivalent Fuel Cap; FI00; W/O Calif. Emission 

System. 10623 

1970; Regular Locking Fuel Cap; F100; W/O Calif. Emission 

System. 10491 

1970; OE Equivalent Fuel Cap; F250, F350; W/Calif. Emission 

System. 10704 

1970; Regular Locking Fuel Cap; F250, F350; W/Calif. Emission 

System. 10582 

1970; OE Equivalent Fuel Cap; F250, F350; W/O Calif. Emission 

System. 10623 

1970; Regular Locking Fuel Cap; F250, F350; W/O Calif. 

Emission System. 10491 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10623 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

V-8 351 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap; Flareside. 10741 

1979; Regular Locking Fuel Cap; Flareside. 10582 

1979; OE Equivalent Fuel Cap; Styleside. 10810 

1979; Oil Breather Cap. 10071 

1978-1977; Lev-R-Vent Radiator Cap. 10329 13 

1978-1977; OE Type Radiator Cap. 10229 13 

1978-1977; OE Equivalent Fuel Cap; Flareside; W/Evaporative 

Emission System. 10741 

1978-1977; Regular Locking Fuel Cap; Flareside; W/Evaporative 

Emission System. 10582 

1978-1977; OE Equivalent Fuel Cap; Flareside; W/O Evaporative 

Emission System. 10748 

1978-1977; Regular Locking Fuel Cap; Flareside; W/O 

Evaporative Emission System. 10574 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft, Mid Tank. 10810 

1978-1977; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft, Mid Tank. 10582 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Cab Tank. 10741 

1978-1977; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Cab Tank. 10582 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Aft, Mid Tank. 10749 

1978-1977; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Aft, Mid Tank. 10574 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Cab Tank. 10748 

1978-1977; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Cab Tank. 10574 


V-8 352 

1967-1966; Lev-R-Vent Radiator Cap. 10329 13 

1967-1966; OE Type Radiator Cap. 10229 13 

1967-1966; OE Equivalent Fuel Cap. 10623 

1967-1966; Regular Locking Fuel Cap. 10491 

1965; Lev-R-Vent Radiator Cap. 10328 7 

1965; OE Type Radiator Cap. 10228 7 

1965; OE Equivalent Fuel Cap. 10623 

1965; Regular Locking Fuel Cap. 10491 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

V-8 360; V-8 390 

1976-1973; Lev-R-Vent Radiator Cap. 10329 13 

1976-1973; OE Type Radiator Cap. 10229 13 

1976-1973; OE Equivalent Fuel Cap; Flareside; W/Evaporative 

Emission System. 10702 

1976-1973; Regular Locking Fuel Cap; Flareside; W/Evaporative 

Emission System. 10580 

1976-1973; OE Equivalent Fuel Cap; Flareside; W/O Evaporative 

Emission System. 10623 

1976-1973; Regular Locking Fuel Cap; Flareside; W/O 

Evaporative Emission System. 10491 

1976-1973; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft Tank. 10731 

1976-1973; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft Tank. 10565 

1976-1973; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Mid, Cab Tanks. 10702 

1976-1973; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Mid, Cab Tanks. 10580 

1976-1973; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Aft Tank. 10624 

1976-1973; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Aft Tank. 10483 

1976-1973; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Mid, Cab Tanks. 10623 

1976-1973; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Mid, Cab Tanks. 10491 

1976-1973; Oil Breather Cap. 10071 

1972-1971; Lev-R-Vent Radiator Cap. 10329 13 

1972-1971 ;OE Type Radiator Cap. 10229 13 

1972-1971; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10702 

1972-1971; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10580 

1972-1971; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1972-1971; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10491 

1972-1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; FI00; W/Calif. Emission System 10702 
1970; Regular Locking Fuel Cap; F100; W/Calif. Emission 

System. 10580 

1970; OE Equivalent Fuel Cap; FI00; W/O Calif. Emission 

System. 10623 

1970; Regular Locking Fuel Cap; F100; W/O Calif. Emission 

System. 10491 

1970; OE Equivalent Fuel Cap; F250, F350; W/Calif. Emission 

System. 10704 

1970; Regular Locking Fuel Cap; F250, F350; W/Calif. Emission 

System. 10582 

1970; OE Equivalent Fuel Cap; F250, F350; W/O Calif. Emission 

System. 10623 

1970; Regular Locking Fuel Cap; F250, F350; W/O Calif. 

Emission System. 10491 

1970; Oil Breather Cap. 10071 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; OE Equivalent Fuel Cap. 10623 

1969-1968; Regular Locking Fuel Cap. 10491 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Ford - Continued 


F Series Pickup - Continued 


Part 

Number 


PSI 


Application 


Ford - Continued 


F Series Pickup - Continued 


Part 

Number 


PSI 


V-8 360; V-8 390 - Continued 

1969-1968; Oil Breather Cap. 10071 

V-8 4.2 L 

1982-1981; Lev-R-Vent Radiator Cap. 10329 13 

1982-1981 ;OE Type Radiator Cap. 10229 13 

1982-1981; OE Equivalent Fuel Cap. 10818 

1982-1981; Regular Locking Fuel Cap. 10593 

1982-1981; Oil Breather Cap. 10071 

V-8 400 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap; Flareside. 10741 

1979; Regular Locking Fuel Cap; Flareside. 10582 

1979; OE Equivalent Fuel Cap; Styleside. 10810 

1979; Oil Breather Cap. 10071 

1978-1977; Lev-R-Vent Radiator Cap. 10329 13 

1978-1977; OE Type Radiator Cap. 10229 13 

1978-1977; OE Equivalent Fuel Cap; Flareside; W/Evaporative 

Emission System. 10741 

1978-1977; Regular Locking Fuel Cap; Flareside; W/Evaporative 

Emission System. 10582 

1978-1977; OE Equivalent Fuel Cap; Flareside; W/O Evaporative 

Emission System. 10748 

1978-1977; Regular Locking Fuel Cap; Flareside; W/O 

Evaporative Emission System. 10574 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft, Mid Tank. 10810 

1978-1977; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft, Mid Tank. 10582 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Cab Tank. 10741 

1978-1977; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Cab Tank. 10582 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Aft, Mid Tank. 10749 

1978-1977; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Aft, Mid Tank. 10574 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Cab Tank. 10748 

1978-1977; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Cab Tank. 10574 

1978-1977; Oil Breather Cap. 10071 

V-8 460 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap; Flareside. 10741 

1979; Regular Locking Fuel Cap; Flareside. 10582 

1979; OE Equivalent Fuel Cap; Styleside. 10810 

1979; Oil Breather Cap. 10071 

1978-1977; Lev-R-Vent Radiator Cap. 10329 13 

1978-1977; OE Type Radiator Cap. 10229 13 

1978-1977; OE Equivalent Fuel Cap; Flareside; W/Evaporative 

Emission System. 10741 

1978-1977; Regular Locking Fuel Cap; Flareside; W/Evaporative 

Emission System. 10582 

1978-1977; OE Equivalent Fuel Cap; Flareside; W/O Evaporative 

Emission System. 10748 

1978-1977; Regular Locking Fuel Cap; Flareside; W/O 

Evaporative Emission System. 10574 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft, Mid Tank. 10810 

1978-1977; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft, Mid Tank. 10582 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Cab Tank. 10741 

1978-1977; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Cab Tank. 10582 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Aft, Mid Tank. 10749 

1978-1977; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Aft, Mid Tank. 10574 

1978-1977; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Cab Tank. 10748 


V-8 460 - Continued 

1978-1977; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Cab Tank. 10574 

1978-1977; Oil Breather Cap. 10071 

1976-1973; Lev-R-Vent Radiator Cap. 10329 13 

1976-1973; OE Type Radiator Cap. 10229 13 

1976-1973; OE Equivalent Fuel Cap; Flareside; W/Evaporative 

Emission System. 10702 

1976-1973; Regular Locking Fuel Cap; Flareside; W/Evaporative 

Emission System. 10580 

1976-1973; OE Equivalent Fuel Cap; Flareside; W/O Evaporative 

Emission System. 10623 

1976-1973; Regular Locking Fuel Cap; Flareside; W/O 

Evaporative Emission System. 10491 

1976-1973; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft Tank. 10731 

1976-1973; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Aft Tank. 10565 

1976-1973; OE Equivalent Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Mid, Cab Tanks. 10702 

1976-1973; Regular Locking Fuel Cap; Styleside; W/Evaporative 

Emission System; W/Mid, Cab Tanks. 10580 

1976-1973; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Aft Tank. 10624 

1976-1973; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Aft Tank. 10483 

1976-1973; OE Equivalent Fuel Cap; Styleside; W/O Evaporative 

Emission System; W/Mid, Cab Tanks. 10623 

1976-1973; Regular Locking Fuel Cap; Styleside; W/O 

Evaporative Emission System; W/Mid, Cab Tanks. 10491 

1976-1973; Oil Breather Cap. 10071 

V-8 5.0 L 

1994-1989; Lev-R-Vent Radiator Cap. 10329 13 

1994-1989; OE Type Radiator Cap. 10229 13 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10081 

1988-1987; Lev-R-Vent Radiator Cap. 10329 13 

1988-1987; OE Type Radiator Cap. 10229 13 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10081 

1986; Lev-R-Vent Radiator Cap. 10329 13 

1986; OE Type Radiator Cap. 10229 13 

1986; OE Equivalent Fuel Cap. 10818 

1986; Regular Locking Fuel Cap. 10593 

1986; Oil Filler Cap. 10081 

1985-1980; Lev-R-Vent Radiator Cap. 10329 13 

1985-1980; OE Type Radiator Cap. 10229 13 

1985-1980; OE Equivalent Fuel Cap. 10818 

1985-1980; Regular Locking Fuel Cap. 10593 

1985-1980; Oil Breather Cap. 10071 

V-8 5.8 L 

1994-1989; Lev-R-Vent Radiator Cap. 10329 13 

1994-1989; OE Type Radiator Cap. 10229 13 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10081 

1988; Lev-R-Vent Radiator Cap. 10329 13 

1988; OE Type Radiator Cap. 10229 13 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10081 

1987; Lev-R-Vent Radiator Cap. 10329 13 

1987; OE Type Radiator Cap. 10229 13 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Filler Cap; W/Oil Filler Tube. 10081 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Ford - Continued 

Ford - Continued 

F Series Pickup ■ Continued 

F Series Pickup ■ Continued 


Application 


Part 

Number 


PSI 


V-8 5.8 L - Continued 

1987; Oil Breather Cap; WO Oil Filler Tube. 10071 

1986-1982; Lev-R-Vent Radiator Cap. 10329 13 

1986-1982; OE Type Radiator Cap. 10229 13 

1986-1982; OE Equivalent Fuel Cap. 10818 

1986-1982; Regular Locking Fuel Cap. 10593 

1986-1982; Oil Filler Cap; W/Oil Filler Tube. 10095 

1986-1982; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1981-1980; Lev-R-Vent Radiator Cap. 10329 13 

1981 -1980; OE Type Radiator Cap. 10229 13 

1981-1980; OE Equivalent Fuel Cap. 10818 

1981-1980; Regular Locking Fuel Cap. 10593 

1981- 1980; Oil Breather Cap. 10071 

V-8 6.6 L 

1982- 1980; Lev-R-Vent Radiator Cap. 10329 13 

1982-1980; OE Type Radiator Cap. 10229 13 

1982-1980; OE Equivalent Fuel Cap. 10818 

1982-1980; Regular Locking Fuel Cap. 10593 

1982-1980; Oil Breather Cap. 10071 

V-8 6.9 L Diesel 

1987; Lev-R-Vent Radiator Cap. 10329 13 

1987; OE Type Radiator Cap. 10229 13 

1987; OE Equivalent Fuel Cap. 10817 

1987; Diesel Regular Non-Locking Fuel Cap. 10830D 

1987; Regular Locking Fuel Cap. 10591 

1987; Diesel Regular Locking Fuel Cap. 10591D 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1987; Oil Filler Cap. 10081 

1986-1983; Lev-R-Vent Radiator Cap. 10329 13 

1986-1983; OE Type Radiator Cap. 10229 13 

1986-1983; OE Equivalent Fuel Cap. 10818 

1986-1983; Regular Locking Fuel Cap. 10593 

1986-1983; Oil Filler Cap. 10066 

V-8 7.3 L Diesel 

1994-1988; Lev-R-Vent Radiator Cap. 10329 13 

1994-1988; OE Type Radiator Cap. 10229 13 

1994-1988; OE Equivalent Fuel Cap. 10817 

1994-1988; Diesel Regular Non-Locking Fuel Cap. 10830D 

1994-1988; Regular Locking Fuel Cap. 10591 

1994-1988; Diesel Regular Locking Fuel Cap. 10591D 

1994-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1988; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1994-1988; Pre-Vent Locking Fuel Cap. 10501 

1994-1988; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1994-1988; Oil Filler Cap. 10081 

V-8 7.5 L 

1994-1993; Lev-R-Vent Radiator Cap. 10329 13 

1994-1993; OE Type Radiator Cap. 10229 13 

1994-1993; Pre-Vent Non-Locking Fuel Cap; W/O Stripped 

Chassis. 10819 

1994-1993; Pre-Vent Locking Fuel Cap; W/O Stripped Chassis . 10501 

1994-1993; Pre-Vent Non-Locking Fuel Cap; W/F53 Stripped 

Chassis. 10821 

1994-1993; Oil Filler Cap; W/Oil Filler Tube. 10081 

1994-1993; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1992-1991; Lev-R-Vent Radiator Cap. 10329 13 

1992-1991; OE Type Radiator Cap. 10229 13 

1992-1991; Pre-Vent Non-Locking Fuel Cap; W/F53 Stripped 

Chassis. 10821 

1992-1991; Pre-Vent Non-Locking Fuel Cap; W/O Stripped 

Chassis. 10819 

1992-1991; Pre-Vent Locking Fuel Cap; W/O Stripped Chassis . 10501 

1992-1991; Oil Filler Cap; W/Oil Filler Tube. 10081 

1992-1991; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1990; Lev-R-Vent Radiator Cap. 10329 13 

1990; OE Type Radiator Cap. 10229 13 

1990; Pre-Vent Non-Locking Fuel Cap; W/O Stripped Chassis ... 10819 

1990; Pre-Vent Locking Fuel Cap; W/O Stripped Chassis. 10501 

1990; Pre-Vent Non-Locking Fuel Cap; W/F53 Stripped Chassis 10821 

1990; Oil Filler Cap; W/Oil Filler Tube. 10081 


V-8 7.5 L - Continued 

1990; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1989; Lev-R-Vent Radiator Cap. 10329 13 

1989; OE Type Radiator Cap. 10229 13 

1989; Pre-Vent Non-Locking Fuel Cap; W/F53 Stripped Chassis 10821 

1989; Pre-Vent Non-Locking Fuel Cap; W/O Stripped Chassis ... 10819 

1989; Pre-Vent Locking Fuel Cap; W/O Stripped Chassis. 10501 

1989; Oil Filler Cap; W/Oil Filler Tube. 10081 

1989; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1988; Lev-R-Vent Radiator Cap. 10329 13 

1988; OE Type Radiator Cap. 10229 13 

1988; Pre-Vent Non-Locking Fuel Cap; W/F53 Stripped Chassis 10821 

1988; OE Equivalent Fuel Cap; W/O Stripped Chassis. 10817 

1988; Pre-Vent Non-Locking Fuel Cap; W/O Stripped Chassis ... 10819 

1988; Regular Locking Fuel Cap; W/O Stripped Chassis. 10591 

1988; Pre-Vent Locking Fuel Cap; W/O Stripped Chassis. 10501 

1988; Oil Filler Cap; W/Oil Filler Tube. 10081 

1988; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1987; Lev-R-Vent Radiator Cap. 10329 13 

1987; OE Type Radiator Cap. 10229 13 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1987; Oil Filler Cap; W/Oil Filler Tube. 10095 

1986-1983; Lev-R-Vent Radiator Cap. 10329 13 

1986-1983; OE Type Radiator Cap. 10229 13 

1986-1983; Pre-Vent Non-Locking Fuel Cap. 10821 

1986-1983; Oil Filler Cap; W/Oil Filler Tube. 10095 

1986-1983; Oil Breather Cap; W/O Oil Filler Tube. 10071 


Fairlane 

6-Cyl. 170 

1967-1966; Lev-R-Vent Radiator Cap. 10329 13 

1967-1966; OE Type Radiator Cap. 10229 13 

1967-1966; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1966; Regular Locking Fuel Cap; Wagon. 10492 

1967-1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965-1964; Lev-R-Vent Radiator Cap. 10329 13 

1965-1964; OE Type Radiator Cap. 10229 13 

1965-1964; OE Equivalent Fuel Cap; Wagon. 10624 

1965-1964; Regular Locking Fuel Cap; Wagon. 10483 

1965-1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965-1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; Lev-R-Vent Radiator Cap. 10329 13 

1963; OE Type Radiator Cap. 10229 13 

1963; OE Equivalent Fuel Cap; Wagon. 10624 

1963; Regular Locking Fuel Cap; Wagon. 10483 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 

1962; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1962; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1962; Oil Breather Cap. 10061 

6-Cvl. 200 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1969; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1969; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1969; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Ford - Continued 


Fairlane - Continued 


Part 

Number 


PSI 


Application 


Ford - Continued 


Fairlane - Continued 


Part 

Number 


PSI 


6-Cvl. 200 - Continued 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; Oil Breather Cap. 10070 

1967-1966; Lev-R-Vent Radiator Cap. 10329 13 

1967-1966; OE Type Radiator Cap. 10229 13 

1967-1966; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1966; Regular Locking Fuel Cap; Wagon. 10492 

1967-1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965-1964; Lev-R-Vent Radiator Cap. 10329 13 

1965-1964; OE Type Radiator Cap. 10229 13 

1965-1964; OE Equivalent Fuel Cap; Wagon. 10624 

1965-1964; Regular Locking Fuel Cap; Wagon. 10483 

1965-1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965-1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; Lev-R-Vent Radiator Cap. 10329 13 

1963; OE Type Radiator Cap. 10229 13 

1963; OE Equivalent Fuel Cap; Wagon. 10624 

1963; Regular Locking Fuel Cap; Wagon. 10483 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 

6-Cyl. 223 

1962-1960; Oil Breather Cap. 10061 

6-Cyl. 250 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Breather Cap. 10070 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap; Wagon. 10646 

1969; Regular Locking Fuel Cap; Wagon. 10492 

1969; Oil Breather Cap. 10070 

V-8 221 

1963; Lev-R-Vent Radiator Cap. 10329 13 

1963; OE Type Radiator Cap. 10229 13 

1963; OE Equivalent Fuel Cap; Wagon. 10624 

1963; Regular Locking Fuel Cap; Wagon. 10483 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1962; OE Equivalent Fuel Cap. 10646 

1962; Regular Locking Fuel Cap. 10492 

V-8 260 

1964-1963; Lev-R-Vent Radiator Cap. 10329 13 

1964-1963; OE Type Radiator Cap. 10229 13 

1964-1963; OE Equivalent Fuel Cap; Wagon. 10624 

1964-1963; Regular Locking Fuel Cap; Wagon. 10483 

1964-1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964-1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1962; OE Equivalent Fuel Cap. 10646 

1962; Regular Locking Fuel Cap. 10492 

1962; Oil Breather Cap. 10061 

V-8 289 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; Oil Breather Cap. 10071 

1967; Lev-R-Vent Radiator Cap. 10329 13 


V-8 289 - Continued 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 

1966; OE Equivalent Fuel Cap; Wagon. 10646 

1966; Regular Locking Fuel Cap; Wagon. 10492 

1965-1963; Lev-R-Vent Radiator Cap. 10329 13 

1965-1963; OE Type Radiator Cap. 10229 13 

1965-1963; OE Equivalent Fuel Cap; Wagon. 10624 

1965-1963; Regular Locking Fuel Cap; Wagon. 10483 

1965-1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965-1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

V-8 302 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Breather Cap. 10071 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969- 1968; Oil Breather Cap. 10071 

V-8 351 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap; Wagon. 10646 

1969; Regular Locking Fuel Cap; Wagon. 10492 

1969; Oil Breather Cap. 10071 

V-8 352 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 

1966; OE Equivalent Fuel Cap; Wagon. 10646 

1966; Regular Locking Fuel Cap; Wagon. 10492 

V-8 390 

1970- 1968; Lev-R-Vent Radiator Cap. 10329 13 

1970-1968; OE Type Radiator Cap. 10229 13 

1970-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1970-1968; Regular Locking Fuel Cap; Wagon. 10492 

1970-1968; Oil Breather Cap. 10071 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Ford - Continued 


Fairlane - Continued 


Part 

Number 


PSI 


Application 


Ford - Continued 


Fairmont - Continued 


Part 

Number 


PSI 


V-8 390 - Continued 

1966; OE Equivalent Fuel Cap; Wagon. 10646 

1966; Regular Locking Fuel Cap; Wagon. 10492 

V-8 427 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

V-8 428 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap; Wagon. 10646 

1969; Regular Locking Fuel Cap; Wagon. 10492 

1969; Oil Breather Cap. 10071 


Fairmont 

4-Cvl. 140 

1979; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1979; OE Type Radiator Cap; W/A.C. 10230 16 

1979; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1979; OE Type Radiator Cap; W/O A.C. 10229 13 

1979; OE Equivalent Fuel Cap. 10810 

1979; Regular Locking Fuel Cap. 10582 

1979; Oil Breather Cap. 10086 

1978; Lev-R-Vent Radiator Cap. 10330 16 

1978; OE Type Radiator Cap. 10230 16 

1978; OE Equivalent Fuel Cap. 10810 

1978; Regular Locking Fuel Cap. 10582 

1978; Oil Breather Cap. 10071 

4-Cvl. 2.3 L 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Oil Breather Cap. 10094 

1982; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1982; OE Type Radiator Cap; W/A.C. 10230 16 

1982; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1982; OE Type Radiator Cap; W/O A.C. 10229 13 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Breather Cap. 10094 

1981-1980; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1981-1980; OE Type Radiator Cap; W/A.C. 10230 16 

1981-1980; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1981 -1980; OE Type Radiator Cap; W/O A.C. 10229 13 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10086 

6-Cvl. 200 

1979-1978; Lev-R-Vent Radiator Cap. 10330 16 

1979-1978; OE Type Radiator Cap. 10230 16 

1979-1978; OE Equivalent Fuel Cap. 10810 

1979-1978; Regular Locking Fuel Cap. 10582 

1979-1978; Oil Breather Cap. 10071 

6-Cyl. 3.3 L 

1983-1982; Lev-R-Vent Radiator Cap. 10330 16 

1983-1982; OE Type Radiator Cap. 10230 16 

1983-1982; OE Equivalent Fuel Cap. 10817 

1983-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1982; Regular Locking Fuel Cap. 10591 

1983-1982; Pre-Vent Locking Fuel Cap. 10501 

1983-1982; Oil Breather Cap. 10071 

1981-1980; Lev-R-Vent Radiator Cap. 10330 16 

1981-1980; OE Type Radiator Cap. 10230 16 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10071 


V-8 302 

1979-1978; Lev-R-Vent Radiator Cap. 10330 16 

1979-1978; OE Type Radiator Cap. 10230 16 

1979-1978; OE Equivalent Fuel Cap. 10810 

1979-1978; Regular Locking Fuel Cap. 10582 

1979-1978; Oil Breather Cap. 10071 

V-8 4.2 L 

1982; Lev-R-Vent Radiator Cap. 10330 16 

1982; OE Type Radiator Cap. 10230 16 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Lev-R-Vent Radiator Cap. 10330 16 

1981-1980; OE Type Radiator Cap. 10230 16 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10071 


Falcon 

6-Cyl. 144 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1964; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1960; Lev-R-Vent Radiator Cap. 10329 13 

1963-1960; OE Type Radiator Cap. 10229 13 

1963-1960; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1963-1960; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1963-1960; Oil Breather Cap. 10061 

6-Cyl. 170 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap; Wagon. 10640 

1969; Regular Locking Fuel Cap; Wagon. 10491 

1969; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1969; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Wagon. 10640 

1968; Regular Locking Fuel Cap; Wagon. 10491 

1968; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1968; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1968; Oil Breather Cap. 10071 

1967-1966; Lev-R-Vent Radiator Cap. 10329 13 

1967-1966; OE Type Radiator Cap. 10229 13 

1967-1966; OE Equivalent Fuel Cap; Wagon. 10640 

1967-1966; Regular Locking Fuel Cap; Wagon. 10491 

1967-1966; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1967-1966; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1967-1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965-1964; Lev-R-Vent Radiator Cap. 10329 13 

1965-1964; OE Type Radiator Cap. 10229 13 

1965-1964; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1965-1964; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1961; Lev-R-Vent Radiator Cap. 10329 13 

1963-1961; OE Type Radiator Cap. 10229 13 

1963-1961; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1963-1961; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1963-1961; Oil Breather Cap. 10061 

6-Cyl. 200 

1970; Oil Breather Cap. 10070 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap; Wagon. 10640 

1969; Regular Locking Fuel Cap; Wagon. 10491 

1969; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Ford - Continued 

Ford - Continued 

Falcon - Continued 

Falcon Ranchero 


Application 


Part 

Number 


PSI 


6-Cyl. 200 - Continued 

1969; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10329 

1968; OE Type Radiator Cap. 10229 

1968; OE Equivalent Fuel Cap; Wagon. 10640 

1968; Regular Locking Fuel Cap; Wagon. 10491 

1968; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1968; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1968; Oil Breather Cap. 10071 

1967-1966; Lev-R-Vent Radiator Cap. 10329 13 

1967-1966; OE Type Radiator Cap. 10229 13 

1967-1966; OE Equivalent Fuel Cap; Wagon. 10640 

1967-1966; Regular Locking Fuel Cap; Wagon. 10491 

1967-1966; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1967-1966; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1967-1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965-1964; Lev-R-Vent Radiator Cap. 10329 13 

1965-1964; OE Type Radiator Cap. 10229 13 

1965-1964; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1965-1964; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

6-Cvl. 250 

1970; Oil Breather Cap. 10070 

V-8 260 

1964-1963; Lev-R-Vent Radiator Cap. 10329 13 

1964-1963; OE Type Radiator Cap. 10229 13 

1964-1963; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1964-1963; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

V-8 289 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Wagon. 10640 

1968; Regular Locking Fuel Cap; Wagon. 10491 

1968; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1968; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1968; Oil Breather Cap. 10071 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap; Wagon. 10640 

1967; Regular Locking Fuel Cap; Wagon. 10491 

1967; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1967; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 

1966; OE Equivalent Fuel Cap; Wagon. 10640 

1966; Regular Locking Fuel Cap; Wagon. 10491 

1966; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1966; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1965; Lev-R-Vent Radiator Cap. 10329 13 

1965; OE Type Radiator Cap. 10229 13 

1965; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1965; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

V-8 302 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap; Wagon. 10640 

1969; Regular Locking Fuel Cap; Wagon. 10491 

1969; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1969; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Wagon. 10640 

1968; Regular Locking Fuel Cap; Wagon. 10491 

1968; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1968; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1968; Oil Breather Cap. 10071 


6-Cyl. 144 

1964; Lev-R-Vent Radiator Cap. 10328 7 

1964; OE Type Radiator Cap. 10228 7 

13 1964; OE Equivalent Fuel Cap. 10624 

13 1964; Regular Locking Fuel Cap. 10483 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1961; Lev-R-Vent Radiator Cap. 10328 7 

1963-1961; OE Type Radiator Cap. 10228 7 

1963-1961; OE Equivalent Fuel Cap. 10624 

1963-1961; Regular Locking Fuel Cap. 10483 

1963-1961; Oil Breather Cap. 10061 

1960; Lev-R-Vent Radiator Cap. 10328 7 

1960; OE Type Radiator Cap. 10228 7 

1960; Oil Breather Cap. 10061 

6-Cyl. 170 

1965-1964; Lev-R-Vent Radiator Cap. 10328 7 

1965-1964; OE Type Radiator Cap. 10228 7 

1965-1964; OE Equivalent Fuel Cap. 10624 

1965-1964; Regular Locking Fuel Cap. 10483 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1961; Lev-R-Vent Radiator Cap. 10328 7 

1963-1961; OE Type Radiator Cap. 10228 7 

1963-1961; OE Equivalent Fuel Cap. 10624 

1963-1961; Regular Locking Fuel Cap. 10483 

1963-1961; Oil Breather Cap. 10061 

6-Cyl. 200 

1965; Lev-R-Vent Radiator Cap. 10328 7 

1965; OE Type Radiator Cap. 10228 7 

1965; OE Equivalent Fuel Cap. 10624 

1965; Regular Locking Fuel Cap. 10483 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap; Exc. Pickup, Wagon. 10624 

1964; Regular Locking Fuel Cap; Exc. Pickup, Wagon. 10483 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 260 

1964; Lev-R-Vent Radiator Cap. 10328 7 

1964; OE Type Radiator Cap. 10228 7 

1964; OE Equivalent Fuel Cap. 10624 

1964; Regular Locking Fuel Cap. 10483 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; Lev-R-Vent Radiator Cap. 10328 7 

1963; OE Type Radiator Cap. 10228 7 

1963; OE Equivalent Fuel Cap. 10624 

1963; Regular Locking Fuel Cap. 10483 

1963; Oil Breather Cap. 10061 

V-8 289 

1965; Lev-R-Vent Radiator Cap. 10328 7 

1965; OE Type Radiator Cap. 10228 7 

1965; OE Equivalent Fuel Cap. 10624 

1965; Regular Locking Fuel Cap. 10483 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 


Festiva 

4-Cyl. 1.3 L 

1993-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1993-1989; OE Type Radiator Cap. 10227 13 

1993-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1989; Pre-Vent Locking Fuel Cap. 10501 

1993-1989; Oil Filler Cap. 10082 

1988; Lev-R-Vent Radiator Cap. ✓10327 13 

1988; OE Type Radiator Cap. 10227 13 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Ford - Continued 


Part 

Number 


PSI 


6-Cvl. 223 

1964; Lev-R-Vent Radiator Cap. 

1964; OE Type Radiator Cap. 

1964; OE Equivalent Fuel Cap. 

1964; Regular Locking Fuel Cap. 

1964; Oil Breather Cap. 

1963; Lev-R-Vent Radiator Cap. 

1963; OE Type Radiator Cap. 

1963; Oil Breather Cap. 

1962; Lev-R-Vent Radiator Cap. 

1962; OE Type Radiator Cap. 

1962; OE Equivalent Fuel Cap; Wagon. 

1962; Regular Locking Fuel Cap; Wagon. 

1962; Oil Breather Cap. 

1961; Lev-R-Vent Radiator Cap. 

1961; OE Type Radiator Cap. 

1961; OE Equivalent Fuel Cap; Wagon; Exc. First 10,000 

Produced . 

1961; Regular Locking Fuel Cap; Wagon; Exc. First 10,000 

Produced . 

1960; Lev-R-Vent Radiator Cap. 

1960; OE Type Radiator Cap. 

1960; OE Equivalent Fuel Cap; Wagon; First 8500 Produced .... 
1960; Regular Locking Fuel Cap; Wagon; First 8500 Produced . 

1959; Lev-R-Vent Radiator Cap. 

1959; OE Type Radiator Cap. 

1959; OE Equivalent Fuel Cap; Wagon. 

1959; Regular Locking Fuel Cap; Wagon. 

6-Cvl. 240 

1970; Lev-R-Vent Radiator Cap. 

1970; OE Type Radiator Cap. 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 

1970; Oil Breather Cap. 

1969; Lev-R-Vent Radiator Cap. 

1969; OE Type Radiator Cap. 

1969; OE Equivalent Fuel Cap. 

1969; Regular Locking Fuel Cap. 

1968; Lev-R-Vent Radiator Cap. 

1968; OE Type Radiator Cap. 

1968; OE Equivalent Fuel Cap; Wagon. 

1968; Regular Locking Fuel Cap; Wagon. 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 

1968; Regular Locking Fuel Cap; Exc. Wagon. 

1968; Oil Breather Cap. 

1967-1965; Lev-R-Vent Radiator Cap. 

1967-1965; OE Type Radiator Cap. 

1967-1965; OE Equivalent Fuel Cap; Wagon. 

1967-1965; Regular Locking Fuel Cap; Wagon. 

1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 

1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 

1967-1965; Oil Breather Cap; W/Calif. Emission System. 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 

V-8 260 

1963; Lev-R-Vent Radiator Cap. 

1963; OE Type Radiator Cap. 

1963; OE Equivalent Fuel Cap; Wagon. 


Festiva - Continued 

4-Cyl. 1.3 L- Continued 

1988; Oil Filler Cap. 

. 10082 


Fiesta 

4-Cvl. 1.6 L 

1980; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1980; OE Type Radiator Cap. 

. 10229 

13 

1980; Regular Locking Fuel Cap. 

. 10580 

4-Cyl. 98 

1979-1978; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1979-1978; OE Type Radiator Cap. 

. 10229 

13 

1979-1978; Regular Locking Fuel Cap. 

. 10580 

Galaxie 


10329 

13 

10229 

13 

10640 


10491 


10061 


10329 

13 

10229 

13 

10061 


10329 

13 

10229 

13 

10640 


10491 


10061 


10329 

13 

10229 

13 

10640 


10491 


10329 

13 

10229 

13 

10640 


10491 


10329 

13 

10229 

13 

10640 


10491 


10329 

13 

10229 

13 

10632 


10571 


10640 


10491 


10070 


10329 

13 

10229 

13 

10640 


10491 


10329 

13 

10229 

13 

10646 


10492 


10640 


10491 


10071 


10329 

13 

10229 

13 

10646 


10492 


10640 


10491 


10070 


10064 


10329 

13 

10229 

13 

10640 



Part 

Number 


PSI 


Application 


Ford - Continued 


Galaxie - Continued 

V-8 260 - Continued 

1963; Regular Locking Fuel Cap; Wagon. 10491 

1963; Oil Breather Cap. 10061 

V-8 289 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1966-1965; Lev-R-Vent Radiator Cap. 10329 13 

1966-1965; OE Type Radiator Cap. 10229 13 

1966-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1966-1965; Regular Locking Fuel Cap; Wagon. 10492 

1966-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1966-1965; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1966-1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1966-1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap. 10640 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; Lev-R-Vent Radiator Cap. 10329 13 

1963; OE Type Radiator Cap. 10229 13 

1963; OE Equivalent Fuel Cap; Wagon. 10640 

1963; Regular Locking Fuel Cap; Wagon. 10491 

1963; Oil Breather Cap. 10061 

V-8 292 

1962; Lev-R-Vent Radiator Cap. 10329 13 

1962; OE Type Radiator Cap. 10229 13 

1962; OE Equivalent Fuel Cap; Wagon. 10640 

1962; Regular Locking Fuel Cap; Wagon. 10491 

1962; Oil Breather Cap. 10061 

1961; Lev-R-Vent Radiator Cap. 10329 13 

1961; OE Type Radiator Cap. 10229 13 

1961; OE Equivalent Fuel Cap; Wagon; Exc. First 10,000 

Produced. 10640 

1961; Regular Locking Fuel Cap; Wagon; Exc. First 10,000 

Produced. 10491 

1961; Oil Breather Cap. 10061 

1960; Lev-R-Vent Radiator Cap. 10329 13 

1960; OE Type Radiator Cap. 10229 13 

1960; OE Equivalent Fuel Cap; Wagon; First 8500 Produced. 10640 

1960; Regular Locking Fuel Cap; Wagon; First 8500 Produced .. 10491 

1960; Oil Breather Cap. 10061 

1959; Lev-R-Vent Radiator Cap. 10329 13 

1959; OE Type Radiator Cap. 10229 13 

1959; OE Equivalent Fuel Cap; Wagon. 10640 

1959; Regular Locking Fuel Cap; Wagon. 10491 

1959; Oil Breather Cap. 10061 

V-8 302 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10632 

1970; Regular Locking Fuel Cap; W/Calif. Emission System 10571 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10640 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1968; Oil Breather Cap. 10071 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Ford - Continued 


Galaxie - Continued 


Part 

Number 


PSI 


Application 


Ford - Continued 


Galaxie - Continued 


Part 

Number 


PSI 


V-8 332 

1959; Lev-R-Vent Radiator Cap. 10329 13 

1959; OE Type Radiator Cap. 10229 13 

1959; OE Equivalent Fuel Cap; Wagon. 10640 

1959; Regular Locking Fuel Cap; Wagon. 10491 

1959; Oil Breather Cap. 10061 

V-8 351 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10632 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10571 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10640 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

V-8 352 

1966-1965; Lev-R-Vent Radiator Cap. 10329 13 

1966-1965; OE Type Radiator Cap. 10229 13 

1966-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1966-1965; Regular Locking Fuel Cap; Wagon. 10492 

1966-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1966-1965; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap. 10640 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1962; Lev-R-Vent Radiator Cap. 10329 13 

1963-1962; OE Type Radiator Cap. 10229 13 

1963-1962; OE Equivalent Fuel Cap; Wagon. 10640 

1963-1962; Regular Locking Fuel Cap; Wagon. 10491 

1963-1962; Oil Breather Cap. 10061 

1961; Lev-R-Vent Radiator Cap. 10329 13 

1961; OE Type Radiator Cap. 10229 13 

1961; OE Equivalent Fuel Cap; Wagon; Exc. First 10,000 

Produced. 10640 

1961; Regular Locking Fuel Cap; Wagon; Exc. First 10,000 

Produced. 10491 

1961; Oil Breather Cap. 10061 

1960; Lev-R-Vent Radiator Cap. 10329 13 

1960; OE Type Radiator Cap. 10229 13 

1960; OE Equivalent Fuel Cap; Wagon; First 8500 Produced. 10640 

1960; Regular Locking Fuel Cap; Wagon; First 8500 Produced .. 10491 

1960; Oil Breather Cap. 10061 

1959; Lev-R-Vent Radiator Cap. 10329 13 

1959; OE Type Radiator Cap. 10229 13 

1959; OE Equivalent Fuel Cap; Wagon. 10640 

1959; Regular Locking Fuel Cap; Wagon. 10491 

1959; Oil Breather Cap. 10061 

V-8 390 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10632 

1970; Regular Locking Fuel Cap; W/Calif. Emission System 10571 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10640 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10491 


V-8 390 - Continued 

1968; Oil Breather Cap. 10071 

1967-1965; Lev-R-Vent Radiator Cap. 10329 13 

1967-1965; OE Type Radiator Cap. 10229 13 

1967-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1965; Regular Locking Fuel Cap; Wagon. 10492 

1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1967-1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap. 10640 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1962; Lev-R-Vent Radiator Cap. 10329 13 

1963-1962; OE Type Radiator Cap. 10229 13 

1963-1962; OE Equivalent Fuel Cap; Wagon. 10640 

1963-1962; Regular Locking Fuel Cap; Wagon. 10491 

1963-1962; Oil Breather Cap. 10061 

1961; Lev-R-Vent Radiator Cap. 10329 13 

1961; OE Type Radiator Cap. 10229 13 

1961; OE Equivalent Fuel Cap; Wagon; Exc. First 10,000 

Produced. 10640 

1961; Regular Locking Fuel Cap; Wagon; Exc. First 10,000 

Produced. 10491 

1961; Oil Breather Cap. 10061 

V-8 406 

1963-1962; Lev-R-Vent Radiator Cap. 10329 13 

1963-1962; OE Type Radiator Cap. 10229 13 

1963-1962; OE Equivalent Fuel Cap; Wagon. 10640 

1963-1962; Regular Locking Fuel Cap; Wagon. 10491 

1963-1962; Oil Breather Cap. 10061 

V-8 427 

1967-1965; Lev-R-Vent Radiator Cap. 10329 13 

1967-1965; OE Type Radiator Cap. 10229 13 

1967-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1965; Regular Locking Fuel Cap; Wagon. 10492 

1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap. 10640 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; Lev-R-Vent Radiator Cap. 10329 13 

1963; OE Type Radiator Cap. 10229 13 

1963; OE Equivalent Fuel Cap; Wagon. 10640 

1963; Regular Locking Fuel Cap; Wagon. 10491 

1963; Oil Breather Cap. 10061 

V-8 428 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1968; Oil Breather Cap. 10071 

1967-1966; Lev-R-Vent Radiator Cap. 10329 13 

1967-1966; OE Type Radiator Cap. 10229 13 

1967-1966; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1966; Regular Locking Fuel Cap; Wagon. 10492 

1967-1966; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1967-1966; Regular Locking Fuel Cap; Exc. Wagon. 10491 

V-8 429 

1970; Lev-R-Vent Radiator Cap. 10329 13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Ford - Continued 

Galaxie - Continued 

V-8 429 - Continued 



1970; OE Type Radiator Cap. 

10229 

13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 

10632 


1970; Regular Locking Fuel Cap; W/Calif. Emission System. 

10571 


1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 

10640 


1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 

10491 


1970; Oil Breather Cap. 

10071 


1969; Lev-R-Vent Radiator Cap. 

10329 

13 

1969; OE Type Radiator Cap. 

10229 

13 

1969; OE Equivalent Fuel Cap. 

10640 


1969; Regular Locking Fuel Cap. 

10491 


1969; Oil Breather Cap. 

10071 


Galaxie 500 

6-Cyl. 240 



1972-1971; Lev-R-Vent Radiator Cap. 

10329 

13 

1972-1971; OE Type Radiator Cap. 

10229 

13 

1972-1971; OE Equivalent Fuel Cap. 

10810 


1972-1971; Regular Locking Fuel Cap. 

10582 


V-8 302 



1972-1971; Lev-R-Vent Radiator Cap. 

10329 

13 

1972-1971; OE Type Radiator Cap. 

10229 

13 

1972-1971; OE Equivalent Fuel Cap. 

10810 


1972-1971; Regular Locking Fuel Cap. 

10582 


1972-1971; Oil Breather Cap. 

10071 


V-8 351 



1974-1971; Lev-R-Vent Radiator Cap. 

10329 

13 

1974-1971; OE Type Radiator Cap. 

10229 

13 

1974-1971; OE Equivalent Fuel Cap. 

10810 


1974-1971; Regular Locking Fuel Cap. 

10582 


1974-1971; Oil Breather Cap. 

10071 


V-8 390 



1971; Lev-R-Vent Radiator Cap. 

10329 

13 

1971; OE Type Radiator Cap. 

10229 

13 

1971; OE Equivalent Fuel Cap. 

10810 


1971; Regular Locking Fuel Cap. 

10582 


1971; Oil Breather Cap. 

10071 


V-8 400 



1974-1971; Lev-R-Vent Radiator Cap. 

10329 

13 

1974-1971; OE Type Radiator Cap. 

10229 

13 

1974-1971; OE Equivalent Fuel Cap. 

10810 


1974-1971; Regular Locking Fuel Cap. 

10582 


1974-1971; Oil Breather Cap. 

10071 


V-8 429 



1973-1971; Lev-R-Vent Radiator Cap. 

10329 

13 

1973-1971; OE Type Radiator Cap. 

10229 

13 

1973-1971; OE Equivalent Fuel Cap. 

10810 


1973-1971; Regular Locking Fuel Cap. 

10582 


1973-1971; Oil Breather Cap. 

10071 


V-8 460 



1974-1973; Lev-R-Vent Radiator Cap. 

10329 

13 

1974-1973; OE Type Radiator Cap. 

10229 

13 

1974-1973; OE Equivalent Fuel Cap. 

10810 


1974-1973; Regular Locking Fuel Cap. 

10582 


1974-1973; Oil Breather Cap. 

10071 


Gran Torino 

6-Cyl. 250; V-8 302 



1974-1972; Lev-R-Vent Radiator Cap. 

10329 

13 

1974 - 1972 ; OE Type Radiator Cap. 

10229 

13 

1974 - 1972 ; OE Equivalent Fuel Cap. 

10810 


1974 - 1972 ; Regular Locking Fuel Cap. 

10582 


1974 - 1972 ; Oil Breather Cap. 

10071 


V-8 351; V-8 400 



1976 ; Lev-R-Vent Radiator Cap. 

10330 

16 

1976 ; OE Type Radiator Cap. 

10230 

16 

1976 ; OE Equivalent Fuel Cap. 

10810 


1976 ; Regular Locking Fuel Cap. 

10582 


1976 ; Oil Breather Cap. 

10071 


1975 - 1972 ; Lev-R-Vent Radiator Cap. 

10329 

13 

1975 - 1972 ; OE Type Radiator Cap. 

10229 

13 

1975 - 1972 ; OE Equivalent Fuel Cap. 

10810 



Application 

Part 

Number 

PSI 

Ford - Continued 

1 Gran Torino - Continued 

V-8 351; V-8 400 - Continued 

1975-1972; Regular Locking Fuel Cap. 

. 10582 


1975-1972; Oil Breather Cap. 

. 10071 


V-8 429 

1973-1972; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1973-1972; OE Type Radiator Cap. 

. 10229 

13 

1973-1972; OE Equivalent Fuel Cap. 

1973-1972; Regular Locking Fuel Cap. 

. 10810 

. 10582 

1973-1972; Oil Breather Cap. 

. 10071 


V-8 460 

1976; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1976; OE Type Radiator Cap. 

. 10230 

16 

1976; OE Equivalent Fuel Cap. 

1976; Regular Locking Fuel Cap. 

1976; Oil Breather Cap. 

. 10810 

. 10582 

. 10071 

1975-1973; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1975-1973; OE Type Radiator Cap. 

. 10229 

13 

1975-1973; OE Equivalent Fuel Cap. 

1975-1973; Regular Locking Fuel Cap. 

. 10810 

. 10582 

1975-1973; Oil Breather Cap. 

. 10071 



Granada 


4-Cyl. 2.3 L 

1982; Lev-R-Vent Radiator Cap. 10330 16 

1982; OE Type Radiator Cap. 10230 16 

1982; OE Equivalent Fuel Cap -On Fuel Cap; W/Cam-On Fuel 

Cap. 10810 

1982; Regular Locking Fuel Cap -On Fuel Cap; W/Cam-On Fuel 

Cap. 10582 

1982; OE Equivalent Fuel Cap; W/Threaded Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap; W/Threaded Fuel Cap ... 10819 

1982; Regular Locking Fuel Cap; W/Threaded Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap; W/Threaded Fuel Cap. 10501 

1982; Oil Breather Cap. 10094 

1981; Lev-R-Vent Radiator Cap. 10330 

1981; OE Type Radiator Cap. 10230 

1981; OE Equivalent Fuel Cap. 10810 

1981; Regular Locking Fuel Cap. 10582 

1981; Oil Breather Cap. 10086 

6-Cvl. 200 

1977-1976; Lev-R-Vent Radiator Cap. 10330 

1977-1976; OE Type Radiator Cap. 10230 

1977-1976; OE Equivalent Fuel Cap; Exposed Application. 10735 

1977-1976; Regular Locking Fuel Cap; Exposed Application. 10559 

1977-1976; OE Equivalent Fuel Cap; Hidden Application. 10810 

1977-1976; Regular Locking Fuel Cap; Hidden Application. 10582 

1977-1976; Oil Breather Cap. 10071 

1975; Lev-R-Vent Radiator Cap. 10329 

1975; OE Type Radiator Cap. 10229 

1975; OE Equivalent Fuel Cap; Exposed Application. 10735 

1975; Regular Locking Fuel Cap; Exposed Application. 10559 

1975; OE Equivalent Fuel Cap; Hidden Application. 10810 

1975; Regular Locking Fuel Cap; Hidden Application. 10582 

1975; Oil Breather Cap. 10071 

6-Cyl. 250 

1979-1976; Lev-R-Vent Radiator Cap. 10330 

1979-1976; OE Type Radiator Cap. 10230 

1979-1976; OE Equivalent Fuel Cap; Exposed Application. 10735 

1979-1976; Regular Locking Fuel Cap; Exposed Application. 10559 

1979-1976; OE Equivalent Fuel Cap; Hidden Application. 10810 

1979-1976; Regular Locking Fuel Cap; Hidden Application. 10582 

1979-1976; Oil Breather Cap. 10071 

1975; Lev-R-Vent Radiator Cap. 10329 

1975; OE Type Radiator Cap. 10229 

1975; OE Equivalent Fuel Cap; Exposed Application. 10735 

1975; Regular Locking Fuel Cap; Exposed Application. 10559 

1975; OE Equivalent Fuel Cap; Hidden Application. 10810 

1975; Regular Locking Fuel Cap; Hidden Application. 10582 

1975; Oil Breather Cap. 10071 

6-Cyl. 3.3 L 

1982; Lev-R-Vent Radiator Cap. 10330 16 

1982; OE Type Radiator Cap. 10230 16 


16 

16 


16 

16 


13 

13 


16 

16 


13 

13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Part 

Number 


PSI 


Application 


Ford - Continued 


Granada - Continued 

6-Cvl. 3.3 L- Continued 

1982; OE Equivalent Fuel Cap -On Fuel Cap; W/Cam-On Fuel 

Cap. 10810 

1982; Regular Locking Fuel Cap -On Fuel Cap; W/Cam-On Fuel 

Cap. . 10582 

1982; OE Equivalent Fuel Cap; W/Threaded Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap; W/Threaded Fuel Cap ... 10819 

1982; Regular Locking Fuel Cap; W/Threaded Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap; W/Threaded Fuel Cap. 10501 

1982; Oil Breather Cap. 10071 

1981; Lev-R-Vent Radiator Cap. 10330 16 

1981; OE Type Radiator Cap. 10230 16 

1981; OE Equivalent Fuel Cap. 10810 

1981; Regular Locking Fuel Cap. 10582 

1981; Oil Breather Cap. 10071 

6-Cvl. 4.1 L 

1980; Lev-R-Vent Radiator Cap. 10330 16 

1980; OE Type Radiator Cap. 10230 16 

1980; OE Equivalent Fuel Cap. 10810 

1980; Regular Locking Fuel Cap. 10582 

1980; Oil Breather Cap. 10071 

V-6 3.8 L 

1982; Lev-R-Vent Radiator Cap. 10330 16 

1982; OE Type Radiator Cap. 10230 16 

1982; OE Equivalent Fuel Cap -On Fuel Cap; W/Cam-On Fuel 

Cap. 10810 

1982; Regular Locking Fuel Cap -On Fuel Cap; W/Cam-On Fuel 

Cap. . 10582 

1982; OE Equivalent Fuel Cap; W/Threaded Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap; W/Threaded Fuel Cap ... 10819 

1982; Regular Locking Fuel Cap; W/Threaded Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap; W/Threaded Fuel Cap. 10501 

1982; Oil Breather Cap. 10094 

V-8 302 

1979-1976; Lev-R-Vent Radiator Cap. 10330 16 

1979-1976; OE Type Radiator Cap. 10230 16 

1979-1976; OE Equivalent Fuel Cap; Exposed Application. 10735 

1979-1976; Regular Locking Fuel Cap; Exposed Application. 10559 

1979-1976; OE Equivalent Fuel Cap; Hidden Application. 10810 

1979-1976; Regular Locking Fuel Cap; Hidden Application. 10582 

1979-1976; Oil Breather Cap. 10071 

1975; Lev-R-Vent Radiator Cap. 10329 13 

1975; OE Type Radiator Cap. 10229 13 

1975; OE Equivalent Fuel Cap; Exposed Application. 10735 

1975; Regular Locking Fuel Cap; Exposed Application. 10559 

1975; OE Equivalent Fuel Cap; Hidden Application. 10810 

1975; Regular Locking Fuel Cap; Hidden Application. 10582 

1975; Oil Breather Cap. 10071 

V-8 351 

1977-1976; Lev-R-Vent Radiator Cap. 10330 16 

1977-1976; OE Type Radiator Cap. 10230 16 

1977-1976; OE Equivalent Fuel Cap; Exposed Application. 10735 

1977-1976; Regular Locking Fuel Cap; Exposed Application. 10559 

1977-1976; OE Equivalent Fuel Cap; Hidden Application. 10810 

1977-1976; Regular Locking Fuel Cap; Hidden Application. 10582 

1977-1976; Oil Breather Cap. 10071 

1975; Lev-R-Vent Radiator Cap. 10329 13 

1975; OE Type Radiator Cap. 10229 13 

1975; OE Equivalent Fuel Cap; Exposed Application. 10735 

1975; Regular Locking Fuel Cap; Exposed Application. 10559 

1975; OE Equivalent Fuel Cap; Hidden Application. 10810 

1975; Regular Locking Fuel Cap; Hidden Application. 10582 

1975; Oil Breather Cap. 10071 

V-8 4.2 L 

1981-1980; Lev-R-Vent Radiator Cap. 10330 16 

1981-1980; OE Type Radiator Cap. 10230 16 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10071 

V-8 5.0 L 

1980; Lev-R-Vent Radiator Cap. 10330 16 

1980; OE Type Radiator Cap. 10230 16 


Application 


Ford - Continued 


Granada - Continued 

V-8 5.0 L - Continued 

1980; OE Equivalent Fuel Cap .... 
1980; Regular Locking Fuel Cap . 
1980; Oil Breather Cap. 


Part 

Number 


10810 

10582 

10071 


PSI 


Ltd 


4-Cyl. 2.3 L 

1986 ; Lev-R-Vent Radiator Cap. 

1986 ; OE Type Radiator Cap. 

1986 ; OE Equivalent Fuel Cap. 

1986 ; Pre-Vent Non-Locking Fuel Cap. 

1986 ; Regular Locking Fuel Cap. 

1986 ; Pre-Vent Locking Fuel Cap. 

1986 ; Oil Breather Cap. 

1985 - 1984 ; Lev-R-Vent Radiator Cap. 

1985 - 1984 ; OE Type Radiator Cap. 

1985 - 1984 ; OE Equivalent Fuel Cap. 

1985 - 1984 ; Pre-Vent Non-Locking Fuel Cap. 

1985 - 1984 ; Regular Locking Fuel Cap. 

1985 - 1984 ; Pre-Vent Locking Fuel Cap. 

1985 - 1984 ; Oil Breather Cap. 

1983 ; OE Equivalent Fuel Cap. 

1983 ; Pre-Vent Non-Locking Fuel Cap. 

1983 ; Regular Locking Fuel Cap. 

1983 ; Pre-Vent Locking Fuel Cap. 

1983 ; Oil Breather Cap. 

6-Cyl. 3.3 L 

1983 ; Lev-R-Vent Radiator Cap. 

1983 ; OE Type Radiator Cap. 

1983 ; OE Equivalent Fuel Cap. 

1983 ; Pre-Vent Non-Locking Fuel Cap. 

1983 ; Regular Locking Fuel Cap. 

1983 ; Pre-Vent Locking Fuel Cap. 

1983 ; Oil Breather Cap. 

V-6 3.8 L 

1986 ; Lev-R-Vent Radiator Cap. 

1986 ; OE Type Radiator Cap. 

1986 ; OE Equivalent Fuel Cap. 

1986 ; Pre-Vent Non-Locking Fuel Cap. 

1986 ; Regular Locking Fuel Cap. 

1986 ; Pre-Vent Locking Fuel Cap. 

1986 ; Oil Breather Cap. 

1985 - 1983 ; Lev-R-Vent Radiator Cap. 

1985 - 1983 ; OE Type Radiator Cap. 

1985 - 1983 ; OE Equivalent Fuel Cap. 

1985 - 1983 ; Pre-Vent Non-Locking Fuel Cap. 

1985 - 1983 ; Regular Locking Fuel Cap. 

1985 - 1983 ; Pre-Vent Locking Fuel Cap. 

1985 - 1983 ; Oil Breather Cap. 

V-8 289 

1967 ; Lev-R-Vent Radiator Cap. 

1967 ; OE Type Radiator Cap. 

1967 ; OE Equivalent Fuel Cap; Wagon. 

1967 ; Regular Locking Fuel Cap; Wagon. 

1967 ; OE Equivalent Fuel Cap; Exc. Wagon. 

1967 ; Regular Locking Fuel Cap; Exc. Wagon. 

V-8 302 

1979 - 1977 ; Lev-R-Vent Radiator Cap. 

1979 - 1977 ; OE Type Radiator Cap. 

1979 - 1977 ; OE Equivalent Fuel Cap. 

1979 - 1977 ; Regular Locking Fuel Cap. 

1979 - 1977 ; Oil Breather Cap. 

1972 - 1971 ; Lev-R-Vent Radiator Cap. 

1972 - 1971 ; OE Type Radiator Cap. 

1972-1971; OE Equivalent Fuel Cap. 

1972 - 1971 ; Regular Locking Fuel Cap. 

1972 - 1971 ; Oil Breather Cap. 

1970 ; Lev-R-Vent Radiator Cap. 

1970 ; OE Type Radiator Cap. 

1970 ; OE Equivalent Fuel Cap; W/Calif. Emission System. 

1970 ; Regular Locking Fuel Cap; W/Calif. Emission System. 

1970 ; OE Equivalent Fuel Cap; W/O Calif. Emission System .... 
1970 ; Regular Locking Fuel Cap; W/O Calif. Emission System . 


10331 

16 

10231 

16 

10817 


10819 


10591 


10501 


10094 


10330 

16 

10230 

16 

10817 


10819 


10591 


10501 


10094 


10817 


10819 


10591 


10501 


10094 


10330 

16 

10230 

16 

10817 


10819 


10591 


10501 


10071 


10331 

16 

10231 

16 

10817 


10819 


10591 


10501 


10094 


10330 

16 

10230 

16 

10817 


10819 


10591 


10501 


10094 


10329 

13 

10229 

13 

10646 


10492 


10640 


10491 


10330 

16 

10230 

16 

10810 


10582 


10071 


10329 

13 

10229 

13 

10810 


10582 


10071 


10329 

13 

10229 

13 

10632 


10571 


10640 


10491 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Ford - Continued 

Ford - Continued 

Ltd - Continued 

Ltd - Continued 


Application 


Part 

Number 


PSI 


V-8 302 - Continued 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1968; Oil Breather Cap. 10071 

V-8 351 

1979-1976; Lev-R-Vent Radiator Cap. 10330 16 

1979-1976; OE Type Radiator Cap. 10230 16 

1979-1976; OE Equivalent Fuel Cap. 10810 

1979-1976; Regular Locking Fuel Cap. 10582 

1979-1976; Oil Breather Cap. 10071 

1975-1971; Lev-R-Vent Radiator Cap. 10329 13 

1975-1971; OE Type Radiator Cap. 10229 13 

1975-1971; OE Equivalent Fuel Cap. 10810 

1975-1971; Regular Locking Fuel Cap. 10582 

1975-1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10632 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10571 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10640 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

V-8 390 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10810 

1971; Regular Locking Fuel Cap. 10582 

1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10632 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10571 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10640 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1968; Oil Breather Cap. 10071 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10491 

V-8 4.2 L 

1982-1981; Lev-R-Vent Radiator Cap. 10330 16 

1982-1981; OE Type Radiator Cap. 10230 16 

1982-1981; OE Equivalent Fuel Cap. 10810 

1982-1981; Regular Locking Fuel Cap. 10582 


V-8 4.2 L - Continued 

1982-1981; Oil Breather Cap. 10071 

V-8 400 

1978-1976; Lev-R-Vent Radiator Cap. 10330 16 

1978-1976; OE Type Radiator Cap. 10230 16 

1978-1976; OE Equivalent Fuel Cap. 10810 

1978-1976; Regular Locking Fuel Cap. 10582 

1978-1976; Oil Breather Cap. 10071 

1975-1971; Lev-R-Vent Radiator Cap. 10329 13 

1975-1971 ;OE Type Radiator Cap. 10229 13 

1975-1971; OE Equivalent Fuel Cap. 10810 

1975-1971; Regular Locking Fuel Cap. 10582 

1975-1971; Oil Breather Cap. 10071 

V-8 427 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10491 

V-8 428 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1968; Oil Breather Cap. 10071 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10491 

V-8 429 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971 ;OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap. 10810 

1973-1971; Regular Locking Fuel Cap. 10582 

1973-1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10632 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10571 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10640 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

V-8 460 

1978-1976; Lev-R-Vent Radiator Cap. 10330 16 

1978-1976; OE Type Radiator Cap. 10230 16 

1978-1976; OE Equivalent Fuel Cap. 10810 

1978-1976; Regular Locking Fuel Cap. 10582 

1978-1976; Oil Breather Cap. 10071 

1975-1973; Lev-R-Vent Radiator Cap. 10329 13 

1975-1973; OE Type Radiator Cap. 10229 13 

1975-1973; OE Equivalent Fuel Cap. 10810 

1975-1973; Regular Locking Fuel Cap. 10582 

1975-1973; Oil Breather Cap. 10071 

V-8 5.0 L 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Ford - Continued 

Ford - Continued 

Ltd - Continued 

Ltd II - Continued 


Application 


Part 

Number 


PSI 


V-8 5.0 L - Continued 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10081 

1985-1984; Lev-R-Vent Radiator Cap. 10330 16 

1985-1984; OE Type Radiator Cap. 10230 16 

1985-1984; OE Equivalent Fuel Cap; Country Squire, LTD Crown 

Victoria. 10810 

1985-1984; Regular Locking Fuel Cap; Country Squire, LTD 

Crown Victoria. 10582 

1985-1984; OE Equivalent Fuel Cap; Base, Brougham. 10817 

1985-1984; Pre-Vent Non-Locking Fuel Cap; Base, Brougham .. 10819 

1985-1984; Regular Locking Fuel Cap; Base, Brougham. 10591 

1985-1984; Pre-Vent Locking Fuel Cap; Base, Brougham. 10501 

1985-1984; Oil Breather Cap. 10071 

1983-1980; Lev-R-Vent Radiator Cap. 10330 16 

1983-1980; OE Type Radiator Cap. 10230 16 

1983-1980; OE Equivalent Fuel Cap. 10810 

1983-1980; Regular Locking Fuel Cap. 10582 

1983-1980; Oil Breather Cap. 10071 

V-8 5.8 L 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Breather Cap. 10071 

1985-1983; Lev-R-Vent Radiator Cap. 10330 16 

1985-1983; OE Type Radiator Cap. 10230 16 

1985-1983; OE Equivalent Fuel Cap. 10810 

1985-1983; Regular Locking Fuel Cap. 10582 

1985-1983; Oil Breather Cap. 10071 

1981-1980; Lev-R-Vent Radiator Cap. 10330 16 

1981-1980; OE Type Radiator Cap. 10230 16 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10071 

V-8 5.8 L (Canada) 

1982; Lev-R-Vent Radiator Cap. 10330 16 

1982; OE Type Radiator Cap. 10230 16 

1982; OE Equivalent Fuel Cap. 10810 

1982; Regular Locking Fuel Cap. 10582 

1982; Oil Breather Cap. 10071 


Ltd Crown Victoria 

V-8 5.0 L; V-8 5.8 L 

1991-1989; Lev-R-Vent Radiator Cap. 10331 16 

1991-1989; OE Type Radiator Cap. 10231 16 

1991-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1989; Pre-Vent Locking Fuel Cap. 10501 

1991-1989; Oil Filler Cap. 10081 

1988-1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10081 

Ltd II 

V-8 302; V-8 351 

1979-1977; Lev-R-Vent Radiator Cap. 10330 16 

1979-1977; OE Type Radiator Cap. 10230 16 

1979-1977; OE Equivalent Fuel Cap. 10810 

1979-1977; Regular Locking Fuel Cap. 10582 

1979-1977; Oil Breather Cap. 10071 

V-8 400 

1978-1977; Lev-R-Vent Radiator Cap. 10330 16 

1978-1977; OE Type Radiator Cap. 10230 16 

1978-1977; OE Equivalent Fuel Cap. 10810 

1978-1977; Regular Locking Fuel Cap. 10582 


V-8 400 - Continued 

1978-1977; Oil Breather Cap. 10071 


Maverick 

6-Cvl. 170 

1972; Lev-R-Vent Radiator Cap. 10329 13 

1972; OE Type Radiator Cap. 10229 13 

1972; OE Equivalent Fuel Cap. 10734 

1972; Regular Locking Fuel Cap. 10559 

1972; Oil Breather Cap. 10071 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10734 

1971; Regular Locking Fuel Cap. 10559 

1971; Oil BreatherCap. 10070 

1970-1969; Lev-R-Vent Radiator Cap. 10329 13 

1970-1969; OE Type Radiator Cap. 10229 13 

6-Cvl. 200 

1977-1972; Lev-R-Vent Radiator Cap. 10329 13 

1977-1972; OE Type Radiator Cap. 10229 13 

1977-1972; OE Equivalent Fuel Cap. 10734 

1977-1972; Regular Locking Fuel Cap. 10559 

1977-1972; Oil Breather Cap. 10071 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10734 

1971; Regular Locking Fuel Cap. 10559 

1971; Oil BreatherCap. 10070 

1970-1969; Lev-R-Vent Radiator Cap. 10329 13 

1970-1969; OE Type Radiator Cap. 10229 13 

6-Cvl. 250 

1977-1971; Lev-R-Vent Radiator Cap. 10329 13 

1977-1971; OE Type Radiator Cap. 10229 13 

1977-1971; OE Equivalent Fuel Cap. 10734 

1977-1971; Regular Locking Fuel Cap. 10559 

1977-1971; Oil BreatherCap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

V-8 302 

1977-1971; Lev-R-Vent Radiator Cap. 10329 13 

1977-1971 ;OE Type Radiator Cap. 10229 13 

1977-1971; OE Equivalent Fuel Cap. 10734 

1977-1971; Regular Locking Fuel Cap. 10559 

1977-1971; Oil BreatherCap. 10071 


Mustang 

4-Cvl. 140 

1979; Lev-R-Vent Radiator Cap; Eng. VINW. 10330 16 

1979; OE Type Radiator Cap; Eng. VINW. 10230 16 

1979; Lev-R-Vent Radiator Cap; W/A.C.: Eng. VINY. 10330 16 

1979; OE Type Radiator Cap; W/A.C.; Eng. VINY. 10230 16 

1979; Lev-R-Vent Radiator Cap; W/OA.C.; Eng. VINY. 10329 13 

1979; OE Type Radiator Cap; W/OA.C.; Eng. VINY. 10229 13 

1979; OE Equivalent Fuel Cap. 10810 

1979; Regular Locking Fuel Cap. 10582 

1979; Oil Filler Cap; Eng. VIN W. 10087 

1979; Oil Breather Cap; Eng. VIN Y. 10086 

4-Cvl. 2.3 L 

1993-1989; Lev-R-Vent Radiator Cap. 10331 16 

1993-1989; OE Type Radiator Cap. 10231 16 

1993-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1989; Pre-Vent Locking Fuel Cap. 10501 

1993-1989; Oil Filler Cap. 10100 

1988-1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10100 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Application 


Part 

Number 


PSI 


Ford - Continued 

Ford - Continued 

Mustang - Continued 

Mustang - Continued 


4-Cvl. 2.3 L- Continued 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap; WO Turbo. 10087 

1985; Lev-R-Vent Radiator Cap. 10330 16 

1985; OE Type Radiator Cap. 10230 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Breather Cap; W/O Turbo. 10094 

1984; Lev-R-Vent Radiator Cap. 10330 16 

1984; OE Type Radiator Cap. 10230 16 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Breather Cap; Eng. VIN A, T. 10094 

1983; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1983; OE Type Radiator Cap; W/A.C. 10230 16 

1983; Lev-R-Vent Radiator Cap; W/O A.C.; Early; Eng. VIN A... 10329 13 

1983; OE Type Radiator Cap; W/O A.C.; Early; Eng. VIN A. 10229 13 

1983; Lev-R-Vent Radiator Cap; W/O A.C.; Late; Eng. VIN A. 10330 16 

1983; OE Type Radiator Cap; W/O A.C.; Late; Eng. VIN A. 10230 16 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Oil Breather Cap. 10094 

1982; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1982; OE Type Radiator Cap; W/A.C. 10230 16 

1982; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1982; OE Type Radiator Cap; W/O A.C. 10229 13 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Breather Cap. 10094 

1981-1980; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1981-1980; OE Type Radiator Cap; W/A.C. 10230 16 

1981-1980; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1981 -1980; OE Type Radiator Cap; W/O A.C. 10229 13 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10086 

6-Cyl. 170 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap; Exc. GT. 10624 

1964; Regular Locking Fuel Cap; Exc. GT. 10483 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

6-Cyl. 200 

1979; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1979; OE Type Radiator Cap; W/A.C. 10230 16 

1979; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1979; OE Type Radiator Cap; W/O A.C. 10229 13 

1979; OE Equivalent Fuel Cap. 10810 

1979; Regular Locking Fuel Cap. 10582 

1979; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; Regular Locking Fuel Cap; Exc. Mach I; W/Calif. Emission 

System. 10559 

1970; OE Equivalent Fuel Cap; Exc. Mach I; W/O Calif. Emission 

System. 10624 

1970; Regular Locking Fuel Cap; Exc. Mach I; W/O Calif. 

Emission System. 10483 

1970; Oil Breather Cap. 10070 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10624 


6-Cyl. 200 - Continued 

1969; Regular Locking Fuel Cap. 10483 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap. 10624 

1968; Regular Locking Fuel Cap. 10483 

1968; Oil Breather Cap. 10071 

1967-1964; Lev-R-Vent Radiator Cap. 10329 13 

1967-1964; OE Type Radiator Cap. 10229 13 

1967-1964; OE Equivalent Fuel Cap; Exc. GT. 10624 

1967-1964; Regular Locking Fuel Cap; Exc. GT. 10483 

1967-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

6-Cyl. 250 

1973-1972; Lev-R-Vent Radiator Cap. 10329 13 

1973-1972; OE Type Radiator Cap. 10229 13 

1973-1972; OE Equivalent Fuel Cap. 10734 

1973-1972; Regular Locking Fuel Cap. 10559 

1973-1972; Oil Breather Cap. 10071 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10734 

1971; Regular Locking Fuel Cap. 10559 

1971; Oil Breather Cap. 10070 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; Regular Locking Fuel Cap; Exc. Mach I; W/Calif. Emission 

System. 10559 

1970; OE Equivalent Fuel Cap; Exc. Mach I; W/O Calif. Emission 

System. 10624 

1970; Regular Locking Fuel Cap; Exc. Mach I; W/O Calif. 

Emission System. 10483 

1970; Oil Breather Cap. 10070 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10624 

1969; Regular Locking Fuel Cap. 10483 

1969; Oil Breather Cap. 10070 

6-Cyl. 3.3 L 

1982; Lev-R-Vent Radiator Cap. 10330 16 

1982; OE Type Radiator Cap. 10230 16 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Breather Cap. 10071 

1981-1980; Lev-R-Vent Radiator Cap. 10330 16 

1981-1980; OE Type Radiator Cap. 10230 16 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10071 

V-6 171 

1979; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1979; OE Type Radiator Cap; W/A.C. 10230 16 

1979; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1979; OE Type Radiator Cap; W/O A.C. 10229 13 

1979; OE Equivalent Fuel Cap. 10810 

1979; Regular Locking Fuel Cap. 10582 

1979; Oil Breather Cap. 10133 

V-6 3.8 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10081 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Breather Cap. 10094 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Ford - Continued 


Mustang - Continued 


Part 

Number 


PSI 


Application 


Ford - Continued 


Mustang - Continued 


Part 

Number 


PSI 


V-6 3.8 L - Continued 

1985-1983; Lev-R-Vent Radiator Cap. 10330 16 

1985-1983; OE Type Radiator Cap. 10230 16 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Oil Breather Cap. 10094 

V-8 260 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap; Exc. GT. 10624 

1964; Regular Locking Fuel Cap; Exc. GT. 10483 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 289 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Exc. GT. 10624 

1968; Regular Locking Fuel Cap; Exc. GT. 10483 

1968; Oil Breather Cap. 10071 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap; Exc. GT. 10624 

1967; Regular Locking Fuel Cap; Exc. GT. 10483 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966-1964; Lev-R-Vent Radiator Cap. 10329 13 

1966-1964; OE Type Radiator Cap. 10229 13 

1966-1964; OE Equivalent Fuel Cap; Exc. GT. 10624 

1966-1964; Regular Locking Fuel Cap; Exc. GT. 10483 

1966-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1966-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 302 

1979; Lev-R-Vent Radiator Cap. 10330 16 

1979; OE Type Radiator Cap. 10230 16 

1979; OE Equivalent Fuel Cap. 10810 

1979; Regular Locking Fuel Cap. 10582 

1979; Oil Breather Cap. 10071 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971 ;OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap. 10734 

1973-1971; Regular Locking Fuel Cap. 10559 

1973-1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; Regular Locking Fuel Cap; Exc. Mach I; W/Calif. Emission 

System. 10559 

1970; OE Equivalent Fuel Cap; Exc. Mach I; W/O Calif. Emission 

System. 10624 

1970; Regular Locking Fuel Cap; Exc. Mach I; W/O Calif. 

Emission System. 10483 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap; Exc. Mach I. 10624 

1969; Regular Locking Fuel Cap; Exc. Mach I. 10483 

1969; Oil Breather Cap. 10071 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Exc. GT. 10624 

1968; Regular Locking Fuel Cap; Exc. GT. 10483 

1968; Oil Breather Cap. 10071 

V-8 351 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971; OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap. 10734 

1973-1971; Regular Locking Fuel Cap. 10559 

1973-1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; Regular Locking Fuel Cap; Exc. Mach I; W/Calif. Emission 

System. 10559 


V-8 351 - Continued 

1970; OE Equivalent Fuel Cap; Exc. Mach I; W/O Calif. Emission 

System. 10624 

1970; Regular Locking Fuel Cap; Exc. Mach I; W/O Calif. 

Emission System. 10483 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap; Exc. Mach I. 10624 

1969; Regular Locking Fuel Cap; Exc. Mach I. 10483 

1969; Oil Breather Cap. 10071 

V-8 390 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; Oil Breather Cap. 10071 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap; Exc. GT. 10624 

1967; Regular Locking Fuel Cap; Exc. GT. 10483 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

V-8 4.2 L 

1982; Lev-R-Vent Radiator Cap. 10330 16 

1982; OE Type Radiator Cap. 10230 16 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Breather Cap. 10071 

1981-1980; Lev-R-Vent Radiator Cap. 10330 16 

1981-1980; OE Type Radiator Cap. 10230 16 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10071 

V-8 428 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; Regular Locking Fuel Cap; Exc. Mach I; W/Calif. Emission 

System. 10559 

1970; OE Equivalent Fuel Cap; Exc. Mach I; W/O Calif. Emission 

System. 10624 

1970; Regular Locking Fuel Cap; Exc. Mach I; W/O Calif. 

Emission System. 10483 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap; Exc. Mach I. 10624 

1969; Regular Locking Fuel Cap; Exc. Mach I. 10483 

1969; Oil Breather Cap. 10071 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Exc. GT. 10624 

1968; Regular Locking Fuel Cap; Exc. GT. 10483 

1968; Oil Breather Cap. 10071 

V-8 429 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10734 

1971; Regular Locking Fuel Cap. 10559 

1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; Regular Locking Fuel Cap; Exc. Mach I; W/Calif. Emission 

System. 10559 

1970; OE Equivalent Fuel Cap; Exc. Mach I; W/O Calif. Emission 

System. 10624 

1970; Regular Locking Fuel Cap; Exc. Mach I; W/O Calif. 

Emission System. 10483 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap; Exc. Mach I. 10624 

1969; Regular Locking Fuel Cap; Exc. Mach I. 10483 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Ford - Continued 

Ford - Continued 

Mustang - Continued 

Pinto - Continued 


V-8 5.0 L 


Application 


Part 

Number 


PSI 


1994-1989; Lev-R-Vent Radiator Cap. 10331 16 

1994-1989; OE Type Radiator Cap. 10231 16 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10081 

1988-1986; Lev-R-Vent Radiator Cap. 10331 16 

1988-1986; OE Type Radiator Cap. 10231 16 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10081 

1985-1982; Lev-R-Vent Radiator Cap. 10330 16 

1985-1982; OE Type Radiator Cap. 10230 16 

1985-1982; OE Equivalent Fuel Cap. 10817 

1985-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1982; Regular Locking Fuel Cap. 10591 

1985-1982; Pre-Vent Locking Fuel Cap. 10501 

1985-1982; Oil Breather Cap. 10071 


Mustang II 

4-Cvl. 140 

1978-1974; Lev-R-Vent Radiator Cap. 10329 13 

1978-1974; OE Type Radiator Cap. 10229 13 

1978-1974; OE Equivalent Fuel Cap. 10733 

1978-1974; Regular Locking Fuel Cap. 10559 

1978-1974; Oil Breather Cap. 10071 

V-6 171 

1978; Lev-R-Vent Radiator Cap. 10329 13 

1978; OE Type Radiator Cap. 10229 13 

1978; OE Equivalent Fuel Cap. 10733 

1978; Regular Locking Fuel Cap. 10559 

1978; Oil Breather Cap. 10133 

1977-1974; Lev-R-Vent Radiator Cap. 10329 13 

1977-1974; OE Type Radiator Cap. 10229 13 

1977-1974; OE Equivalent Fuel Cap. 10733 

1977- 1974; Regular Locking Fuel Cap. 10559 

V-8 302 

1978- 1977; Lev-R-Vent Radiator Cap. 10329 13 

1978-1977; OE Type Radiator Cap. 10229 13 

1978-1977; OE Equivalent Fuel Cap. 10733 

1978-1977; Regular Locking Fuel Cap. 10559 

1978-1977; Oil Breather Cap. 10071 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10733 

1976-1975; Regular Locking Fuel Cap. 10559 

1976-1975; Oil Breather Cap. 10071 


Pickup 

4-Cyl. 120 

1942-1941; OE Equivalent Fuel Cap. 10625 

6-Cyl. 226 

1947-1946; Heavy-Duty Radiator Cap -Head Eng.; W/L-Head 

Eng. 10281 4 

1947-1946; OE Equivalent Fuel Cap. 10625 

1942-1941; Heavy-Duty Radiator Cap -Head Eng.; W/L-Head 

Eng. 10281 4 

1942-1941; OE Equivalent Fuel Cap. 10625 

V-8 221 

1942-1941; OE Equivalent Fuel Cap. 10625 

V-8 239 

1947-1946; Heavy-Duty Radiator Cap. 10281 4 

1947-1946; OE Equivalent Fuel Cap. 10625 

1945; OE Equivalent Fuel Cap. 10625 

1942-1941; OE Equivalent Fuel Cap. 10625 


Pinto 

4-Cyl. 122 

1974-1971; Lev-R-Vent Radiator Cap. 10329 13 

1974-1971; OE Type Radiator Cap. 10229 13 

1974-1971; OE Equivalent Fuel Cap. 10733 


4-Cyl. 122 - Continued 

1974-1971; Regular Locking Fuel Cap. 10559 

4-Cyl. 140 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10733 

1979; Regular Locking Fuel Cap. 10559 

1979; Oil Breather Cap. 10086 

1978-1974; Lev-R-Vent Radiator Cap. 10329 13 

1978-1974; OE Type Radiator Cap. 10229 13 

1978-1974; OE Equivalent Fuel Cap. 10733 

1978-1974; Regular Locking Fuel Cap. 10559 

1978- 1974; Oil Breather Cap. 10071 

4-Cyl. 2.3 L 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10733 

1980; Regular Locking Fuel Cap. 10559 

1980; Oil Breather Cap. 10086 

4-Cyl. 98 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971; OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap. 10733 

1973-1971; Regular Locking Fuel Cap. 10559 

V-6 171 

1979- 1975; Lev-R-Vent Radiator Cap. 10329 13 

1979-1975; OE Type Radiator Cap. 10229 13 

1979-1975; OE Equivalent Fuel Cap. 10733 

1979-1975; Regular Locking Fuel Cap. 10559 


Probe 

4-Cyl. 2.0 L 

1994; Lev-R-Vent Radiator Cap. ✓10333 16 

1994; OE Type Radiator Cap. 10233 16 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10082 

1993; Lev-R-Vent Radiator Cap. ✓10327 13 

1993; OE Type Radiator Cap. 10227 13 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Pre-Vent Locking Fuel Cap. 10501 

1993; Oil Filler Cap. 10082 

4-Cyl. 2.2 L 

1992-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1992-1989; OE Type Radiator Cap. 10227 13 

1992-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1989; Pre-Vent Locking Fuel Cap. 10501 

1992-1989; Oil Filler Cap. 10082 

V-6 2.5 L 

1994-1993; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1993; OE Type Radiator Cap. 10227 13 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10082 

V-6 3.0 L 

1992-1990; Lev-R-Vent Radiator Cap. ✓lOSSS 16 

1992-1990; OE Type Radiator Cap. 10233 16 

1992-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1990; Pre-Vent Locking Fuel Cap. 10501 

1992-1990; Oil Filler Cap. 10081 


Ranchero 

6-Cyl. 200 

1968; Lev-R-Vent Radiator Cap. 10328 7 

1968; OE Type Radiator Cap. 10228 7 

1968; OE Equivalent Fuel Cap. 10624 

1968; Regular Locking Fuel Cap. 10483 

1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10328 7 

1967; OE Type Radiator Cap. 10228 7 

1967; OE Equivalent Fuel Cap. 10624 

1967; Regular Locking Fuel Cap. 10483 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Ford - Continued 


Ranchero - Continued 


Part 

Number 


PSI 


Application 


Ford - Continued 


Ranchero - Continued 


Part 

Number 


PSI 


6-Cvl. 200 - Continued 

1966; Lev-R-Vent Radiator Cap. 10328 7 

1966; OE Type Radiator Cap. 10228 7 

1966; OE Equivalent Fuel Cap. 10624 

1966; Regular Locking Fuel Cap. 10483 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

6-Cyl. 223 

1959; Lev-R-Vent Radiator Cap. 10328 7 

1959; OE Type Radiator Cap. 10228 7 

6-Cyl. 250 

1973- 1971; Oil Breather Cap. 10071 

1970; Oil Breather Cap. 10070 

1969; OE Equivalent Fuel Cap. 10624 

1969; Regular Locking Fuel Cap. 10483 

1969; Oil Breather Cap. 10070 

V-8 289 

1968; Lev-R-Vent Radiator Cap. 10328 7 

1968; OE Type Radiator Cap. 10228 7 

1968; OE Equivalent Fuel Cap. 10624 

1968; Regular Locking Fuel Cap. 10483 

1968; Oil Breather Cap. 10071 

1967; Lev-R-Vent Radiator Cap. 10328 7 

1967; OE Type Radiator Cap. 10228 7 

1967; OE Equivalent Fuel Cap. 10624 

1967; Regular Locking Fuel Cap. 10483 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Lev-R-Vent Radiator Cap. 10328 7 

1966; OE Type Radiator Cap. 10228 7 

1966; OE Equivalent Fuel Cap. 10624 

1966; Regular Locking Fuel Cap. 10483 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 292 

1959; Lev-R-Vent Radiator Cap. 10328 7 

1959; OE Type Radiator Cap. 10228 7 

V-8 302 

1979-1977; Lev-R-Vent Radiator Cap. 10330 16 

1979-1977; OE Type Radiator Cap. 10230 16 

1979-1977; OE Equivalent Fuel Cap. 10733 

1979-1977; Regular Locking Fuel Cap. 10559 

1979-1977; Oil Breather Cap. 10071 

1974- 1970; Oil Breather Cap. 10071 

1969; OE Equivalent Fuel Cap. 10624 

1969; Regular Locking Fuel Cap. 10483 

1969; Oil Breather Cap. 10071 

1968; Lev-R-Vent Radiator Cap. 10328 7 

1968; OE Type Radiator Cap. 10228 7 

1968; OE Equivalent Fuel Cap. 10624 

1968; Regular Locking Fuel Cap. 10483 

1968; Oil Breather Cap. 10071 

V-8 351 

1979-1976; Lev-R-Vent Radiator Cap. 10330 16 

1979-1976; OE Type Radiator Cap. 10230 16 

1979-1976; OE Equivalent Fuel Cap. 10733 

1979-1976; Regular Locking Fuel Cap. 10559 

1979-1976; Oil Breather Cap. 10071 

1975- 1970; Oil Breather Cap. 10071 

1969; OE Equivalent Fuel Cap. 10624 

1969; Regular Locking Fuel Cap. 10483 

1969; Oil Breather Cap. 10071 

V-8 352 

1959; Lev-R-Vent Radiator Cap. 10328 7 

1959; OE Type Radiator Cap. 10228 7 

V-8 390 

1969; OE Equivalent Fuel Cap. 10624 

1969; Regular Locking Fuel Cap. 10483 

1969; Oil Breather Cap. 10071 

1968; Lev-R-Vent Radiator Cap. 10328 7 

1968; OE Type Radiator Cap. 10228 7 


V-8 390 - Continued 

1968; OE Equivalent Fuel Cap. 10624 

1968; Regular Locking Fuel Cap. 10483 

1968; Oil Breather Cap. 10071 

1967; Lev-R-Vent Radiator Cap. 10328 7 

1967; OE Type Radiator Cap. 10228 7 

1967; OE Equivalent Fuel Cap. 10624 

1967; Regular Locking Fuel Cap. 10483 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

V-8 400 

1978-1976; Lev-R-Vent Radiator Cap. 10330 16 

1978-1976; OE Type Radiator Cap. 10230 16 

1978-1976; OE Equivalent Fuel Cap. 10733 

1978-1976; Regular Locking Fuel Cap. 10559 

1978-1976; Oil Breather Cap. 10071 

1975-1972; Oil Breather Cap. 10071 

V-8 428 

1969; OE Equivalent Fuel Cap. 10624 

1969; Regular Locking Fuel Cap. 10483 

1969; Oil Breather Cap. 10071 

1968; Lev-R-Vent Radiator Cap. 10328 7 

1968; OE Type Radiator Cap. 10228 7 

1968; OE Equivalent Fuel Cap. 10624 

1968; Regular Locking Fuel Cap. 10483 

1968; Oil Breather Cap. 10071 

V-8 429 

1973-1970; Oil Breather Cap. 10071 

V-8 460 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10733 

1976; Regular Locking Fuel Cap. 10559 

1976; Oil Breather Cap. 10071 

1975-1974; Oil Breather Cap. 10071 


Ranger 

4-Cyl. 2.0 L 

1988-1987; Lev-R-Vent Radiator Cap. 10329 13 

1988-1987; OE Type Radiator Cap. 10229 13 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Breather Cap. 10094 

1988-1987; Oil Filler Cap. 10081 

1986-1983; Lev-R-Vent Radiator Cap. 10329 13 

1986-1983; OE Type Radiator Cap. 10229 13 

1986-1983; OE Equivalent Fuel Cap. 10817 

1986-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1983; Regular Locking Fuel Cap. 10591 

1986-1983; Pre-Vent Locking Fuel Cap. 10501 

1986-1983; Oil Breather Cap. 10094 

4-Cyl. 2.2 L Diesel 

1984-1983; Lev-R-Vent Radiator Cap. 10329 13 

1984-1983; OE Type Radiator Cap. 10229 13 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Diesel Regular Locking Fuel Cap. 10591D 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

4-Cyl. 2.3 L 

1994; Lev-R-Vent Radiator Cap. 10329 13 

1994; OE Type Radiator Cap. 10229 13 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10081 

1993-1989; Lev-R-Vent Radiator Cap. 10329 13 

1993-1989; OE Type Radiator Cap. 10229 13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Ford - Continued 

Ford - Continued 

Ranger - Continued 

Ranger - Continued 


Application 


Part 

Number 


PSI 


4-Cvl. 2.3 L- Continued 

1993-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1989; Pre-Vent Locking Fuel Cap. 10501 

1993-1989; Oil Filler Cap. 10100 

1988-1987; Lev-R-Vent Radiator Cap. 10329 13 

1988-1987; OE Type Radiator Cap. 10229 13 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10100 

1986; Lev-R-Vent Radiator Cap. 10329 13 

1986; OE Type Radiator Cap. 10229 13 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10081 

1985-1983; Lev-R-Vent Radiator Cap. 10329 13 

1985-1983; OE Type Radiator Cap. 10229 13 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Oil Breather Cap. 10094 

4-Cyl. 2.3 L Diesel 

1987-1985; Lev-R-Vent Radiator Cap. 10329 13 

1987-1985; OE Type Radiator Cap. 10229 13 

1987-1985; OE Equivalent Fuel Cap. 10817 

1987-1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1987-1985; Regular Locking Fuel Cap. 10591 

1987-1985; Diesel Regular Locking Fuel Cap. 10591D 

1987-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1987-1985; Pre-Vent Locking Fuel Cap. 10501 

1987-1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1987- 1985; Oil Filler Cap. 10088 

V-6 2.8 L 

1985-1983; Lev-R-Vent Radiator Cap. 10329 13 

1985-1983; OE Type Radiator Cap. 10229 13 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Oil Breather Cap. 10133 

V-6 2.9 L 

1992-1989; Lev-R-Vent Radiator Cap. 10329 13 

1992-1989; OE Type Radiator Cap. 10229 13 

1992-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1989; Pre-Vent Locking Fuel Cap. 10501 

1992- 1989; Oil Filler Cap. 10081 

1988- 1986; Lev-R-Vent Radiator Cap. 10329 13 

1988-1986; OE Type Radiator Cap. 10229 13 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10081 

V-6 3.0 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10081 

1993- 1991; Lev-R-Vent Radiator Cap. 10329 13 

1993-1991; OE Type Radiator Cap. 10229 13 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Oil Filler Cap. 10081 

V-6 4.0 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 


V-6 4.0 L - Continued 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10081 

1993-1990; Lev-R-Vent Radiator Cap. 10329 13 

1993-1990; OE Type Radiator Cap. 10229 13 

1993-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1990; Pre-Vent Locking Fuel Cap. 10501 

1993- 1990; Oil Filler Cap. 10081 

Super Duty Pickup 

V-8 7.3 L Diesel 

1994- 1990; Lev-R-Vent Radiator Cap. 10329 13 

1994-1990; OE Type Radiator Cap. 10229 13 

1994-1990; OE Equivalent Fuel Cap. 10817 

1994-1990; Diesel Regular Non-Locking Fuel Cap. 10830D 

1994-1990; Regular Locking Fuel Cap. 10591 

1994-1990; Diesel Regular Locking Fuel Cap. 10591D 

1994-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1990; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1994-1990; Pre-Vent Locking Fuel Cap. 10501 

1994-1990; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1994-1990; Oil Filler Cap. 10081 

1989; Lev-R-Vent Radiator Cap. 10329 13 

1989; OE Type Radiator Cap. 10229 13 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap. 10081 

1988; Lev-R-Vent Radiator Cap. 10329 13 

1988; OE Type Radiator Cap. 10229 13 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10081 

V-8 7.5 L 

1994-1991; Lev-R-Vent Radiator Cap. 10329 13 

1994-1991; OE Type Radiator Cap. 10229 13 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap; W/Oil Filler Tube. 10081 

1994-1991; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1990; Lev-R-Vent Radiator Cap. 10329 13 

1990; OE Type Radiator Cap. 10229 13 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10081 

1989; Lev-R-Vent Radiator Cap. 10329 13 

1989; OE Type Radiator Cap. 10229 13 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap; W/Oil Filler Tube. 10081 

1989; Oil Breather Cap; W/O Oil Filler Tube. 10071 

1988; Lev-R-Vent Radiator Cap. 10329 13 

1988; OE Type Radiator Cap. 10229 13 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10081 


Taurus 
4-Cyl. 2.5 L 

1990-1989; Lev-R-Vent Radiator Cap. 10330 16 

1990-1989; OE Type Radiator Cap. 10230 16 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap. 10100 

1988-1986; Lev-R-Vent Radiator Cap. 10330 16 

1988-1986; OE Type Radiator Cap. 10230 16 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Ford - Continued 

Taurus - Continued 

4-Cyl. 2.5 L- Continued 



1988-1986; Oil Filler Cap. 

. 10100 


V-6 3.0 L 



1994-1989; Lev-R-Vent Radiator Cap. 

10330 

16 

1994-1989; OE Type Radiator Cap. 

10230 

16 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994-1989; Pre-Vent Locking Fuel Cap. 

. 10501 


1994-1989; Oil Filler Cap. 

. 10081 


1988-1986; Lev-R-Vent Radiator Cap. 

10330 

16 

1988-1986; OE Type Radiator Cap. 

10230 

16 

1988-1986; OE Equivalent Fuel Cap. 

. 10817 


1988-1986; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1988-1986; Regular Locking Fuel Cap. 

. 10591 


1988-1986; Pre-Vent Locking Fuel Cap. 

. 10501 


1988-1986; Oil Filler Cap. 

. 10081 


V-6 3.2 L 



1994-1993; Lev-R-Vent Radiator Cap. 

10330 

16 

1994-1993; OE Type Radiator Cap. 

10230 

16 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994-1993; Pre-Vent Locking Fuel Cap. 

. 10501 


1994-1993; Oil Filler Cap. 

. 10081 


V-6 3.8 L 



1994-1989; Lev-R-Vent Radiator Cap. 

10330 

16 

1994-1989; OE Type Radiator Cap. 

10230 

16 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994-1989; Pre-Vent Locking Fuel Cap. 

. 10501 


1994-1989; Oil Filler Cap. 

. 10081 


1988; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1988; OE Type Radiator Cap. 

. 10230 

16 

1988; OE Equivalent Fuel Cap. 

10817 


1988; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1988; Regular Locking Fuel Cap. 

10591 


1988; Pre-Vent Locking Fuel Cap. 

. 10501 


1988; Oil Filler Cap. 

. 10081 


Tempo 

4-Cvl. 2.0 L Diesel 



1986; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1986; OE Type Radiator Cap. 

. 10231 

16 

1986; OE Equivalent Fuel Cap. 

10817 


1986; Diesel Regular Non-Locking Fuel Cap. 

. 10830D 


1986; Regular Locking Fuel Cap. 

10591 


1986; Diesel Regular Locking Fuel Cap. 

10591D 


1986; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1986; Diesel Pre-Vent Non-Locking Fuel Cap. 

. 10819D 


1986; Pre-Vent Locking Fuel Cap. 

. 10501 


1986; Diesel Only Pre-Vent Locking Fuel Cap. 

10501D 


1986; Oil Filler Cap. 

. 10082 


1985-1984; Lev-R-Vent Radiator Cap. 

10330 

16 

1985-1984; OE Type Radiator Cap. 

10230 

16 

1985-1984; OE Equivalent Fuel Cap. 

. 10817 


1985-1984; Diesel Regular Non-Locking Fuel Cap. 

10830D 


1985-1984; Regular Locking Fuel Cap. 

. 10591 


1985-1984; Diesel Regular Locking Fuel Cap. 

. 10591D 


1985-1984; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1985-1984; Diesel Pre-Vent Non-Locking Fuel Cap. 

. 10819D 


1985-1984; Pre-Vent Locking Fuel Cap. 

. 10501 


1985-1984; Diesel Only Pre-Vent Locking Fuel Cap. 

. 10501D 


1985-1984; Oil Filler Cap. 

. 10082 


4-Cvl. 2.3 L 



1994-1992; Lev-R-Vent Radiator Cap. 

. t/10333 

16 

1994-1992; OE Type Radiator Cap. 

10233 

16 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994-1992; Pre-Vent Locking Fuel Cap. 

. 10501 


1994-1992; Oil Filler Cap. 

. 10081 


1991-1989; Lev-R-Vent Radiator Cap. 

10331 

16 

1991-1989; OE Type Radiator Cap. 

10231 

16 

1991-1989; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1991-1989; Pre-Vent Locking Fuel Cap. 

. 10501 


1991-1989; Oil Filler Cap. 

. 10081 


1988-1987; Lev-R-Vent Radiator Cap. 

10331 

16 

1988-1987; OE Type Radiator Cap. 

10231 

16 

1988-1987; OE Equivalent Fuel Cap. 

. 10817 



Application 

Part 

Number 

PSI 

Ford - Continued 

1 Tempo - Continued 

4-Cyl. 2.3 L- Continued 



1988-1987; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1988-1987; Regular Locking Fuel Cap. 

. 10591 


1988-1987; Pre-Vent Locking Fuel Cap. 

. 10501 


1988-1987; Oil Filler Cap. 

. 10081 


1986; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1986; OE Type Radiator Cap. 

. 10231 

16 

1986; OE Equivalent Fuel Cap. 

. 10817 


1986; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1986; Regular Locking Fuel Cap. 

. 10591 


1986; Pre-Vent Locking Fuel Cap. 

. 10501 


1986; Oil Breather Cap. 

. 10094 


1985-1984; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1985-1984; OE Type Radiator Cap. 

. 10230 

16 

1985-1984; OE Equivalent Fuel Cap. 

. 10817 


1985-1984; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1985-1984; Regular Locking Fuel Cap. 

. 10591 


1985-1984; Pre-Vent Locking Fuel Cap. 

. 10501 


1985-1984; Oil Breather Cap. 

. 10094 


V-6 3.0 L 



1994-1992; Lev-R-Vent Radiator Cap. 

. ✓I 0333 

16 

1994-1992; OE Type Radiator Cap. 

. 10233 

16 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994-1992; Pre-Vent Locking Fuel Cap. 

. 10501 


1994-1992; Oil Filler Cap. 

. 10081 


Thunderbird 

4-Cyl. 2.3 L 



1988-1987; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1988-1987; OE Type Radiator Cap. 

. 10231 

16 

1988-1987; OE Equivalent Fuel Cap. 

. 10817 


1988-1987; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1988-1987; Regular Locking Fuel Cap. 

. 10591 


1988-1987; Pre-Vent Locking Fuel Cap. 

. 10501 


1988-1987; Oil Filler Cap. 

. 10081 


1986; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1986; OE Type Radiator Cap. 

. 10231 

16 

1986; OE Equivalent Fuel Cap. 

. 10817 


1986; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1986; Regular Locking Fuel Cap. 

. 10591 


1986; Pre-Vent Locking Fuel Cap. 

. 10501 


1986; Oil Filler Cap. 

. 10087 


1985; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1985; OE Type Radiator Cap. 

. 10230 

16 

1985; OE Equivalent Fuel Cap. 

. 10817 


1985; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1985; Regular Locking Fuel Cap. 

. 10591 


1985; Pre-Vent Locking Fuel Cap. 

. 10501 


1985; Oil Filler Cap. 

. 10087 


1984; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1984; OE Type Radiator Cap. 

. 10230 

16 

1984; OE Equivalent Fuel Cap. 

. 10817 


1984; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1984; Regular Locking Fuel Cap. 

. 10591 


1984; Pre-Vent Locking Fuel Cap. 

. 10501 


1984; Oil Breather Cap. 

. 10094 


1983; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1983; OE Type Radiator Cap. 

. 10230 

16 

1983; OE Equivalent Fuel Cap. 

. 10817 


1983; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1983; Regular Locking Fuel Cap. 

. 10591 


1983; Pre-Vent Locking Fuel Cap. 

. 10501 


6-Cyl. 3.3 L 



1982; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1982; OE Type Radiator Cap. 

. 10230 

16 

1982; OE Equivalent Fuel Cap. 

. 10817 


1982; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1982; Regular Locking Fuel Cap. 

. 10591 


1982; Pre-Vent Locking Fuel Cap. 

. 10501 


1982; Oil Breather Cap. 

. 10071 


1981-1980; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1981-1980; OE Type Radiator Cap. 

. 10230 

16 

1981-1980; OE Equivalent Fuel Cap. 

. 10810 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Ford - Continued 

Ford - Continued 

Thunderbird - Continued 

Thunderbird - Continued 


Application 


Part 

Number 


PSI 


6-Cvl. 3.3 L- Continued 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10071 

V-6 3.8 L 

1994-1989; Lev-R-Vent Radiator Cap. ✓10333 16 

1994-1989; OE Type Radiator Cap. 10233 16 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10081 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10081 

1987-1986; Lev-R-Vent Radiator Cap. 10331 16 

1987-1986; OE Type Radiator Cap. 10231 16 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; Oil Breather Cap. 10094 

1985-1982; Lev-R-Vent Radiator Cap. 10330 16 

1985-1982; OE Type Radiator Cap. 10230 16 

1985-1982; OE Equivalent Fuel Cap. 10817 

1985-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1982; Regular Locking Fuel Cap. 10591 

1985-1982; Pre-Vent Locking Fuel Cap. 10501 

1985-1982; Oil Breather Cap. 10094 

V-8 292 

1957-1955; Lev-R-Vent Radiator Cap. 10329 13 

1957-1955; OE Type Radiator Cap. 10229 13 

1957-1955; OE Equivalent Fuel Cap. 10640 

1957-1955; Regular Locking Fuel Cap. 10491 

1957-1955; Oil Breather Cap. 10061 

V-8 302 

1979-1977; Lev-R-Vent Radiator Cap. 10330 16 

1979-1977; OE Type Radiator Cap. 10230 16 

1979-1977; OE Equivalent Fuel Cap. 10810 

1979-1977; Regular Locking Fuel Cap. 10582 

1979-1977; Oil Breather Cap. 10071 

V-8 312 

1957-1956; Lev-R-Vent Radiator Cap. 10329 13 

1957-1956; OE Type Radiator Cap. 10229 13 

1957-1956; OE Equivalent Fuel Cap. 10640 

1957-1956; Regular Locking Fuel Cap. 10491 

1957-1956; Oil Breather Cap. 10061 

V-8 351 

1979-1977; Lev-R-Vent Radiator Cap. 10330 16 

1979-1977; OE Type Radiator Cap. 10230 16 

1979-1977; OE Equivalent Fuel Cap. 10810 

1979-1977; Regular Locking Fuel Cap. 10582 

1979-1977; Oil Breather Cap. 10071 

V-8 352 

1960-1958; Lev-R-Vent Radiator Cap. 10329 13 

1960-1958; OE Type Radiator Cap. 10229 13 

1960-1958; OE Equivalent Fuel Cap. 10640 

1960-1958; Regular Locking Fuel Cap. 10491 

1960-1958; Oil Breather Cap. 10061 

V-8 390 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap. 10640 

1968; Regular Locking Fuel Cap. 10491 

1968; Oil Breather Cap. 10071 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap. 10640 

1967; Regular Locking Fuel Cap. 10491 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 


V-8 390 - Continued 

1966-1965; Lev-R-Vent Radiator Cap. 10329 13 

1966-1965; OE Type Radiator Cap. 10229 13 

1966-1965; OE Equivalent Fuel Cap. 10646 

1966-1965; Regular Locking Fuel Cap. 10492 

1966-1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1966- 1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1961; Lev-R-Vent Radiator Cap. 10329 13 

1963-1961; OE Type Radiator Cap. 10229 13 

1963-1961; OE Equivalent Fuel Cap. 10646 

1963-1961; Regular Locking Fuel Cap. 10492 

1963-1961; Oil Breather Cap. 10061 

V-8 4.2 L 

1982; Lev-R-Vent Radiator Cap. 10330 16 

1982; OE Type Radiator Cap. 10230 16 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Breather Cap. 10071 

1981-1980; Lev-R-Vent Radiator Cap. 10330 16 

1981-1980; OE Type Radiator Cap. 10230 16 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10071 

V-8 4.6 L 

1994; OE Type Radiator Cap. 10238 16 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10081 

V-8 400 

1978-1977; Lev-R-Vent Radiator Cap. 10330 16 

1978-1977; OE Type Radiator Cap. 10230 16 

1978-1977; OE Equivalent Fuel Cap. 10810 

1978-1977; Regular Locking Fuel Cap. 10582 

1978-1977; Oil Breather Cap. 10071 

1972; Lev-R-Vent Radiator Cap. 10329 13 

1972; OE Type Radiator Cap. 10229 13 

1972; OE Equivalent Fuel Cap. 10810 

1972; Regular Locking Fuel Cap. 10582 

1972; Oil Breather Cap. 10071 

V-8 427 

1967- 1966; Lev-R-Vent Radiator Cap. 10329 13 

1967-1966; OE Type Radiator Cap. 10229 13 

1967-1966; OE Equivalent Fuel Cap. 10640 

1967-1966; Regular Locking Fuel Cap. 10491 

1967-1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

1965; Lev-R-Vent Radiator Cap. 10329 13 

1965; OE Type Radiator Cap. 10229 13 

1965; OE Equivalent Fuel Cap. 10646 

1965; Regular Locking Fuel Cap. 10492 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; Lev-R-Vent Radiator Cap. 10329 13 

1963; OE Type Radiator Cap. 10229 13 

1963; OE Equivalent Fuel Cap. 10646 

1963; Regular Locking Fuel Cap. 10492 

1963; Oil Breather Cap. 10061 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Ford - Continued 

Ford - Continued 

Thunderbird - Continued 

Torino 


Application 


Part 

Number 


PSI 


V-8 428 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap. 10640 

1967; Regular Locking Fuel Cap. 10491 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 

1966; OE Equivalent Fuel Cap. 10646 

1966; Regular Locking Fuel Cap. 10492 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

V-8 429 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971; OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap. 10810 

1973-1971; Regular Locking Fuel Cap. 10582 

1973-1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10632 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10571 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10640 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Breather Cap. 10071 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; OE Equivalent Fuel Cap. 10640 

1969-1968; Regular Locking Fuel Cap. 10491 

1969-1968; Oil Breather Cap. 10071 

V-8 430 

1960-1959; Lev-R-Vent Radiator Cap. 10329 13 

1960-1959; OE Type Radiator Cap. 10229 13 

1960-1959; OE Equivalent Fuel Cap. 10640 

1960-1959; Regular Locking Fuel Cap. 10491 

1960-1959; Oil Breather Cap. 10061 

V-8 460 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10810 

1976; Regular Locking Fuel Cap. 10582 

1976; Oil Breather Cap. 10071 

1975-1972; Lev-R-Vent Radiator Cap. 10329 13 

1975-1972; OE Type Radiator Cap. 10229 13 

1975-1972; OE Equivalent Fuel Cap. 10810 

1975-1972; Regular Locking Fuel Cap. 10582 

1975-1972; Oil Breather Cap. 10071 

V-8 5.0 L 

1993-1991; Lev-R-Vent Radiator Cap. ✓10333 16 

1993-1991; OE Type Radiator Cap. 10233 16 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Oil Filler Cap. 10081 

1988-1986; Lev-R-Vent Radiator Cap. 10331 16 

1988-1986; OE Type Radiator Cap. 10231 16 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10081 

1985-1983; Lev-R-Vent Radiator Cap. 10330 16 

1985-1983; OE Type Radiator Cap. 10230 16 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Oil Breather Cap. 10071 

1981-1980; Lev-R-Vent Radiator Cap. 10330 16 

1981-1980; OE Type Radiator Cap. 10230 16 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10071 


6-Cyl. 200 

1968; Oil Breather Cap. 10071 

6-Cyl. 250 

1974-1972; Lev-R-Vent Radiator Cap. 10329 13 

1974-1972; OE Type Radiator Cap. 10229 13 

1974-1972; OE Equivalent Fuel Cap. 10810 

1974-1972; Regular Locking Fuel Cap. 10582 

1974-1972; Oil Breather Cap. 10071 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10810 

1971; Regular Locking Fuel Cap. 10582 

1971; Oil BreatherCap. 10070 

1970-1969; Lev-R-Vent Radiator Cap. 10329 13 

1970-1969; OE Type Radiator Cap. 10229 13 

1970-1969; OE Equivalent Fuel Cap. 10632 

1970-1969; Regular Locking Fuel Cap. 10571 

1970-1969; Oil Breather Cap. 10070 

V-8 302 

1974-1971; Lev-R-Vent Radiator Cap. 10329 13 

1974-1971 ;OE Type Radiator Cap. 10229 13 

1974-1971; OE Equivalent Fuel Cap. 10810 

1974-1971; Regular Locking Fuel Cap. 10582 

1974- 1971; Oil BreatherCap. 10071 

1970-1969; Lev-R-Vent Radiator Cap. 10329 13 

1970-1969; OE Type Radiator Cap. 10229 13 

1970-1969; OE Equivalent Fuel Cap. 10632 

1970-1969; Regular Locking Fuel Cap. 10571 

V-8 351 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10810 

1976; Regular Locking Fuel Cap. 10582 

1976; Oil BreatherCap. 10071 

1975- 1971; Lev-R-Vent Radiator Cap. 10329 13 

1975-1971; OE Type Radiator Cap. 10229 13 

1975-1971; OE Equivalent Fuel Cap. 10810 

1975-1971; Regular Locking Fuel Cap. 10582 

1975-1971; Oil BreatherCap. 10071 

1970-1969; Lev-R-Vent Radiator Cap. 10329 13 

1970-1969; OE Type Radiator Cap. 10229 13 

1970-1969; OE Equivalent Fuel Cap. 10632 

1970-1969; Regular Locking Fuel Cap. 10571 

V-8 390 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10632 

1969; Regular Locking Fuel Cap. 10571 

V-8 400 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10810 

1976; Regular Locking Fuel Cap. 10582 

1976; Oil BreatherCap. 10071 

1975-1972; Lev-R-Vent Radiator Cap. 10329 13 

1975-1972; OE Type Radiator Cap. 10229 13 

1975-1972; OE Equivalent Fuel Cap. 10810 

1975-1972; Regular Locking Fuel Cap. 10582 

1975-1972; Oil Breather Cap. 10071 

V-8 428 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10632 

1969; Regular Locking Fuel Cap. 10571 

V-8 429 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971; OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap. 10810 

1973-1971; Regular Locking Fuel Cap. 10582 

1973-1971; Oil BreatherCap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Ford - Continued 


Torino - Continued 


Part 

Number 


PSI 


Application 


Part 

Number 


PSI 


Ford (English) - Continued 


Escort 


V-8 429 - Continued 

1970; OE Equivalent Fuel Cap. 10632 

1970; Regular Locking Fuel Cap. 10571 

V-8 460 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10810 

1976; Regular Locking Fuel Cap. 10582 

1976; Oil Breather Cap. 10071 

1975-1973; Lev-R-Vent Radiator Cap. 10329 13 

1975-1973; OE Type Radiator Cap. 10229 13 

1975-1973; OE Equivalent Fuel Cap. 10810 

1975-1973; Regular Locking Fuel Cap. 10582 

1975-1973; Oil Breather Cap. 10071 


Ford (English) 


Anglia 

4-Cvl. 61 

1963; OE Equivalent Fuel Cap. 10625 

1962; OE Type Radiator Cap. 10206 7 

1962; OE Equivalent Fuel Cap. 10625 

1961-1960; OE Type Radiator Cap. 10206 7 

1961 -1960; OE Equivalent Fuel Cap. 10625 

1961-1960; Oil Breather Cap. 10061 

4-Cyl. 73 

1967; Lev-R-Vent Radiator Cap; Early. 10328 7 

1967; OE Type Radiator Cap; Early. 10228 7 

1967; OE Equivalent Fuel Cap. 10625 

1966; Lev-R-Vent Radiator Cap. 10328 7 

1966; OE Type Radiator Cap. 10228 7 

1966; OE Equivalent Fuel Cap; Early. 10625 


Capri 

4-Cyl. 82 

1963; OE Type Radiator Cap. 10206 7 

1963; OE Equivalent Fuel Cap. 10625 


Consul 

4-Cyl. 104 

1961-1960; OE Type Radiator Cap. 10206 7 

1961 -1960; OE Equivalent Fuel Cap. 10625 

1961-1960; Oil Breather Cap. 10061 

4-Cyl. 82 

1963-1962; OE Type Radiator Cap. 10206 7 

1963-1962; OE Equivalent Fuel Cap. 10625 


Consul Capri 

4-Cyl. 82 

1962; OE Type Radiator Cap. 10206 7 

1962; OE Equivalent Fuel Cap. 10625 


Cortina 

4-Cyl. 73 

1964-1963; OE Type Radiator Cap. 10206 7 

1964- 1963; OE Equivalent Fuel Cap. 10625 

4-Cyl. 91 

1967; OE Equivalent Fuel Cap. 10624 

1967; Regular Locking Fuel Cap. 10483 

1965- 1963; OE Type Radiator Cap. 10206 7 

1965-1963; OE Equivalent Fuel Cap. 10625 

4-Cyl. 97 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10624 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10483 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10624 

1969; Regular Locking Fuel Cap. 10483 

1968; OE Equivalent Fuel Cap. 10624 

1968; Regular Locking Fuel Cap. 10483 


4-Cyl. 72 

1961-1960; Oil Breather Cap. 10061 

Prefect 

4-Cyl. 61 

1961-1960; Oil Breather Cap. 10061 


Thames 

4-Cyl.; 6-Cyl. 

1961-1954; Oil Breather Cap. 10061 

Zephyr 

6-Cy 1.156 

1963; Lev-R-Vent Radiator Cap. 10329 13 

1963; OE Type Radiator Cap. 10229 13 

1963; OE Equivalent Fuel Cap. 10625 

1961-1960; OE Type Radiator Cap. 10206 7 

1961 -1960; OE Equivalent Fuel Cap. 10625 

1961-1960; Oil Breather Cap. 10061 


Zodiac 

6-Cy 1.156 

1964-1963; Lev-R-Vent Radiator Cap. 10329 13 

1964-1963; OE Type Radiator Cap. 10229 13 

1964-1963; OE Equivalent Fuel Cap. 10625 

1961 -1960; OE Equivalent Fuel Cap. 10625 

1961-1960; Oil Breather Cap. 10061 


Frazer 


Manhattan; Standard 

6-Cy 1.226 

1951 -1947; OE Equivalent Fuel Cap. 10640 

1951-1947; Regular Locking Fuel Cap. 10491 


Vagabond 

6-Cy 1.226 

1951; Lev-R-Vent Radiator Cap. 10308 4 

1951; OE Type Radiator Cap. 10208 4 

1951; OE Equivalent Fuel Cap. 10640 

1951; Regular Locking Fuel Cap. 10491 


Geo 


Metro 

3- Cyl. 1.0 L 

1994-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1989; OE Type Radiator Cap. 10227 13 

1994-1989; OE Equivalent Fuel Cap. 10817 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Regular Locking Fuel Cap. 10591 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10081 

4- Cyl. 1.3 L (Canada) 

1992; Lev-R-Vent Radiator Cap. ✓10327 13 

1992; OE Type Radiator Cap. 10227 13 

1992; OE Equivalent Fuel Cap. 10817 

1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1992; Regular Locking Fuel Cap. 10591 

1992; Pre-Vent Locking Fuel Cap. 10501 

1992; Oil Filler Cap. 10081 


Prizm 

4-Cyl. 1.6 L 

1994-1993; OE Type Radiator Cap. 10241 13 

1994-1993; OE Equivalent Fuel Cap. 10825 

1994-1993; Regular Locking Fuel Cap. 10595 

1994-1993; Oil Filler Cap. 10080 

1992-1989; Lev-R-Vent Radiator Cap. \/\0327 13 

1992-1989; OE Type Radiator Cap. 10227 13 

1992-1989; OE Equivalent Fuel Cap. 10825 

1992-1989; Regular Locking Fuel Cap. 10595 

1992-1989; Oil Filler Cap. 10080 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Geo - Continued 

GMC - Continued 

Prizm - Continued 

C & K Series Pickup - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 1.8 L 

1994-1993; OE Type Radiator Cap. 10241 13 

1994-1993; OE Equivalent Fuel Cap. 10825 

1994-1993; Regular Locking Fuel Cap. 10595 

1994-1993; Oil Filler Cap. 10080 


Spectrum 
4-Cyl. 1.5 L 

1989; Lev-R-Vent Radiator Cap. ✓lOSSS 16 

1989; OE Type Radiator Cap. 10233 16 

1989; OE Equivalent Fuel Cap. 10817 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1989; Regular Locking Fuel Cap. 10591 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap. 10101 


Storm 
4-Cyl. 1.6 L 

1993-1990; Lev-R-Vent Radiator Cap. ✓10333 16 

1993-1990; OE Type Radiator Cap. 10233 16 

1993-1990; OE Equivalent Fuel Cap. 10817 

1993-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1990; Regular Locking Fuel Cap. 10591 

1993-1990; Pre-Vent Locking Fuel Cap. 10501 

1993-1990; Oil Filler Cap. 10101 

4-Cyl. 1.8 L 

1993-1992; Lev-R-Vent Radiator Cap. ✓10333 16 

1993-1992; OE Type Radiator Cap. 10233 16 

1993-1992; OE Equivalent Fuel Cap. 10817 

1993-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1992; Regular Locking Fuel Cap. 10591 

1993-1992; Pre-Vent Locking Fuel Cap. 10501 

1993-1992; Oil Filler Cap. 10101 


Tracker 

4-Cyl. 1.6 L 

1994; OE Type Radiator Cap. 10242 16 

1994; OE Equivalent Fuel Cap. 10825 

1994; Regular Locking Fuel Cap. 10595 

1994; Oil Filler Cap; Eng. VIN 6. 10101 

1994; Oil Filler Cap; Eng. VINU. 10083 

1993; Lev-R-Vent Radiator Cap. ^10327 13 

1993; OE Type Radiator Cap. 10227 13 

1993; OE Equivalent Fuel Cap. 10825 

1993; Regular Locking Fuel Cap. 10595 

1993; Oil Filler Cap. 10083 

1992-1991; OE Type Radiator Cap; W/Nippondenso Rad. 10242 16 

1992-1991; Lev-R-Vent Radiator Cap; W/O Nippondenso Rad.. ^10327 13 

1992-1991; OE Type Radiator Cap; W/O Nippondenso Rad. 10227 13 

1992-1991; OE Equivalent Fuel Cap. 10825 

1992-1991; Regular Locking Fuel Cap. 10595 

1992-1991; Oil Filler Cap. 10083 

1990-1989; Lev-R-Vent Radiator Cap. \/\0327 13 

1990-1989; OE Type Radiator Cap. 10227 13 

1990-1989; OE Equivalent Fuel Cap. 10817 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Regular Locking Fuel Cap. 10591 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap. 10083 


GMC 


C & K Series Pickup 

6-Cyl. 230 

1966-1964; Lev-R-Vent Radiator Cap. 10329 13 

1966-1964; OE Type Radiator Cap. 10229 13 

1966-1964; OE Equivalent Fuel Cap. 10623 

1966-1964; Regular Locking Fuel Cap. 10491 

1966-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1966-1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

6-Cyl. 250 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 


6-Cyl. 250 - Continued 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Wideside. 10800 

1978; Regular Locking Fuel Cap; Wideside. 10572 

1978; OE Equivalent Fuel Cap; Fenderside. 10742 

1978; Regular Locking Fuel Cap; Fenderside. 10571 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap; Wideside. 10800 

1977-1975; Regular Locking Fuel Cap; Wideside. 10572 

1977-1975; OE Equivalent Fuel Cap; Fenderside. 10742 

1977-1975; Regular Locking Fuel Cap; Fenderside. 10571 

1977-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap; Wideside; W/Evaporative 

Emission System. 10800 

1974-1973; Regular Locking Fuel Cap; Wideside; W/Evaporative 

Emission System. 10572 

1974-1973; OE Equivalent Fuel Cap; Wideside; W/O Evaporative 

Emission System. 10649 

1974-1973; Regular Locking Fuel Cap; Wideside; W/O 

Evaporative Emission System. 10492 

1974-1973; OE Equivalent Fuel Cap; Fenderside; W/Evaporative 

Emission System. 10742 

1974-1973; Regular Locking Fuel Cap; Fenderside; 

W/Evaporative Emission System. 10571 

1974-1973; OE Equivalent Fuel Cap; Fenderside; W/O 

Evaporative Emission System. 10648 

1974-1973; Regular Locking Fuel Cap; Fenderside; W/O 

Evaporative Emission System. 10492 

1974-1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap; Cl 500, K1500 . 10742 

1972; Regular Locking Fuel Cap; Cl 500, K1500 . 10571 

1972; OE Equivalent Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10623 

1972; Regular Locking Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10491 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap; Cl 500, K1500 . 10704 

1971; Regular Locking Fuel Cap; Cl 500, K1500 . 10582 

1971; OE Equivalent Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10623 

1971; Regular Locking Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10491 

1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970; OE Type Radiator Cap; W/A.C. 10230 16 

1970; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970; OE Type Radiator Cap; W/O A.C. 10229 13 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1969; OE Type Radiator Cap; W/A.C. 10230 16 

1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1969; OE Equivalent Fuel Cap. 10623 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1968; OE Type Radiator Cap; W/A.C. 10230 16 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


GMC - Continued 


C & K Series Pickup - Continued 

6-Cyl. 250 - Continued 

1968; OE Type Radiator Cap; WOA.C. 10229 

1968; OE Equivalent Fuel Cap. 10623 

1968; Regular Locking Fuel Cap. 10491 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10064 

1968; Oil Filler Cap; 3/4 Ton. 10066 

1967; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1967; OE Type Radiator Cap; W/A.C. 10230 

1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1967; OE Type Radiator Cap; W/O A.C. 10229 

1967; OE Equivalent Fuel Cap. 10623 

1967; Regular Locking Fuel Cap. 10491 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Lev-R-Vent Radiator Cap. 10329 

1966; OE Type Radiator Cap. 10229 

1966; OE Equivalent Fuel Cap. 10623 

1966; Regular Locking Fuel Cap. 10491 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

6-Cyl. 270 

1962-1961; OE Equivalent Fuel Cap. 10623 

1962-1961; Regular Locking Fuel Cap. 10491 

1960; Lev-R-Vent Radiator Cap. 10328 

1960; OE Type Radiator Cap. 10228 

1960; OE Equivalent Fuel Cap. 10623 

1960; Regular Locking Fuel Cap. 10491 

6-Cyl. 292 

1979; Lev-R-Vent Radiator Cap. 10331 

1979; OE Type Radiator Cap. 10231 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 

1978; OE Type Radiator Cap. 10231 

1978; OE Equivalent Fuel Cap; Wideside. 10800 

1978; Regular Locking Fuel Cap; Wideside. 10572 

1978; OE Equivalent Fuel Cap; Fenderside. 10742 

1978; Regular Locking Fuel Cap; Fenderside. 10571 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 

1977-1975; OE Type Radiator Cap. 10230 

1977-1975; OE Equivalent Fuel Cap; Wideside. 10800 

1977-1975; Regular Locking Fuel Cap; Wideside. 10572 

1977-1975; OE Equivalent Fuel Cap; Fenderside. 10742 

1977-1975; Regular Locking Fuel Cap; Fenderside. 10571 

1977-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 

1974-1973; OE Type Radiator Cap. 10230 

1974-1973; OE Equivalent Fuel Cap; Wideside; W/Evaporative 

Emission System. 10800 

1974-1973; Regular Locking Fuel Cap; Wideside; W/Evaporative 

Emission System. 10572 

1974-1973; OE Equivalent Fuel Cap; Wideside; W/O Evaporative 

Emission System. 10649 

1974-1973; Regular Locking Fuel Cap; Wideside; W/O 

Evaporative Emission System. 10492 

1974-1973; OE Equivalent Fuel Cap; Fenderside; W/Evaporative 

Emission System. 10742 

1974-1973; Regular Locking Fuel Cap; Fenderside; 

W/Evaporative Emission System. 10571 

1974-1973; OE Equivalent Fuel Cap; Fenderside; W/O 

Evaporative Emission System. 10648 

1974-1973; Regular Locking Fuel Cap; Fenderside; W/O 

Evaporative Emission System. 10492 

1974-1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 

1972; OE Type Radiator Cap. 10230 

1972; OE Equivalent Fuel Cap; Cl 500, K1500 . 10742 


A PP |ication Number 


GMC - Continued 


C & K Series Pickup - Continued 

6-Cyl. 292 - Continued 

1972; Regular Locking Fuel Cap; Cl 500, K1500 . 10571 

1972; OE Equivalent Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10623 

1972; Regular Locking Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10491 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap; Cl 500, K1500 . 10704 

1971; Regular Locking Fuel Cap; Cl 500, K1500 . 10582 

1971; OE Equivalent Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10623 

1971; Regular Locking Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10491 

1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970; OE Type Radiator Cap; W/A.C. 10230 16 

1970; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970; OE Type Radiator Cap; W/O A.C. 10229 13 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1969; OE Type Radiator Cap; W/A.C. 10230 16 

1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1969; OE Equivalent Fuel Cap. 10623 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1968; OE Type Radiator Cap; W/A.C. 10230 16 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1968; OE Type Radiator Cap; W/O A.C. 10229 13 

1968; OE Equivalent Fuel Cap. 10623 

1968; Regular Locking Fuel Cap. 10491 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10064 

1968; Oil Filler Cap; 3/4 Ton. 10066 

1967; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1967; OE Type Radiator Cap; W/A.C. 10230 16 

1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1967; OE Type Radiator Cap; W/O A.C. 10229 13 

1967; OE Equivalent Fuel Cap. 10623 

1967; Regular Locking Fuel Cap. 10491 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 

1966; OE Equivalent Fuel Cap. 10623 

1966; Regular Locking Fuel Cap. 10491 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

6-Cyl. 4.1 L 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

6-Cyl. 4.8 L 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10066 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 


PSI 

■ 

13 

16 

16 

13 

13 

13 

13 

7 

7 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


GMC - Continued 

GMC - Continued 

C & K Series Pickup - Continued 

C & K Series Pickup - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 4.8 L- Continued 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

V-6 305 

1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1969; OE Type Radiator Cap; W/A.C. 10230 16 

1969; Lev-R-Vent Radiator Cap; W/OA.C. 10329 13 

1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1969; OE Equivalent Fuel Cap. 10623 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Filler Cap. 10066 

1968-1967; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1968-1967; OE Type Radiator Cap; W/A.C. 10230 16 

1968-1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1968-1967; OE Type Radiator Cap; W/O A.C. 10229 13 

1968-1967; OE Equivalent Fuel Cap. 10623 

1968-1967; Regular Locking Fuel Cap. 10491 

1968-1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1968-1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966-1964; Lev-R-Vent Radiator Cap. 10329 13 

1966-1964; OE Type Radiator Cap. 10229 13 

1966-1964; OE Equivalent Fuel Cap. 10623 

1966-1964; Regular Locking Fuel Cap. 10491 

1966-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1966-1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1963; Lev-R-Vent Radiator Cap. 10329 13 

1963; OE Type Radiator Cap. 10229 13 

1963; OE Equivalent Fuel Cap. 10623 

1963; Regular Locking Fuel Cap. 10491 

1963; Oil Breather Cap. 10064 

1962-1960; OE Equivalent Fuel Cap. 10623 

1962-1960; Regular Locking Fuel Cap. 10491 

V-6 4.3 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; Coolant Recovery Tank Cap. 10236 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10099 

1993-1989; Lev-R-Vent Radiator Cap. 10331 16 

1993-1989; OE Type Radiator Cap. 10231 16 

1993-1989; Coolant Recovery Tank Cap. 10236 

1993-1989; OE Equivalent Fuel Cap. 10817 

1993-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1989; Regular Locking Fuel Cap. 10591 

1993-1989; Pre-Vent Locking Fuel Cap. 10501 

1993-1989; Oil Filler Cap. 10105 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; Coolant Recovery Tank Cap. 10236 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10072 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; Coolant Recovery Tank Cap. 10236 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10072 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 


V-6 4.3 L - Continued 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10066 

V-8 283 

1967; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1967; OE Type Radiator Cap; W/A.C. 10230 16 

1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1967; OE Type Radiator Cap; W/O A.C. 10229 13 

1967; OE Equivalent Fuel Cap. 10623 

1967; Regular Locking Fuel Cap. 10491 

1967; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10064 

1967; Oil Filler Cap; 3/4 Ton. 10066 

V-8 305 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Wideside. 10800 

1978; Regular Locking Fuel Cap; Wideside. 10572 

1978; OE Equivalent Fuel Cap; Fenderside. 10742 

1978; Regular Locking Fuel Cap; Fenderside. 10571 

1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10330 16 

1977; OE Type Radiator Cap. 10230 16 

1977; OE Equivalent Fuel Cap; Wideside. 10800 

1977; Regular Locking Fuel Cap; Wideside. 10572 

1977; OE Equivalent Fuel Cap; Fenderside. 10742 

1977; Regular Locking Fuel Cap; Fenderside. 10571 

1977; Oil Filler Cap. 10066 

V-8 307 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap; Wideside; W/Evaporative 

Emission System. 10800 

1973; Regular Locking Fuel Cap; Wideside; W/Evaporative 

Emission System. 10572 

1973; OE Equivalent Fuel Cap; Wideside; W/O Evaporative 

Emission System. 10649 

1973; Regular Locking Fuel Cap; Wideside; W/O Evaporative 

Emission System. 10492 

1973; OE Equivalent Fuel Cap; Fenderside; W/Evaporative 

Emission System. 10742 

1973; Regular Locking Fuel Cap; Fenderside; W/Evaporative 

Emission System. 10571 

1973; OE Equivalent Fuel Cap; Fenderside; W/O Evaporative 

Emission System. 10648 

1973; Regular Locking Fuel Cap; Fenderside; W/O Evaporative 

Emission System. 10492 

1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap; Cl 500, K1500 . 10742 

1972; Regular Locking Fuel Cap; Cl 500, K1500 . 10571 

1972; OE Equivalent Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10623 

1972; Regular Locking Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10491 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap; Cl 500, K1500 . 10704 

1971; Regular Locking Fuel Cap; Cl 500, K1500 . 10582 

1971; OE Equivalent Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10623 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


GMC - Continued 


C & K Series Pickup - Continued 
V-8 307 - Continued 

1971; Regular Locking Fuel Cap; C2500, C3500, K2500, K3500; 


W/O Evaporative Emission System. 10491 

1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1970; OE Type Radiator Cap; W/A.C. 10230 

1970; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1970; OE Type Radiator Cap; W/O A.C. 10229 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1969; OE Type Radiator Cap; W/A.C. 10230 

1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1969; OE Type Radiator Cap; W/O A.C. 10229 

1969; OE Equivalent Fuel Cap. 10623 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1968; OE Type Radiator Cap; W/A.C. 10230 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1968; OE Type Radiator Cap; W/O A.C. 10229 

1968; OE Equivalent Fuel Cap. 10623 

1968; Regular Locking Fuel Cap. 10491 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10064 

1968; Oil Filler Cap; 3/4 Ton. 10066 

V-8 327 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1968; OE Type Radiator Cap; W/A.C. 10230 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1968; OE Type Radiator Cap; W/O A.C. 10229 

1968; OE Equivalent Fuel Cap. 10623 

1968; Regular Locking Fuel Cap. 10491 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10064 

1968; Oil Filler Cap; 3/4 Ton. 10066 

1967; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1967; OE Type Radiator Cap; W/A.C. 10230 

1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1967; OE Type Radiator Cap; W/O A.C. 10229 

1967; OE Equivalent Fuel Cap. 10623 

1967; Regular Locking Fuel Cap. 10491 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 350 

1979; Lev-R-Vent Radiator Cap. 10331 

1979; OE Type Radiator Cap. 10231 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 

1978; OE Type Radiator Cap. 10231 

1978; OE Equivalent Fuel Cap; Wideside. 10800 

1978; Regular Locking Fuel Cap; Wideside. 10572 

1978; OE Equivalent Fuel Cap; Fenderside. 10742 

1978; Regular Locking Fuel Cap; Fenderside. 10571 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 

1977-1975; OE Type Radiator Cap. 10230 

1977-1975; OE Equivalent Fuel Cap; Wideside. 10800 

1977-1975; Regular Locking Fuel Cap; Wideside. 10572 

1977-1975; OE Equivalent Fuel Cap; Fenderside. 10742 

1977-1975; Regular Locking Fuel Cap; Fenderside. 10571 

1977-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10330 

1974; OE Type Radiator Cap. 10230 


Application Number PSI 


GMC - Continued 


C & K Series Pickup ■ Continued 


V-8 350 - Continued 

1974; OE Equivalent Fuel Cap; Wideside; W/Evaporative 

Emission System. 10800 

1974; Regular Locking Fuel Cap; Wideside; W/Evaporative 

Emission System. 10572 

1974; OE Equivalent Fuel Cap; Wideside; W/O Evaporative 

Emission System. 10649 

1974; Regular Locking Fuel Cap; Wideside; W/O Evaporative 

Emission System. 10492 

1974; OE Equivalent Fuel Cap; Fenderside; W/Evaporative 

Emission System. 10742 

1974; Regular Locking Fuel Cap; Fenderside; W/Evaporative 

Emission System. 10571 

1974; OE Equivalent Fuel Cap; Fenderside; W/O Evaporative 

Emission System. 10648 

1974; Regular Locking Fuel Cap; Fenderside; W/O Evaporative 

Emission System. 10492 

1974; Oil Filler Cap. 10066 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap; Wideside; W/Evaporative 

Emission System. 10800 

1973; Regular Locking Fuel Cap; Wideside; W/Evaporative 

Emission System. 10572 

1973; OE Equivalent Fuel Cap; Wideside; W/O Evaporative 

Emission System. 10649 

1973; Regular Locking Fuel Cap; Wideside; W/O Evaporative 

Emission System. 10492 

1973; OE Equivalent Fuel Cap; Fenderside; W/Evaporative 

Emission System. 10742 

1973; Regular Locking Fuel Cap; Fenderside; W/Evaporative 

Emission System. 10571 

1973; OE Equivalent Fuel Cap; Fenderside; W/O Evaporative 

Emission System. 10648 

1973; Regular Locking Fuel Cap; Fenderside; W/O Evaporative 

Emission System. 10492 

1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap; Cl 500, K1500 . 10742 

1972; Regular Locking Fuel Cap; Cl 500, K1500 . 10571 

1972; OE Equivalent Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10623 

1972; Regular Locking Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10491 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap; Cl 500, K1500 . 10704 

1971; Regular Locking Fuel Cap; Cl 500, K1500 . 10582 

1971; OE Equivalent Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10623 

1971; Regular Locking Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10491 

1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970; OE Type Radiator Cap; W/A.C. 10230 16 

1970; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970; OE Type Radiator Cap; W/O A.C. 10229 13 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1969; OE Type Radiator Cap; W/A.C. 10230 16 

1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1969; OE Equivalent Fuel Cap. 10623 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Filler Cap. 10066 

V-8 350 Diesel 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Diesel Regular Non-Locking Fuel Cap. 10830D 

1979; Regular Locking Fuel Cap. 10591 


PSI 

■ 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

16 

16 

16 

16 

16 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


GMC - Continued 


C & K Series Pickup - Continued 

V-8 350 Diesel - Continued 

1979; Diesel Regular Locking Fuel Cap. 10591D 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1979; Oil Breather Cap. 10078 

1978; Lev-R-Vent Radiator Cap. 10331 

1978; OE Type Radiator Cap. 10231 

1978; OE Equivalent Fuel Cap; Wideside. 10800 

1978; Regular Locking Fuel Cap; Wideside. 10572 

1978; OE Equivalent Fuel Cap; Fenderside. 10742 

1978; Regular Locking Fuel Cap; Fenderside. 10571 

1978; Oil Breather Cap. 10078 

V-8 396 

1970; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1970; OE Type Radiator Cap; W/A.C. 10230 

1970; Lev-R-Vent Radiator Cap; WO A.C. 10329 

1970; OE Type Radiator Cap; W/O A.C. 10229 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1969; OE Type Radiator Cap; W/A.C. 10230 

1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1969; OE Type Radiator Cap; W/O A.C. 10229 

1969; OE Equivalent Fuel Cap. 10623 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1968; OE Type Radiator Cap; W/A.C. 10230 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1968; OE Type Radiator Cap; W/O A.C. 10229 

1968; OE Equivalent Fuel Cap. 10623 

1968; Regular Locking Fuel Cap. 10491 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10061 

1968; Oil Filler Cap; 3/4 Ton. 10066 

V-8 400 

1979; Lev-R-Vent Radiator Cap. 10331 

1979; OE Type Radiator Cap. 10231 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 

1978; OE Type Radiator Cap. 10231 

1978; OE Equivalent Fuel Cap; Wideside. 10800 

1978; Regular Locking Fuel Cap; Wideside. 10572 

1978; OE Equivalent Fuel Cap; Fenderside. 10742 

1978; Regular Locking Fuel Cap; Fenderside. 10571 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 

1977-1975; OE Type Radiator Cap. 10230 

1977-1975; OE Equivalent Fuel Cap; Wideside. 10800 

1977-1975; Regular Locking Fuel Cap; Wideside. 10572 

1977-1975; OE Equivalent Fuel Cap; Fenderside. 10742 

1977-1975; Regular Locking Fuel Cap; Fenderside. 10571 

1977-1975; Oil Filler Cap. 10066 

V-8 402 

1972; Lev-R-Vent Radiator Cap. 10330 

1972; OE Type Radiator Cap. 10230 

1972; OE Equivalent Fuel Cap; Cl 500, K1500 . 10742 

1972; Regular Locking Fuel Cap; Cl 500, K1500 . 10571 

1972; OE Equivalent Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10623 

1972; Regular Locking Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10491 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 


A PP |ication Number 


GMC - Continued 


C & K Series Pickup - Continued 

V-8 402 - Continued 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap; Cl 500, K1500 . 10704 

1971; Regular Locking Fuel Cap; Cl 500, K1500 . 10582 

1971; OE Equivalent Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10623 

1971; Regular Locking Fuel Cap; C2500, C3500, K2500, K3500; 

W/O Evaporative Emission System. 10491 

1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970; OE Type Radiator Cap; W/A.C. 10230 16 

1970; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970; OE Type Radiator Cap; W/O A.C. 10229 13 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Filler Cap. 10066 

V-8 454 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Wideside. 10800 

1978; Regular Locking Fuel Cap; Wideside. 10572 

1978; OE Equivalent Fuel Cap; Fenderside. 10742 

1978; Regular Locking Fuel Cap; Fenderside. 10571 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap; Wideside. 10800 

1977-1975; Regular Locking Fuel Cap; Wideside. 10572 

1977-1975; OE Equivalent Fuel Cap; Fenderside. 10742 

1977-1975; Regular Locking Fuel Cap; Fenderside. 10571 

1977-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap; Wideside; W/Evaporative 

Emission System. 10800 

1974-1973; Regular Locking Fuel Cap; Wideside; W/Evaporative 

Emission System. 10572 

1974-1973; OE Equivalent Fuel Cap; Wideside; W/O Evaporative 

Emission System. 10649 

1974-1973; Regular Locking Fuel Cap; Wideside; W/O 

Evaporative Emission System. 10492 

1974-1973; OE Equivalent Fuel Cap; Fenderside; W/Evaporative 

Emission System. 10742 

1974-1973; Regular Locking Fuel Cap; Fenderside; 

W/Evaporative Emission System. 10571 

1974-1973; OE Equivalent Fuel Cap; Fenderside; W/O 

Evaporative Emission System. 10648 

1974-1973; Regular Locking Fuel Cap; Fenderside; W/O 

Evaporative Emission System. 10492 

1974-1973; Oil Filler Cap. 10072 

V-8 5.0 L 

1994-1989; Lev-R-Vent Radiator Cap. 10331 16 

1994-1989; OE Type Radiator Cap. 10231 16 

1994-1989; Coolant Recovery Tank Cap. 10236 

1994-1989; OE Equivalent Fuel Cap. 10817 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Regular Locking Fuel Cap. 10591 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10105 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; Coolant Recovery Tank Cap. 10236 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10066 


PSI 

■ 

16 

16 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

16 

16 

16 

16 

16 

16 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


GMC - Continued 

GMC - Continued 

C & K Series Pickup - Continued 

C & K Series Pickup - Continued 


Application 


Part 

Number 


PSI 


V-8 5.0 L - Continued 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10066 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

V-8 5.7 L 

1994-1989; Lev-R-Vent Radiator Cap. 10331 16 

1994-1989; OE Type Radiator Cap. 10231 16 

1994-1989; Coolant Recovery Tank Cap. 10236 

1994-1989; OE Equivalent Fuel Cap. 10817 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Regular Locking Fuel Cap. 10591 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10105 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; Coolant Recovery Tank Cap. 10236 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10066 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10066 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

V-8 5.7 L Diesel 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Diesel Regular Locking Fuel Cap. 10591D 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1981-1980; Oil Breather Cap. 10078 

V-8 6.2 L Diesel 

1993-1991; Lev-R-Vent Radiator Cap. 10330 16 

1993-1991; OE Type Radiator Cap. 10230 16 

1993-1991; Coolant Recovery Tank Cap. 10236 

1993-1991; OE Equivalent Fuel Cap. 10817 

1993-1991; Diesel Regular Non-Locking Fuel Cap. 10830D 

1993-1991; Regular Locking Fuel Cap. 10591 

1993-1991; Diesel Regular Locking Fuel Cap. 10591D 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1993-1991; Oil Filler Cap; Eng. VIN C. 10115 


V-8 6.2 L Diesel - Continued 

1993- 1991; Oil Filler Cap; Eng. VIN J. 10066 

1990-1989; Lev-R-Vent Radiator Cap. 10331 16 

1990-1989; OE Type Radiator Cap. 10231 16 

1990-1989; Coolant Recovery Tank Cap. 10236 

1990-1989; OE Equivalent Fuel Cap. 10817 

1990-1989; Diesel Regular Non-Locking Fuel Cap. 10830D 

1990-1989; Regular Locking Fuel Cap. 10591 

1990-1989; Diesel Regular Locking Fuel Cap. 10591D 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1990-1989; Oil Filler Cap; Eng. VIN C. 10115 

1990-1989; Oil Filler Cap; Eng. VIN J. 10066 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; Coolant Recovery Tank Cap. 10236 

1988; OE Equivalent Fuel Cap. 10817 

1988; Diesel Regular Non-Locking Fuel Cap. 10830D 

1988; Regular Locking Fuel Cap. 10591 

1988; Diesel Regular Locking Fuel Cap. 10591D 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1988; Oil Filler Cap. 10115 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Diesel Regular Locking Fuel Cap. 10591D 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1986-1985; Oil Filler Cap. 10066 

1984-1982; Lev-R-Vent Radiator Cap. 10331 16 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; OE Equivalent Fuel Cap. 10817 

1984-1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Diesel Regular Locking Fuel Cap. 10591D 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984-1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1982; Oil Filler Cap. 10066 

V-8 6.5 L Diesel 

1994- 1992; Lev-R-Vent Radiator Cap. 10330 16 

1994-1992; OE Type Radiator Cap. 10230 16 

1994-1992; Coolant Recovery Tank Cap. 10236 

1994-1992; OE Equivalent Fuel Cap. 10817 

1994-1992; Diesel Regular Non-Locking Fuel Cap. 10830D 

1994-1992; Regular Locking Fuel Cap. 10591 

1994-1992; Diesel Regular Locking Fuel Cap. 10591D 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1994-1992; Oil Filler Cap. 10066 

V-8 6.6 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 6.6 L (Canada) 

1981; Lev-R-Vent Radiator Cap. 10331 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


GMC - Continued 

GMC - Continued 

C & K Series Pickup - Continued 

Caballero - Continued 


Application 


Part 

Number 


PSI 


V-8 6.6 L (Canada) - Continued 

1981 ;OE type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 

V-8 7.4 L 

1994-1991; Lev-R-Vent Radiator Cap. 10331 16 

1994-1991; OE Type Radiator Cap. 10231 16 

1994-1991; Coolant Recovery Tank Cap. 10236 

1994-1991; OE Equivalent Fuel Cap. 10817 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Regular Locking Fuel Cap. 10591 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10105 

1990-1988; Lev-R-Vent Radiator Cap. 10331 16 

1990-1988; OE Type Radiator Cap. 10231 16 

1990-1988; Coolant Recovery Tank Cap. 10236 

1990-1988; OE Equivalent Fuel Cap. 10817 

1990-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1988; Regular Locking Fuel Cap. 10591 

1990-1988; Pre-Vent Locking Fuel Cap. 10501 

1990-1988; Oil Filler Cap. 10109 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10066 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 


Caballero 
V-6 200 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

V-6 231 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

V-6 3.8 L 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; Coolant Recovery Tank Cap. 10236 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

V-6 4.3 L 

1987-1985; Lev-R-Vent Radiator Cap. 10331 16 

1987-1985; OE Type Radiator Cap. 10231 16 

1987-1985; Coolant Recovery Tank Cap. 10236 

1987-1985; OE Equivalent Fuel Cap. 10817 


V-6 4.3 L - Continued 

1987-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1985; Regular Locking Fuel Cap. 10591 

1987-1985; Pre-Vent Locking Fuel Cap. 10501 

1987-1985; Oil Filler Cap. 10066 

V-8 267 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

V-8 305 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

V-8 350 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

V-8 4.4 L 

1982-1980; Lev-R-Vent Radiator Cap. 10331 16 

1982-1980; OE Type Radiator Cap. 10231 16 

1982-1980; Coolant Recovery Tank Cap. 10236 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10066 

V-8 5.0 L 

1987-1980; Lev-R-Vent Radiator Cap. 10331 16 

1987-1980; OE Type Radiator Cap. 10231 16 

1987-1980; Coolant Recovery Tank Cap. 10236 

1987-1980; OE Equivalent Fuel Cap. 10817 

1987-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1980; Regular Locking Fuel Cap. 10591 

1987-1980; Pre-Vent Locking Fuel Cap. 10501 

1987-1980; Oil Filler Cap. 10066 

V-8 5.7 L Diesel 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; Coolant Recovery Tank Cap. 10236 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Diesel Regular Locking Fuel Cap. 10591D 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1983; Oil Breather Cap. 10078 


G Series Van 
6-Cvl. 230 

1969-1968; Oil Filler Cap. 10066 

6-Cvl. 250 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


GMC - Continued 

GMC - Continued 

G Series Van - Continued 

G Series Van - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 250 - Continued 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10072 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; Coolant Recovery Tank Cap. 10236 

1978; OE Equivalent Fuel Cap. 10742 

1978; Regular Locking Fuel Cap. 10571 

1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10330 16 

1977; OE Type Radiator Cap. 10230 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10742 

1977; Regular Locking Fuel Cap. 10571 

1977; Oil Filler Cap. 10072 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; Coolant Recovery Tank Cap. 10236 

1976-1975; OE Equivalent Fuel Cap. 10742 

1976-1975; Regular Locking Fuel Cap. 10571 

1976-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; Coolant Recovery Tank Cap. 10236 

1974-1973; OE Equivalent Fuel Cap. 10742 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10072 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; Oil Filler Cap. 10072 

1970-1968; Oil Filler Cap. 10066 

6-Cvl. 292 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; Coolant Recovery Tank Cap. 10236 

1978; OE Equivalent Fuel Cap. 10742 

1978; Regular Locking Fuel Cap. 10571 

1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10330 16 

1977; OE Type Radiator Cap. 10230 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10742 

1977; Regular Locking Fuel Cap. 10571 

1977; Oil Filler Cap. 10072 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; Coolant Recovery Tank Cap. 10236 

1976-1975; OE Equivalent Fuel Cap. 10742 

1976-1975; Regular Locking Fuel Cap. 10571 

1976-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; Coolant Recovery Tank Cap. 10236 

1974; OE Equivalent Fuel Cap. 10742 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10072 

6-Cyl. 4.1 L 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; Coolant Recovery Tank Cap. 10236 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap. 10066 

1983-1980; Lev-R-Vent Radiator Cap. 10331 16 

1983-1980; OE Type Radiator Cap. 10231 16 

1983-1980; Coolant Recovery Tank Cap. 10236 

1983-1980; OE Equivalent Fuel Cap. 10817 

1983-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1980; Regular Locking Fuel Cap. 10591 


6-Cyl. 4.1 L- Continued 

1983-1980; Pre-Vent Locking Fuel Cap. 10501 

1983-1980; Oil Filler Cap. 10072 

V-6 4.3 L 

1994-1985; Lev-R-Vent Radiator Cap. 10331 16 

1994-1985; OE Type Radiator Cap. 10231 16 

1994-1985; Coolant Recovery Tank Cap. 10236 

1994-1985; OE Equivalent Fuel Cap. 10817 

1994-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1985; Regular Locking Fuel Cap. 10591 

1994-1985; Pre-Vent Locking Fuel Cap. 10501 

1994-1985; Oil Filler Cap. 10072 

V-8 305 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10072 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; Coolant Recovery Tank Cap. 10236 

1978; OE Equivalent Fuel Cap. 10742 

1978; Regular Locking Fuel Cap. 10571 

1978; Oil Filler Cap. 10072 

1977; Lev-R-Vent Radiator Cap. 10330 16 

1977; OE Type Radiator Cap. 10230 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10742 

1977; Regular Locking Fuel Cap. 10571 

1977; Oil Filler Cap. 10066 

V-8 307 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; Coolant Recovery Tank Cap. 10236 

1973; OE Equivalent Fuel Cap. 10742 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10072 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; Oil Filler Cap. 10072 

1970-1968; Oil Filler Cap. 10066 

V-8 350 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10072 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; Coolant Recovery Tank Cap. 10236 

1978; OE Equivalent Fuel Cap. 10742 

1978; Regular Locking Fuel Cap. 10571 

1978; Oil Filler Cap. 10072 

1977; Lev-R-Vent Radiator Cap. 10330 16 

1977; OE Type Radiator Cap. 10230 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10742 

1977; Regular Locking Fuel Cap. 10571 

1977; Oil Filler Cap. 10066 

1976-1973; Lev-R-Vent Radiator Cap. 10330 16 

1976-1973; OE Type Radiator Cap. 10230 16 

1976-1973; Coolant Recovery Tank Cap. 10236 

1976-1973; OE Equivalent Fuel Cap. 10742 

1976-1973; Regular Locking Fuel Cap. 10571 

1976-1973; Oil Filler Cap. 10072 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


GMC - Continued 

GMC - Continued 

G Series Van - Continued 

G Series Van - Continued 


Application 


Part 

Number 


PSI 


V-8 350 - Continued 

1972-1971; Oil Filler Cap. 10072 

1970; Oil Filler Cap. 10066 

V-8 400 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10072 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; Coolant Recovery Tank Cap. 10236 

1978; OE Equivalent Fuel Cap. 10742 

1978; Regular Locking Fuel Cap. 10571 

1978; Oil Filler Cap. 10072 

1977; Lev-R-Vent Radiator Cap. 10330 16 

1977; OE Type Radiator Cap. 10230 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10742 

1977; Regular Locking Fuel Cap. 10571 

1977; Oil Filler Cap. 10066 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; Coolant Recovery Tank Cap. 10236 

1976-1975; OE Equivalent Fuel Cap. 10742 

1976-1975; Regular Locking Fuel Cap. 10571 

1976-1975; Oil Filler Cap. 10072 

V-8 5.0 L 

1994-1985; Lev-R-Vent Radiator Cap. 10331 16 

1994-1985; OE Type Radiator Cap. 10231 16 

1994-1985; Coolant Recovery Tank Cap. 10236 

1994-1985; OE Equivalent Fuel Cap. 10817 

1994-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1985; Regular Locking Fuel Cap. 10591 

1994-1985; Pre-Vent Locking Fuel Cap. 10501 

1994-1985; Oil Filler Cap. 10072 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; Coolant Recovery Tank Cap. 10236 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap. 10066 

1983-1980; Lev-R-Vent Radiator Cap. 10331 16 

1983-1980; OE Type Radiator Cap. 10231 16 

1983-1980; Coolant Recovery Tank Cap. 10236 

1983-1980; OE Equivalent Fuel Cap. 10817 

1983-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1980; Regular Locking Fuel Cap. 10591 

1983-1980; Pre-Vent Locking Fuel Cap. 10501 

1983-1980; Oil Filler Cap. 10072 

V-8 5.7 L 

1994-1985; Lev-R-Vent Radiator Cap. 10331 16 

1994-1985; OE Type Radiator Cap. 10231 16 

1994-1985; Coolant Recovery Tank Cap. 10236 

1994-1985; OE Equivalent Fuel Cap. 10817 

1994-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1985; Regular Locking Fuel Cap. 10591 

1994-1985; Pre-Vent Locking Fuel Cap. 10501 

1994-1985; Oil Filler Cap. 10072 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; Coolant Recovery Tank Cap. 10236 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap. 10066 

1983-1980; Lev-R-Vent Radiator Cap. 10331 16 


V-8 5.7 L - Continued 

1983-1980; OE Type Radiator Cap. 10231 16 

1983-1980; Coolant Recovery Tank Cap. 10236 

1983-1980; OE Equivalent Fuel Cap. 10817 

1983-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1980; Regular Locking Fuel Cap. 10591 

1983-1980; Pre-Vent Locking Fuel Cap. 10501 

1983-1980; Oil Filler Cap. 10072 

V-8 6.2 L Diesel 

1993-1992; Lev-R-Vent Radiator Cap. 10330 16 

1993-1992; OE Type Radiator Cap. 10230 16 

1993-1992; Coolant Recovery Tank Cap. 10236 

1993-1992; OE Equivalent Fuel Cap. 10817 

1993-1992; Diesel Regular Non-Locking Fuel Cap. 10830D 

1993-1992; Regular Locking Fuel Cap. 10591 

1993-1992; Diesel Regular Locking Fuel Cap. 10591D 

1993-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1992; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1993-1992; Pre-Vent Locking Fuel Cap. 10501 

1993- 1992; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1991-1989; Lev-R-Vent Radiator Cap; W/9 lbs. Radiator Cap .... 10337 10 

1991-1989; OE Type Radiator Cap; W/9 lbs. Radiator Cap. 10237 10 

1991-1989; Lev-R-Vent Radiator Cap; W/O 9 lbs. Radiator Cap . 10331 16 

1991-1989; OE Type Radiator Cap; W/O 9 lbs. Radiator Cap .... 10231 16 

1991-1989; OE Equivalent Fuel Cap. 10817 

1991-1989; Diesel Regular Non-Locking Fuel Cap. 10830D 

1991-1989; Regular Locking Fuel Cap. 10591 

1991-1989; Diesel Regular Locking Fuel Cap. 10591D 

1991-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1989; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1991-1989; Pre-Vent Locking Fuel Cap. 10501 

1991-1989; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1991-1989; Oil Filler Cap. 10066 

1988-1983; Lev-R-Vent Radiator Cap; W/9 lbs. Radiator Cap .... 10337 10 

1988-1983; OE Type Radiator Cap; W/9 lbs. Radiator Cap. 10237 10 

1988-1983; Lev-R-Vent Radiator Cap; W/O 9 lbs. Radiator Cap . 10331 16 

1988-1983; OE Type Radiator Cap; W/O 9 lbs. Radiator Cap .... 10231 16 

1988-1983; OE Equivalent Fuel Cap. 10817 

1988-1983; Diesel Regular Non-Locking Fuel Cap. 10830D 

1988-1983; Regular Locking Fuel Cap. 10591 

1988-1983; Diesel Regular Locking Fuel Cap. 10591D 

1988-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1983; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1988-1983; Pre-Vent Locking Fuel Cap. 10501 

1988-1983; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

V-8 6.5 L Diesel 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; Coolant Recovery Tank Cap. 10236 

1994; OE Equivalent Fuel Cap. 10817 

1994; Diesel Regular Non-Locking Fuel Cap. 10830D 

1994; Regular Locking Fuel Cap. 10591 

1994; Diesel Regular Locking Fuel Cap. 10591D 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1994; Oil Filler Cap. 10066 

V-8 6.6 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10072 

V-8 7.4 L 

1994- 1993; Lev-R-Vent Radiator Cap. 10331 16 

1994-1993; OE Type Radiator Cap. 10231 16 

1994-1993; Coolant Recovery Tank Cap. 10236 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


GMC - Continued 

GMC - Continued 

G Series Van - Continued 

Jimmy - Continued 


Application 


Part 

Number 


PSI 


V-6 4.3 L 


V-8 7.4 L - Continued 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10105 

1992-1990; Lev-R-Vent Radiator Cap. 10331 16 

1992-1990; OE Type Radiator Cap. 10231 16 

1992-1990; Coolant Recovery Tank Cap. 10236 

1992-1990; OE Equivalent Fuel Cap. 10817 

1992-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1990; Regular Locking Fuel Cap. 10591 

1992-1990; Pre-Vent Locking Fuel Cap. 10501 

1992-1990; Oil Filler Cap. 10072 

1989; Lev-R-Vent Radiator Cap. 10331 16 

1989; OE Type Radiator Cap. 10231 16 

1989; Coolant Recovery Tank Cap. 10236 

1989; OE Equivalent Fuel Cap. 10817 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1989; Regular Locking Fuel Cap. 10591 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap. 10109 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; Coolant Recovery Tank Cap. 10236 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 


Jimmy 

6-Cvl. 250 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap. 10800 

1977-1975; Regular Locking Fuel Cap. 10572 

1977-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10800 

1974-1973; Regular Locking Fuel Cap. 10572 

1974-1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap. 10742 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap. 10704 

1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970; OE Type Radiator Cap; W/A.C. 10230 16 

1970; Lev-R-Vent Radiator Cap; W/OA.C. 10329 13 

1970; OE Type Radiator Cap; W/O A.C. 10229 13 

1970; Oil Filler Cap. 10066 

6-Cyl. 4.1 L 

1982-1980; Lev-R-Vent Radiator Cap. 10331 16 

1982-1980; OE Type Radiator Cap. 10231 16 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10066 


1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10099 

1993; Lev-R-Vent Radiator Cap. 10331 16 

1993; OE Type Radiator Cap. 10231 16 

1993; Coolant Recovery Tank Cap. 10236 

1993; OE Equivalent Fuel Cap. 10817 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Regular Locking Fuel Cap. 10591 

1993; Pre-Vent Locking Fuel Cap. 10501 

1993; Oil Filler Cap. 10099 

1992; Lev-R-Vent Radiator Cap. 10331 16 

1992; OE Type Radiator Cap. 10231 16 

1992; Coolant Recovery Tank Cap. 10236 

1992; OE Equivalent Fuel Cap. 10817 

1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1992; Regular Locking Fuel Cap. 10591 

1992; Pre-Vent Locking Fuel Cap. 10501 

1992; Oil Filler Cap; W/O Push-On Style Oil Cap. 10099 

1992; Oil Filler Cap; W/Push-On Style Oil Cap. 10072 

V-8 305 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10330 16 

1977; OE Type Radiator Cap. 10230 16 

1977; OE Equivalent Fuel Cap. 10800 

1977; Regular Locking Fuel Cap. 10572 

1977; Oil Filler Cap. 10066 

V-8 307 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10800 

1973; Regular Locking Fuel Cap. 10572 

1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap. 10742 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap. 10704 

1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970; OE Type Radiator Cap; W/A.C. 10230 16 

1970; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970; OE Type Radiator Cap; W/O A.C. 10229 13 

1970; Oil Filler Cap. 10066 

V-8 350 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


GMC - Continued 


Jimmy - Continued 

V-8 350 - Continued 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977-1974; Lev-R-Vent Radiator Cap. 10330 

1977-1974; OE Type Radiator Cap. 10230 

1977-1974; OE Equivalent Fuel Cap. 10800 

1977-1974; Regular Locking Fuel Cap. 10572 

1977-1974; Oil Filler Cap. 10066 

1973; Lev-R-Vent Radiator Cap. 10330 

1973; OE Type Radiator Cap. 10230 

1973; OE Equivalent Fuel Cap. 10800 

1973; Regular Locking Fuel Cap. 10572 

1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 

1972; OE Type Radiator Cap. 10230 

1972; OE Equivalent Fuel Cap. 10742 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent RadiatorCap. 10330 

1971; OE Type Radiator Cap. 10230 

1971; OE Equivalent Fuel Cap. 10704 

1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1970; OE Type Radiator Cap; W/A.C. 10230 

1970; Lev-R-Vent Radiator Cap; WO A.C. 10329 

1970; OE Type Radiator Cap; W O A.C. 10229 

1970; Oil Filler Cap. 10066 

V-8 400 

1979; Lev-R-Vent Radiator Cap. 10331 

1979; OE Type Radiator Cap. 10231 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 

1978; OE Type Radiator Cap. 10231 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 

1977-1975; OE Type Radiator Cap. 10230 

1977-1975; OE Equivalent Fuel Cap. 10800 

1977-1975; Regular Locking Fuel Cap. 10572 

1977-1975; Oil Filler Cap. 10066 

V-8 5.0 L 

1982-1980; Lev-R-Vent Radiator Cap. 10331 

1982-1980; OE Type Radiator Cap. 10231 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10066 

V-8 5.7 L 

1982-1980; Lev-R-Vent Radiator Cap. 10331 

1982-1980; OE Type Radiator Cap. 10231 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10066 

V-8 6.2 L Diesel 

1982; Lev-R-Vent Radiator Cap. 10331 

1982; OE Type Radiator Cap. 10231 

1982; OE Equivalent Fuel Cap. 10817 

1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1982; Regular Locking Fuel Cap. 10591 

1982; Diesel Regular Locking Fuel Cap. 10591D 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1982; Oil Filler Cap. 10066 


A PP |ication Number 


GMC - Continued 


Jimmy Compact 

4-Cyl. 1.9 L 

1984-1983; Lev-R-Vent RadiatorCap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; Coolant Recovery Tank Cap. 10236 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Oil Filler Cap. 10072 

4-Cvl. 2.0 L 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; Coolant Recovery Tank Cap. 10236 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Oil Filler Cap. 10066 

4-Cyl. 2.5 L 

1988-1986; Lev-R-Vent RadiatorCap. 10331 16 

1988-1986; OE Type Radiator Cap. 10231 16 

1988-1986; Coolant Recovery Tank Cap. 10236 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap; W/Threaded Filler Neck. 10104 

1988- 1986; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1985; Lev-R-Vent RadiatorCap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1985; Oil Filler Cap; W/Threaded Filler Neck. 10104 

V-6 2.8 L 

1989- 1983; Lev-R-Vent Radiator Cap. 10331 16 

1989-1983; OE Type Radiator Cap. 10231 16 

1989-1983; Coolant Recovery Tank Cap. 10236 

1989-1983; OE Equivalent Fuel Cap. 10817 

1989-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1983; Regular Locking Fuel Cap. 10591 

1989-1983; Pre-Vent Locking Fuel Cap. 10501 

1989-1983; Oil Filler Cap. 10072 

V-6 4.3 L 

1991-1988; Lev-R-Vent Radiator Cap. 10331 16 

1991-1988; OE Type Radiator Cap. 10231 16 

1991-1988; Coolant Recovery Tank Cap. 10236 

1991-1988; OE Equivalent Fuel Cap. 10817 

1991-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1988; Regular Locking Fuel Cap. 10591 

1991-1988; Pre-Vent Locking Fuel Cap. 10501 

1991-1988; Oil Filler Cap. 10072 

Jimmy Full Size 

V-8 5.0 L 

1987-1985; Lev-R-Vent RadiatorCap. 10331 16 

1987-1985; OE Type Radiator Cap. 10231 16 

1987-1985; Coolant Recovery Tank Cap. 10236 

1987-1985; OE Equivalent Fuel Cap. 10817 

1987-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1985; Regular Locking Fuel Cap. 10591 

1987-1985; Pre-Vent Locking Fuel Cap. 10501 

1987-1985; Oil Filler Cap. 10066 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Oil Filler Cap. 10066 


PSI 

■ 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 

13 

13 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


GMC - Continued 

GMC - Continued 

Jimmy Full Size - Continued 

P Series Van ■ Continued 


Application 


Part 

Number 


PSI 


V-8 5.7 L 

1991-1989; Lev-R-Vent Radiator Cap. 10331 16 

1991-1989; OE Type Radiator Cap. 10231 16 

1991-1989; Coolant Recovery Tank Cap. 10236 

1991 -1989; OE Equivalent Fuel Cap. 10817 

1991-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1989; Regular Locking Fuel Cap. 10591 

1991-1989; Pre-Vent Locking Fuel Cap. 10501 

1991-1989; Oil Filler Cap. 10105 

1988-1985; Lev-R-Vent Radiator Cap. 10331 16 

1988-1985; OE Type Radiator Cap. 10231 16 

1988-1985; Coolant Recovery Tank Cap. 10236 

1988-1985; OE Equivalent Fuel Cap. 10817 

1988-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1985; Regular Locking Fuel Cap. 10591 

1988-1985; Pre-Vent Locking Fuel Cap. 10501 

1988-1985; Oil Filler Cap. 10066 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Oil Filler Cap. 10066 

V-8 6.2 L Diesel 

1991; Lev-R-Vent Radiator Cap. 10330 16 

1991; OE Type Radiator Cap. 10230 16 

1991; Coolant Recovery Tank Cap. 10236 

1991; OE Equivalent Fuel Cap. 10817 

1991; Diesel Regular Non-Locking Fuel Cap. 10830D 

1991; Regular Locking Fuel Cap. 10591 

1991; Diesel Regular Locking Fuel Cap. 10591D 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1991; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1991; Pre-Vent Locking Fuel Cap. 10501 

1991; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1991; Oil Filler Cap. 10066 

1990-1985; Lev-R-Vent Radiator Cap. 10331 16 

1990-1985; OE Type Radiator Cap. 10231 16 

1990-1985; Coolant Recovery Tank Cap. 10236 

1990-1985; OE Equivalent Fuel Cap. 10817 

1990-1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1990-1985; Regular Locking Fuel Cap. 10591 

1990-1985; Diesel Regular Locking Fuel Cap. 10591D 

1990-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1990-1985; Pre-Vent Locking Fuel Cap. 10501 

1990-1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1990-1985; Oil Filler Cap. 10066 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Diesel Regular Locking Fuel Cap. 10591D 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1983; Oil Filler Cap. 10066 


P Series Van 

4-Cyl. 3.9 L Diesel 

1991-1989; Lev-R-Vent Radiator Cap. 10331 16 

1991-1989; OE Type Radiator Cap. 10231 16 

1991-1989; OE Equivalent Fuel Cap. 10817 

1991-1989; Diesel Regular Non-Locking Fuel Cap. 1 0830D 

1991-1989; Regular Locking Fuel Cap. 10591 

1991-1989; Diesel Regular Locking Fuel Cap. 10591D 

1991-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1989; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1991-1989; Pre-Vent Locking Fuel Cap. 10501 

1991-1989; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 


6-Cvl. 250 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1974; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1974; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1974; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1974; Oil Filler Cap. 10072 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1973; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1973; Oil Filler Cap. 10066 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; Oil Filler Cap. 10072 

6-Cyl. 292 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1978; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1978; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1978; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10742 

1977-1975; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1977-1975; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1977-1975; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10491 

1977-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1974; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1974; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1974; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1974; Oil Filler Cap. 10072 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1973; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1973; Oil Filler Cap. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


GMC - Continued 


P Series Van ■ Continued 


Part 

Number 


PSI 


Application 


GMC - Continued 


P Series Van - Continued 


Part 

Number 


PSI 


6-Cyl. 292 - Continued 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; Oil Filler Cap. 10072 

6-Cyl. 4.8 L 

1989-1980; Lev-R-Vent Radiator Cap. 10331 16 

1989-1980; OE Type Radiator Cap. 10231 16 

1989-1980; OE Equivalent Fuel Cap. 10817 

1989-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1980; Regular Locking Fuel Cap. 10591 

1989-1980; Pre-Vent Locking Fuel Cap. 10501 

1989-1980; Oil Filler Cap. 10066 

V-6 4.3 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10072 

1993-1990; Lev-R-Vent Radiator Cap. 10331 16 

1993-1990; OE Type Radiator Cap. 10231 16 

1993-1990; OE Equivalent Fuel Cap. 10817 

1993-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1990; Regular Locking Fuel Cap. 10591 

1993-1990; Pre-Vent Locking Fuel Cap. 10501 

1993-1990; Oil Filler Cap. 10072 

V-8 307 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1973; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

V-8 350 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10072 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1978; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1978; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1978; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1978; Oil Filler Cap. 10066 

1977-1973; Lev-R-Vent Radiator Cap. 10330 16 

1977-1973; OE Type Radiator Cap. 10230 16 

1977-1973; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10742 

1977-1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1977-1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1977-1973; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10491 

1977-1973; Oil Filler Cap. 10066 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1971; Lev-R-Vent Radiator Cap. 10330 16 


V-8 350 - Continued 

1971; OE Type Radiator Cap. 10230 16 

1971; Oil Filler Cap. 10072 

V-8 402 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

V-8 454 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10072 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1978; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1978; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1978; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10742 

1977-1975; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1977-1975; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1977-1975; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10491 

1977-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1974; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1974; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1974; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1974; Oil Filler Cap. 10072 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1973; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10491 

1973; Oil Filler Cap. 10066 

V-8 455 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10742 

1976-1975; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1976-1975; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 

1976-1975; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10491 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap; W/Evaporative Emission System 10742 
1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10571 

1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10623 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


GMC - Continued 

GMC - Continued 

P Series Van - Continued 

P Series Van - Continued 


Application 


Part 

Number 


PSI 


V-8 455 - Continued 

1973; Regular Locking Fuel Cap; W/O Evaporative Emission 


System. 10491 

V-8 5.7 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10066 

1993-1987; Lev-R-Vent Radiator Cap. 10331 16 

1993-1987; OE Type Radiator Cap. 10231 16 

1993-1987; OE Equivalent Fuel Cap. 10817 

1993-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1987; Regular Locking Fuel Cap. 10591 

1993-1987; Pre-Vent Locking Fuel Cap. 10501 

1993-1987; Oil Filler Cap. 10066 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10072 

1985-1980; Lev-R-Vent Radiator Cap. 10331 16 

1985-1980; OE Type Radiator Cap. 10231 16 

1985-1980; OE Equivalent Fuel Cap. 10817 

1985-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1980; Regular Locking Fuel Cap. 10591 

1985-1980; Pre-Vent Locking Fuel Cap. 10501 

1985-1980; Oil Filler Cap. 10066 

V-8 6.2 L Diesel 

1993-1991; Lev-R-Vent Radiator Cap. 10331 16 

1993-1991; OE Type Radiator Cap. 10231 16 

1993-1991; OE Equivalent Fuel Cap. 10817 

1993-1991; Diesel Regular Non-Locking Fuel Cap. 10830D 

1993-1991; Regular Locking Fuel Cap. 10591 

1993-1991; Diesel Regular Locking Fuel Cap. 10591D 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1990-1988; Lev-R-Vent Radiator Cap. 10331 16 

1990-1988; OE Type Radiator Cap. 10231 16 

1990-1988; OE Equivalent Fuel Cap. 10817 

1990-1988; Diesel Regular Non-Locking Fuel Cap. 10830D 

1990-1988; Regular Locking Fuel Cap. 10591 

1990-1988; Diesel Regular Locking Fuel Cap. 10591D 

1990-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1988; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1990-1988; Pre-Vent Locking Fuel Cap. 10501 

1990-1988; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1990-1988; Oil Filler Cap. 10066 

1987-1983; Lev-R-Vent Radiator Cap. 10331 16 

1987-1983; OE Type Radiator Cap. 10231 16 

1987-1983; OE Equivalent Fuel Cap. 10817 

1987-1983; Diesel Regular Non-Locking Fuel Cap. 10830D 

1987-1983; Regular Locking Fuel Cap. 10591 

1987-1983; Diesel Regular Locking Fuel Cap. 10591D 

1987-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1983; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1987-1983; Pre-Vent Locking Fuel Cap. 10501 

1987-1983; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1982; Lev-R-Vent Radiator Cap. 10331 16 

1982; OE Type Radiator Cap. 10231 16 

1982; OE Equivalent Fuel Cap. 10817 

1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1982; Regular Locking Fuel Cap. 10591 

1982; Diesel Regular Locking Fuel Cap. 10591D 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1982; Pre-Vent Locking Fuel Cap. 10501 


V-8 6.2 L Diesel - Continued 

1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1982; Oil Filler Cap. 10072 

V-8 6.5 L Diesel 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Diesel Regular Non-Locking Fuel Cap. 10830D 

1994; Regular Locking Fuel Cap. 10591 

1994; Diesel Regular Locking Fuel Cap. 10591D 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1994; Oil Filler Cap. 10066 

V-8 7.4 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10105 

1993-1991; Lev-R-Vent Radiator Cap. 10331 16 

1993-1991; OE Type Radiator Cap. 10231 16 

1993-1991; OE Equivalent Fuel Cap. 10817 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Regular Locking Fuel Cap. 10591 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Oil Filler Cap. 10105 

1990; Lev-R-Vent Radiator Cap. 10331 16 

1990; OE Type Radiator Cap. 10231 16 

1990; OE Equivalent Fuel Cap. 10817 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10066 

1989-1986; Lev-R-Vent Radiator Cap. 10331 16 

1989-1986; OE Type Radiator Cap. 10231 16 

1989-1986; OE Equivalent Fuel Cap. 10817 

1989-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1986; Regular Locking Fuel Cap. 10591 

1989-1986; Pre-Vent Locking Fuel Cap. 10501 

1989-1986; Oil Filler Cap. 10072 

1985-1983; Lev-R-Vent Radiator Cap. 10331 16 

1985-1983; OE Type Radiator Cap. 10231 16 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Oil Filler Cap. 10066 

1982-1980; Lev-R-Vent Radiator Cap. 10331 16 

1982-1980; OE Type Radiator Cap. 10231 16 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10072 


R & V Series Pickup 
6-Cvl. 4.8 L 

1988-1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; Coolant Recovery Tank Cap. 10236 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10066 

V-6 4.3 L; V-8 5.0 L 

1987; Lev-R-Vent Radiator Cap. 10331 16 

1987; OE Type Radiator Cap. 10231 16 

1987; Coolant Recovery Tank Cap. 10236 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


GMC - Continued 

GMC - Continued 

R & V Series Pickup - Continued 

R & V Series Pickup - Continued 


Application 


Part 

Number 


PSI 


V-8 7.4 L - Continued 

1989-1987; Oil Filler Cap; Eng. VIN W. 10066 

S Series Pickup 


V-6 4.3 L; V-8 5.0 L - Continued 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Filler Cap. 10066 

V-8 5.7 L 

1991-1989; Lev-R-Vent Radiator Cap. 10331 16 

1991-1989; OE Type Radiator Cap. 10231 16 

1991-1989; Coolant Recovery Tank Cap. 10236 

1991-1989; OE Equivalent Fuel Cap. 10817 

1991-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1989; Regular Locking Fuel Cap. 10591 

1991-1989; Pre-Vent Locking Fuel Cap. 10501 

1991-1989; Oil Filler Cap. 10105 

1988-1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; Coolant Recovery Tank Cap. 10236 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988- 1987; Oil Filler Cap. 10066 

V-8 6.2 L Diesel 

1991; Lev-R-Vent Radiator Cap. 10330 16 

1991; OE Type Radiator Cap. 10230 16 

1991; Coolant Recovery Tank Cap. 10236 

1991; OE Equivalent Fuel Cap. 10817 

1991; Diesel Regular Non-Locking Fuel Cap. 10830D 

1991; Regular Locking Fuel Cap. 10591 

1991; Diesel Regular Locking Fuel Cap. 10591D 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1991; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1991; Pre-Vent Locking Fuel Cap. 10501 

1991; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1991; Oil Filler Cap. 10066 

1990-1987; Lev-R-Vent Radiator Cap. 10331 16 

1990-1987; OE Type Radiator Cap. 10231 16 

1990-1987; Coolant Recovery Tank Cap. 10236 

1990-1987; OE Equivalent Fuel Cap. 10817 

1990-1987; Diesel Regular Non-Locking Fuel Cap. 10830D 

1990-1987; Regular Locking Fuel Cap. 10591 

1990-1987; Diesel Regular Locking Fuel Cap. 10591D 

1990-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1987; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1990-1987; Pre-Vent Locking Fuel Cap. 10501 

1990-1987; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1990-1987; Oil Filler Cap. 10066 

V-8 7.4 L 

1991; Lev-R-Vent Radiator Cap. 10331 16 

1991; OE Type Radiator Cap. 10231 16 

1991; Coolant Recovery Tank Cap. 10236 

1991; OE Equivalent Fuel Cap. 10817 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1991; Regular Locking Fuel Cap. 10591 

1991; Pre-Vent Locking Fuel Cap. 10501 

1991; Oil Filler Cap. 10105 

1990; Lev-R-Vent Radiator Cap. 10331 16 

1990; OE Type Radiator Cap. 10231 16 

1990; Coolant Recovery Tank Cap. 10236 

1990; OE Equivalent Fuel Cap. 10817 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10109 

1989- 1987; Lev-R-Vent Radiator Cap. 10331 16 

1989-1987; OE Type Radiator Cap. 10231 16 

1989-1987; Coolant Recovery Tank Cap. 10236 

1989-1987; OE Equivalent Fuel Cap. 10817 

1989-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1987; Regular Locking Fuel Cap. 10591 

1989-1987; Pre-Vent Locking Fuel Cap. 10501 

1989-1987; Oil Filler Cap; Eng. VIN N. 10109 


4-Cyl. 1.9 L 

1985-1982; Lev-R-Vent Radiator Cap. 10331 16 

1985-1982; OE Type Radiator Cap. 10231 16 

1985-1982; Coolant Recovery Tank Cap. 10236 

1985-1982; OE Equivalent Fuel Cap. 10817 

1985-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1982; Regular Locking Fuel Cap. 10591 

1985-1982; Pre-Vent Locking Fuel Cap. 10501 

1985-1982; Oil Filler Cap. 10072 

4-Cvl. 2.0 L 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; Coolant Recovery Tank Cap. 10236 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984- 1983; Oil Filler Cap. 10066 

4-Cyl. 2.2 L Diesel 

1985- 1984; Lev-R-Vent Radiator Cap. 10331 16 

1985-1984; OE Type Radiator Cap. 10231 16 

1985-1984; Coolant Recovery Tank Cap. 10236 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Diesel Regular Locking Fuel Cap. 10591D 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1985-1984; Oil Filler Cap. 10108 

4-Cyl. 2.5 L 

1990; Lev-R-Vent Radiator Cap. 10331 16 

1990; OE Type Radiator Cap. 10231 16 

1990; Coolant Recovery Tank Cap. 10236 

1990; OE Equivalent Fuel Cap. 10817 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10104 

1989-1986; Lev-R-Vent Radiator Cap. 10331 16 

1989-1986; OE Type Radiator Cap. 10231 16 

1989-1986; Coolant Recovery Tank Cap. 10236 

1989-1986; OE Equivalent Fuel Cap. 10817 

1989-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1986; Regular Locking Fuel Cap. 10591 

1989-1986; Pre-Vent Locking Fuel Cap. 10501 

1989-1986; Oil Filler Cap; W/Threaded Filler Neck. 10104 

1989- 1986; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1985; Oil Filler Cap; W/Threaded Filler Neck. 10104 

V-6 2.8 L 

1990- 1982; Lev-R-Vent Radiator Cap. 10331 16 

1990-1982; OE Type Radiator Cap. 10231 16 

1990-1982; Coolant Recovery Tank Cap. 10236 

1990-1982; OE Equivalent Fuel Cap. 10817 

1990-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1982; Regular Locking Fuel Cap. 10591 

1990-1982; Pre-Vent Locking Fuel Cap. 10501 

1990-1982; Oil Filler Cap. 10072 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


GMC - Continued 

GMC - Continued 

S Series Pickup - Continued 

Series 100 - Continued 


V-6 4.3 L 


Application 


Part 

Number 


PSI 


1990-1988; Lev-R-Vent Radiator Cap. 10331 16 

1990-1988; OE Type Radiator Cap. 10231 16 

1990-1988; Coolant Recovery Tank Cap. 10236 

1990-1988; OE Equivalent Fuel Cap. 10817 

1990-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1988; Regular Locking Fuel Cap. 10591 

1990-1988; Pre-Vent Locking Fuel Cap. 10501 

1990-1988; Oil Filler Cap. 10072 


Safari 
4-Cyl. 2.5 L 

1990; Lev-R-Vent Radiator Cap. 10331 16 

1990; OE Type Radiator Cap. 10231 16 

1990; OE Equivalent Fuel Cap. 10817 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10104 

1989-1985; Lev-R-Vent Radiator Cap. 10331 16 

1989-1985; OE Type Radiator Cap. 10231 16 

1989-1985; OE Equivalent Fuel Cap. 10817 

1989-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1985; Regular Locking Fuel Cap. 10591 

1989-1985; Pre-Vent Locking Fuel Cap. 10501 

1989-1985; Oil Filler Cap; W/Threaded Filler Neck. 10104 

1989-1985; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

V-6 4.3 L 

1994-1985; Lev-R-Vent Radiator Cap. 10331 16 

1994-1985; OE Type Radiator Cap. 10231 16 

1994-1985; OE Equivalent Fuel Cap. 10817 

1994-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1985; Regular Locking Fuel Cap. 10591 

1994-1985; Pre-Vent Locking Fuel Cap. 10501 

1994-1985; Oil Filler Cap. 10072 


Series 100 

6-Cvl. 228 

1953-1948; Lev-R-Vent Radiator Cap. 10308 4 

1953-1948; OE Type Radiator Cap. 10208 4 

1953-1948; OE Equivalent Fuel Cap. 10623 

1953-1948; Regular Locking Fuel Cap. 10491 

1947-1945; OE Equivalent Fuel Cap. 10623 

1947-1945; Regular Locking Fuel Cap. 10491 

1942-1939; OE Equivalent Fuel Cap. 10623 

1942-1939; Regular Locking Fuel Cap. 10491 

6-Cyl. 248 

1955; Lev-R-Vent Radiator Cap; Early. 10308 4 

1955; OE Type Radiator Cap; Early. 10208 4 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 

1954; Lev-R-Vent Radiator Cap. 10308 4 

1954; OE Type Radiator Cap. 10208 4 

1954; OE Equivalent Fuel Cap. 10623 

1954; Regular Locking Fuel Cap. 10491 

6-Cyl. 270 

1959-1958; Lev-R-Vent Radiator Cap. 10328 7 

1959-1958; OE Type Radiator Cap. 10228 7 

1959-1958; OE Equivalent Fuel Cap. 10623 

1959-1958; Regular Locking Fuel Cap. 10491 

1957-1956; OE Equivalent Fuel Cap. 10623 

1957-1956; Regular Locking Fuel Cap. 10491 

V-8 287 

1955; Lev-R-Vent Radiator Cap; Early. 10308 4 

1955; OE Type Radiator Cap; Early. 10208 4 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 

V-8 317 

1956; OE Equivalent Fuel Cap. 10623 

1956; Regular Locking Fuel Cap. 10491 

V-8 336 

1959-1958; OE Equivalent Fuel Cap. 10623 


V-8 336- Continued 

1959-1958; Regular Locking Fuel Cap. 10491 

V-8 347 

1957; OE Equivalent Fuel Cap. 10623 

1957; Regular Locking Fuel Cap. 10491 


Series 150 

6-Cyl. 228 

1953-1948; Lev-R-Vent Radiator Cap. 10308 4 

1953-1948; OE Type Radiator Cap. 10208 4 

1953-1948; OE Equivalent Fuel Cap. 10623 

1953-1948; Regular Locking Fuel Cap. 10491 

1947; OE Equivalent Fuel Cap. 10623 

1947; Regular Locking Fuel Cap. 10491 

1942-1939; OE Equivalent Fuel Cap. 10623 

1942-1939; Regular Locking Fuel Cap. 10491 

6-Cyl. 248 

1955; Lev-R-Vent Radiator Cap; Early. 10308 4 

1955; OE Type Radiator Cap; Early. 10208 4 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 

1954; Lev-R-Vent Radiator Cap. 10308 4 

1954; OE Type Radiator Cap. 10208 4 

1954; OE Equivalent Fuel Cap. 10623 

1954; Regular Locking Fuel Cap. 10491 

6-Cyl. 270 

1959-1958; Lev-R-Vent Radiator Cap. 10328 7 

1959-1958; OE Type Radiator Cap. 10228 7 

1959-1958; OE Equivalent Fuel Cap. 10623 

1959-1958; Regular Locking Fuel Cap. 10491 

1957-1956; OE Equivalent Fuel Cap. 10623 

1957-1956; Regular Locking Fuel Cap. 10491 

V-8 287 

1955; Lev-R-Vent Radiator Cap; Early. 10308 4 

1955; OE Type Radiator Cap; Early. 10208 4 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 

V-8 317 

1956; OE Equivalent Fuel Cap. 10623 

1956; Regular Locking Fuel Cap. 10491 

V-8 336 

1959-1958; OE Equivalent Fuel Cap. 10623 

1959-1958; Regular Locking Fuel Cap. 10491 

V-8 347 

1957; OE Equivalent Fuel Cap. 10623 

1957;JTegular Locking Fuel Cap. 10491 


Series 240 
6-Cyl. 228 

1949-1948; Lev-R-Vent Radiator Cap. 10308 4 

1949-1948; OE Type Radiator Cap. 10208 4 

Series 250 
6-Cyl. 228 

1953-1948; Lev-R-Vent Radiator Cap. 10308 4 

1953-1948; OE Type Radiator Cap. 10208 4 

1953-1948; OE Equivalent Fuel Cap. 10623 

1953-1948; Regular Locking Fuel Cap. 10491 

1947; OE Equivalent Fuel Cap. 10623 

1947; Regular Locking Fuel Cap. 10491 

1942-1939; OE Equivalent Fuel Cap. 10623 

1942-1939; Regular Locking Fuel Cap. 10491 

6-Cyl. 248 

1955; Lev-R-Vent Radiator Cap; Early. 10308 4 

1955; OE Type Radiator Cap; Early. 10208 4 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 

1954; Lev-R-Vent Radiator Cap. 10308 4 

1954; OE Type Radiator Cap. 10208 4 

1954; OE Equivalent Fuel Cap. 10623 

1954; Regular Locking Fuel Cap. 10491 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


GMC - Continued 

GMC - Continued 

Sprint - Continued 

Suburban - Continued 


Application 


Part 

Number 


PSI 


V-8 350 - Continued 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

1972-1971 ;Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

V-8 400 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 

V-8 402 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10072 

V-8 454 

1975; Lev-R-Vent Radiator Cap. 10330 16 

1975; OE Type Radiator Cap. 10230 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971; OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10072 


Suburban 
6-Cyl. 230 

1966-1964; Lev-R-Vent Radiator Cap. 10329 13 

1966-1964; OE Type Radiator Cap. 10229 13 

1966-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1966-1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

6-Cvl. 250 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap. 10800 

1977-1975; Regular Locking Fuel Cap. 10572 

1977-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10800 

1974-1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10572 


6-Cyl. 250 - Continued 

1974-1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10649 

1974-1973; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10492 

1974-1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap; Cl 500, K1500 . 10742 

1972; OE Equivalent Fuel Cap; C2500, K2500; W/O Evaporative 

Emission System. 10623 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap; Cl 500, K1500 . 10704 

1971; Oil Filler Cap. 10072 

1970-1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970-1969; OE Type Radiator Cap; W/A.C. 10230 16 

1970-1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970-1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1970-1969; Oil Filler Cap. 10066 

1968-1967; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1968-1967; OE Type Radiator Cap; W/A.C. 10230 16 

1968-1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1968-1967; OE Type Radiator Cap; W/O A.C. 10229 13 

1968-1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1968-1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Lev-R-Vent Radiator Cap. 10329 13 

1966; OE Type Radiator Cap. 10229 13 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

6-Cyl. 270 

I960; Lev-R-Vent Radiator Cap. 10328 7 

1960; OE Type Radiator Cap. 10228 7 

6-Cyl. 292 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap. 10800 

1977-1975; Regular Locking Fuel Cap. 10572 

1977-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10800 

1974-1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10572 

1974-1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10649 

1974-1973; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10492 

1974-1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap; Cl 500, K1500 . 10742 

1972; OE Equivalent Fuel Cap; C2500, K2500; W/O Evaporative 

Emission System. 10623 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap; Cl 500, K1500 . 10704 

1971; Oil Filler Cap. 10072 

1970-1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


GMC - Continued 

GMC - Continued 

Suburban - Continued 

Suburban - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 292 - Continued 

1970-1969; OE Type Radiator Cap; W/A.C. 10230 16 

1970-1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970-1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1970-1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1968; OE Type Radiator Cap; W/A.C. 10230 16 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1968; OE Type Radiator Cap; W/O A.C. 10229 13 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton & 1 

Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton & 

1 Ton. 10064 

1968; Oil Filler Cap; 3/4 Ton. 10066 

1967; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1967; OE Type Radiator Cap; W/A.C. 10230 16 

1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1967; OE Type Radiator Cap; W/O A.C. 10229 13 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

1966; Oil Filler Cap; W/Calif. Emission System. 10066 

6-Cvl. 4.1 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-6 305 

1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1969; OE Type Radiator Cap; W/A.C. 10230 16 

1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1968; OE Type Radiator Cap; W/A.C. 10230 16 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1968; OE Type Radiator Cap; W/O A.C. 10229 13 

1968; Oil Breather Cap; W/Calif. Emission System. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System. 10064 

1967-1964; Lev-R-Vent Radiator Cap. 10329 13 

1967-1964; OE Type Radiator Cap. 10229 13 

1967-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1963; Lev-R-Vent Radiator Cap. 10329 13 

1963; OE Type Radiator Cap. 10229 13 

1963; Oil Breather Cap. 10064 

V-8 283 

1967; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1967; OE Type Radiator Cap; W/A.C. 10230 16 

1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1967; OE Type Radiator Cap; W/O A.C. 10229 13 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 305 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 

1978; OE Type Radiator Cap. 10231 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10330 

1977; OE Type Radiator Cap. 10230 

1977; OE Equivalent Fuel Cap. 10800 

1977; Regular Locking Fuel Cap. 10572 


V-8 305- Continued 

1977; Oil Filler Cap. 10066 

V-8 307 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap; W/Evaporative Emission System 10800 
1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10572 

1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10649 

1973; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10492 

1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap; Cl 500, K1500 . 10742 

1972; OE Equivalent Fuel Cap; C2500, K2500; W/O Evaporative 

Emission System. 10623 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap; Cl 500, K1500 . 10704 

1971; Oil Filler Cap. 10072 

1970-1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1970-1969; OE Type Radiator Cap; W/A.C. 10230 16 

1970-1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1970-1969; OE Type Radiator Cap; W/O A.C. 10229 13 

1970-1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1968; OE Type Radiator Cap; W/A.C. 10230 16 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1968; OE Type Radiator Cap; W/O A.C. 10229 13 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton ... 10064 

1968; Oil Filler Cap; 3/4 Ton. 10066 

V-8 327 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1968; OE Type Radiator Cap; W/A.C. 10230 16 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1968; OE Type Radiator Cap; W/O A.C. 10229 13 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton ... 10064 

1968; Oil Filler Cap; 3/4 Ton. 10066 

1967; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1967; OE Type Radiator Cap; W/A.C. 10230 16 

1967; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1967; OE Type Radiator Cap; W/O A.C. 10229 13 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1967; Oil Filler Cap; W/Calif. Emission System. 10066 

V-8 350 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap. 10800 

1977-1975; Regular Locking Fuel Cap. 10572 

1977-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap; W/Evaporative Emission System 10800 
1974; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10572 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


GMC - Continued 


Suburban - Continued 


V-8 350 - Continued 

1974; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10649 

1974; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10492 

1974; Oil Filler Cap. 10066 

1973; Lev-R-Vent Radiator Cap. 10330 

1973; OE Type Radiator Cap. 10230 

1973; OE Equivalent Fuel Cap; W/Evaporative Emission System 10800 
1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10572 

1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10649 

1973; Regular Locking Fuel Cap; W/O Evaporative Emission 

System. 10492 

1973; Oil Filler Cap. 10072 

1972; Lev-R-Vent Radiator Cap. 10330 

1972; OE Type Radiator Cap. 10230 

1972; OE Equivalent Fuel Cap; Cl 500, K1500 . 10742 

1972; OE Equivalent Fuel Cap; C2500, K2500; W/O Evaporative 

Emission System. 10623 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent RadiatorCap. 10330 

1971; OE Type Radiator Cap. 10230 

1971; OE Equivalent Fuel Cap; Cl 500, K1500 . 10704 

1971; Oil Filler Cap. 10072 

1970-1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1970-1969; OE Type Radiator Cap; W/A.C. 10230 

1970-1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1970-1969; OE Type Radiator Cap; W/O A.C. 10229 

1970-1969; Oil Filler Cap. 10066 

V-8 350 Diesel 

1978; Lev-R-Vent Radiator Cap. 10331 

1978; OE Type Radiator Cap. 10231 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Breather Cap. 10078 

V-8 396 

1970-1969; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1970-1969; OE Type Radiator Cap; W/A.C. 10230 

1970-1969; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1970-1969; OE Type Radiator Cap; W/O A.C. 10229 

1970-1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1968; OE Type Radiator Cap; W/A.C. 10230 

1968; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1968; OE Type Radiator Cap; W/O A.C. 10229 

1968; Oil Breather Cap; W/Calif. Emission System; 1/2 Ton. 10070 

1968; Oil Breather Cap; W/O Calif. Emission System; 1/2 Ton ... 10061 

1968; Oil Filler Cap; 3/4 Ton. 10066 

V-8 400 

1979; Lev-R-Vent Radiator Cap. 10331 

1979; OE Type Radiator Cap. 10231 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 

1978; OE Type Radiator Cap. 10231 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10330 

1977-1975; OE Type Radiator Cap. 10230 

1977-1975; OE Equivalent Fuel Cap. 10800 

1977-1975; Regular Locking Fuel Cap. 10572 

1977-1975; Oil Filler Cap. 10066 

V-8 402 

1972; Lev-R-Vent Radiator Cap. 10330 

1972; OE Type Radiator Cap. 10230 

1972; OE Equivalent Fuel Cap; Cl 500, K1500 . 10742 


Application Number PSI 


GMC - Continued 


Suburban - Continued 
V-8 402 - Continued 

1972; OE Equivalent Fuel Cap; C2500, K2500; W/O Evaporative 


Emission System. 10623 

1972; Oil Filler Cap. 10072 

1971; Lev-R-Vent RadiatorCap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap; Cl 500, K1500 . 10704 

1971; Oil Filler Cap. 10072 

V-8 454 

1979; Lev-R-Vent RadiatorCap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent RadiatorCap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent RadiatorCap. 10330 16 

1977-1975; OE Type Radiator Cap. 10230 16 

1977-1975; OE Equivalent Fuel Cap. 10800 

1977-1975; Regular Locking Fuel Cap. 10572 

1977-1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent RadiatorCap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap; W/Evaporative Emission 

System. 10800 

1974-1973; Regular Locking Fuel Cap; W/Evaporative Emission 

System. 10572 

1974-1973; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10649 

1974-1973; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10492 

1974-1973; Oil Filler Cap. 10072 

V-8 5.0 L 

1987-1985; Lev-R-Vent Radiator Cap. 10331 16 

1987-1985; OE Type Radiator Cap. 10231 16 

1987-1985; Coolant Recovery Tank Cap. 10236 

1987-1985; OE Equivalent Fuel Cap. 10817 

1987-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1985; Regular Locking Fuel Cap. 10591 

1987-1985; Pre-Vent Locking Fuel Cap. 10501 

1987- 1985; Oil Filler Cap. 10066 

1984-1980; Lev-R-Vent RadiatorCap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

V-8 5.7 L 

1994-1989; Lev-R-Vent RadiatorCap. 10331 16 

1994-1989; OE Type Radiator Cap. 10231 16 

1994-1989; Coolant Recovery Tank Cap. 10236 

1994-1989; OE Equivalent Fuel Cap. 10817 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Regular Locking Fuel Cap. 10591 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10105 

1988- 1985; Lev-R-Vent Radiator Cap. 10331 16 

1988-1985; OE Type Radiator Cap. 10231 16 

1988-1985; Coolant Recovery Tank Cap. 10236 

1988-1985; OE Equivalent Fuel Cap. 10817 

1988-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1985; Regular Locking Fuel Cap. 10591 

1988-1985; Pre-Vent Locking Fuel Cap. 10501 

1988-1985; Oil Filler Cap. 10066 

1984-1980; Lev-R-Vent RadiatorCap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 


PSI 

■ 

16 

16 

16 

16 

16 

16 

16 

16 

13 

13 

16 

16 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

16 

16 

16 

16 

16 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


GMC - Continued 

GMC - Continued 

Suburban - Continued 

Suburban - Continued 


Application 


Part 

Number 


PSI 


V-8 5.7 L - Continued 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

V-8 6.2 L Diesel 

1991; Lev-R-Vent Radiator Cap. 10330 16 

1991; OE Type Radiator Cap. 10230 16 

1991; Coolant Recovery Tank Cap. 10236 

1991; OE Equivalent Fuel Cap. 10817 

1991; Diesel Regular Non-Locking Fuel Cap. 10830D 

1991; Regular Locking Fuel Cap. 10591 

1991; Diesel Regular Locking Fuel Cap. 10591D 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1991; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1991; Pre-Vent Locking Fuel Cap. 10501 

1991; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1991; Oil Filler Cap. 10066 

1990-1985; Lev-R-Vent Radiator Cap. 10331 16 

1990-1985; OE Type Radiator Cap. 10231 16 

1990-1985; Coolant Recovery Tank Cap. 10236 

1990-1985; OE Equivalent Fuel Cap. 10817 

1990-1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1990-1985; Regular Locking Fuel Cap. 10591 

1990-1985; Diesel Regular Locking Fuel Cap. 10591D 

1990-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1990-1985; Pre-Vent Locking Fuel Cap. 10501 

1990-1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1990-1985; Oil Filler Cap. 10066 

1984-1982; Lev-R-Vent Radiator Cap. 10331 16 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; OE Equivalent Fuel Cap. 10817 

1984-1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Diesel Regular Locking Fuel Cap. 10591D 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984-1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1982; Oil Filler Cap. 10066 

V-8 6.5 L Diesel 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; Coolant Recovery Tank Cap. 10236 

1994; OE Equivalent Fuel Cap. 10817 

1994; Diesel Regular Non-Locking Fuel Cap. 10830D 

1994; Regular Locking Fuel Cap. 10591 

1994; Diesel Regular Locking Fuel Cap. 10591D 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1994; Oil Filler Cap. 10066 

V-8 6.6 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 7.4 L 

1994-1991; Lev-R-Vent Radiator Cap. 10331 16 

1994-1991; OE Type Radiator Cap. 10231 16 

1994-1991; Coolant Recovery Tank Cap. 10236 

1994-1991; OE Equivalent Fuel Cap. 10817 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Regular Locking Fuel Cap. 10591 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10105 

1990-1987; Lev-R-Vent Radiator Cap. 10331 16 

1990-1987; OE Type Radiator Cap. 10231 16 


V-8 7.4 L - Continued 

1990-1987; Coolant Recovery Tank Cap. 10236 

1990-1987; OE Equivalent Fuel Cap. 10817 

1990-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1987; Regular Locking Fuel Cap. 10591 

1990-1987; Pre-Vent Locking Fuel Cap. 10501 

1990-1987; Oil Filler Cap. 10109 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10066 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 


Syclone 

V-6 4.3 L 

1992; Lev-R-Vent Radiator Cap. 10331 16 

1992; OE Type Radiator Cap. 10231 16 

1992; Coolant Recovery Tank Cap. 10236 

1992; OE Equivalent Fuel Cap. 10817 

1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1992; Regular Locking Fuel Cap. 10591 

1992; Pre-Vent Locking Fuel Cap. 10501 

1992; Oil Filler Cap; W/O Push-On Style Oil Cap. 10099 

1992; Oil Filler Cap; W/Push-On Style Oil Cap. 10072 

1991; Lev-R-Vent Radiator Cap. 10331 16 

1991; OE Type Radiator Cap. 10231 16 

1991; Coolant Recovery Tank Cap. 10236 

1991; OE Equivalent Fuel Cap. 10817 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1991; Regular Locking Fuel Cap. 10591 

1991; Pre-Vent Locking Fuel Cap. 10501 

1991; Oil Filler Cap. 10072 


Tracker 

4-Cvl. 1.6 L (Canada) 

1992-1991; OE Type Radiator Cap; W/Nippondenso Rad. 10242 16 

1992-1991; Lev-R-Vent Radiator Cap; W/O Nippondenso Rad.. ✓10327 13 

1992-1991; OE Type Radiator Cap; W/O Nippondenso Rad. 10227 13 

1992-1991; OE Equivalent Fuel Cap. 10825 

1992-1991; Regular Locking Fuel Cap. 10595 

1992-1991; Oil Filler Cap. 10083 

1990; Lev-R-Vent Radiator Cap. ✓10327 13 

1990; OE Type Radiator Cap. 10227 13 

1990; OE Equivalent Fuel Cap. 10817 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10083 


Typhoon 

V-6 4.3 L 

1993; Lev-R-Vent Radiator Cap. 10331 16 

1993; OE Type Radiator Cap. 10231 16 

1993; Coolant Recovery Tank Cap. 10236 

1993; OE Equivalent Fuel Cap. 10817 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Regular Locking Fuel Cap. 10591 

1993; Pre-Vent Locking Fuel Cap. 10501 

1993; Oil Filler Cap. 10099 

1992; Lev-R-Vent Radiator Cap. 10331 16 

1992; OE Type Radiator Cap. 10231 16 

1992; Coolant Recovery Tank Cap. 10236 

1992; OE Equivalent Fuel Cap. 10817 

1992; Pre-Vent Non-Locking Fuel Cap. 10819 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



185 
























































































































































Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


International - Continued 

International - Continued 

C Series - Continued 

D Series Pickup - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 240 - Continued 

1964; OE Type Radiator Cap. 10228 7 

1964; OE Equivalent Fuel Cap. 10624 

1964; Regular Locking Fuel Cap. 10483 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10064 

1963-1961; Lev-R-Vent Radiator Cap. 10328 7 

1963-1961; OE Type Radiator Cap. 10228 7 

1963-1961; OE Equivalent Fuel Cap. 10624 

1963-1961; Regular Locking Fuel Cap. 10483 

1963- 1961; Oil Breather Cap. 10064 

V-8 266 

1964- 1963; Lev-R-Vent Radiator Cap. 10328 7 

1964-1963; OE Type Radiator Cap. 10228 7 

1964-1963; OE Equivalent Fuel Cap. 10624 

1964-1963; Regular Locking Fuel Cap. 10483 

1962-1961; Lev-R-Vent Radiator Cap. 10328 7 

1962-1961; OE Type Radiator Cap. 10228 7 

1962-1961; OE Equivalent Fuel Cap. 10624 

1962-1961; Regular Locking Fuel Cap. 10483 

1962-1961; Oil Breather Cap. 10064 

V-8 304 

1964; Lev-R-Vent Radiator Cap. 10328 7 

1964; OE Type Radiator Cap. 10228 7 

1964; OE Equivalent Fuel Cap. 10624 

1964; Regular Locking Fuel Cap. 10483 


C Series Pickup 

6-Cvl. 241; V-8 266 

1968; Lev-R-Vent Radiator Cap. 10328 7 

1968; OE Type Radiator Cap. 10228 7 

1968; OE Equivalent Fuel Cap. 10624 

1968; Regular Locking Fuel Cap. 10483 


D Series 
6-Cyl. 240 

1965; Lev-R-Vent Radiator Cap. 10328 7 

1965; OE Type Radiator Cap. 10228 7 

1965; OE Equivalent Fuel Cap. 10624 

1965; Regular Locking Fuel Cap. 10483 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

V-8 266; V-8 304 

1965; Lev-R-Vent Radiator Cap. 10328 7 

1965; OE Type Radiator Cap. 10228 7 

1965; OE Equivalent Fuel Cap. 10624 

1965; Regular Locking Fuel Cap. 10483 


D Series Pickup 

6-Cyl. 232 

1971; OE Equivalent Fuel Cap; W/Std. Cab. 10704 

1971; Regular Locking Fuel Cap; W/Std. Cab. 10582 

1971; OE Equivalent Fuel Cap; W/Aux. Tank. 10733 

1971; Regular Locking Fuel Cap; W/Aux. Tank. 10559 

1970; Lev-R-Vent Radiator Cap. 10328 7 

1970; OE Type Radiator Cap. 10228 7 

1969; Lev-R-Vent Radiator Cap. 10328 7 

1969; OE Type Radiator Cap. 10228 7 

1969; OE Equivalent Fuel Cap. 10624 

1969; Regular Locking Fuel Cap. 10483 

6-Cyl. 241 

1970; Lev-R-Vent Radiator Cap. 10328 7 

1970; OE Type Radiator Cap. 10228 7 

6-Cyl. 265 

1969; Lev-R-Vent Radiator Cap. 10328 7 

1969; OE Type Radiator Cap. 10228 7 

1969; OE Equivalent Fuel Cap. 10624 

1969; Regular Locking Fuel Cap. 10483 

V-8 266 

1970-1969; Lev-R-Vent Radiator Cap. 10328 7 

1970-1969; OE Type Radiator Cap. 10228 7 


V-8 304 

1971; OE Equivalent Fuel Cap; W/Std. Cab. 10704 

1971; Regular Locking Fuel Cap; W/Std. Cab. 10582 

1971; OE Equivalent Fuel Cap; W/Aux. Tank. 10733 

1971; Regular Locking Fuel Cap; W/Aux. Tank. 10559 

1970; Lev-R-Vent Radiator Cap. 10328 7 

1970; OE Type Radiator Cap. 10228 7 

1969; Lev-R-Vent Radiator Cap. 10328 7 

1969; OE Type Radiator Cap. 10228 7 

1969; OE Equivalent Fuel Cap. 10624 

1969; Regular Locking Fuel Cap. 10483 

V-8 345 

1971; OE Equivalent Fuel Cap; W/Std. Cab. 10704 

1971; Regular Locking Fuel Cap; W/Std. Cab. 10582 

1971; OE Equivalent Fuel Cap; W/Aux. Tank. 10733 

1971; Regular Locking Fuel Cap; W/Aux. Tank. 10559 

L Series 

6-Cyl. 220 

1952-1950; Oil Breather Cap. 10064 

MS1210 

V-8 392 

1975; Oil Filler Cap. 10066 

R Series 

6-Cyl. 220 

1955-1953; Lev-R-Vent Radiator Cap. 10328 7 

1955-1953; OE Type Radiator Cap. 10228 7 

1955-1953; Oil Breather Cap. 10064 


S Series 

6-Cyl. 220; 6-Cyl. 240 

1957-1956; Lev-R-Vent Radiator Cap. 10328 7 

1957-1956; OE Type Radiator Cap. 10228 7 

1957-1956; Oil Breather Cap. 10064 


Scout 

4-Cyl. 152 

1968-1961; Lev-R-Vent Radiator Cap. 10328 7 

1968-1961; OE Type Radiator Cap. 10228 7 

1968-1961; OE Equivalent Fuel Cap. 10624 

1968- 1961; Regular Locking Fuel Cap. 10483 

4-Cyl. 196 

1970; Lev-R-Vent Radiator Cap. 10328 7 

1970; OE Type Radiator Cap. 10228 7 

1969- 1966; Lev-R-Vent Radiator Cap. 10328 7 

1969-1966; OE Type Radiator Cap. 10228 7 

1969-1966; OE Equivalent Fuel Cap. 10624 

1969-1966; Regular Locking Fuel Cap. 10483 

V-8 266 

1968-1966; Lev-R-Vent Radiator Cap. 10328 7 

1968-1966; OE Type Radiator Cap. 10228 7 

1968-1966; OE Equivalent Fuel Cap. 10624 

1968-1966; Regular Locking Fuel Cap. 10483 

V-8 304 

1970; Lev-R-Vent Radiator Cap. 10328 7 

1970; OE Type Radiator Cap. 10228 7 

1969; Lev-R-Vent Radiator Cap. 10328 7 

1969; OE Type Radiator Cap. 10228 7 

1969; OE Equivalent Fuel Cap. 10624 

1969; Regular Locking Fuel Cap. 10483 

Scout II 

4-Cyl. 196 

1979; OE Equivalent Fuel Cap. 10741 

1979; Regular Locking Fuel Cap. 10582 

1979; Oil Filler Cap. 10066 

1978-1976; OE Equivalent Fuel Cap; W/Calif. Emission System . 10704 

1978-1976; Regular Locking Fuel Cap; W/Calif. Emission System 10582 
1978-1976; OE Equivalent Fuel Cap; W/O Calif. Emission 

System. 10623 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


International - Continued 

International - Continued 

Scout II - Continued 

Scout II - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 196- Continued 

1978-1976; Regular Locking Fuel Cap; W/O Calif. Emission 

System. 10491 

1978-1976; Oil Filler Cap. 10066 

1975; OE Equivalent Fuel Cap. 10704 

1975; Regular Locking Fuel Cap. 10582 

1974-1973; OE Equivalent Fuel Cap. 10704 

1974-1973; Regular Locking Fuel Cap. 10582 

1974-1973; Oil Filler Cap. 10066 

1972; OE Equivalent Fuel Cap. 10704 

1972; Regular Locking Fuel Cap. 10582 

4-Cyl. 3.2 L 

1980; OE Equivalent Fuel Cap. 10741 

1980; Regular Locking Fuel Cap. 10582 

1980; Oil Filler Cap. 10066 

6-Cyl. 198 Diesel 

1979; OE Equivalent Fuel Cap. 10623 

1979; Regular Locking Fuel Cap. 10491 

1978-1976; OE Equivalent Fuel Cap; W/Calif. Emission System . 10623 

1978-1976; Regular Locking Fuel Cap; W/Calif. Emission System 10491 

6-Cyl. 232 

1972; OE Equivalent Fuel Cap. 10704 

1972; Regular Locking Fuel Cap. 10582 

6-Cyl. 258 

1974-1973; OE Equivalent Fuel Cap. 10704 

1974-1973; Regular Locking Fuel Cap. 10582 

1974-1973; Oil Filler Cap. 10066 

6-Cyl. 3.2 L Diesel 

1980; OE Equivalent Fuel Cap. 10623 

1980; Regular Locking Fuel Cap. 10491 

V-8 304 

1979; OE Equivalent Fuel Cap. 10741 

1979; Regular Locking Fuel Cap. 10582 

1979; Oil Filler Cap. 10066 

1978-1976; OE Equivalent Fuel Cap; W/Calif. Emission System . 10704 

1978-1976; Regular Locking Fuel Cap; W/Calif. Emission System 10582 
1978-1976; OE Equivalent Fuel Cap; W/O Calif. Emission 

System. 10623 

1978-1976; Regular Locking Fuel Cap; W/O Calif. Emission 

System. 10491 

1978-1976; Oil Filler Cap. 10066 

1975; OE Equivalent Fuel Cap. 10704 

1975; Regular Locking Fuel Cap. 10582 

1975; Oil Breather Cap. 10070 

1974-1973; OE Equivalent Fuel Cap. 10704 

1974-1973; Regular Locking Fuel Cap. 10582 

1974- 1973; Oil Filler Cap. 10066 

1972; OE Equivalent Fuel Cap. 10704 

1972; Regular Locking Fuel Cap. 10582 

V-8 345 

1979; OE Equivalent Fuel Cap. 10741 

1979; Regular Locking Fuel Cap. 10582 

1979; Oil Filler Cap. 10066 

1978-1976; OE Equivalent Fuel Cap; W/Calif. Emission System . 10704 

1978-1976; Regular Locking Fuel Cap; W/Calif. Emission System 10582 
1978-1976; OE Equivalent Fuel Cap; W/O Calif. Emission 

System. 10623 

1978-1976; Regular Locking Fuel Cap; W/O Calif. Emission 

System. 10491 

1978-1976; Oil Filler Cap. 10066 

1975- 1973; OE Equivalent Fuel Cap. 10704 

1975-1973; Regular Locking Fuel Cap. 10582 

1975-1973; Oil Filler Cap. 10066 

1972; OE Equivalent Fuel Cap. 10704 

1972; Regular Locking Fuel Cap. 10582 

V-8 5.0 L 

1980; OE Equivalent Fuel Cap. 10741 

1980; Regular Locking Fuel Cap. 10582 

1980; Oil Filler Cap. 10066 

V-8 5.6 L 

1980; OE Equivalent Fuel Cap. 10741 


V-8 5.6 L - Continued 

1980; Regular Locking Fuel Cap. 10582 

1980; Oil Filler Cap. 10066 


Isuzu 


Amigo 

4-Cyl. 2.3 L 

1993-1989; Lev-R-Vent Radiator Cap. ✓lOSSS 16 

1993-1989; OE Type Radiator Cap. 10233 16 

1993-1989; OE Equivalent Fuel Cap. 10834 

1993-1989; Regular Locking Fuel Cap. 10504 

1993- 1989; Oil Filler Cap. 10101 

4-Cyl. 2.6 L 

1994- 1989; Lev-R-Vent Radiator Cap. ✓10333 16 

1994-1989; OE Type Radiator Cap. 10233 16 

1994-1989; OE Equivalent Fuel Cap. 10834 

1994-1989; Regular Locking Fuel Cap. 10504 

1994-1989; Oil Filler Cap. 10101 

1-Mark 

4-Cyl. 1.5 L 

1989-1986; Lev-R-Vent Radiator Cap. ✓10333 16 

1989-1986; OE Type Radiator Cap. 10233 16 

1989-1986; OE Equivalent Fuel Cap. 10817 

1989-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1986; Regular Locking Fuel Cap. 10591 

1989-1986; Pre-Vent Locking Fuel Cap. 10501 

1989-1986; Oil Filler Cap. 10101 

1985; Lev-R-Vent Radiator Cap. ✓10333 16 

1985; OE Type Radiator Cap. 10233 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10072 

4-Cyl. 1.6 L 

1989; Lev-R-Vent Radiator Cap. ✓lOSSS 16 

1989; OE Type Radiator Cap. 10233 16 

1989; OE Equivalent Fuel Cap. 10817 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1989; Regular Locking Fuel Cap. 10591 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap. 10081 

4-Cyl. 1.8 L 

1985; Lev-R-Vent Radiator Cap. ✓10333 16 

1985; OE Type Radiator Cap. 10233 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10101 

1984-1981; Lev-R-Vent Radiator Cap. 10330 16 

1984-1981 ;OE Type Radiator Cap. 10230 16 

1984-1981; OE Equivalent Fuel Cap. 10810 

1984-1981; Regular Locking Fuel Cap. 10582 

1984-1981; Oil Filler Cap. 10072 

4-Cyl. 1.8 L Diesel 

1984-1981; Lev-R-Vent Radiator Cap. 10330 16 

1984-1981; OE Type Radiator Cap. 10230 16 

1984-1981; OE Equivalent Fuel Cap. 10810 

1984-1981; Regular Locking Fuel Cap. 10582 

1984-1981; Oil Filler Cap. 10072 


Impulse 
4-Cyl. 1.6 L 

1992; Lev-R-Vent Radiator Cap. ✓10333 16 

1992; OE Type Radiator Cap. 10233 16 

1992; OE Equivalent Fuel Cap. 10817 

1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1992; Regular Locking Fuel Cap. 10591 

1992; Pre-Vent Locking Fuel Cap. 10501 

1991-1990; Lev-R-Vent Radiator Cap. ✓10333 16 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Isuzu - Continued 

Isuzu - Continued 

Stylus - Continued 

Trooper II-Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 1.6 L- Continued 

1993-1991; OE Equivalent Fuel Cap. 10817 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Regular Locking Fuel Cap. 10591 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Oil Filler Cap. 10101 

4-Cyl. 1.8 L 

1992; Lev-R-Vent Radiator Cap. ✓lOSSS 16 

1992; OE Type Radiator Cap. 10233 16 

1992; OE Equivalent Fuel Cap. 10817 

1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1992; Regular Locking Fuel Cap. 10591 

1992; Pre-Vent Locking Fuel Cap. 10501 


Trooper 
4-Cyl. 2.6 L 

1991-1990; Lev-R-Vent Radiator Cap. ✓10333 16 

1991-1990; OE Type Radiator Cap. 10233 16 

1991 -1990; OE Equivalent Fuel Cap. 10817 

1991-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1990; Regular Locking Fuel Cap. 10591 

1991-1990; Pre-Vent Locking Fuel Cap. 10501 

1991-1990; Oil Filler Cap. 10101 

V-6 2.8 L 

1991-1990; Lev-R-Vent Radiator Cap. ✓10333 16 

1991-1990; OE Type Radiator Cap. 10233 16 

1991-1990; OE Equivalent Fuel Cap. 10817 

1991-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1990; Regular Locking Fuel Cap. 10591 

1991-1990; Pre-Vent Locking Fuel Cap. 10501 

1991-1990; Oil Filler Cap. 10072 

V-6 3.2 L 

1994-1992; Lev-R-Vent Radiator Cap. ✓lOSSS 16 

1994-1992; OE Type Radiator Cap. 10233 16 

1994-1992; OE Equivalent Fuel Cap. 10834 

1994-1992; Regular Locking Fuel Cap. 10504 

1994-1992; Oil Filler Cap. 10134 


Trooper II 

4-Cyl. 1.9 L 

1985-1984; Lev-R-Vent Radiator Cap. 10330 16 

1985-1984; OE Type Radiator Cap. 10230 16 

1985-1984; OE Equivalent Fuel Cap. 10725 

1985-1984; Regular Locking Fuel Cap. 10563 

1985-1984; Oil Filler Cap. 10072 

4-Cyl. 2.2 L Diesel 

1987-1986; Lev-R-Vent Radiator Cap. ✓10333 16 

1987-1986; OE Type Radiator Cap. 10233 16 

1987-1986; OE Equivalent Fuel Cap. 10725 

1987-1986; Regular Locking Fuel Cap. 10563 

1987-1986; Oil Filler Cap. 10108 

1984; Lev-R-Vent Radiator Cap. 10330 16 

1984; OE Type Radiator Cap. 10230 16 

1984; OE Equivalent Fuel Cap. 10725 

1984; Regular Locking Fuel Cap. 10563 

1984; Oil Filler Cap. 10108 

4-Cyl. 2.3 L 

1987-1986; Lev-R-Vent Radiator Cap. ✓10333 16 

1987-1986; OE Type Radiator Cap. 10233 16 

1987-1986; OE Equivalent Fuel Cap. 10725 

1987-1986; Regular Locking Fuel Cap. 10563 

1987-1986; Oil Filler Cap. 10072 

4-Cyl. 2.6 L 

1989-1988; Lev-R-Vent Radiator Cap. ✓10333 16 

1989-1988; OE Type Radiator Cap. 10233 16 

1989-1988; OE Equivalent Fuel Cap. 10817 

1989-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1988; Regular Locking Fuel Cap. 10591 

1989-1988; Pre-Vent Locking Fuel Cap. 10501 

1989-1988; Oil Filler Cap. 10101 

V-6 2.8 L 

1989; Lev-R-Vent Radiator Cap. ✓10333 16 


V-6 2.8 L - Continued 

1989; OE Type Radiator Cap. 10233 16 

1989; OE Equivalent Fuel Cap. 10817 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1989; Regular Locking Fuel Cap. 10591 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap. 10072 


Jaguar 


2.4 

6-Cyl. 151 

1957; OE Equivalent Fuel Cap. 10640 

1957; Regular Locking Fuel Cap. 10491 

1956; Heavy-Duty Radiator Cap. 10281 4 

3.4 

6-Cyl. 210 

I960; Lev-R-Vent Radiator Cap. 10308 4 

1960; OE Type Radiator Cap. 10208 4 

1959-1957; OE Equivalent Fuel Cap. 10640 

1959-1957; Regular Locking Fuel Cap. 10491 

3.8 

6-Cyl. 231 

1961-1960; Lev-R-Vent Radiator Cap. 10308 4 

1961-1960; OE Type Radiator Cap. 10208 4 

1961 -1960; OE Equivalent Fuel Cap. 10640 

1961-1960; Regular Locking Fuel Cap. 10491 

340 

6-Cyl. 210 

1967; Lev-R-Vent Radiator Cap. 10308 4 

1967; OE Type Radiator Cap. 10208 4 

1967; OE Equivalent Fuel Cap. 10640 

1967;_Regular Locking Fuel Cap. 10491 

420; 420G 

6-Cyl. 258 

1967; Lev-R-Vent Radiator Cap. 10308 4 

1967; OE Type Radiator Cap. 10208 4 

1967; OE Equivalent Fuel Cap. 10640 

1967; Regular Locking Fuel Cap. 10491 

Mark VIII 

6-Cyl. 210 

1958-1957; OE Equivalent Fuel Cap. 10640 

1958-1957; Regular Locking Fuel Cap. 10491 

Mark VMM 

6-Cyl. 210 

1956-1955; Heavy-Duty Radiator Cap. 10281 4 

MarkX 

6-Cyl. 231 

1964-1962; Lev-R-Vent Radiator Cap. 10308 4 

1964-1962; OE Type Radiator Cap. 10208 4 

1964-1962; OE Equivalent Fuel Cap. 10640 

1964-1962; Regular Locking Fuel Cap. 10491 

6-Cyl. 258 

1966-1964; Lev-R-Vent Radiator Cap. 10328 7 

1966-1964; OE Type Radiator Cap. 10228 7 

1966-1964; OE Equivalent Fuel Cap. 10640 

1966-1964; Regular Locking Fuel Cap. 10491 

Vanden Plas 

6-Cyl. 3.6 L 

1989-1988; Lev-R-Vent Radiator Cap. 10330 16 

1989-1988; OE Type Radiator Cap. 10230 16 

6-Cyl. 4.2 L 

1987-1982; Lev-R-Vent Radiator Cap. 10330 16 

1987-1982; OE Type Radiator Cap. 10230 16 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Jaguar - Continued 


XJ 


Application 


Part 

Number 


PSI 


Jaguar - Continued 


XKE - Continued 


6-Cvl. 258 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

XJ6 

6-Cvl. 258 

1979; Lev-R-Vent Radiator Cap. 10330 16 

1979; OE Type Radiator Cap. 10230 16 

1973-1972; Lev-R-Vent Radiator Cap. 10329 13 

1973- 1972; OE Type Radiator Cap. 10229 13 

6-Cyl. 3.6 L 

1989-1988; Lev-R-Vent Radiator Cap. 10330 16 

1989-1988; OE Type Radiator Cap. 10230 16 

6-Cvl. 4.2 L 

1987-1980; Lev-R-Vent Radiator Cap. 10330 16 

1987-1980; OE Type Radiator Cap. 10230 16 

XJ12 

V-12 326 

1979-1975; Lev-R-Vent Radiator Cap. 10330 16 

1979-1975; OE Type Radiator Cap. 10230 16 

1974- 1973; Lev-R-Vent Radiator Cap. 10329 13 

1974-1973; OE Type Radiator Cap. 10229 13 

XJS 

6-Cyl. 4.0 L 

1994-1993; Lev-R-Vent Radiator Cap. 10330 16 

1994-1993; OE Type Radiator Cap. 10230 16 

V-12 5.3 L 

1992-1987; Lev-R-Vent Radiator Cap. 10330 16 

1992-1987; OE Type Radiator Cap. 10230 16 

1986-1982; Lev-R-Vent Radiator Cap. 10330 16 

1986-1982; OE Type Radiator Cap. 10230 16 

1986-1982; OE Equivalent Fuel Cap. 10810 

1986-1982; Regular Locking Fuel Cap. 10582 

1980; Lev-R-Vent Radiator Cap. 10330 16 

1980; OE Type Radiator Cap. 10230 16 

1980; OE Equivalent Fuel Cap. 10810 

1980; Regular Locking Fuel Cap. 10582 

V-12 6.0 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

XK-140 

6-Cyl. 210 

1957; OE Equivalent Fuel Cap. 10640 

1957; Regular Locking Fuel Cap. 10491 

1956-1955; Heavy-Duty Radiator Cap. 10281 4 

XK-150 

6-Cyl. 210 

1961-1960; Lev-R-Vent Radiator Cap. 10308 4 

1961-1960; OE Type Radiator Cap. 10208 4 

1961 -1960; OE Equivalent Fuel Cap. 10640 

1961-1960; Regular Locking Fuel Cap. 10491 

1959-1958; OE Equivalent Fuel Cap. 10640 

1959-1958; Regular Locking Fuel Cap. 10491 

6-Cyl. 231 

1961-1960; Lev-R-Vent Radiator Cap. 10308 4 

1961-1960; OE Type Radiator Cap. 10208 4 

1961 -1960; OE Equivalent Fuel Cap. 10640 

1961-1960; Regular Locking Fuel Cap. 10491 

XKE 

6-Cyl. 231 

1964-1962; Lev-R-Vent Radiator Cap. 10308 4 

1964-1962; OE Type Radiator Cap. 10208 4 

1964-1962; OE Equivalent Fuel Cap. 10640 

1964-1962; Regular Locking Fuel Cap. 10491 

6-Cyl. 258 

1971; OE Equivalent Fuel Cap. 10640 

1971; Regular Locking Fuel Cap. 10491 


6-Cyl. 258 - Continued 

1970-1968; Lev-R-Vent Radiator Cap. 10328 7 

1970-1968; OE Type Radiator Cap. 10228 7 

1970-1968; OE Equivalent Fuel Cap. 10640 

1970-1968; Regular Locking Fuel Cap. 10491 

1967; Lev-R-Vent Radiator Cap. 10308 4 

1967; OE Type Radiator Cap. 10208 4 

1967; OE Equivalent Fuel Cap. 10640 

1967; Regular Locking Fuel Cap. 10491 

1966-1964; Lev-R-Vent Radiator Cap. 10328 7 

1966-1964; OE Type Radiator Cap. 10228 7 

1966-1964; OE Equivalent Fuel Cap. 10640 

1966-1964; Regular Locking Fuel Cap. 10491 

V-12 326 

1974-1971; Lev-R-Vent Radiator Cap. 10329 13 

1974-1971 ;OE Type Radiator Cap. 10229 13 



6-Cyl. 226 


1964-1963; Lev-R-Vent Radiator Cap. 10329 13 

1964-1963; OE Type Radiator Cap. 10229 13 

1964-1963; OE Equivalent Fuel Cap. 10623 

1964- 1963; Regular Locking Fuel Cap. 10491 

1962-1955; Lev-R-Vent Radiator Cap. 10328 7 

1962-1955; OE Type Radiator Cap. 10228 7 

1962-1955; OE Equivalent Fuel Cap. 10623 

1962-1955; Regular Locking Fuel Cap. 10491 

1962-1955; Oil Breather Cap. 10061 

6-230 

6-Cyl. 230 

1965- 1963; Lev-R-Vent Radiator Cap. 10329 13 

1965-1963; OE Type Radiator Cap. 10229 13 

1965-1963; OE Equivalent Fuel Cap. 10623 

1965-1963; Regular Locking Fuel Cap. 10491 

1962; Lev-R-Vent Radiator Cap. 10328 7 

1962; OE Type Radiator Cap. 10228 7 

1962; OE Equivalent Fuel Cap. 10623 

1962; Regular Locking Fuel Cap. 10491 

1962; Oil Breather Cap. 10061 

454 

4-Cyl. 134 

1954; Lev-R-Vent Radiator Cap. 10328 7 

1954; OE Type Radiator Cap. 10228 7 

1954; OE Equivalent Fuel Cap. 10623 

1954; Regular Locking Fuel Cap. 10491 

1954; Oil Breather Cap. 10061 

473 

4-Cyl. 134 

1952-1951; Lev-R-Vent Radiator Cap. 10328 7 

1952-1951; OE Type Radiator Cap. 10228 7 

1952-1951; OE Equivalent Fuel Cap. 10623 

1952-1951; Regular Locking Fuel Cap. 10491 

1952-1951; Oil Breather Cap. 10061 

475 

4-Cyl. 134 

1956-1955; Lev-R-Vent Radiator Cap. 10328 7 

1956-1955; OE Type Radiator Cap. 10228 7 

1956-1955; OE Equivalent Fuel Cap. 10623 

1956-1955; Regular Locking Fuel Cap. 10491 

1956-1955; Oil Breather Cap. 10061 

1953; Lev-R-Vent Radiator Cap. 10328 7 

1953; OE Type Radiator Cap. 10228 7 

1953; OE Equivalent Fuel Cap. 10623 

1953; Regular Locking Fuel Cap. 10491 

1953; Oil Breather Cap. 10061 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Jeep - Continued 

Jeep - Continued 

654 

Cherokee - Continued 


Application 


Part 

Number 


PSI 


6-Cvl. 161; 6-Cyl. 226 

1954; Lev-R-Vent Radiator Cap. 10328 7 

1954; OE Type Radiator Cap. 10228 7 

1954; OE Equivalent Fuel Cap. 10623 

1954; Regular Locking Fuel Cap. 10491 

1954; Oil Breather Cap. 10061 

673 

6-Cyl. 161 

1952; Lev-R-Vent Radiator Cap. 10328 7 

1952; OE Type Radiator Cap. 10228 7 

1952; OE Equivalent Fuel Cap. 10623 

1952; Regular Locking Fuel Cap. 10491 

1952; Oil Breather Cap. 10061 

1951; OE Equivalent Fuel Cap. 10623 

1951; Regular Locking Fuel Cap. 10491 

1951; Oil Breather Cap. 10061 

685 

6-Cyl. 161 

1955; Lev-R-Vent Radiator Cap. 10328 7 

1955; OE Type Radiator Cap. 10228 7 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 

1955; Oil Breather Cap. 10061 

1953-1952; Lev-R-Vent Radiator Cap. 10328 7 

1953-1952; OE Type Radiator Cap. 10228 7 

1953-1952; OE Equivalent Fuel Cap. 10623 

1953-1952; Regular Locking Fuel Cap. 10491 

1953-1952; Oil Breather Cap. 10061 


Cherokee 

4-Cyl. 2.1 L Diesel 

1987-1986; OE Type Radiator Cap. 10203 0 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Diesel Regular Non-Locking Fuel Cap. 10830D 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Diesel Regular Locking Fuel Cap. 10591D 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1985; OE Type Radiator Cap. 10203 0 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1985; Oil Filler Cap. 10085 

4-Cyl. 2.5 L 

1994-1991; Lev-R-Vent Radiator Cap. 10331 16 

1994-1991; OE Type Radiator Cap. 10231 16 

1994-1991; OE Equivalent Fuel Cap. 10817 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Regular Locking Fuel Cap. 10591 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10066 

1990-1984; Lev-R-Vent Radiator Cap. 10329 13 

1990-1984; OE Type Radiator Cap. 10229 13 

1990-1984; OE Equivalent Fuel Cap. 10817 

1990-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1984; Regular Locking Fuel Cap. 10591 

1990-1984; Pre-Vent Locking Fuel Cap. 10501 

1990-1984; Oil Filler Cap. 10085 

6-Cyl. 258 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10811 

1979-1978; Regular Locking Fuel Cap. 10592 

1979-1978; Oil Filler Cap. 10066 


6-Cyl. 258 - Continued 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10828 

1977-1975; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10598 

1977-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; Regular Locking Fuel Cap. 10583 

1974; Oil Filler Cap. 10066 

6-Cyl. 4.0 L 

1994-1991; Lev-R-Vent Radiator Cap. 10329 13 

1994-1991; OE Type Radiator Cap. 10229 13 

1994-1991; OE Equivalent Fuel Cap. 10817 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Regular Locking Fuel Cap. 10591 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10066 

1990-1987; OE Type Radiator Cap. 10252 15 

1990-1987; OE Equivalent Fuel Cap. 10817 

1990-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1987; Regular Locking Fuel Cap. 10591 

1990-1987; Pre-Vent Locking Fuel Cap. 10501 

1990-1987; Oil Filler Cap. 10085 

6-Cyl. 4.2 L 

1983-1981; Lev-R-Vent Radiator Cap. 10330 16 

1983-1981; OE Type Radiator Cap. 10230 16 

1983-1981; OE Equivalent Fuel Cap. 10811 

1983-1981; Regular Locking Fuel Cap. 10592 

1983-1981; Oil Filler Cap. 10085 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10811 

1980; Regular Locking Fuel Cap. 10592 

1980; Oil Filler Cap. 10085 

V-6 2.8 L 

1986; Lev-R-Vent Radiator Cap. 10329 13 

1986; OE Type Radiator Cap. 10229 13 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10072 

1985-1984; Lev-R-Vent Radiator Cap. 10329 13 

1985-1984; OE Type Radiator Cap. 10229 13 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Oil Filler Cap. 10085 

V-8 360 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10811 

1979-1978; Regular Locking Fuel Cap. 10592 

1979-1978; Oil Breather Cap. 10084 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10828 

1977-1975; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10598 

1977-1975; Oil Breather Cap. 10084 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; Regular Locking Fuel Cap. 10583 

1974; Oil Breather Cap. 10084 

V-8 401 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Jeep - Continued 

Jeep - Continued 

Cherokee - Continued 

CJ Series - Continued 


Application 


Part 

Number 


PSI 


V-8 401 - Continued 

1978; OE Equivalent Fuel Cap. 10811 

1978; Regular Locking Fuel Cap. 10592 

1978; Oil Breather Cap. 10084 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10828 

1977-1975; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10598 

1977-1975; Oil Breather Cap. 10084 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; Regular Locking Fuel Cap. 10583 

1974; Oil Breather Cap. 10084 

V-8 5.9 L 

1983-1981; Lev-R-Vent Radiator Cap. 10330 16 

1983-1981; OE Type Radiator Cap. 10230 16 

1983-1981; OE Equivalent Fuel Cap. 10811 

1983-1981; Regular Locking Fuel Cap. 10592 

1983-1981; Oil Breather Cap. 10084 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10811 

1980; Regular Locking Fuel Cap. 10592 

1980; Oil Breather Cap. 10084 


CJ Series 

4-Cyl. 134 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1969-1963; Lev-R-Vent Radiator Cap. 10329 13 

1969-1963; OE Type Radiator Cap. 10229 13 

1969-1963; OE Equivalent Fuel Cap. 10625 

1962-1951; Lev-R-Vent Radiator Cap. 10328 7 

1962-1951 ;OE Type Radiator Cap. 10228 7 

1962-1951; OE Equivalent Fuel Cap. 10625 

1962-1951; Oil Breather Cap. 10061 

1950; OE Equivalent Fuel Cap. 10625 

1950; Oil Breather Cap. 10061 

1949-1945; OE Equivalent Fuel Cap. 10625 

4-Cvl. 192 Diesel 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap. 10625 

4-Cvl. 2.5 L 

1986-1984; Lev-R-Vent Radiator Cap. 10330 16 

1986-1984; OE Type Radiator Cap. 10230 16 

1986-1984; OE Equivalent Fuel Cap. 10811 

1986-1984; Regular Locking Fuel Cap. 10592 

1986-1984; Oil Filler Cap. 10085 

1983-1980; Lev-R-Vent Radiator Cap. 10330 16 

1983-1980; OE Type Radiator Cap. 10230 16 

1983-1980; OE Equivalent Fuel Cap. 10811 

1983-1980; Regular Locking Fuel Cap. 10592 

1983-1980; Oil Filler Cap. 10066 

6-Cyl. 232 

1978-1977; Lev-R-Vent Radiator Cap. 10331 16 

1978-1977; OE Type Radiator Cap. 10231 16 

1978-1977; OE Equivalent Fuel Cap. 10811 

1978-1977; Regular Locking Fuel Cap. 10592 

1978-1977; Oil Filler Cap. 10066 

1976-1974; Lev-R-Vent Radiator Cap. 10331 16 

1976-1974; OE Type Radiator Cap. 10231 16 

1976-1974; OE Equivalent Fuel Cap. 10705 

1976-1974; Regular Locking Fuel Cap. 10583 

1976-1974; Oil Filler Cap. 10066 

1973; Lev-R-Vent Radiator Cap. 10331 16 

1973; OE Type Radiator Cap. 10231 16 

1973; OE Equivalent Fuel Cap; CJ5 . 10705 

1973; Regular Locking Fuel Cap; CJ5 . 10583 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 


6-Cyl. 232 - Continued 

1972; OE Equivalent Fuel Cap. 10705 

1972; Regular Locking Fuel Cap. 10583 

6-Cyl. 258 

1979; Lev-R-Vent Radiator Cap. 10330 16 

1979; OE Type Radiator Cap. 10230 16 

1979; OE Equivalent Fuel Cap. 10811 

1979; Regular Locking Fuel Cap. 10592 

1979; Oil Filler Cap. 10066 

1978-1977; Lev-R-Vent Radiator Cap. 10331 16 

1978-1977; OE Type Radiator Cap. 10231 16 

1978-1977; OE Equivalent Fuel Cap. 10811 

1978-1977; Regular Locking Fuel Cap. 10592 

1978-1977; Oil Filler Cap. 10066 

1976-1974; Lev-R-Vent Radiator Cap. 10331 16 

1976-1974; OE Type Radiator Cap. 10231 16 

1976-1974; OE Equivalent Fuel Cap. 10705 

1976-1974; Regular Locking Fuel Cap. 10583 

1976-1974; Oil Filler Cap. 10066 

1973; Lev-R-Vent Radiator Cap. 10331 16 

1973; OE Type Radiator Cap. 10231 16 

1973; OE Equivalent Fuel Cap; CJ5 . 10705 

1973; Regular Locking Fuel Cap; CJ5 . 10583 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

1972; OE Equivalent Fuel Cap. 10705 

1972; Regular Locking Fuel Cap. 10583 

6-Cyl. 4.2 L 

1986-1980; Lev-R-Vent Radiator Cap. 10330 16 

1986-1980; OE Type Radiator Cap. 10230 16 

1986-1980; OE Equivalent Fuel Cap. 10811 

1986-1980; Regular Locking Fuel Cap. 10592 

1986-1980; Oil Filler Cap. 10085 

V-6 225 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1969-1966; Lev-R-Vent Radiator Cap. 10329 13 

1969-1966; OE Type Radiator Cap. 10229 13 

1969-1966; OE Equivalent Fuel Cap. 10625 

V-8 304 

1979; Lev-R-Vent Radiator Cap. 10330 16 

1979; OE Type Radiator Cap. 10230 16 

1979; OE Equivalent Fuel Cap. 10811 

1979; Regular Locking Fuel Cap. 10592 

1979; Oil Breather Cap. 10084 

1978-1977; Lev-R-Vent Radiator Cap. 10331 16 

1978-1977; OE Type Radiator Cap. 10231 16 

1978-1977; OE Equivalent Fuel Cap. 10811 

1978-1977; Regular Locking Fuel Cap. 10592 

1978-1977; Oil Breather Cap. 10084 

1976-1974; Lev-R-Vent Radiator Cap. 10331 16 

1976-1974; OE Type Radiator Cap. 10231 16 

1976-1974; OE Equivalent Fuel Cap. 10705 

1976-1974; Regular Locking Fuel Cap. 10583 

1976-1974; Oil Breather Cap. 10084 

1973; Lev-R-Vent Radiator Cap. 10331 16 

1973; OE Type Radiator Cap. 10231 16 

1973; OE Equivalent Fuel Cap; CJ5 . 10705 

1973; Regular Locking Fuel Cap; CJ5 . 10583 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

1972; OE Equivalent Fuel Cap. 10705 

1972; Regular Locking Fuel Cap. 10583 

V-8 5.0 L 

1981-1980; Lev-R-Vent Radiator Cap. 10330 16 

1981-1980; OE Type Radiator Cap. 10230 16 

1981 -1980; OE Equivalent Fuel Cap. 10811 

1981-1980; Regular Locking Fuel Cap. 10592 

1981-1980; Oil Breather Cap. 10084 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Jeep - Continued 

Jeep - Continued 

Comanche 

DJ Series - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 2.1 L Diesel 

1987-1986; OE Type Radiator Cap. 10203 0 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Diesel Regular Non-Locking Fuel Cap. 10830D 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Diesel Regular Locking Fuel Cap. 10591D 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

4-Cyl. 2.5 L 

1992-1991; Lev-R-Vent Radiator Cap. 10331 16 

1992-1991 ;OE Type Radiator Cap. 10231 16 

1992-1991; OE Equivalent Fuel Cap. 10817 

1992-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1991; Regular Locking Fuel Cap. 10591 

1992-1991; Pre-Vent Locking Fuel Cap. 10501 

1992-1991; Oil Filler Cap. 10066 

1990-1986; Lev-R-Vent Radiator Cap. 10329 13 

1990-1986; OE Type Radiator Cap. 10229 13 

1990-1986; OE Equivalent Fuel Cap. 10817 

1990-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1986; Regular Locking Fuel Cap. 10591 

1990-1986; Pre-Vent Locking Fuel Cap. 10501 

1990-1986; Oil Filler Cap. 10085 

6-Cyl. 4.0 L 

1992-1991; Lev-R-Vent Radiator Cap. 10329 13 

1992-1991; OE Type Radiator Cap. 10229 13 

1992-1991; OE Equivalent Fuel Cap. 10817 

1992-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1991; Regular Locking Fuel Cap. 10591 

1992-1991; Pre-Vent Locking Fuel Cap. 10501 

1992-1991; Oil Filler Cap. 10066 

1990-1987; OE Type Radiator Cap. 10252 15 

1990-1987; OE Equivalent Fuel Cap. 10817 

1990-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1987; Regular Locking Fuel Cap. 10591 

1990-1987; Pre-Vent Locking Fuel Cap. 10501 

1990-1987; Oil Filler Cap. 10085 

V-6 2.8 L 

1986; Lev-R-Vent Radiator Cap. 10329 13 

1986; OE Type Radiator Cap. 10229 13 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10072 


DJ Series 
4-Cyl. 134 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1969-1963; Lev-R-Vent Radiator Cap. 10329 13 

1969-1963; OE Type Radiator Cap. 10229 13 

1969-1963; OE Equivalent Fuel Cap. 10625 

1962-1956; Lev-R-Vent Radiator Cap. 10328 7 

1962-1956; OE Type Radiator Cap. 10228 7 

1962-1956; OE Equivalent Fuel Cap. 10625 

1962-1956; Oil Breather Cap. 10061 

4-Cyl. 192 Diesel 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap. 10625 

6-Cyl. 232 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10705 

1974; Regular Locking Fuel Cap. 10583 

1974; Oil Filler Cap. 10066 

1973-1972; Lev-R-Vent Radiator Cap. 10331 16 

1973-1972; OE Type Radiator Cap. 10231 16 


6-Cyl. 258 

1973; Lev-R-Vent Radiator Cap. 10331 16 

1973; OE Type Radiator Cap. 10231 16 

V-6 225 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1969-1966; Lev-R-Vent Radiator Cap. 10329 13 

1969-1966; OE Type Radiator Cap. 10229 13 

1969-1966; OE Equivalent Fuel Cap. 10625 

F4-134 

4-Cyl. 134 

1962-1957; Lev-R-Vent Radiator Cap. 10328 7 

1962-1957; OE Type Radiator Cap. 10228 7 

1962-1957; OE Equivalent Fuel Cap. 10623 

1962-1957; Regular Locking Fuel Cap. 10491 

1962-1957; Oil Breather Cap. 10061 

FI 34 

4-Cyl. 134 

1965-1963; Lev-R-Vent Radiator Cap. 10329 13 

1965-1963; OE Type Radiator Cap. 10229 13 

1965-1963; OE Equivalent Fuel Cap. 10623 

1965-1963; Regular Locking Fuel Cap. 10491 


FC Series 
4-Cyl. 134; 6-Cyl. 226 

1966-1965; Lev-R-Vent Radiator Cap. 10329 13 

1966-1965; OE Type Radiator Cap. 10229 13 

1966-1965; OE Equivalent Fuel Cap. 10623 

1966-1965; Regular Locking Fuel Cap. 10491 

1964-1963; Lev-R-Vent Radiator Cap. 10328 7 

1964-1963; OE Type Radiator Cap. 10228 7 

1964-1963; OE Equivalent Fuel Cap. 10623 

1964-1963; Regular Locking Fuel Cap. 10491 

1962-1957; Lev-R-Vent Radiator Cap. 10328 7 

1962-1957; OE Type Radiator Cap. 10228 7 

1962-1957; OE Equivalent Fuel Cap. 10623 

1962-1957; Regular Locking Fuel Cap. 10491 

1962-1957; Oil Breather Cap. 10061 

6-Cyl. 230 

1962; Lev-R-Vent Radiator Cap. 10328 7 

1962; OE Type Radiator Cap. 10228 7 

1962; OE Equivalent Fuel Cap. 10623 

1962; Regular Locking Fuel Cap. 10491 

1962; Oil Breather Cap. 10061 


FJ Series 
4-Cyl. 134 

1964-1961; Lev-R-Vent Radiator Cap. 10329 13 

1964-1961 ;OE Type Radiator Cap. 10229 13 

1964-1961; OE Equivalent Fuel Cap. 10623 

1964-1961; Regular Locking Fuel Cap. 10491 


Grand Cherokee 

6-Cyl. 4.0 L 

1994-1993; Lev-R-Vent Radiator Cap. 10331 16 

1994-1993; OE Type Radiator Cap. 10231 16 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10066 

V-8 5.2 L 

1994; Lev-R-Vent Radiator Cap. 10334 18 

1994; OE Type Radiator Cap. 10234 18 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10111 

1994; Oil Breather Cap. 10075 

1993; Lev-R-Vent Radiator Cap. 10334 18 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Jeep - Continued 

Jeep - Continued 

Grand Cherokee - Continued 

J Series Pickup ■ Continued 


Application 


Part 

Number 


PSI 


V-8 5.2 L - Continued 

1993; OE Type Radiator Cap. 10234 18 

1993; OE Equivalent Fuel Cap. 10817 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Regular Locking Fuel Cap. 10591 

1993; Pre-Vent Locking Fuel Cap. 10501 

1993; Oil Filler Cap. ©10066 

1993; Oil Breather Cap. 10075 


Grand Wagoneer 

6-Cyl. 4.2 L 

1986-1984; Lev-R-Vent Radiator Cap. 10330 16 

1986-1984; OE Type Radiator Cap. 10230 16 

1986-1984; OE Equivalent Fuel Cap. 10811 

1986-1984; Oil Filler Cap. 10085 

V-8 5.2 L 

1993; Lev-R-Vent Radiator Cap. 10334 18 

1993; OE Type Radiator Cap. 10234 18 

1993; OE Equivalent Fuel Cap. 10817 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Regular Locking Fuel Cap. 10591 

1993; Pre-Vent Locking Fuel Cap. 10501 

1993; Oil Breather Cap. 10075 

1993; Oil Filler Cap. ©10066 

V-8 5.9 L 

1991-1989; Lev-R-Vent Radiator Cap. 10331 16 

1991-1989; OE Type Radiator Cap. 10231 16 

1991-1989; OE Equivalent Fuel Cap. 10811 

1991-1989; Oil Breather Cap. 10084 

1988-1984; Lev-R-Vent Radiator Cap. 10330 16 

1988-1984; OE Type Radiator Cap. 10230 16 

1988-1984; OE Equivalent Fuel Cap. 10811 

1988-1984; Oil Breather Cap. 10084 


J Series Pickup 

6-Cyl. 230 

1965-1963; Lev-R-Vent Radiator Cap. 10329 13 

1965-1963; OE Type Radiator Cap. 10229 13 

1965-1963; OE Equivalent Fuel Cap. 10623 

1965-1963; Regular Locking Fuel Cap. 10491 

6-Cyl. 232 

1970-1969; Lev-R-Vent Radiator Cap. 10329 13 

1970-1969; OE Type Radiator Cap. 10229 13 

1968-1965; Lev-R-Vent Radiator Cap. 10329 13 

1968-1965; OE Type Radiator Cap. 10229 13 

1968-1965; OE Equivalent Fuel Cap. 10623 

1968-1965; Regular Locking Fuel Cap. 10491 

6-Cyl. 258 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10811 

1979-1978; Regular Locking Fuel Cap. 10592 

1979-1978; Oil Filler Cap. 10066 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10828 

1977-1975; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10598 

1977-1975; Oil Filler Cap. 10066 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; Regular Locking Fuel Cap. 10583 

1974; Oil Filler Cap. 10066 

1973; Lev-R-Vent Radiator Cap. 10331 16 

1973; OE Type Radiator Cap. 10231 16 

1973; Regular Locking Fuel Cap. 10583 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

6-Cyl. 4.2 L 

1987-1985; Lev-R-Vent Radiator Cap. 10330 16 

1987-1985; OE Type Radiator Cap. 10230 16 


6-Cyl. 4.2 L- Continued 

1987-1985; OE Equivalent Fuel Cap. 10811 

1987- 1985; Oil Filler Cap. 10085 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; OE Equivalent Fuel Cap. 10811 

1984; Oil Filler Cap. 10085 

1983-1981; Lev-R-Vent Radiator Cap. 10330 16 

1983-1981 ;OE Type Radiator Cap. 10230 16 

1983-1981; OE Equivalent Fuel Cap. 10811 

1983-1981; Regular Locking Fuel Cap. 10592 

1983-1981; Oil Filler Cap. 10085 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10811 

1980; Regular Locking Fuel Cap. 10592 

1980; Oil Filler Cap. 10085 

V-8 304 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

V-8 327 

1970-1969; Lev-R-Vent Radiator Cap. 10329 13 

1970-1969; OE Type Radiator Cap. 10229 13 

1968-1965; Lev-R-Vent Radiator Cap. 10329 13 

1968-1965; OE Type Radiator Cap. 10229 13 

1968-1965; OE Equivalent Fuel Cap. 10623 

1968-1965; Regular Locking Fuel Cap. 10491 

V-8 350 

1970-1969; Lev-R-Vent Radiator Cap. 10329 13 

1970-1969; OE Type Radiator Cap. 10229 13 

V-8 360 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10811 

1979-1978; Regular Locking Fuel Cap. 10592 

1979-1978; Oil Breather Cap. 10084 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10828 

1977-1975; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10598 

1977-1975; Oil Breather Cap. 10084 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; Regular Locking Fuel Cap. 10583 

1974; Oil Breather Cap. 10084 

1973; Lev-R-Vent Radiator Cap. 10331 16 

1973; OE Type Radiator Cap. 10231 16 

1973; Regular Locking Fuel Cap. 10583 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

V-8 401 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10811 

1978; Regular Locking Fuel Cap. 10592 

1978; Oil Breather Cap. 10084 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap; W/O Evaporative Emission 

System. 10828 

1977-1975; Regular Locking Fuel Cap; W/O Evaporative 

Emission System. 10598 

1977-1975; Oil Breather Cap. 10084 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; Regular Locking Fuel Cap. 10583 

1974; Oil Breather Cap. 10084 

V-8 5.9 L 

1988- 1985; Lev-R-Vent Radiator Cap. 10330 16 

1988-1985; OE Type Radiator Cap. 10230 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number PSI 

Application Number PSI 

Jeep - Continued 

Jeep - Continued 

1J Series Pickup ■ Continued 

Wagoneer - Continued 


V-8 5.9 L - Continued 

1988-1985; OE Equivalent Fuel Cap. 10811 

1988-1985; Oil Breather Cap. 10084 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; OE Equivalent Fuel Cap. 10811 

1984; Oil Breather Cap. 10084 

1983-1981; Lev-R-Vent Radiator Cap. 10330 16 

1983-1981 ;OE Type Radiator Cap. 10230 16 

1983-1981; OE Equivalent Fuel Cap. 10811 

1983-1981; Regular Locking Fuel Cap. 10592 

1983-1981; Oil Breather Cap. 10084 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10811 

1980; Regular Locking Fuel Cap. 10592 

1980; Oil Breather Cap. 10084 


Jeepster 

4-Cyl. 134; V-6 225 

1970-1969; Lev-R-Vent Radiator Cap. 10329 13 

1970-1969; OE Type Radiator Cap. 10229 13 

1968-1967; Lev-R-Vent Radiator Cap. 10329 13 

1968-1967; OE Type Radiator Cap. 10229 13 

1968-1967; OE Equivalent Fuel Cap. 10623 

1968-1967; Regular Locking Fuel Cap. 10491 


Pickup 

4-Cyl. 134 

1950; OE Equivalent Fuel Cap. 10623 

1950; Regular Locking Fuel Cap. 10491 

1950; Oil Breather Cap. 10061 

1949-1946; OE Equivalent Fuel Cap. 10623 

1949-1946; Regular Locking Fuel Cap. 10491 


Scrambler 
4-Cvl. 2.5 L 

1985-1984; Lev-R-Vent Radiator Cap. 10330 16 

1985-1984; OE Type Radiator Cap. 10230 16 

1985-1984; OE Equivalent Fuel Cap. 10811 

1985-1984; Regular Locking Fuel Cap. 10592 

1985-1984; Oil Filler Cap. 10085 

1983-1981; Lev-R-Vent Radiator Cap. 10330 16 

1983-1981; OE Type Radiator Cap. 10230 16 

1983-1981; OE Equivalent Fuel Cap. 10811 

1983-1981; Regular Locking Fuel Cap. 10592 

1983-1981; Oil Filler Cap. 10066 

6-Cyl. 4.2 L 

1985-1981; Lev-R-Vent Radiator Cap. 10330 16 

1985-1981 ;OE Type Radiator Cap. 10230 16 

1985-1981; OE Equivalent Fuel Cap. 10811 

1985-1981; Regular Locking Fuel Cap. 10592 

1985-1981; Oil Filler Cap. 10085 


Station Wagon 

4-Cyl. 134 

1950; OE Equivalent Fuel Cap. 10623 

1950; Regular Locking Fuel Cap. 10491 

1950; Oil Breather Cap. 10061 

1949-1946; OE Equivalent Fuel Cap. 10623 

1949-1946; Regular Locking Fuel Cap. 10491 

6-Cyl. 148 

1950; OE Equivalent Fuel Cap. 10623 

1950; Regular Locking Fuel Cap. 10491 

1950; Oil Breather Cap. 10061 

1949-1948; OE Equivalent Fuel Cap. 10623 

1949-1948; Regular Locking Fuel Cap. 10491 

Wagoneer 

4-Cyl. 2.1 L Diesel 

1987-1986; OE Type Radiator Cap. 10203 0 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 


4-Cyl. 2.1 L Diesel - Continued 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1985; OE Type Radiator Cap. 10203 0 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1985; Oil Filler Cap. 10085 

4-Cyl. 2.5 L 

1987-1984; Lev-R-Vent Radiator Cap. 10329 13 

1987-1984; OE Type Radiator Cap. 10229 13 

1987-1984; OE Equivalent Fuel Cap. 10817 

1987-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1984; Regular Locking Fuel Cap. 10591 

1987-1984; Pre-Vent Locking Fuel Cap. 10501 

1987-1984; Oil Filler Cap. 10085 

6-Cyl. 230 

1965-1963; Lev-R-Vent Radiator Cap. 10329 13 

1965-1963; OE Type Radiator Cap. 10229 13 

1965-1963; OE Equivalent Fuel Cap. 10623 

1965-1963; Regular Locking Fuel Cap. 10491 

6-Cyl. 232 

1970-1966; Lev-R-Vent Radiator Cap. 10329 13 

1970-1966; OE Type Radiator Cap. 10229 13 

1965; Lev-R-Vent Radiator Cap. 10329 13 

1965; OE Type Radiator Cap. 10229 13 

1965; OE Equivalent Fuel Cap. 10623 

1965; Regular Locking Fuel Cap. 10491 

6-Cyl. 258 

1973; Lev-R-Vent Radiator Cap. 10331 16 

1973; OE Type Radiator Cap. 10231 16 

1973; Regular Locking Fuel Cap. 10583 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

6-Cyl. 4.0 L 

1990-1987; OE Type Radiator Cap. 10252 15 

1990-1987; OE Equivalent Fuel Cap. 10817 

1990-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1987; Regular Locking Fuel Cap. 10591 

1990-1987; Pre-Vent Locking Fuel Cap. 10501 

1990-1987; Oil Filler Cap. 10085 

6-Cyl. 4.2 L 

1983-1980; Lev-R-Vent Radiator Cap. 10331 16 

1983-1980; OE Type Radiator Cap. 10231 16 

1983-1980; OE Equivalent Fuel Cap. 10811 

1983-1980; Regular Locking Fuel Cap. 10592 

1983-1980; Oil Filler Cap. 10085 

V-6 2.8 L 

1986; Lev-R-Vent Radiator Cap. 10329 13 

1986; OE Type Radiator Cap. 10229 13 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10072 

1985-1984; Lev-R-Vent Radiator Cap. 10329 13 

1985-1984; OE Type Radiator Cap. 10229 13 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Oil Filler Cap. 10085 

V-8 327 

1970-1966; Lev-R-Vent Radiator Cap. 10329 13 

1970-1966; OE Type Radiator Cap. 10229 13 

1965; Lev-R-Vent Radiator Cap. 10329 13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Kaiser - Continued 

Kaiser - Continued 

Carolina - Continued 

Virginian - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 226 - Continued 

1953; OE Equivalent Fuel Cap. 10640 

1953^Regular Locking Fuel Cap. 10491 


Custom 

6-Cyl. 226 

1948; Lev-R-Vent Radiator Cap; Late. 10308 4 

1948; OE Type Radiator Cap; Late. 10208 4 

1948; OE Equivalent Fuel Cap. 10640 

1948; Regular Locking Fuel Cap. 10491 

1947; OE Equivalent Fuel Cap. 10640 

1947; Regular Locking Fuel Cap. 10491 

Darrin 

6-Cyl. 161 

1954; Lev-R-Vent Radiator Cap. 10308 4 

1954; OE Type Radiator Cap. 10208 4 

1954; OE Equivalent Fuel Cap. 10640 

1954; Regular Locking Fuel Cap. 10491 


Deluxe 

6-Cyl. 226 

1953-1949; Lev-R-Vent Radiator Cap. 10308 4 

1953-1949; OE Type Radiator Cap. 10208 4 

1953-1949; OE Equivalent Fuel Cap. 10640 

1953-1949; Regular Locking Fuel Cap. 10491 


Dragon 

6-Cyl. 226 

1953; Lev-R-Vent Radiator Cap. 10308 4 

1953; OE Type Radiator Cap. 10208 4 

1953; OE Equivalent Fuel Cap. 10640 

1953;J4egular Locking Fuel Cap. 10491 


Manhattan 

6-Cyl. 226 

1955; OE Equivalent Fuel Cap. 10640 

1955; Regular Locking Fuel Cap. 10491 

1954-1952; Lev-R-Vent Radiator Cap. 10308 4 

1954-1952; OE Type Radiator Cap. 10208 4 

1954-1952; OE Equivalent Fuel Cap. 10640 

1954-1952; Regular Locking Fuel Cap. 10491 


Special 

6-Cyl. 226 

1954; Lev-R-Vent Radiator Cap. 10308 4 

1954; OE Type Radiator Cap. 10208 4 

1954; OE Equivalent Fuel Cap. 10640 

1954; Regular Locking Fuel Cap. 10491 

1951-1949; Lev-R-Vent Radiator Cap. 10308 4 

1951 -1949; OE Type Radiator Cap. 10208 4 

1951 -1949; OE Equivalent Fuel Cap. 10640 

1951-1949; Regular Locking Fuel Cap. 10491 

1948; Lev-R-Vent Radiator Cap; Late. 10308 4 

1948; OE Type Radiator Cap; Late. 10208 4 

1948; OE Equivalent Fuel Cap. 10640 

1948; Regular Locking Fuel Cap. 10491 

1947; OE Equivalent Fuel Cap. 10640 

1947; Regular Locking Fuel Cap. 10491 


Traveler; Vagabond 

6-Cyl. 226 

1950-1949; Lev-R-Vent Radiator Cap. 10308 4 

1950-1949; OE Type Radiator Cap. 10208 4 

1950-1949; OE Equivalent Fuel Cap. 10640 

1950-1949; Regular Locking Fuel Cap. 10491 

Virginian 

6-Cyl. 226 

1952; Lev-R-Vent Radiator Cap. 10308 4 

1952; OE Type Radiator Cap. 10208 4 

1952; OE Equivalent Fuel Cap. 10640 

1952; Regular Locking Fuel Cap. 10491 

1950-1949; Lev-R-Vent Radiator Cap. 10308 4 


6-Cyl. 226 - Continued 

1950-1949; OE Type Radiator Cap. 10208 4 

1950-1949; OE Equivalent Fuel Cap. 10640 

1950-1949; Regular Locking Fuel Cap. 10491 


Kia 


Sephia 

4-Cyl. 1.6 L 

1994; Lev-R-Vent Radiator Cap. ✓10327 13 

1994; OE Type Radiator Cap. 10227 13 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10082 


Lancia 


Appia 

V-4 66 

1963-1953; Lev-R-Vent Radiator Cap. 10328 7 

1963-1953; OE Type Radiator Cap. 10228 7 

1963-1953; OE Equivalent Fuel Cap. 10623 

1963-1953; Regular Locking Fuel Cap. 10491 


Aurelia 

V-6107; V-6121 

1956-1950; Lev-R-Vent Radiator Cap. 10328 7 

1956-1950; OE Type Radiator Cap. 10228 7 

1956-1950; OE Equivalent Fuel Cap. 10623 

1956-1950; Regular Locking Fuel Cap. 10491 

V-6 138 

1956-1953; Lev-R-Vent Radiator Cap. 10328 7 

1956-1953; OE Type Radiator Cap. 10228 7 

1956-1953; OE Equivalent Fuel Cap. 10623 

1956-1953; Regular Locking Fuel Cap. 10491 

V-6 150 

1958-1953; Lev-R-Vent Radiator Cap. 10328 7 

1958-1953; OE Type Radiator Cap. 10228 7 

1958-1953; OE Equivalent Fuel Cap. 10623 

1958-1953; Regular Locking Fuel Cap. 10491 

Beta 

4-Cyl. 107 

1978; Lev-R-Vent Radiator Cap. 10328 7 

1978; OE Type Radiator Cap. 10228 7 


Flaminia 

V-6 150 

1965-1957; Lev-R-Vent Radiator Cap. 10328 7 

1965-1957; OE Type Radiator Cap. 10228 7 

1965-1957; OE Equivalent Fuel Cap. 10623 

1965-1957; Regular Locking Fuel Cap. 10491 

V-6 169 

1968-1963; Lev-R-Vent Radiator Cap. 10328 7 

1968-1963; OE Type Radiator Cap. 10228 7 

1968-1963; OE Equivalent Fuel Cap. 10623 

1968-1963; Regular Locking Fuel Cap. 10491 


Land Rover 


Defender 90 

V-8 3.9 L 


1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Pre-Vent Locking Fuel Cap. 10501 

Defender 110 

V-8 3.9 L 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Pre-Vent Locking Fuel Cap. 10501 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 


202 

















































































































Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Lincoln - Continued 


Continental 


Part 

Number 


PSI 


Application 


Lincoln - Continued 


Continental - Continued 


Part 

Number 


PSI 


6-Cyl. 2.4 L Diesel 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Diesel Regular Locking Fuel Cap. 10591D 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

V-12 305 

1948-1946; OE Equivalent Fuel Cap. 10625 

1942; OE Equivalent Fuel Cap. 10625 

V-6 3.8 L 

1994-1989; Lev-R-Vent Radiator Cap. 10330 16 

1994-1989; OE Type Radiator Cap. 10230 16 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10081 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10081 

1982; Lev-R-Vent Radiator Cap. 10330 16 

1982; OE Type Radiator Cap. 10230 16 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Breather Cap. 10094 

V-8 400 

1979-1977; Lev-R-Vent Radiator Cap. 10330 16 

1979-1977; OE Type Radiator Cap. 10230 16 

1979-1977; OE Equivalent Fuel Cap. 10810 

1979-1977; Regular Locking Fuel Cap. 10582 

1979-1977; Oil Breather Cap. 10071 

V-8 430 

1965-1964; Lev-R-Vent Radiator Cap; W/Rad. Overflow 

Reservoir Systems. 10330 16 

1965-1964; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1965-1964; Lev-R-Vent Radiator Cap; W/O Rad. Overflow 

Reservoir Systems. 10329 13 

1965-1964; OE Type Radiator Cap; W/O Rad. Overflow 

Reservoir Systems. 10229 13 

1965-1964; OE Equivalent Fuel Cap. 10646 

1965-1964; Regular Locking Fuel Cap. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1961; Lev-R-Vent Radiator Cap; W/Rad. Overflow 

Reservoir Systems. 10330 16 

1963-1961; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1963-1961; Lev-R-Vent Radiator Cap; W/O Rad. Overflow 

Reservoir Systems. 10329 13 

1963-1961; OE Type Radiator Cap; W/O Rad. Overflow 

Reservoir Systems. 10229 13 

1963-1961; OE Equivalent Fuel Cap. 10646 

1963-1961; Regular Locking Fuel Cap. 10492 

1963-1961; Oil Breather Cap. 10061 

V-8 460 

1978-1974; Lev-R-Vent Radiator Cap. 10330 16 

1978-1974; OE Type Radiator Cap. 10230 16 

1978-1974; OE Equivalent Fuel Cap. 10810 

1978-1974; Regular Locking Fuel Cap. 10582 

1978-1974; Oil Breather Cap. 10071 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971 ;OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap. 10810 

1973-1971; Regular Locking Fuel Cap. 10582 

1973-1971; Oil Breather Cap. 10071 


V-8 460 - Continued 

1970; Lev-R-Vent Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10330 16 

1970; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1970; Lev-R-Vent Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10329 13 

1970; OE Type Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10632 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10571 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10640 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10330 16 

1969; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1969; Lev-R-Vent Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10329 13 

1969; OE Type Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10229 13 

1969; OE Equivalent Fuel Cap. 10646 

1969; Regular Locking Fuel Cap. 10492 

1969; Oil Breather Cap. 10070 

V-8 462 

1968; Lev-R-Vent Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10330 16 

1968; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1968; Lev-R-Vent Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10329 13 

1968; OE Type Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10229 13 

1968; OE Equivalent Fuel Cap. 10646 

1968; Regular Locking Fuel Cap. 10492 

1968; Oil Breather Cap. 10071 

1967-1966; Lev-R-Vent Radiator Cap; W/Rad. Overflow 

Reservoir Systems. 10330 16 

1967-1966; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1967-1966; Lev-R-Vent Radiator Cap; W/O Rad. Overflow 

Reservoir Systems. 10329 13 

1967-1966; OE Type Radiator Cap; W/O Rad. Overflow 

Reservoir Systems. 10229 13 

1967-1966; OE Equivalent Fuel Cap. 10646 

1967-1966; Regular Locking Fuel Cap. 10492 

1967-1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 5.0 L 

1987-1986; Lev-R-Vent Radiator Cap. 10331 16 

1987-1986; OE Type Radiator Cap. 10231 16 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; Oil Filler Cap. 10081 

1985-1982; Lev-R-Vent Radiator Cap. 10330 16 

1985-1982; OE Type Radiator Cap. 10230 16 

1985-1982; OE Equivalent Fuel Cap. 10817 

1985-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1982; Regular Locking Fuel Cap. 10591 

1985-1982; Pre-Vent Locking Fuel Cap. 10501 

1985-1982; Oil Breather Cap. 10071 

1980; Lev-R-Vent Radiator Cap. 10330 16 

1980; OE Type Radiator Cap. 10230 16 

1980; OE Equivalent Fuel Cap. 10810 

1980; Regular Locking Fuel Cap. 10582 

1980; Oil Breather Cap. 10071 

V-8 5.8 L 

1980; Lev-R-Vent Radiator Cap. 10330 16 

1980; OE Type Radiator Cap. 10230 16 

1980; OE Equivalent Fuel Cap. 10810 

1980; Regular Locking Fuel Cap. 10582 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number PSI 

A PP |ication Number PSI 

Lincoln - Continued 

Lincoln - Continued 

1 Continental - Continued 

Cosmopolitan - Continued 


V-8 5.8 L - Continued 

1980; Oil Breather Cap. 10071 


Continental Mark II 

V-8 368 

1957-1956; Lev-R-Vent Radiator Cap; W/Rad. Overflow 

Reservoir Systems. 10330 16 

1957-1956; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1957-1956; Lev-R-Vent Radiator Cap; W/O Rad. Overflow 

Reservoir Systems. 10329 13 

1957-1956; OE Type Radiator Cap; W/O Rad. Overflow 

Reservoir Systems. 10229 13 

1957-1956; Oil Breather Cap. 10061 


Continental Mark III 

V-8 430 

1958; Lev-R-Vent Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10330 16 

1958; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1958; Lev-R-Vent Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10329 13 

1958; OE Type Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10229 13 

1958; Oil Breather Cap. 10061 


Continental Mark IV 

V-8 430 

1959; Lev-R-Vent Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10330 16 

1959; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1959; Lev-R-Vent Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10329 13 

1959; OE Type Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10229 13 

1959; Oil Breather Cap. 10061 


Continental Mark V 
V-8 430 

I960; Lev-R-Vent Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10330 16 

1960; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1960; Lev-R-Vent Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10329 13 

1960; OE Type Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10229 13 

1960; Oil Breather Cap. 10061 


Cosmopolitan 

V-8 317 

1954; Lev-R-Vent Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10330 16 

1954; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1954; Lev-R-Vent Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10329 13 

1954; OE Type Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10229 13 

1954; Oil Breather Cap. 10061 

1953; Lev-R-Vent Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10330 16 

1953; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1953; Lev-R-Vent Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10329 13 

1953; OE Type Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10229 13 

1953; OE Equivalent Fuel Cap; Early. 10640 

1953; Regular Locking Fuel Cap; Early. 10491 

1953; Oil Breather Cap. 10061 

1952; Lev-R-Vent Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10330 16 


V-8 317 - Continued 

1952; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1952; Lev-R-Vent Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10329 13 

1952; OE Type Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10229 13 

1952; OE Equivalent Fuel Cap. 10640 

1952; Regular Locking Fuel Cap. 10491 

1952; Oil Breather Cap. 10061 

V-8 337 

1951; Lev-R-Vent Radiator Cap. 10328 7 

1951; OE Type Radiator Cap. 10228 7 

1950; Lev-R-Vent Radiator Cap; Late. 10328 7 

1950; OE Type Radiator Cap; Late. 10228 7 

1950; OE Equivalent Fuel Cap; Late. 10640 

1950; Regular Locking Fuel Cap; Late. 10491 


Custom 
V-12 305 

1942; OE Equivalent Fuel Cap. 10625 

V-8 341 

1955; Lev-R-Vent Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10330 16 

1955; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1955; Lev-R-Vent Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10329 13 

1955; OE Type Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10229 13 

1955; Oil Breather Cap. 10061 


Lincoln 

V-8 430 

I960; Lev-R-Vent Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10330 16 

1960; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1960; Lev-R-Vent Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10329 13 

1960; OE Type Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10229 13 

1960; Oil Breather Cap. 10061 

Mark III 

V-8 460 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10810 

1971; Regular Locking Fuel Cap. 10582 

1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10330 16 

1970; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1970; Lev-R-Vent Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10329 13 

1970; OE Type Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10229 13 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10330 16 

1969; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1969; Lev-R-Vent Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10329 13 

1969; OE Type Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10229 13 

1969; OE Equivalent Fuel Cap. 10646 

1969; Regular Locking Fuel Cap. 10492 

1969; Oil Breather Cap. 10070 

1968; Lev-R-Vent Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10330 16 

1968; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Lincoln - Continued 

Lincoln - Continued 

Mark III - Continued 

Mark VII - Continued 


Application 


Part 

Number 


PSI 


V-8 460 - Continued 

1968; Lev-R-Vent Radiator Cap; W/O Rad. Overflow Reservoir 


Systems. 10329 13 

1968; OE Type Radiator Cap; W/O Rad. Overflow Reservoir 

Systems. 10229 13 

1968; OE Equivalent Fuel Cap. 10646 

1968; Regular Locking Fuel Cap. 10492 

1968; Oil Breather Cap. 10071 

Mark IV 

V-8 460 

1976-1974; Lev-R-Vent Radiator Cap. 10330 16 

1976-1974; OE Type Radiator Cap. 10230 16 

1976-1974; OE Equivalent Fuel Cap. 10810 

1976-1974; Regular Locking Fuel Cap. 10582 

1976-1974; Oil Breather Cap. 10071 

1973-1972; Lev-R-Vent Radiator Cap. 10329 13 

1973-1972; OE Type Radiator Cap. 10229 13 

1973-1972; OE Equivalent Fuel Cap. 10810 

1973-1972; Regular Locking Fuel Cap. 10582 

1973-1972; Oil Breather Cap. 10071 

Mark V 

V-8 400 

1979-1977; Lev-R-Vent Radiator Cap. 10330 16 

1979-1977; OE Type Radiator Cap. 10230 16 

1979-1977; OE Equivalent Fuel Cap. 10810 

1979-1977; Regular Locking Fuel Cap. 10582 

1979-1977; Oil Breather Cap. 10071 

V-8 460 

1978-1977; Lev-R-Vent Radiator Cap. 10330 16 

1978-1977; OE Type Radiator Cap. 10230 16 

1978-1977; OE Equivalent Fuel Cap. 10810 

1978-1977; Regular Locking Fuel Cap. 10582 

1978-1977; Oil Breather Cap. 10071 

Mark VI 

V-8 5.0 L 

1983-1980; Lev-R-Vent Radiator Cap. 10330 16 

1983-1980; OE Type Radiator Cap. 10230 16 

1983-1980; OE Equivalent Fuel Cap. 10810 

1983-1980; Regular Locking Fuel Cap. 10582 

1983-1980; Oil Breather Cap. 10071 

V-8 5.8 L 

1980; Lev-R-Vent Radiator Cap. 10330 16 

1980; OE Type Radiator Cap. 10230 16 

1980; OE Equivalent Fuel Cap. 10810 

1980; Regular Locking Fuel Cap. 10582 

1980; Oil Breather Cap. 10071 

Mark VII 

6-Cyl. 2.4 L Diesel 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Diesel Regular Locking Fuel Cap. 10591D 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

V-8 5.0 L 

1992-1989; Lev-R-Vent Radiator Cap. 10331 16 

1992-1989; OE Type Radiator Cap. 10231 16 

1992-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1989; Pre-Vent Locking Fuel Cap. 10501 

1992-1989; Oil Filler Cap. 10081 

1988-1986; Lev-R-Vent Radiator Cap. 10331 16 

1988-1986; OE Type Radiator Cap. 10231 16 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10081 


V-8 5.0 L - Continued 

1985-1984; Lev-R-Vent Radiator Cap. 10330 16 

1985-1984; OE Type Radiator Cap. 10230 16 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Oil Breather Cap. 10071 

Mark VIII 
V-8 4.6 L 

1994-1993; OE Type Radiator Cap. 10238 16 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10081 


Premiere 

V-8 368 

1957-1956; Lev-R-Vent Radiator Cap; W/Rad. Overflow 

Reservoir Systems. 10330 16 

1957-1956; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1957-1956; Lev-R-Vent Radiator Cap; W/O Rad. Overflow 

Reservoir Systems. 10329 13 

1957-1956; OE Type Radiator Cap; W/O Rad. Overflow 

Reservoir Systems. 10229 13 

1957-1956; Oil Breather Cap. 10061 

V-8 430 

1960-1958; Lev-R-Vent Radiator Cap; W/Rad. Overflow 

Reservoir Systems. 10330 16 

1960-1958; OE Type Radiator Cap; W/Rad. Overflow Reservoir 

Systems. 10230 16 

1960-1958; Lev-R-Vent Radiator Cap; W/O Rad. Overflow 

Reservoir Systems. 10329 13 

1960-1958; OE Type Radiator Cap; W/O Rad. Overflow 

Reservoir Systems. 10229 13 

1960-1958; Oil Breather Cap. 10061 

Series 0EL 

V-8 337 

1950; Lev-R-Vent Radiator Cap; Late. 10328 7 

1950; OE Type Radiator Cap; Late. 10228 7 

1950; OE Equivalent Fuel Cap; Late. 10640 

1950; Regular Locking Fuel Cap; Late. 10491 

Series 1EL 

V-8 337 

1951; Lev-R-Vent Radiator Cap. 10328 7 

1951; OE Type Radiator Cap. 10228 7 

1951; OE Equivalent Fuel Cap. 10640 

1951; Regular Locking Fuel Cap. 10491 

Series 9EL 

V-8 337 

1949; OE Equivalent Fuel Cap. 10623 

1949; Regular Locking Fuel Cap. 10491 

Series 66H 

V-12 305 

1946; OE Equivalent Fuel Cap. 10625 

Series 76H 

V-12 305 

1947; OE Equivalent Fuel Cap. 10625 

Series 876H 

V-12 305 

1948; OE Equivalent Fuel Cap. 10625 


Town Car 

V-8 4.6 L 

1994-1993; OE Type Radiator Cap. 10238 16 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Lincoln - Continued 

Mazda - Continued 

Town Car - Continued 

323 - Continued 


Application 


Part 

Number 


PSI 


V-8 4.6 L - Continued 

1994-1993; Oil Filler Cap. 10081 

1992-1991; Lev-R-Vent Radiator Cap. 10330 16 

1992-1991; OE Type Radiator Cap. 10230 16 

1992-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1991; Pre-Vent Locking Fuel Cap. 10501 

1992-1991; Oil Filler Cap. 10081 

V-8 5.0 L 

1990; Lev-R-Vent Radiator Cap. 10330 16 

1990; OE Type Radiator Cap. 10230 16 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10081 

1989; Lev-R-Vent Radiator Cap. 10331 16 

1989; OE Type Radiator Cap. 10231 16 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap. 10081 

1988-1986; Lev-R-Vent Radiator Cap. 10331 16 

1988-1986; OE Type Radiator Cap. 10231 16 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10081 

1985-1981; Lev-R-Vent Radiator Cap. 10330 16 

1985-1981 ;OE Type Radiator Cap. 10230 16 

1985-1981; OE Equivalent Fuel Cap. 10810 

1985-1981; Regular Locking Fuel Cap. 10582 

1985-1981; Oil Breather Cap. 10071 


Versailles 
V-8 302 

1979-1977; Lev-R-Vent Radiator Cap. 10330 16 

1979-1977; OE Type Radiator Cap. 10230 16 

1979-1977; OE Equivalent Fuel Cap. 10810 

1979-1977; Regular Locking Fuel Cap. 10582 

1979-1977; Oil Breather Cap. 10071 

V-8 351 

1977; Lev-R-Vent Radiator Cap. 10330 16 

1977; OE Type Radiator Cap. 10230 16 

1977; OE Equivalent Fuel Cap. 10810 

1977; Regular Locking Fuel Cap. 10582 

1977; Oil Breather Cap. 10071 

V-8 5.0 L 

1980; Lev-R-Vent Radiator Cap. 10330 16 

1980; OE Type Radiator Cap. 10230 16 

1980; OE Equivalent Fuel Cap. 10810 

1980; Regular Locking Fuel Cap. 10582 

1980; Oil Breather Cap. 10071 


Zephyr 

V-12 267 

1939-1936; OE Equivalent Fuel Cap. 10625 

V-12 292 

1941 -1940; OE Equivalent Fuel Cap. 10625 

V-12 305 

1942; OE Equivalent Fuel Cap. 10625 



4-Cyl. 1.6 L 


1994-1990; Lev-R-Vent Radiator Cap. ✓10327 13 

1994-1990; OE Type Radiator Cap. 10227 13 

1994-1990; OE Equivalent Fuel Cap. 10826 

1994-1990; Regular Locking Fuel Cap. 10596 

1994-1990; Oil Filler Cap. 10082 

1989-1988; Lev-R-Vent Radiator Cap. ✓10327 13 

1989-1988; OE Type Radiator Cap. 10227 13 

1989-1988; OE Equivalent Fuel Cap; W/4WD. 10817 

1989-1988; Pre-Vent Non-Locking Fuel Cap; W/4WD. 10819 

1989-1988; Regular Locking Fuel Cap; W/4WD. 10591 


4-Cyl. 1.6 L- Continued 

1989-1988; Pre-Vent Locking Fuel Cap; W/4WD. 10501 

1989-1988; OE Equivalent Fuel Cap; W/2WD. 10826 

1989-1988; Regular Locking Fuel Cap; W/2WD. 10596 

1989-1988; Oil Filler Cap. 10082 

1987-1986; Lev-R-Vent Radiator Cap. 0327 13 

1987-1986; OE Type Radiator Cap. 10227 13 

1987-1986; OE Equivalent Fuel Cap. 10826 

1987-1986; Regular Locking Fuel Cap. 10596 

1987-1986; Oil Filler Cap. 10082 

626 

4-Cyl. 120 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10725 

1979; Regular Locking Fuel Cap. 10563 

1979; Oil Filler Cap. 10082 

4-Cvl. 2.0 L 

1994-1993; Lev-R-Vent Radiator Cap. ✓10333 16 

1994-1993; OE Type Radiator Cap. 10233 16 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10082 

1987-1986; Lev-R-Vent Radiator Cap. ^10327 13 

1987-1986; OE Type Radiator Cap. 10227 13 

1987-1986; OE Equivalent Fuel Cap. 10826 

1987-1986; Regular Locking Fuel Cap. 10596 

1987-1986; Oil Filler Cap. 10082 

1985; Lev-R-Vent Radiator Cap. ✓10327 13 

1985; OE Type Radiator Cap. 10227 13 

1985; OE Equivalent Fuel Cap. 10725 

1985; Regular Locking Fuel Cap. 10563 

1985; Oil Filler Cap. 10082 

1984-1980; Lev-R-Vent Radiator Cap. 10329 13 

1984-1980; OE Type Radiator Cap. 10229 13 

1984-1980; OE Equivalent Fuel Cap. 10725 

1984-1980; Regular Locking Fuel Cap. 10563 

1984-1980; Oil Filler Cap. 10082 

4-Cyl. 2.0 L Diesel 

1985; Lev-R-Vent Radiator Cap. ✓10327 13 

1985; OE Type Radiator Cap. 10227 13 

1985; OE Equivalent Fuel Cap. 10725 

1985; Regular Locking Fuel Cap. 10563 

1985; Oil Filler Cap. 10082 

1984; Lev-R-Vent Radiator Cap. 10329 13 

1984; OE Type Radiator Cap. 10229 13 

1984; OE Equivalent Fuel Cap. 10725 

1984; Regular Locking Fuel Cap. 10563 

1984; Oil Filler Cap. 10082 

4-Cyl. 2.2 L 

1992-1988; Lev-R-Vent Radiator Cap. ^10327 13 

1992-1988; OE Type Radiator Cap. 10227 13 

1992-1988; OE Equivalent Fuel Cap. 10826 

1992-1988; Regular Locking Fuel Cap. 10596 

1992-1988; Oil Filler Cap. 10082 

V-6 2.5 L 

1994-1993; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1993; OE Type Radiator Cap. 10227 13 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10082 

808 

4-Cyl. 97 

1977-1976; Lev-R-Vent Radiator Cap. 10329 13 

1977-1976; OE Type Radiator Cap. 10229 13 

1977-1976; OE Equivalent Fuel Cap. 10725 

1977-1976; Regular Locking Fuel Cap. 10563 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Mazda - Continued 

Mazda - Continued 

808 - Continued 

B2200 Pickup - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 97 - Continued 

1977- 1976; Oil Filler Cap. 10082 

1975-1972; Lev-R-Vent Radiator Cap. 10329 13 

1975-1972; OE Type Radiator Cap. 10229 13 

1975-1972; OE Equivalent Fuel Cap. 10725 

1975- 1972; Oil Filler Cap. 10082 

929 

V-6 3.0 L 

1994-1992; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1992; OE Type Radiator Cap. 10227 13 

1994-1992; OE Equivalent Fuel Cap. 10817 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Regular Locking Fuel Cap. 10591 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Oil Filler Cap. 10082 

1991-1988; Lev-R-Vent Radiator Cap. ^I0327 13 

1991 -1988; OE Type Radiator Cap. 10227 13 

1991 -1988; OE Equivalent Fuel Cap. 10826 

1991-1988; Regular Locking Fuel Cap. 10596 

1991-1988; Oil Filler Cap. 10082 

B1600 Pickup 

4-Cvl. 97 

1976- 1972; Lev-R-Vent Radiator Cap. 10329 13 

1976-1972; OE Type Radiator Cap. 10229 13 

1976-1972; Oil Filler Cap. 10082 

B1800 Pickup 

4-Cy 1.110 

1978- 1977; Lev-R-Vent Radiator Cap. 10329 13 

1978-1977; OE Type Radiator Cap. 10229 13 

1978-1977; OE Equivalent Fuel Cap. 10810 

1978-1977; Regular Locking Fuel Cap. 10582 

1978-1977; Oil Filler Cap. 10082 

B2000 Pickup 

4-Cyl. 120 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10810 

1979; Regular Locking Fuel Cap. 10582 

1979; Oil Filler Cap. 10082 

4-Cyl. 2.0 L 

1987; Lev-R-Vent Radiator Cap. ✓10327 13 

1987; OE Type Radiator Cap. 10227 13 

1987; OE Equivalent Fuel Cap. 10826 

1987; Regular Locking Fuel Cap. 10596 

1987; Oil Filler Cap. 10082 

1986; Lev-R-Vent Radiator Cap; Early. 10329 13 

1986; OE Type Radiator Cap; Early. 10229 13 

1986; Lev-R-Vent Radiator Cap; Late. ✓10327 13 

1986; OE Type Radiator Cap; Late. 10227 13 

1986; OE Equivalent Fuel Cap. 10826 

1986; Regular Locking Fuel Cap. 10596 

1986; Oil Filler Cap. 10082 

1984-1980; Lev-R-Vent Radiator Cap. 10329 13 

1984-1980; OE Type Radiator Cap. 10229 13 

1984-1980; OE Equivalent Fuel Cap. 10810 

1984-1980; Regular Locking Fuel Cap. 10582 

1984-1980; Oil Filler Cap. 10082 

B2200 Pickup 

4-Cyl. 2.2 L 

1993-1990; Lev-R-Vent Radiator Cap. ^10327 13 

1993-1990; OE Type Radiator Cap. 10227 13 

1993-1990; OE Equivalent Fuel Cap. 10817 

1993-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1990; Regular Locking Fuel Cap. 10591 

1993-1990; Pre-Vent Locking Fuel Cap. 10501 

1993-1990; Oil Filler Cap. 10082 

1989-1987; Lev-R-Vent Radiator Cap. ✓10327 13 

1989-1987; OE Type Radiator Cap. 10227 13 

1989-1987; OE Equivalent Fuel Cap. 10826 


4-Cyl. 2.2 L- Continued 

1989-1987; Regular Locking Fuel Cap. 10596 

1989-1987; Oil Filler Cap. 10082 

4-Cyl. 2.2 L Diesel 

1984; Lev-R-Vent Radiator Cap. 10329 13 

1984; OE Type Radiator Cap. 10229 13 

1984; OE Equivalent Fuel Cap. 10810 

1984; Regular Locking Fuel Cap. 10582 

1983-1982; Lev-R-Vent Radiator Cap. 10329 13 

1983-1982; OE Type Radiator Cap. 10229 13 

1983-1982; OE Equivalent Fuel Cap. 10810 

1983-1982; Regular Locking Fuel Cap. 10582 

1983-1982; Oil Filler Cap. 10082 

B2300 Pickup 

4-Cyl. 2.3 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10081 

B2600 Pickup 

4-Cyl. 2.6 L 

1988; Lev-R-Vent Radiator Cap. ^10327 13 

1988; OE Type Radiator Cap. 10227 13 

1988; OE Equivalent Fuel Cap; W/4WD. 10817 

1988; Pre-Vent Non-Locking Fuel Cap; W/4WD. 10819 

1988; Regular Locking Fuel Cap; W/4WD. 10591 

1988; Pre-Vent Locking Fuel Cap; W/4WD. 10501 

1988; OE Equivalent Fuel Cap; W/2WD. 10826 

1988; Regular Locking Fuel Cap; W/2WD. 10596 

1988; Oil Filler Cap. 10088 

1987; Lev-R-Vent Radiator Cap. ✓10327 13 

1987; OE Type Radiator Cap. 10227 13 

1987; OE Equivalent Fuel Cap; W/2WD. 10826 

1987; Regular Locking Fuel Cap; W/2WD. 10596 

1987; OE Equivalent Fuel Cap; W/4WD. 10817 

1987; Pre-Vent Non-Locking Fuel Cap; W/4WD. 10819 

1987; Regular Locking Fuel Cap; W/4WD. 10591 

1987; Pre-Vent Locking Fuel Cap; W/4WD. 10501 

1987; Oil Filler Cap. 10088 

B2600I Pickup 

4-Cyl. 2.6 L 

1993-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1993-1989; OE Type Radiator Cap. 10227 13 

1993-1989; OE Equivalent Fuel Cap. 10817 

1993-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1989; Regular Locking Fuel Cap. 10591 

1993-1989; Pre-Vent Locking Fuel Cap. 10501 

1993-1989; Oil Filler Cap. 10082 

B3000 Pickup 

V-6 3.0 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10081 

B4000 Pickup 

V-6 4.0 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10081 


Cosmo 
2-Rotor 80 

1978-1976; Lev-R-Vent Radiator Cap. 10329 13 

1978-1976; OE Type Radiator Cap. 10229 13 

1978-1976; OE Equivalent Fuel Cap. 10725 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Mazda - Continued 

Mazda - Continued 

Cosmo - Continued 

MX-6 - Continued 


Application 


Part 

Number 


PSI 


2-Rotor 80 - Continued 

1978-1976; Oil Filler Cap. 10082 

GLC 

4-Cvl. 1.4 L 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10725 

1980; Regular Locking Fuel Cap. 10563 

1980; Oil Filler Cap. 10082 

4-Cyl. 1.5 L 

1986-1981; Lev-R-Vent Radiator Cap. 10329 13 

1986-1981 ;OE Type Radiator Cap. 10229 13 

1986-1981; OE Equivalent Fuel Cap. 10725 

1986-1981; Regular Locking Fuel Cap. 10563 

4-Cyl. 78 

1978-1977; Lev-R-Vent Radiator Cap. 10329 13 

1978-1977; OE Type Radiator Cap. 10229 13 

1978-1977; OE Equivalent Fuel Cap. 10725 

1978-1977; Regular Locking Fuel Cap. 10563 

1978-1977; Oil Filler Cap. 10082 

4-Cyl. 86 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10725 

1979; Regular Locking Fuel Cap. 10563 

1979; Oil Filler Cap. 10082 


Mizer 

4-Cyl. 78 

1977; Lev-R-Vent Radiator Cap. 10329 13 

1977; OE Type Radiator Cap. 10229 13 

1977; OE Equivalent Fuel Cap. 10725 

1977; Oil Filler Cap. 10082 

1976; Lev-R-Vent Radiator Cap. 10329 13 

1976; OE Type Radiator Cap. 10229 13 

1976; OE Equivalent Fuel Cap. 10725 

MPV 

4-Cyl. 2.6 L; V-6 3.0 L 

1994-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1989; OE Type Radiator Cap. 10227 13 

1994-1989; OE Equivalent Fuel Cap. 10826 

1994-1989; Regular Locking Fuel Cap. 10596 

1994-1989; Oil Filler Cap. 10082 

MX-3 

4-Cyl. 1.6 L; V-6 1.8 L 

1994-1992; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1992; OE Type Radiator Cap. 10227 13 

1994-1992; OE Equivalent Fuel Cap. 10826 

1994-1992; Regular Locking Fuel Cap. 10596 

1994-1992; Oil Filler Cap. 10082 

MX-5 Miata 

4-Cyl. 1.6 L 

1993-1990; Lev-R-Vent Radiator Cap. ^10327 13 

1993-1990; OE Type Radiator Cap. 10227 13 

1993- 1990; Oil Filler Cap. 10082 

4-Cyl. 1.8 L 

1994; Lev-R-Vent Radiator Cap. ✓10327 13 

1994; OE Type Radiator Cap. 10227 13 

1994; Oil Filler Cap. 10082 

MX-6 

4-Cyl. 2.0 L 

1994- 1993; Lev-R-Vent Radiator Cap. ✓10333 16 

1994-1993; OE Type Radiator Cap. 10233 16 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10082 


4-Cyl. 2.2 L 

1992-1988; Lev-R-Vent Radiator Cap. ^10327 13 

1992-1988; OE Type Radiator Cap. 10227 13 

1992-1988; OE Equivalent Fuel Cap. 10826 

1992-1988; Regular Locking Fuel Cap. 10596 

1992-1988; Oil Filler Cap. 10082 

V-6 2.5 L 

1994-1993; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1993; OE Type Radiator Cap. 10227 13 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10082 


Navajo 

V-6 4.0 L 

1994; Lev-R-Vent Radiator Cap. 10330 16 

1994; OE Type Radiator Cap. 10230 16 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10081 

1993-1991; Lev-R-Vent Radiator Cap. 10329 13 

1993-1991; OE Type Radiator Cap. 10229 13 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993- 1991; Oil Filler Cap. 10081 

Protege 

4-Cyl. 1.8 L 

1994- 1992; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1992; OE Type Radiator Cap. 10227 13 

1994-1992; OE Equivalent Fuel Cap. 10826 

1994-1992; Regular Locking Fuel Cap. 10596 

1994-1992; Oil Filler Cap. 10082 

1991-1990; Lev-R-Vent Radiator Cap. \/\0327 13 

1991 -1990; OE Type Radiator Cap. 10227 13 

1991 -1990; OE Equivalent Fuel Cap; W/FWD. 10826 

1991-1990; Regular Locking Fuel Cap; W/FWD. 10596 

1991-1990; OE Equivalent Fuel Cap; W/AWD. 10817 

1991-1990; Pre-Vent Non-Locking Fuel Cap; W/AWD. 10819 

1991-1990; Regular Locking Fuel Cap; W/AWD. 10591 

1991-1990; Pre-Vent Locking Fuel Cap; W/AWD. 10501 

1991-1990; Oil Filler Cap. 10082 

Rotary Pickup 

2-Rotor 80 

1977; Lev-R-Vent Radiator Cap. 10329 13 

1977; OE Type Radiator Cap. 10229 13 

1977; OE Equivalent Fuel Cap. 10726 

1977; Regular Locking Fuel Cap. 10563 

1977; Oil Filler Cap. 10082 

1976; Oil Filler Cap. 10082 

1975-1974; Lev-R-Vent Radiator Cap. 10329 13 

1975-1974; OE Type Radiator Cap. 10229 13 

RX-2 

2-Rotor 70 

1974-1972; Lev-R-Vent Radiator Cap. 10329 13 

1974-1972; OE Type Radiator Cap. 10229 13 

1974-1972; OE Equivalent Fuel Cap. 10725 

1974- 1972; Oil Filler Cap. 10082 

RX-3 

2-Rotor 70 

1978-1976; Lev-R-Vent Radiator Cap. 10329 13 

1978-1976; OE Type Radiator Cap. 10229 13 

1978-1976; OE Equivalent Fuel Cap. 10725 

1978-1976; Regular Locking Fuel Cap. 10563 

1978-1976; Oil Filler Cap. 10082 

1975- 1972; Lev-R-Vent Radiator Cap. 10329 13 

1975-1972; OE Type Radiator Cap. 10229 13 

1975-1972; OE Equivalent Fuel Cap. 10725 

1975-1972; Oil Filler Cap. 10082 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Mazda - Continued 

Mercedes-Benz - Continued 

RX-4 

190D - Continued 


Application 


Part 

Number 


PSI 


2-Rotor 80 

1978-1977; Lev-R-Vent Radiator Cap. 10329 13 

1978-1977; OE Type Radiator Cap. 10229 13 

1978-1977; OE Equivalent Fuel Cap. 10725 

1978-1977; Oil Filler Cap. 10082 

1976; Lev-R-Vent Radiator Cap. 10329 13 

1976; OE Type Radiator Cap. 10229 13 

1976; OE Equivalent Fuel Cap. 10725 

1976; Regular Locking Fuel Cap. 10563 

1976; Oil Filler Cap. 10082 

1975-1974; Lev-R-Vent Radiator Cap. 10329 13 

1975-1974; OE Type Radiator Cap. 10229 13 

1975-1974; OE Equivalent Fuel Cap. 10725 

1975-1974; Oil Filler Cap. 10082 

RX-7 

2-Rotor 1.1 L 

1985-1980; Lev-R-Vent Radiator Cap. 10329 13 

1985-1980; OE Type Radiator Cap. 10229 13 

1985-1980; OE Equivalent Fuel Cap. 10725 

1985-1980; Regular Locking Fuel Cap. 10563 

1985-1980; Oil Filler Cap. 10082 

2-Rotor 1.3 L 

1994; Lev-R-Vent Radiator Cap. ✓10327 13 

1994; OE Type Radiator Cap. 10227 13 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10082 

1993; Lev-R-Vent Radiator Cap. ✓lOSSS 16 

1993; OE Type Radiator Cap. 10233 16 

1993; OE Equivalent Fuel Cap. 10817 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Regular Locking Fuel Cap. 10591 

1993; Pre-Vent Locking Fuel Cap. 10501 

1993; Oil Filler Cap. 10082 

1991-1986; Lev-R-Vent Radiator Cap. ^I0327 13 

1991 -1986; OE Type Radiator Cap. 10227 13 

1991 -1986; OE Equivalent Fuel Cap. 10827 

1991-1986; Regular Locking Fuel Cap. 10597 

1991-1986; Oil Filler Cap. 10082 

1985-1984; Lev-R-Vent Radiator Cap. 10329 13 

1985-1984; OE Type Radiator Cap. 10229 13 

1985-1984; OE Equivalent Fuel Cap. 10725 

1985-1984; Regular Locking Fuel Cap. 10563 

1985-1984; Oil Filler Cap. 10082 

2-Rotor 70 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10725 

1979; Regular Locking Fuel Cap. 10563 

1979; Oil Filler Cap. 10082 


Mercedes-Benz 


4.5 

V-8 276 

1972; OE Type Radiator Cap. 10229 13 

1972; Lev-R-Vent Radiator Cap. 10329 13 

190 

4-Cyl. 121 Diesel 

1965-1963; OE Equivalent Fuel Cap. 10640 

1965-1963; Regular Locking Fuel Cap. 10491 

190C 

4-Cy 1.116 

1965-1963; OE Equivalent Fuel Cap. 10640 

1965-1963; Regular Locking Fuel Cap. 10491 

190D 

4-Cyl. 2.2 L Diesel 

1985-1984; Lev-R-Vent Radiator Cap. 10330 16 


4-Cyl. 2.2 L Diesel - Continued 


1985-1984; OE Type Radiator Cap. 10230 16 

1985-1984; OE Equivalent Fuel Cap. 10810 

1985-1984; Oil Filler Cap. 10130 

5- Cyl. 2.5 L Diesel 

1989-1986; Lev-R-Vent Radiator Cap. 10335 20 

1989-1986; OE Type Radiator Cap. 10235 20 

1989-1986; OE Equivalent Fuel Cap. 10810 

1989-1986; Oil Filler Cap. 10079 

190E 

4-Cyl. 2.3 L 

1993-1991; Lev-R-Vent Radiator Cap. 10335 20 

1993-1991; OE Type Radiator Cap. 10235 20 

1993-1991; OE Equivalent Fuel Cap. 10810 

1993-1991; Oil Filler Cap. 10079 

1988-1986; Lev-R-Vent Radiator Cap. 10335 20 

1988-1986; OE Type Radiator Cap. 10235 20 

1988-1986; OE Equivalent Fuel Cap. 10810 

1988-1986; Oil Filler Cap. 10079 

1985-1984; Lev-R-Vent Radiator Cap. 10330 16 

1985-1984; OE Type Radiator Cap. 10230 16 

1985-1984; OE Equivalent Fuel Cap. 10810 

1985-1984; Oil Filler Cap. 10079 

6- Cyl. 2.6 L 

1993-1991; Lev-R-Vent Radiator Cap. 10335 20 

1993-1991; OE Type Radiator Cap. 10235 20 

1993-1991; OE Equivalent Fuel Cap. 10810 

1993-1991; Oil Filler Cap. 10079 

1990; OE Type Radiator Cap. 10235 20 

1990; Oil Filler Cap. 10130 

1989; Lev-R-Vent Radiator Cap. 10335 20 

1989; OE Type Radiator Cap. 10235 20 

1989; Oil Filler Cap. 10130 

1988-1987; Lev-R-Vent Radiator Cap. 10335 20 

1988-1987; OE Type Radiator Cap. 10235 20 

1988-1987; OE Equivalent Fuel Cap. 10810 

1988-1987; Oil Filler Cap. 10079 

190SL 

4-Cyl. 116 

1963; OE Equivalent Fuel Cap. 10640 

1963; Regular Locking Fuel Cap. 10491 

200 

4-Cyl. 121 Diesel 

1968; OE Type Radiator Cap. 10229 13 

1968; Lev-R-Vent Radiator Cap. 10329 13 

220 

4-Cyl. 134 

1973-1972; OE Type Radiator Cap. 10229 13 

1973-1972; Lev-R-Vent Radiator Cap. 10329 13 

1973-1972; OE Equivalent Fuel Cap. 10810 

1973-1972; Oil Filler Cap. 10079 

1971; OE Type Radiator Cap. 10229 13 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Equivalent Fuel Cap. 10810 

1970-1968; OE Type Radiator Cap. 10229 13 

1970-1968; Lev-R-Vent Radiator Cap. 10329 13 

4-Cyl. 134 Diesel 

1970-1968; OE Type Radiator Cap. 10229 13 

1970-1968; Lev-R-Vent Radiator Cap. 10329 13 

220B 

6-Cyl. 134 

1965-1963; OE Equivalent Fuel Cap. 10640 

1965-1963; Regular Locking Fuel Cap. 10491 

220D 

4-Cyl. 134 Diesel 

1973-1972; OE Type Radiator Cap. 10229 13 

1973-1972; Lev-R-Vent Radiator Cap. 10329 13 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Mercedes-Benz - Continued 


280SE 

6-Cyl. 168 

1979-1977; Lev-R-Vent Radiator Cap . 

1979-1977; OE Type Radiator Cap. 

1979-1977; OE Equivalent Fuel Cap ... 
1979-1977; Oil Filler Cap. 

6-Cyl. 170 

1972; OE Type Radiator Cap. 

1972; Lev-R-Vent Radiator Cap. 

1972; Oil Filler Cap. 

1971-1970; OE Type Radiator Cap. 

1971-1970; Lev-R-Vent Radiator Cap . 

1969; OE Type Radiator Cap. 

1969; Lev-R-Vent Radiator Cap. 

1969; OE Equivalent Fuel Cap. 

1969; Regular Locking Fuel Cap. 

1968; OE Type Radiator Cap. 

1968; Lev-R-Vent Radiator Cap. 

6-Cyl. 2.8 L 

1980; Lev-R-Vent Radiator Cap. 

1980; OE Type Radiator Cap. 

1980; Oil Filler Cap. 

V-8 214 

1971-1970; OE Type Radiator Cap. 

1971-1970; Lev-R-Vent Radiator Cap . 

V-8 276 


Part 

Number 


PSI 


10329 

10229 

10810 

10079 

10229 

10329 

10079 

10229 

10329 

10229 

10329 

10640 

10491 

10229 

10329 

10329 

10229 

10079 

10229 

10329 

10229 


280SL 


6-Cyl. 170 

1971; OE Type Radiator Cap. 

1971; Lev-R-Vent Radiator Cap. 

1971; OE Equivalent Fuel Cap. 

1970; OE Type Radiator Cap. 

1970; Lev-R-Vent Radiator Cap. 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System .... 
1970; Regular Locking Fuel Cap; W/O Calif. Emission System . 

1969; OE Type Radiator Cap. 

1969; Lev-R-Vent Radiator Cap. 

1969; OE Equivalent Fuel Cap. 

1969; Regular Locking Fuel Cap. 

1968; OE Type Radiator Cap. 

1968; Lev-R-Vent Radiator Cap. 


300CD 


M ■ 

979-1 


1979-1978; Lev-R-Vent Radiator Cap . 

1979-1978; OE Type Radiator Cap. 

1979-1978; OE Equivalent Fuel Cap ... 
1979-1978; Oil Filler Cap. 

5-Cyl. 3.0 L Diesel 

1985; Lev-R-Vent Radiator Cap. 

1985; OE Type Radiator Cap. 

1985; OE Equivalent Fuel Cap. 

1985; Oil Filler Cap. 


13 

13 


13 

13 

13 

13 

13 

13 


13 

13 

13 

13 


13 

13 


1973-1972; Lev-R-Vent Radiator Cap. 

10329 

13 

280SEL 

6-Cyl. 170 

1971; OE Type Radiator Cap. 

10229 

13 

1971; Lev-R-Vent Radiator Cap. 

10329 

13 

1970; OE Type Radiator Cap. 

10229 

13 

1970; Lev-R-Vent Radiator Cap. 

10329 

13 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 
1969-1968; OE Type Radiator Cap. 

10640 

10491 

10229 

13 

1969-1968; Lev-R-Vent Radiator Cap. 

10329 

13 

V-8 276 

1973; OE Type Radiator Cap. 

10229 

13 

1973; Lev-R-Vent Radiator Cap. 

10329 

13 

1972; OE Type Radiator Cap. 

10229 

13 

1972; Lev-R-Vent Radiator Cap. 

10329 

13 

1972; Oil Filler Cap.'. 

10079 


10229 

13 

10329 

13 

10810 


10229 

13 

10329 

13 

10623 


10491 


10229 

13 

10329 

13 

10623 


10491 


10229 

13 

10329 

13 


10329 

13 

10229 

13 

10810 


10079 


10335 

20 

10235 

20 

10810 


10130 



Application 

Part 

Number 

PSI 

Mercedes-Benz - Continued 

1 300CD - Continued 

5-Cyl. 3.0 L Diesel - Continued 



1984; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1984; OE Type Radiator Cap. 

. 10230 

16 

1984; OE Equivalent Fuel Cap. 

10810 


1984; Oil Filler Cap. 

. 10130 


1983; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1983; OE Type Radiator Cap. 

. 10229 

13 

1983; OE Equivalent Fuel Cap. 

10810 


1982; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1982; OE Type Radiator Cap. 

. 10229 

13 

1982; OE Equivalent Fuel Cap. 

10810 


1982; Oil Filler Cap. 

. 10130 


1981-1980; Lev-R-Vent Radiator Cap. 

10329 

13 

1981-1980; OE Type Radiator Cap. 

10229 

13 

1981-1980; OE Equivalent Fuel Cap. 

. 10810 


1981-1980; Oil Filler Cap. 

. 10079 


300CE 

6-Cyl. 3.0 L 



1992-1988; Lev-R-Vent Radiator Cap. 

10335 

20 

1992-1988; OE Type Radiator Cap. 

10235 

20 

1992-1988; OE Equivalent Fuel Cap. 

. 10810 


1992-1988; Oil Filler Cap. 

. 10079 


6-Cyl. 3.2 L 



1993; Lev-R-Vent Radiator Cap. 

. 10335 

20 

1993; OE Type Radiator Cap. 

. 10235 

20 

1993; OE Equivalent Fuel Cap. 

10810 


1993; Oil Filler Cap. 

. 10079 


300D 

5-Cyl. 183 Diesel 



1979-1975; Lev-R-Vent Radiator Cap. 

10329 

13 

1979-1975; OE Type Radiator Cap. 

10229 

13 

1979-1975; OE Equivalent Fuel Cap. 

. 10810 


1979-1975; Oil Filler Cap. 

. 10079 


5-Cyl. 2.5 L Diesel 



1993-1990; Lev-R-Vent Radiator Cap. 

10335 

20 

1993-1990; OE Type Radiator Cap. 

10235 

20 

1993-1990; OE Equivalent Fuel Cap. 

. 10810 


1993-1990; Oil Filler Cap. 

. 10079 


5-Cyl. 3.0 L Diesel 



1985; Lev-R-Vent Radiator Cap. 

. 10335 

20 

1985; OE Type Radiator Cap. 

. 10235 

20 

1985; Oil Filler Cap. 

. 10130 


1984; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1984; OE Type Radiator Cap. 

. 10230 

16 

1984; OE Equivalent Fuel Cap. 

10810 


1984; Oil Filler Cap. 

. 10130 


1983-1982; Lev-R-Vent Radiator Cap. 

10329 

13 

1983-1982; OE Type Radiator Cap. 

10229 

13 

1983-1982; OE Equivalent Fuel Cap. 

. 10810 


1983-1982; Oil Filler Cap. 

. 10130 


1981-1980; Lev-R-Vent Radiator Cap. 

10329 

13 

1981-1980; OE Type Radiator Cap. 

10229 

13 

1981-1980; OE Equivalent Fuel Cap. 

. 10810 


1981-1980; Oil Filler Cap. 

. 10079 


6-Cyl. 3.0 L Diesel 



1987; Lev-R-Vent Radiator Cap. 

. 10335 

20 

1987; OE Type Radiator Cap. 

. 10235 

20 

1987; OE Equivalent Fuel Cap. 

10810 


1987; Oil Filler Cap. 

. 10079 


300E 

6-Cyl. 2.6 L 



1992-1990; Lev-R-Vent Radiator Cap. 

10335 

20 

1992-1990; OE Type Radiator Cap. 

10235 

20 

1992-1990; OE Equivalent Fuel Cap. 

. 10810 


1992-1990; Oil Filler Cap. 

. 10079 


6-Cyl. 2.8 L 



1993; Lev-R-Vent Radiator Cap. 

. 10335 

20 

1993; OE Type Radiator Cap. 

. 10235 

20 

1993; OE Equivalent Fuel Cap. 

10810 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Mercedes-Benz - Continued 

Mercedes-Benz - Continued 

300E - Continued 

1300SEL 


Application 


Part 

Number 


PSI 


6-Cyl. 2.8 L- Continued 

1993; Oil Filler Cap. 10079 

6-Cyl. 3.0 L 

1993-1986; Lev-R-Vent Radiator Cap. 10335 20 

1993-1986; OE Type Radiator Cap. 10235 20 

1993-1986; OE Equivalent Fuel Cap. 10810 

1993-1986; Oil Filler Cap. 10079 

6-Cyl. 3.2 L 

1993; Lev-R-Vent Radiator Cap. 10335 20 

1993; OE Type Radiator Cap. 10235 20 

1993; OE Equivalent Fuel Cap. 10810 

1993; Oil Filler Cap. 10079 

300SD 

5-Cyl. 183 Diesel 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10810 

1979-1978; Oil Filler Cap. 10079 

5- Cyl. 3.0 L Diesel 

1985; Lev-R-Vent Radiator Cap. 10335 20 

1985; OE Type Radiator Cap. 10235 20 

1985; OE Equivalent Fuel Cap. 10810 

1985; Oil Filler Cap. 10130 

1984; Lev-R-Vent Radiator Cap. 10330 16 

1984; OE Type Radiator Cap. 10230 16 

1984; OE Equivalent Fuel Cap. 10810 

1983; Lev-R-Vent Radiator Cap. 10329 13 

1983; OE Type Radiator Cap. 10229 13 

1983; OE Equivalent Fuel Cap. 10810 

1983; Oil Filler Cap. 10079 

1982-1981; Lev-R-Vent Radiator Cap. 10329 13 

1982-1981; OE Type Radiator Cap. 10229 13 

1982-1981; OE Equivalent Fuel Cap. 10810 

1982-1981; Oil Filler Cap. 10130 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10810 

1980; Oil Filler Cap. 10079 

6- Cyl. 3.5 L Diesel 

1993-1992; Lev-R-Vent Radiator Cap. 10335 20 

1993-1992; OE Type Radiator Cap. 10235 20 

1993-1992; OE Equivalent Fuel Cap. 10843 

1993-1992; Oil Filler Cap. 10079 

300SDL 

6-Cyl. 3.0 L Diesel 

1987-1986; Lev-R-Vent Radiator Cap. 10335 20 

1987-1986; OE Type Radiator Cap. 10235 20 

1987-1986; OE Equivalent Fuel Cap. 10810 

1987-1986; Oil Filler Cap. 10079 

300SE 

6-Cyl. 183 

1963; OE Equivalent Fuel Cap; W/Auto. Trans. 10640 

1963; Regular Locking Fuel Cap; W/Auto. Trans. 10491 

6-Cvl. 3.0 L 

1991-1988; Lev-R-Vent Radiator Cap. 10335 20 

1991 -1988; OE Type Radiator Cap. 10235 20 

1991-1988; OE Equivalent Fuel Cap. 10810 

1991-1988; Oil Filler Cap. 10079 

6-Cyl. 3.2 L 

1993; Lev-R-Vent Radiator Cap. 10335 20 

1993; OE Type Radiator Cap. 10235 20 

1993; OE Equivalent Fuel Cap. 10843 

1993; Oil Filler Cap. 10079 

1992; Lev-R-Vent Radiator Cap. 10335 20 

1992; OE Type Radiator Cap. 10235 20 

1992; OE Equivalent Fuel Cap. 10810 

1992; Oil Filler Cap. 10079 


6-Cyl. 170 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

6-Cyl. 3.0 L 

1991-1988; Lev-R-Vent Radiator Cap. 10335 20 

1991 -1988; OE Type Radiator Cap. 10235 20 

1991-1988; OE Equivalent Fuel Cap. 10810 

1991-1988; Oil Filler Cap. 10079 

V-8 214 

1971; OE Type Radiator Cap. 10229 13 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Equivalent Fuel Cap. 10810 

1970; OE Type Radiator Cap. 10229 13 

1970; Lev-R-Vent Radiator Cap. 10329 13 

V-8 276 

1973; OE Type Radiator Cap. 10229 13 

1973; Lev-R-Vent Radiator Cap. 10329 13 

1973; OE Equivalent Fuel Cap. 10810 

1972; OE Type Radiator Cap. 10229 13 

1972; Lev-R-Vent Radiator Cap. 10329 13 

1972; OE Equivalent Fuel Cap. 10810 

1972; Oil Filler Cap. 10079 

V-8 386 

1971 -1970; OE Type Radiator Cap. 10229 13 

1971-1970; Lev-R-Vent Radiator Cap. 10329 13 

300SL 

6-Cyl. 3.0 L 

1993-1990; Lev-R-Vent Radiator Cap. 10335 20 

1993-1990; OE Type Radiator Cap. 10235 20 

1993-1990; OE Equivalent Fuel Cap. 10843 

1993-1990; Oil Filler Cap. 10079 

300TD 

5-Cyl. 183 Diesel 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10810 

1979; Oil Filler Cap. 10130 

5- Cyl. 3.0 L Diesel 

1985; OE Type Radiator Cap. 10235 20 

1985; OE Equivalent Fuel Cap. 10810 

1985; Oil Filler Cap. 10130 

1984; Lev-R-Vent Radiator Cap. 10330 16 

1984; OE Type Radiator Cap. 10230 16 

1984; OE Equivalent Fuel Cap. 10810 

1984; Oil Filler Cap. 10130 

1983-1982; Lev-R-Vent Radiator Cap. 10329 13 

1983-1982; OE Type Radiator Cap. 10229 13 

1983-1982; OE Equivalent Fuel Cap. 10810 

1983-1982; Oil Filler Cap. 10130 

1981-1980; Lev-R-Vent Radiator Cap. 10329 13 

1981 -1980; OE Type Radiator Cap. 10229 13 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Oil Filler Cap. 10079 

6- Cyl. 3.0 L Diesel 

1987; Lev-R-Vent Radiator Cap. 10335 20 

1987; OE Type Radiator Cap. 10235 20 

1987; OE Equivalent Fuel Cap. 10810 

1987; Oil Filler Cap. 10079 

300TE 

6-Cyl. 3.0 L 

1993-1988; Lev-R-Vent Radiator Cap. 10335 20 

1993-1988; OE Type Radiator Cap. 10235 20 

1993-1988; OE Equivalent Fuel Cap. 10810 

1993-1988; Oil Filler Cap. 10079 

6-Cyl. 3.2 L 

1993; Lev-R-Vent Radiator Cap. 10335 20 

1993; OE Type Radiator Cap. 10235 20 

1993; OE Equivalent Fuel Cap. 10843 

1993; Oil Filler Cap. 10079 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Mercedes-Benz - Continued 


350SD 

6-Cyl. 3.5 L Diesel 

1991; Lev-R-Vent Radiator Cap . 

1991; OE Type Radiator Cap. 

1991; OE Equivalent Fuel Cap ... 
1991; Oil Filler Cap. 


Part 

Number 


PSI 


10335 

10235 

10810 

10130 


20 

20 


350SDL 


6-Cyl. 3.5 L Diesel 

1991-1990; Lev-R-Vent Radiator Cap . 

1991-1990; OE Type Radiator Cap. 

1991-1990; OE Equivalent Fuel Cap ... 
1991-1990; Oil Filler Cap. 


10335 

10235 

10810 

10079 


20 

20 


350SL 


V-8 276 

1972; OE Type Radiator Cap . 
1972; Lev-R-Vent Radiator Cap . 


10229 

10329 


V-8 4.2 L 

1992; Lev-R-Vent Radiator Cap . 

1992; OE Type Radiator Cap. 

1992; OE Equivalent Fuel Cap ... 
1992; Oil Filler Cap. 


10335 

10235 

10843 

10079 


20 

20 


13 

13 


380SE 

V-8 3.8 L 



1985-1984; Lev-R-Vent Radiator Cap. 

. 10335 

20 

1985-1984; OE Type Radiator Cap. 

. 10235 

20 

1985-1984; OE Equivalent Fuel Cap. 

. 10810 


1985-1984; Oil Filler Cap. 

. 10130 


380SEC 

V-8 3.8 L 



1983; Lev-R-Vent Radiator Cap. 

. 10335 

20 

1983; OE Type Radiator Cap. 

. 10235 

20 

1983; OE Equivalent Fuel Cap. 

. 10810 


1983; Oil Filler Cap. 

. 10130 


380SEL 

V-8 3.8 L 



1983-1982; Lev-R-Vent Radiator Cap. 

. 10335 

20 

1983-1982; OE Type Radiator Cap. 

. 10235 

20 

1983-1982; OE Equivalent Fuel Cap. 

. 10810 


1983-1982; Oil Filler Cap. 

. 10130 


1981; Lev-R-Vent Radiator Cap. 

. 10335 

20 

1981; OE Type Radiator Cap. 

. 10235 

20 

1981; OE Equivalent Fuel Cap. 

. 10810 


1981; Oil Filler Cap. 

. 10079 


380SL 

V-8 3.8 L 



1985-1982; Lev-R-Vent Radiator Cap. 

. 10335 

20 

1985-1982; OE Type Radiator Cap. 

. 10235 

20 

1985-1982; OE Equivalent Fuel Cap. 

. 10810 


1985-1982; Oil Filler Cap. 

. 10130 


1981; Lev-R-Vent Radiator Cap. 

. 10335 

20 

1981; OE Type Radiator Cap. 

. 10235 

20 

1981; OE Equivalent Fuel Cap. 

. 10810 


1981; Oil Filler Cap. 

. 10079 


380SLC 

V-8 3.8 L 



1981; Oil Filler Cap. 

. 10079 


400E 

V-8 4.2 L 



1993-1992; Lev-R-Vent Radiator Cap. 

. 10335 

20 

1993-1992; OE Type Radiator Cap. 

. 10235 

20 

1993-1992; OE Equivalent Fuel Cap. 

. 10810 


1993-1992; Oil Filler Cap. 

. 10079 


400SE 


Application 

Part 

Number 

PSI 

Mercedes-Benz - Continued 

1400SEL 

V-8 4.2 L 



1993; Lev-R-Vent Radiator Cap. 

. 10335 

20 

1993; OE Type Radiator Cap. 

. 10235 

20 

1993; OE Equivalent Fuel Cap. 

10843 


1993; Oil Filler Cap. 

. 10079 


420SEL 

V-8 4.2 L 



1991-1986; Lev-R-Vent Radiator Cap. 

10335 

20 

1991-1986; OE Type Radiator Cap. 

10235 

20 

1991-1986; OE Equivalent Fuel Cap. 

. 10810 


1991-1986; Oil Filler Cap. 

. 10079 


450SE 

V-8 276 



1976-1974; Lev-R-Vent Radiator Cap. 

10329 

13 

1976-1974; OE Type Radiator Cap. 

10229 

13 

1976-1974; OE Equivalent Fuel Cap. 

. 10810 


1976-1974; Oil Filler Cap. 

. 10079 


1973; OE Type Radiator Cap. 

. 10229 

13 

1973; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1973; OE Equivalent Fuel Cap. 

10810 


1973; Oil Filler Cap. 

. 10079 


450SEL 

V-8 276 



1979-1974; Lev-R-Vent Radiator Cap. 

10329 

13 

1979-1974; OE Type Radiator Cap. 

10229 

13 

1979-1974; OE Equivalent Fuel Cap. 

. 10810 


1979-1974; Oil Filler Cap. 

. 10079 


1973; OE Type Radiator Cap. 

. 10229 

13 

1973; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1973; OE Equivalent Fuel Cap. 

10810 


1973; Oil Filler Cap. 

. 10079 


V-8 4.5 L 



1980; Lev-R-Vent Radiator Cap. 

. 10335 

20 

1980; OE Type Radiator Cap. 

. 10235 

20 

1980; OE Equivalent Fuel Cap. 

10810 


1980; Oil Filler Cap. 

. 10079 


V-8 417 



1979; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1979; OE Type Radiator Cap. 

. 10229 

13 

1979; OE Equivalent Fuel Cap. 

10810 


1978; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1978; OE Type Radiator Cap. 

. 10229 

13 

1978; OE Equivalent Fuel Cap. 

10810 


1978; Oil Filler Cap. 

. 10079 


1977; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1977; OE Type Radiator Cap. 

. 10229 

13 

1977; OE Equivalent Fuel Cap. 

10810 


450SL 

V-8 276 



1979-1974; Lev-R-Vent Radiator Cap. 

10329 

13 

1979-1974; OE Type Radiator Cap. 

10229 

13 

1979-1974; OE Equivalent Fuel Cap. 

. 10810 


1979-1974; Oil Filler Cap. 

. 10079 


1973; OE Type Radiator Cap. 

. 10229 

13 

1973; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1973; OE Equivalent Fuel Cap. 

10810 


1973; Oil Filler Cap. 

. 10079 


V-8 4.5 L 



1980; Lev-R-Vent Radiator Cap. 

. 10335 

20 

1980; OE Type Radiator Cap. 

. 10235 

20 

1980; OE Equivalent Fuel Cap. 

10810 


1980; Oil Filler Cap. 

. 10079 


450SLC 

V-8 276 



1979; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1979; OE Type Radiator Cap. 

. 10229 

13 

1979; OE Equivalent Fuel Cap. 

10810 


1979; Oil Filler Cap. 

. 10079 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Mercedes-Benz - Continued 

Mercedes-Benz - Continued 

450SLC - Continued 

600 - Continued 


Application 


Part 

Number 


PSI 


V-8 276- Continued 

1978-1976; Lev-R-Vent Radiator Cap. 10329 13 

1978-1976; OE Type Radiator Cap. 10229 13 

1978-1976; Oil Filler Cap. 10079 

1975; Lev-R-Vent Radiator Cap. 10329 13 

1975; OE Type Radiator Cap. 10229 13 

1975; OE Equivalent Fuel Cap. 10810 

1975; Oil Filler Cap. 10079 

1974; Lev-R-Vent Radiator Cap. 10329 13 

1974; OE Type Radiator Cap. 10229 13 

1974; Oil Filler Cap. 10079 

1973; OE Type Radiator Cap. 10229 13 

1973; Lev-R-Vent Radiator Cap. 10329 13 

1973; OE Equivalent Fuel Cap. 10810 

1973; Oil Filler Cap. 10079 

V-8 4.5 L 

1980; Lev-R-Vent Radiator Cap. 10335 20 

1980; OE Type Radiator Cap. 10235 20 

1980; OE Equivalent Fuel Cap. 10810 

1980; Oil Filler Cap. 10079 

500E 

V-8 5.0 L 

1993-1992; Lev-R-Vent Radiator Cap. 10335 20 

1993-1992; OE Type Radiator Cap. 10235 20 

1993-1992; OE Equivalent Fuel Cap. 10810 

1993-1992; Oil Filler Cap. 10079 

500SEC 

V-8 5.0 L 

1993; Lev-R-Vent Radiator Cap. 10335 20 

1993; OE Type Radiator Cap. 10235 20 

1993; OE Equivalent Fuel Cap. 10843 

1993; Oil Filler Cap. 10079 

1985-1984; Lev-R-Vent Radiator Cap. 10335 20 

1985-1984; OE Type Radiator Cap. 10235 20 

1985-1984; OE Equivalent Fuel Cap. 10810 

1985-1984; Oil Filler Cap. 10130 

500SEL 

V-8 5.0 L 

1993-1992; Lev-R-Vent Radiator Cap. 10335 20 

1993-1992; OE Type Radiator Cap. 10235 20 

1993-1992; OE Equivalent Fuel Cap. 10843 

1993-1992; Oil Filler Cap. 10079 

1985-1984; Lev-R-Vent Radiator Cap. 10335 20 

1985-1984; OE Type Radiator Cap. 10235 20 

1985-1984; OE Equivalent Fuel Cap. 10810 

1985-1984; Oil Filler Cap. 10130 

500SL 

V-8 5.0 L 

1993-1990; Lev-R-Vent Radiator Cap. 10335 20 

1993-1990; OE Type Radiator Cap. 10235 20 

1993-1990; OE Equivalent Fuel Cap. 10843 

1993-1990; Oil Filler Cap. 10079 

560SEC; 560SEL 

V-8 5.6 L 

1991-1986; Lev-R-Vent Radiator Cap. 10335 20 

1991 -1986; OE Type Radiator Cap. 10235 20 

1991-1986; OE Equivalent Fuel Cap. 10810 

1991-1986; Oil Filler Cap. 10079 

560SL 

V-8 5.6 L 

1989-1986; Lev-R-Vent Radiator Cap. 10335 20 

1989-1986; OE Type Radiator Cap. 10235 20 

1989-1986; OE Equivalent Fuel Cap. 10810 

1989-1986; Oil Filler Cap. 10079 

600 

V-8 386 

1972-1968; OE Type Radiator Cap. 10229 13 


V-8 386- Continued 

1972-1968; Lev-R-Vent Radiator Cap. 10329 13 

600SEC 

V-12 6.0 L 

1993; Lev-R-Vent Radiator Cap. 10335 20 

1993; OE Type Radiator Cap. 10235 20 

1993; OE Equivalent Fuel Cap. 10843 

1993; Oil Filler Cap. 10079 

600SEL 

V-12 6.0 L 

1993-1992; Lev-R-Vent Radiator Cap. 10335 20 

1993-1992; OE Type Radiator Cap. 10235 20 

1993-1992; OE Equivalent Fuel Cap. 10843 

1993-1992; Oil Filler Cap. 10079 

600SL 

V-12 6.0 L 

1993; Lev-R-Vent Radiator Cap. 10335 20 

1993; OE Type Radiator Cap. 10235 20 

1993; OE Equivalent Fuel Cap. 10843 

1993; Oil Filler Cap. 10079 

C220 

4-Cyl. 2.2 L 

1994; Lev-R-Vent Radiator Cap. 10335 20 

1994; OE Type Radiator Cap. 10235 20 

1994; OE Equivalent Fuel Cap. 10843 

1994; Oil Filler Cap. 10079 

C280 

6-Cvl. 2.8 L 

1994; Lev-R-Vent Radiator Cap. 10335 20 

1994; OE Type Radiator Cap. 10235 20 

1994; OE Equivalent Fuel Cap. 10843 

1994; Oil Filler Cap. 10079 

E320 

6-Cyl. 3.2 L 

1994; Lev-R-Vent Radiator Cap. 10335 20 

1994; OE Type Radiator Cap. 10235 20 

1994; OE Equivalent Fuel Cap. 10843 

1994; Oil Filler Cap. 10079 

E420 

V-8 4.2 L 

1994; Lev-R-Vent Radiator Cap. 10335 20 

1994; OE Type Radiator Cap. 10235 20 

1994; OE Equivalent Fuel Cap. 10810 

1994; Oil Filler Cap. 10079 

E500 

V-8 5.0 L 

1994; Lev-R-Vent Radiator Cap. 10335 20 

1994; OE Type Radiator Cap. 10235 20 

1994; OE Equivalent Fuel Cap. 10810 

1994; Oil Filler Cap. 10079 

S320 

6-Cyl. 3.2 L 

1994; Lev-R-Vent Radiator Cap. 10335 20 

1994; OE Type Radiator Cap. 10235 20 

1994; OE Equivalent Fuel Cap. 10843 

1994; Oil Filler Cap. 10079 

S350D 

6-Cyl. 3.5 L Diesel 

1994; Lev-R-Vent Radiator Cap. 10335 20 

1994; OE Type Radiator Cap. 10235 20 

1994; OE Equivalent Fuel Cap. 10843 

1994; Oil Filler Cap. 10079 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Mercedes-Benz - Continued 

Mercury - Continued 

S420 

Capri - Continued 


V-8 4.2 L 


Application 


Part 

Number 


PSI 


1994; Lev-R-Vent Radiator Cap. 10335 20 

1994; OE Type Radiator Cap. 10235 20 

1994; OE Equivalent Fuel Cap. 10843 

1994; Oil Filler Cap. 10079 

S500 

V-8 5.0 L 

1994; Lev-R-Vent Radiator Cap. 10335 20 

1994; OE Type Radiator Cap. 10235 20 

1994; OE Equivalent Fuel Cap. 10843 

1994; Oil Filler Cap. 10079 

S600 

V-12 6.0 L 

1994; Lev-R-Vent Radiator Cap. 10335 20 

1994; OE Type Radiator Cap. 10235 20 

1994; OE Equivalent Fuel Cap. 10843 

1994; Oil Filler Cap. 10079 

SL320 

6-Cvl. 3.2 L 

1994; Lev-R-Vent Radiator Cap. 10335 20 

1994; OE Type Radiator Cap. 10235 20 

1994; OE Equivalent Fuel Cap. 10843 

1994; Oil Filler Cap. 10079 

SL500 

V-8 5.0 L 

1994; Lev-R-Vent Radiator Cap. 10335 20 

1994; OE Type Radiator Cap. 10235 20 

1994; OE Equivalent Fuel Cap. 10843 

1994; Oil Filler Cap. 10079 

SL600 

V-12 6.0 L 

1994; Lev-R-Vent Radiator Cap. 10335 20 

1994; OE Type Radiator Cap. 10235 20 

1994; OE Equivalent Fuel Cap. 10843 


Mercury 


Bobcat 

4-Cvl. 140 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10733 

1979; Regular Locking Fuel Cap. 10559 

1979; Oil Breather Cap. 10086 

1978-1975; Lev-R-Vent Radiator Cap. 10329 13 

1978-1975; OE Type Radiator Cap. 10229 13 

1978-1975; OE Equivalent Fuel Cap. 10733 

1978-1975; Regular Locking Fuel Cap. 10559 

1978- 1975; Oil Breather Cap. 10071 

4-Cyl. 2.3 L 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10733 

1980; Regular Locking Fuel Cap. 10559 

1980; Oil Breather Cap. 10086 

V-6 171 

1979- 1975; Lev-R-Vent Radiator Cap. 10329 13 

1979-1975; OE Type Radiator Cap. 10229 13 

1979-1975; OE Equivalent Fuel Cap. 10733 

1979-1975; Regular Locking Fuel Cap. 10559 


Capri 

4-Cyl. 1.6 L 

1994-1991; Lev-R-Vent Radiator Cap. ✓10333 16 

1994-1991 ;OE Type Radiator Cap. 10233 16 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10082 


4-Cyl. 122 

1974-1971; Lev-R-Vent Radiator Cap. 10329 13 

1974-1971; OE Type Radiator Cap. 10229 13 

1974-1971; Regular Locking Fuel Cap. 10571 

4-Cyl. 140 

1979; Lev-R-Vent Radiator Cap; W/Turbo. 10330 16 

1979; OE Type Radiator Cap; W/Turbo. 10230 16 

1979; Lev-R-Vent Radiator Cap; W/O Turbo; W/OA.C. 10329 13 

1979; OE Type Radiator Cap; W/O Turbo; W/O A.C. 10229 13 

1979; Lev-R-Vent Radiator Cap; W/O Turbo; W/A.C. 10330 16 

1979; OE Type Radiator Cap; W/O Turbo; W/A.C. 10230 16 

1979; OE Equivalent Fuel Cap. 10810 

1979; Regular Locking Fuel Cap. 10582 

1979; Oil Breather Cap. 10086 

1977-1976; Lev-R-Vent Radiator Cap. 10329 13 

1977-1976; OE Type Radiator Cap. 10229 13 

1977-1976; Regular Locking Fuel Cap. 10580 

1977-1976; Oil Breather Cap. 10071 

4-Cyl. 2.3 L 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Breather Cap. 10094 

1985; Lev-R-Vent Radiator Cap. 10330 16 

1985; OE Type Radiator Cap. 10230 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Breather Cap. 10094 

1984; Lev-R-Vent Radiator Cap. 10330 16 

1984; OE Type Radiator Cap. 10230 16 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap; Eng. VIN W. 10087 

1984; Oil Breather Cap; Eng. VIN A. 10094 

1983; Lev-R-Vent Radiator Cap; Eng. VIN A; W/OA.C.; Early... 10329 13 

1983; OE Type Radiator Cap; Eng. VIN A; W/O A.C.; Early. 10229 13 

1983; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1983; OE Type Radiator Cap; W/A.C. 10231 16 

1983; Lev-R-Vent RadiatorCap; Eng. VIN W. 10331 16 

1983; OE Type Radiator Cap; Eng. VIN W. 10231 16 

1983; Lev-R-Vent Radiator Cap; W/O A.C.; Eng. VIN A; Late. 10330 16 

1983; OE Type Radiator Cap; W/OA.C.; Eng. VIN A; Late. 10230 16 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Oil Breather Cap. 10094 

1982; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1982; OE Type Radiator Cap; W/A.C. 10230 16 

1982; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1982; OE Type Radiator Cap; W/O A.C. 10229 13 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Breather Cap. 10094 

1981-1980; Lev-R-Vent RadiatorCap; W/A.C. 10330 16 

1981-1980; OE Type Radiator Cap; W/A.C. 10230 16 

1981-1980; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1981 -1980; OE Type Radiator Cap; W/O A.C. 10229 13 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10086 

4-Cyl. 98 

1972-1970; Lev-R-Vent Radiator Cap. 10329 13 

1972-1970; OE Type Radiator Cap. 10229 13 


✓ Check Hood Clearance prior to installing this Cap. 


215 




















































































































































Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


Mercury - Continued 


Capri - Continued 

4-Cyl. 98 - Continued 

1972- 1970; Regular Locking Fuel Cap. 10571 

6-Cvl. 200 

1979; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1979; OE Type Radiator Cap; W/A.C. 10230 

1979; Lev-R-Vent Radiator Cap; WO A.C. 10329 

1979; OE Type Radiator Cap; W O A.C. 10229 

1979; OE Equivalent Fuel Cap. 10810 

1979; Regular Locking Fuel Cap. 10582 

1979; Oil Breather Cap. 10071 

6-Cyl. 3.3 L 

1982; Lev-R-Vent Radiator Cap. 10330 

1982; OE Type Radiator Cap. 10230 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Breather Cap. 10071 

1981-1980; Lev-R-Vent Radiator Cap. 10330 

1981-1980; OE Type Radiator Cap. 10230 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10071 

V-6159 

1973- 1972; Lev-R-Vent Radiator Cap. 10329 

1973-1972; OE Type Radiator Cap. 10229 

1973-1972; Regular Locking Fuel Cap. 10571 

V-6 171 

1979; Lev-R-Vent Radiator Cap; W/A.C. 10330 

1979; OE Type Radiator Cap; W/A.C. 10230 

1979; Lev-R-Vent Radiator Cap; WO A.C. 10329 

1979; OE Type Radiator Cap; W/O A.C. 10229 

1979; OE Equivalent Fuel Cap. 10810 

1979; Regular Locking Fuel Cap. 10582 

1977-1976; Lev-R-Vent Radiator Cap. 10329 

1977-1976; OE Type Radiator Cap. 10229 

1977-1976; Regular Locking Fuel Cap. 10580 

1974; Lev-R-Vent Radiator Cap. 10329 

1974; OE Type Radiator Cap. 10229 

1974; Regular Locking Fuel Cap. 10571 

V-6 3.8 L 

1986; Lev-R-Vent Radiator Cap. 10331 

1986; OE Type Radiator Cap. 10231 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Breather Cap. 10094 

1985-1983; Lev-R-Vent Radiator Cap. 10330 

1985-1983; OE Type Radiator Cap. 10230 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Oil Breather Cap. 10094 

V-8 302 

1979; Lev-R-Vent Radiator Cap. 10330 

1979; OE Type Radiator Cap. 10230 

1979; OE Equivalent Fuel Cap. 10810 

1979; Regular Locking Fuel Cap. 10582 

1979; Oil Breather Cap. 10071 

V-8 4.2 L 

1982; Lev-R-Vent Radiator Cap. 10330 

1982; OE Type Radiator Cap. 10230 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Breather Cap. 10071 

1981-1980; Lev-R-Vent Radiator Cap. 10330 

1981-1980; OE Type Radiator Cap. 10230 

1981-1980; OE Equivalent Fuel Cap. 10810 


A PP |ication Number 


Mercury - Continued 


Capri - Continued 
V-8 4.2 L - Continued 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10071 

V-8 5.0 L 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10081 

1985-1982; Lev-R-Vent Radiator Cap. 10330 16 

1985-1982; OE Type Radiator Cap. 10230 16 

1985-1982; OE Equivalent Fuel Cap. 10817 

1985-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1982; Regular Locking Fuel Cap. 10591 

1985-1982; Pre-Vent Locking Fuel Cap. 10501 

1985-1982; Oil Breather Cap. 10071 


Colony Park 

V-8 400 

1974-1971; Lev-R-Vent Radiator Cap. 10329 13 

1974-1971 ;OE Type Radiator Cap. 10229 13 

1974-1971; OE Equivalent Fuel Cap. 10810 

1974-1971; Regular Locking Fuel Cap. 10582 

1974-1971; Oil Breather Cap. 10071 

V-8 429 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971; OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap. 10810 

1973-1971; Regular Locking Fuel Cap. 10582 

1973- 1971; Oil Breather Cap. 10071 

V-8 460 

1974- 1972; Lev-R-Vent Radiator Cap. 10329 13 

1974-1972; OE Type Radiator Cap. 10229 13 

1974-1972; OE Equivalent Fuel Cap. 10810 

1974-1972; Regular Locking Fuel Cap. 10582 

1974-1972; Oil Breather Cap. 10071 

V-8 5.0 L 

1991-1989; Lev-R-Vent Radiator Cap. 10331 16 

1991-1989; OE Type Radiator Cap. 10231 16 

1991-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1989; Pre-Vent Locking Fuel Cap. 10501 

1991-1989; Oil Filler Cap. 10081 

1988-1987; Lev-R-Vent Radiator Cap. 10331 16 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10081 

V-8 5.8 L (Canada) 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10081 

1987; Lev-R-Vent Radiator Cap. 10331 16 

1987; OE Type Radiator Cap. 10231 16 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Breather Cap. 10071 


Comet 

6-Cyl. 144 

1963-1960; Lev-R-Vent Radiator Cap. 10329 13 

1963-1960; OE Type Radiator Cap. 10229 13 

1963-1960; OE Equivalent Fuel Cap; Wagon. 10624 


PSI 

■ 

16 

16 

13 

13 

16 

16 

16 

16 

13 

13 

16 

16 

13 

13 

13 

13 

13 

13 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Mercury - Continued 

Comet - Continued 

6-Cvl. 144- Continued 



1963-1960; Regular Locking Fuel Cap; Wagon. 

. 10483 


6-Cyl. 170 



1972-1971; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1972-1971; OE Type Radiator Cap. 

. 10229 

13 

1972-1971; OE Equivalent Fuel Cap. 

. 10734 


1972-1971; Regular Locking Fuel Cap. 

. 10559 


1972-1971; Oil Breather Cap. 

. 10071 


1964; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1964; OE Type Radiator Cap. 

. 10229 

13 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10640 


1964; Regular Locking Fuel Cap; Exc. Wagon. 

. 10491 


1963-1961; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1963-1961; OE Type Radiator Cap. 

. 10229 

13 

1963-1961; OE Equivalent Fuel Cap; Wagon. 

. 10624 


1963-1961; Regular Locking Fuel Cap; Wagon. 

. 10483 


6-Cyl. 200 



1977-1971; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1977-1971; OE Type Radiator Cap. 

. 10229 

13 

1977-1971; OE Equivalent Fuel Cap. 

. 10734 


1977-1971; Regular Locking Fuel Cap. 

. 10559 


1977-1971; Oil Breather Cap. 

. 10071 


1968; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1968; OE Type Radiator Cap. 

. 10229 

13 

1968; OE Equivalent Fuel Cap; Wagon. 

. 10646 


1968; Regular Locking Fuel Cap; Wagon. 

. 10492 


1968; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10640 


1968; Regular Locking Fuel Cap; Exc. Wagon. 

. 10491 


1968; Oil Breather Cap. 

. 10071 


1967; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1967; OE Type Radiator Cap. 

. 10229 

13 

1967; OE Equivalent Fuel Cap; Wagon. 

. 10646 


1967; Regular Locking Fuel Cap; Wagon. 

. 10492 


1967; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10640 


1967; Regular Locking Fuel Cap; Exc. Wagon. 

. 10491 


1966; OE Equivalent Fuel Cap; Wagon. 

. 10646 


1966; Regular Locking Fuel Cap; Wagon. 

. 10492 


1966; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10640 


1966; Regular Locking Fuel Cap; Exc. Wagon. 

. 10491 


1965; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1965; OE Type Radiator Cap. 

. 10229 

13 

1965; OE Equivalent Fuel Cap; Wagon. 

. 10624 


1965; Regular Locking Fuel Cap; Wagon. 

. 10483 


1965; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10640 


1965; Regular Locking Fuel Cap; Exc. Wagon. 

. 10491 


1964; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1964; OE Type Radiator Cap. 

. 10229 

13 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10640 


1964; Regular Locking Fuel Cap; Exc. Wagon. 

. 10491 


6-Cyl. 250 



1977-1971; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1977-1971; OE Type Radiator Cap. 

. 10229 

13 

1977-1971; OE Equivalent Fuel Cap. 

. 10734 


1977-1971; Regular Locking Fuel Cap. 

. 10559 


1977-1971; Oil Breather Cap. 

. 10071 


1969; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1969; OE Type Radiator Cap. 

. 10229 

13 

1969; OE Equivalent Fuel Cap; Wagon. 

. 10646 


1969; Regular Locking Fuel Cap; Wagon. 

. 10492 


1969; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10640 


1969; Regular Locking Fuel Cap; Exc. Wagon. 

. 10491 


1969; Oil Breather Cap. 

. 10071 


V-8 260 



1963; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1963; OE Type Radiator Cap. 

. 10229 

13 

1963; OE Equivalent Fuel Cap; Wagon. 

. 10624 


1963; Regular Locking Fuel Cap; Wagon. 

. 10483 


V-8 289 



1967-1966; Lev-R-Vent Radiator Cap. 

. 10329 

13 

1967-1966; OE Type Radiator Cap. 

. 10229 

13 

1967-1966; OE Equivalent Fuel Cap; Wagon. 

. 10646 


1967-1966; Regular Locking Fuel Cap; Wagon. 

. 10492 



Application 


Part 

Number 


PSI 


Mercury - Continued 


Comet - Continued 

V-8 289 - Continued 

1967-1966; OE Equivalent Fuel Cap; Exc. Wagon .... 
1967-1966; Regular Locking Fuel Cap; Exc. Wagon . 

V-8 302 

1977-1971; Lev-R-Vent Radiator Cap. 

1977-1971; OE Type Radiator Cap. 

1977-1971; OE Equivalent Fuel Cap. 

1977-1971; Regular Locking Fuel Cap. 

1977-1971; Oil Breather Cap. 

1969-1968; Lev-R-Vent Radiator Cap. 

1969-1968; OE Type Radiator Cap. 

1969-1968; OE Equivalent Fuel Cap; Wagon. 

1969-1968; Regular Locking Fuel Cap; Wagon. 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon .... 
1969-1968; Regular Locking Fuel Cap; Exc. Wagon . 
1969-1968; Oil Breather Cap. 

V-8 351 

1969; Lev-R-Vent Radiator Cap. 

1969; OE Type Radiator Cap. 

1969; OE Equivalent Fuel Cap; Wagon. 

1969; Regular Locking Fuel Cap; Wagon. 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 

1969; Regular Locking Fuel Cap; Exc. Wagon. 

1969; Oil Breather Cap. 

V-8 390 

1969-1968; Lev-R-Vent Radiator Cap. 

1969-1968; OE Type Radiator Cap. 

1969-1968; OE Equivalent Fuel Cap; Wagon. 

1969-1968; Regular Locking Fuel Cap; Wagon. 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon .... 
1969-1968; Regular Locking Fuel Cap; Exc. Wagon . 

1969-1968; Oil Breather Cap. 

1967-1966; Lev-R-Vent Radiator Cap. 

1967-1966; OE Type Radiator Cap. 

1967-1966; OE Equivalent Fuel Cap; Wagon. 

1967-1966; Regular Locking Fuel Cap; Wagon. 

1967-1966; OE Equivalent Fuel Cap; Exc. Wagon .... 
1967-1966; Regular Locking Fuel Cap; Exc. Wagon . 

V-8 428 

1968; Lev-R-Vent Radiator Cap. 

1968; OE Type Radiator Cap. 

1968; OE Equivalent Fuel Cap. 

1968; Regular Locking Fuel Cap. 

1968; Oil Breather Cap. 


Cougar 


4-Cyl. 2.3 L 

1986; Lev-R-Vent Radiator Cap. 

1986; OE Type Radiator Cap. 

1986; OE Equivalent Fuel Cap. 

1986; Pre-Vent Non-Locking Fuel Cap. 

1986; Regular Locking Fuel Cap. 

1986; Pre-Vent Locking Fuel Cap. 

1986; Oil Filler Cap. 

1985-1984; Lev-R-Vent Radiator Cap. 

1985-1984; OE Type Radiator Cap. 

1985-1984; OE Equivalent Fuel Cap. 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 

1985-1984; Regular Locking Fuel Cap. 

1985-1984; Pre-Vent Locking Fuel Cap. 

1985-1984; Oil Filler Cap. 

1982; Lev-R-Vent Radiator Cap. 

1982; OE Type Radiator Cap. 

1982; OE Equivalent Fuel Cap -On Fuel Cap; W/Cam-On Fuel 

Cap. 

1982; Regular Locking Fuel Cap -On Fuel Cap; W/Cam-On Fuel 

Cap. 

1982; OE Equivalent Fuel Cap; W/Threaded Fuel Cap. 

1982; Pre-Vent Non-Locking Fuel Cap; W/Threaded Fuel Cap ... 

1982; Regular Locking Fuel Cap; W/Threaded Fuel Cap. 

1982; Pre-Vent Locking Fuel Cap; W/Threaded Fuel Cap. 

1981; Lev-R-Vent Radiator Cap. 

1981; OE Type Radiator Cap. 


10640 


10491 


10329 

13 

10229 

13 

10734 


10559 


10071 


10329 

13 

10229 

13 

10646 


10492 


10640 


10491 


10071 


10329 

13 

10229 

13 

10646 


10492 


10640 


10491 


10071 


10329 

13 

10229 

13 

10646 


10492 


10640 


10491 


10071 


10329 

13 

10229 

13 

10646 


10492 


10640 


10491 


10329 

13 

10229 

13 

10640 


10491 


10071 



10331 

16 

10231 

16 

10817 


10819 


10591 


10501 


10081 


10330 

16 

10230 

16 

10817 


10819 


10591 


10501 


10087 


10330 

16 

10230 

16 

10810 


10582 


10817 


10819 


10591 


10501 


10330 

16 

10230 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application Number PSI 

Application Humber PSI 

Mercury - Continued 

Mercury - Continued 

Cougar - Continued 

Cyclone 


V-8 400 - Continued 

1978-1976; OE Equivalent Fuel Cap. 10810 

1978-1976; Regular Locking Fuel Cap. 10582 

1978-1976; Oil Breather Cap. 10071 

1975-1974; Lev-R-Vent Radiator Cap. 10329 13 

1975-1974; OE Type Radiator Cap. 10229 13 

1975-1974; OE Equivalent Fuel Cap. 10810 

1975-1974; Regular Locking Fuel Cap. 10582 

1975-1974; Oil Breather Cap. 10071 

V-8 427 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap. 10640 

1968; Regular Locking Fuel Cap. 10491 

1968; Oil Breather Cap. 10071 

V-8 428 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10632 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10571 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10640 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Breather Cap. 10071 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; OE Equivalent Fuel Cap. 10640 

1969-1968; Regular Locking Fuel Cap. 10491 

1969-1968; Oil Breather Cap. 10071 

V-8 429 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10810 

1971; Regular Locking Fuel Cap. 10582 

1971; Oil Breather Cap. 10071 

V-8 460 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10810 

1976; Regular Locking Fuel Cap. 10582 

1976; Oil Breather Cap. 10071 

1975-1974; Lev-R-Vent Radiator Cap. 10329 13 

1975-1974; OE Type Radiator Cap. 10229 13 

1975-1974; OE Equivalent Fuel Cap. 10810 

1975-1974; Regular Locking Fuel Cap. 10582 

1975-1974; Oil Breather Cap. 10071 

V-8 5.0 L 

1993-1991; Lev-R-Vent Radiator Cap. ✓10333 16 

1993-1991; OE Type Radiator Cap. 10233 16 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Oil Filler Cap. 10081 

1988-1986; Lev-R-Vent Radiator Cap. 10331 16 

1988-1986; OE Type Radiator Cap. 10231 16 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10081 

1985-1983; Lev-R-Vent Radiator Cap. 10330 16 

1985-1983; OE Type Radiator Cap. 10230 16 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Oil Breather Cap. 10071 

1981-1980; Lev-R-Vent Radiator Cap. 10330 16 

1981-1980; OE Type Radiator Cap. 10230 16 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10071 


V-8 302 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10810 

1971; Regular Locking Fuel Cap. 10582 

1971; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

V-8 351 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10810 

1971; Regular Locking Fuel Cap. 10582 

1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

V-8 390; V-8 428 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

V-8 429 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10810 

1971; Regular Locking Fuel Cap. 10582 

1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; Oil Breather Cap. 10071 


Grand Marquis 

V-8 302 

1979; Lev-R-Vent Radiator Cap. 10330 16 

1979; OE Type Radiator Cap. 10230 16 

1979; OE Equivalent Fuel Cap. 10810 

1979; Regular Locking Fuel Cap. 10582 

1979; Oil Breather Cap. 10071 

V-8 351 

1979-1978; Lev-R-Vent Radiator Cap. 10330 16 

1979-1978; OE Type Radiator Cap. 10230 16 

1979-1978; OE Equivalent Fuel Cap. 10810 

1979-1978; Regular Locking Fuel Cap. 10582 

1979-1978; Oil Breather Cap. 10071 

V-8 4.2 L 

1982-1981; Lev-R-Vent Radiator Cap. 10330 16 

1982-1981 ;OE Type Radiator Cap. 10230 16 

1982-1981; OE Equivalent Fuel Cap. 10810 

1982-1981; Regular Locking Fuel Cap. 10582 

1982-1981; Oil Breather Cap. 10071 

V-8 4.6 L 

1994-1993; OE Type Radiator Cap. 10238 16 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10081 

1992; Lev-R-Vent Radiator Cap. 10330 16 

1992; OE Type Radiator Cap. 10230 16 

1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1992; Pre-Vent Locking Fuel Cap. 10501 

1992; Oil Filler Cap. 10081 

V-8 400; V-8 460 

1978-1976; Lev-R-Vent Radiator Cap. 10330 16 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number PSI 

Application Number PSI 

Mercury - Continued 

Mercury - Continued 

Grand Marquis - Continued 

Lynx 


V-8 400; V-8 460 - Continued 

1978-1976; OE Type Radiator Cap. 10230 16 

1978-1976; OE Equivalent Fuel Cap. 10810 

1978-1976; Regular Locking Fuel Cap. 10582 

1978-1976; Oil Breather Cap. 10071 

1975; Lev-R-Vent Radiator Cap. 10329 13 

1975; OE Type Radiator Cap. 10229 13 

1975; OE Equivalent Fuel Cap. 10810 

1975; Regular Locking Fuel Cap. 10582 

1975; Oil Breather Cap. 10071 

V-8 5.0 L 

1991-1989; Lev-R-Vent Radiator Cap. 10331 16 

1991-1989; OE Type Radiator Cap. 10231 16 

1991-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1989; Pre-Vent Locking Fuel Cap. 10501 

1991-1989; Oil Filler Cap. 10081 

1988-1986; Lev-R-Vent Radiator Cap. 10331 16 

1988-1986; OE Type Radiator Cap. 10231 16 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10081 

1985-1980; Lev-R-Vent Radiator Cap. 10330 16 

1985-1980; OE Type Radiator Cap. 10230 16 

1985-1980; OE Equivalent Fuel Cap. 10810 

1985-1980; Regular Locking Fuel Cap. 10582 

1985-1980; Oil Breather Cap. 10071 

V-8 5.8 L 

1981-1980; Lev-R-Vent Radiator Cap. 10330 16 

1981-1980; OE Type Radiator Cap. 10230 16 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10071 

V-8 5.8 L (Canada) 

1989; Lev-R-Vent Radiator Cap. 10331 16 

1989; OE Type Radiator Cap. 10231 16 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap. 10081 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10081 

1987-1986; Lev-R-Vent Radiator Cap. 10331 16 

1987-1986; OE Type Radiator Cap. 10231 16 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; Oil Breather Cap. 10071 

1984-1983; Lev-R-Vent Radiator Cap. 10330 16 

1984-1983; OE Type Radiator Cap. 10230 16 

1982; Lev-R-Vent Radiator Cap. 10330 16 

1982; OE Type Radiator Cap. 10230 16 

1982; OE Equivalent Fuel Cap. 10810 

1982; Regular Locking Fuel Cap. 10582 

1982; Oil Breather Cap. 10071 

LN7 

4-Cyl. 1.6 L 

1983-1982; Lev-R-Vent Radiator Cap. 10330 16 

1983-1982; OE Type Radiator Cap. 10230 16 

1983-1982; OE Equivalent Fuel Cap. 10817 

1983-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1982; Regular Locking Fuel Cap. 10591 

1983-1982; Pre-Vent Locking Fuel Cap. 10501 

1983-1982; Oil Filler Cap. 10087 


4-Cyl. 1.6 L 

1985-1981; Lev-R-Vent Radiator Cap. 10330 16 

1985-1981; OE Type Radiator Cap. 10230 16 

1985-1981; OE Equivalent Fuel Cap. 10817 

1985-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1981; Regular Locking Fuel Cap. 10591 

1985-1981; Pre-Vent Locking Fuel Cap. 10501 

1985-1981; Oil Filler Cap. 10087 

4-Cyl. 1.9 L 

1987-1986; Lev-R-Vent Radiator Cap. 10331 16 

1987-1986; OE Type Radiator Cap. 10231 16 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; Oil Filler Cap. 10081 

1985; Lev-R-Vent Radiator Cap. 10330 16 

1985; OE Type Radiator Cap. 10230 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10081 

4-Cyl. 2.0 L Diesel 

1987-1986; Lev-R-Vent Radiator Cap. 10331 16 

1987-1986; OE Type Radiator Cap. 10231 16 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Diesel Regular Non-Locking Fuel Cap. 10830D 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Diesel Regular Locking Fuel Cap. 10591D 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1987-1986; Oil Filler Cap. 10082 

1985-1984; Lev-R-Vent Radiator Cap. 10330 16 

1985-1984; OE Type Radiator Cap. 10230 16 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Diesel Regular Locking Fuel Cap. 10591D 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1985-1984; Oil Filler Cap. 10082 


Marquis 

4-Cyl. 2.3 L 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Breather Cap. 10094 

1985-1984; Lev-R-Vent Radiator Cap. 10330 16 

1985-1984; OE Type Radiator Cap. 10230 16 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Oil Breather Cap. 10094 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Oil Breather Cap. 10094 

6-Cyl. 3.3 L 

1983; Lev-R-Vent Radiator Cap. 10330 16 

1983; OE Type Radiator Cap. 10230 16 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number PSI 

Application Number PSI 

Mercury - Continued 

Mercury - Continued 

Marquis - Continued 

Marquis - Continued 


6-Cvl. 3.3 L- Continued 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Oil Breather Cap. 10071 

V-6 3.8 L 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Breather Cap. 10094 

1985-1983; Lev-R-Vent Radiator Cap. 10330 16 

1985-1983; OE Type Radiator Cap. 10230 16 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Oil Breather Cap. 10094 

V-8 302 

1979; Lev-R-Vent Radiator Cap. 10330 16 

1979; OE Type Radiator Cap. 10230 16 

1979; OE Equivalent Fuel Cap. 10810 

1979; Regular Locking Fuel Cap. 10582 

1979; Oil Breather Cap. 10071 

V-8 351 

1979-1978; Lev-R-Vent Radiator Cap. 10330 16 

1979-1978; OE Type Radiator Cap. 10230 16 

1979-1978; OE Equivalent Fuel Cap. 10810 

1979-1978; Regular Locking Fuel Cap. 10582 

1979-1978; Oil Breather Cap. 10071 

V-8 390 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10632 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10571 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10640 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Breather Cap. 10071 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

1969-1968; OE Equivalent Fuel Cap. 10640 

1969-1968; Regular Locking Fuel Cap. 10491 

1969-1968; Oil Breather Cap. 10071 

V-8 4.2 L 

1982-1981; Lev-R-Vent Radiator Cap. 10330 16 

1982-1981; OE Type Radiator Cap. 10230 16 

1982-1981; OE Equivalent Fuel Cap. 10810 

1982-1981; Regular Locking Fuel Cap. 10582 

1982-1981; Oil Breather Cap. 10071 

V-8 400 

1978-1976; Lev-R-Vent Radiator Cap. 10330 16 

1978-1976; OE Type Radiator Cap. 10230 16 

1978-1976; OE Equivalent Fuel Cap. 10810 

1978-1976; Regular Locking Fuel Cap. 10582 

1978-1976; Oil Breather Cap. 10071 

1975-1971; Lev-R-Vent Radiator Cap. 10329 13 

1975-1971; OE Type Radiator Cap. 10229 13 

1975-1971; OE Equivalent Fuel Cap. 10810 

1975-1971; Regular Locking Fuel Cap. 10582 

1975-1971; Oil Breather Cap. 10071 

V-8 410; V-8 427 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap. 10640 

1967; Regular Locking Fuel Cap. 10491 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

V-8 428 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 


V-8 428 - Continued 

1969-1968; OE Equivalent Fuel Cap. 10640 

1969-1968; Regular Locking Fuel Cap. 10491 

1969-1968; Oil Breather Cap. 10071 

1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap. 10640 

1967; Regular Locking Fuel Cap. 10491 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

V-8 429 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971 ;OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap. 10810 

1973-1971; Regular Locking Fuel Cap. 10582 

1973-1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10632 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10571 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10640 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

V-8 460 

1978-1976; Lev-R-Vent Radiator Cap. 10330 16 

1978-1976; OE Type Radiator Cap. 10230 16 

1978-1976; OE Equivalent Fuel Cap. 10810 

1978-1976; Regular Locking Fuel Cap. 10582 

1978-1976; Oil Breather Cap. 10071 

1975-1972; Lev-R-Vent Radiator Cap. 10329 13 

1975-1972; OE Type Radiator Cap. 10229 13 

1975-1972; OE Equivalent Fuel Cap. 10810 

1975-1972; Regular Locking Fuel Cap. 10582 

1975-1972; Oil Breather Cap. 10071 

V-8 5.0 L 

1982-1980; Lev-R-Vent Radiator Cap. 10330 16 

1982-1980; OE Type Radiator Cap. 10230 16 

1982-1980; OE Equivalent Fuel Cap. 10810 

1982-1980; Regular Locking Fuel Cap. 10582 

1982-1980; Oil Breather Cap. 10071 

V-8 5.0 L (Canada) 

1985; Lev-R-Vent Radiator Cap. 10330 16 

1985; OE Type Radiator Cap. 10230 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

V-8 5.8 L 

1981-1980; Lev-R-Vent Radiator Cap. 10330 16 

1981-1980; OE Type Radiator Cap. 10230 16 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10071 

V-8 5.8 L (Canada) 

1982; Lev-R-Vent Radiator Cap. 10330 16 

1982; OE Type Radiator Cap. 10230 16 

1982; OE Equivalent Fuel Cap. 10810 

1982; Regular Locking Fuel Cap. 10582 

1982; Oil Breather Cap. 10071 


Mercury 

v-8 239 

1948-1946; OE Equivalent Fuel Cap. 10625 

V-8 255 

1949; OE Equivalent Fuel Cap. 10623 

1949; Regular Locking Fuel Cap. 10491 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Mercury - Continued 

Mercury - Continued 

Meteor 

Monarch - Continued 


Application 


Part 

Number 


PSI 


6-Cvl. 170 

1963; Lev-R-Vent Radiator Cap. 10329 13 

1963; OE Type Radiator Cap. 10229 13 

1963; OE Equivalent Fuel Cap; Wagon. 10624 

1963; Regular Locking Fuel Cap; Wagon. 10483 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap; W/Calif. Emission System. 10070 

1963; Oil Breather Cap; W/O Calif. Emission System. 10061 

1962; Lev-R-Vent Radiator Cap. 10329 13 

1962; OE Type Radiator Cap. 10229 13 

1962; OE Equivalent Fuel Cap. 10646 

1962; Regular Locking Fuel Cap. 10492 

1962; Oil Breather Cap; W/Calif. Emission System. 10070 

1962; Oil Breather Cap; W/O Calif. Emission System. 10061 

6-Cyl. 223 

1961; Lev-R-Vent Radiator Cap. 10329 13 

1961; OE Type Radiator Cap. 10229 13 

1961; Oil Breather Cap; W/Calif. Emission System. 10070 

1961; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 221; V-8 260 

1963; Lev-R-Vent Radiator Cap. 10329 13 

1963; OE Type Radiator Cap. 10229 13 

1963; OE Equivalent Fuel Cap; Wagon. 10624 

1963; Regular Locking Fuel Cap; Wagon. 10483 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap; W/Calif. Emission System. 10070 

1963; Oil Breather Cap; W/O Calif. Emission System. 10061 

1962; Lev-R-Vent Radiator Cap. 10329 13 

1962; OE Type Radiator Cap. 10229 13 

1962; OE Equivalent Fuel Cap. 10646 

1962; Regular Locking Fuel Cap. 10492 

1962; Oil Breather Cap; W/Calif. Emission System. 10070 

1962; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 292 

1961; Lev-R-Vent Radiator Cap. 10329 13 

1961; OE Type Radiator Cap. 10229 13 

1961; Oil Breather Cap; W/Calif. Emission System. 10070 

1961; Oil Breather Cap; W/O Calif. Emission System. 10061 


Monarch 
6-Cyl. 200 

1977-1976; Lev-R-Vent Radiator Cap. 10330 16 

1977-1976; OE Type Radiator Cap. 10230 16 

1977-1976; OE Equivalent Fuel Cap. 10810 

1977-1976; Regular Locking Fuel Cap. 10582 

1977-1976; Oil Breather Cap. 10071 

1975; Lev-R-Vent Radiator Cap. 10329 13 

1975; OE Type Radiator Cap. 10229 13 

1975; OE Equivalent Fuel Cap. 10810 

1975; Regular Locking Fuel Cap. 10582 

1975; Oil Breather Cap. 10071 

6-Cyl. 250 

1979-1976; Lev-R-Vent Radiator Cap. 10330 16 

1979-1976; OE Type Radiator Cap. 10230 16 

1979-1976; OE Equivalent Fuel Cap. 10810 

1979-1976; Regular Locking Fuel Cap. 10582 

1979-1976; Oil Breather Cap. 10071 

1975; Lev-R-Vent Radiator Cap. 10329 13 

1975; OE Type Radiator Cap. 10229 13 

1975; OE Equivalent Fuel Cap. 10810 

1975; Regular Locking Fuel Cap. 10582 

1975; Oil Breather Cap. 10071 

6-Cyl. 4.1 L 

1980; Lev-R-Vent Radiator Cap. 10330 16 

1980; OE Type Radiator Cap. 10230 16 

1980; OE Equivalent Fuel Cap. 10810 

1980; Regular Locking Fuel Cap. 10582 

1980; Oil Breather Cap. 10071 

V-8 302 

1979-1976; Lev-R-Vent Radiator Cap. 10330 16 


V-8 302 - Continued 

1979-1976; OE Type Radiator Cap. 10230 16 

1979-1976; OE Equivalent Fuel Cap. 10810 

1979-1976; Regular Locking Fuel Cap. 10582 

1979-1976; Oil Breather Cap. 10071 

1975; Lev-R-Vent Radiator Cap. 10329 13 

1975; OE Type Radiator Cap. 10229 13 

1975; OE Equivalent Fuel Cap. 10810 

1975; Regular Locking Fuel Cap. 10582 

1975; Oil Breather Cap. 10071 

V-8 351 

1977-1976; Lev-R-Vent Radiator Cap. 10330 16 

1977-1976; OE Type Radiator Cap. 10230 16 

1977-1976; OE Equivalent Fuel Cap. 10810 

1977-1976; Regular Locking Fuel Cap. 10582 

1977-1976; Oil Breather Cap. 10071 

1975; Lev-R-Vent Radiator Cap. 10329 13 

1975; OE Type Radiator Cap. 10229 13 

1975; OE Equivalent Fuel Cap. 10810 

1975; Regular Locking Fuel Cap. 10582 

1975; Oil Breather Cap. 10071 

V-8 4.2 L 

1980; Lev-R-Vent Radiator Cap. 10330 16 

1980; OE Type Radiator Cap. 10230 16 

1980; OE Equivalent Fuel Cap. 10810 

1980; Regular Locking Fuel Cap. 10582 

1980; Oil Breather Cap. 10071 

V-8 5.0 L 

1980; Lev-R-Vent Radiator Cap. 10330 16 

1980; OE Type Radiator Cap. 10230 16 

1980; OE Equivalent Fuel Cap. 10810 

1980; Regular Locking Fuel Cap. 10582 

1980; Oil Breather Cap. 10071 


Montclair 
V-8 368 

1957; Lev-R-Vent Radiator Cap. 10329 13 

1957; OE Type Radiator Cap. 10229 13 

1957; OE Equivalent Fuel Cap; Wagon. 10623 

1957; Regular Locking Fuel Cap; Wagon. 10491 

V-8 383 

1959; Lev-R-Vent Radiator Cap. 10329 13 

1959; OE Type Radiator Cap. 10229 13 

1959; OE Equivalent Fuel Cap. 10646 

1959; Regular Locking Fuel Cap. 10492 

1958; OE Equivalent Fuel Cap; Wagon. 10623 

1958; Regular Locking Fuel Cap; Wagon. 10491 

V-8 430 

I960; Lev-R-Vent Radiator Cap. 10329 13 

1960; OE Type Radiator Cap. 10229 13 


Montego 

6-Cyl. 200 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1968; Oil Breather Cap. 10071 

6-Cyl. 250 

1974-1971; Lev-R-Vent Radiator Cap. 10329 13 

1974-1971; OE Type Radiator Cap. 10229 13 

1974-1971; OE Equivalent Fuel Cap. 10810 

1974-1971; Regular Locking Fuel Cap. 10582 

1974-1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10571 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number PSI 

Application Number PSI 

Mercury - Continued 

Mercury - Continued 

Montego - Continued 

Montego - Continued 


6-Cyl. 250 - Continued 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

V-8 302 

1974-1971; Lev-R-Vent Radiator Cap. 10329 13 

1974-1971 ;OE Type Radiator Cap. 10229 13 

1974-1971; OE Equivalent Fuel Cap. 10810 

1974-1971; Regular Locking Fuel Cap. 10582 

1974- 1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10632 

1970; Regular Lockinq Fuel Cap; Waqon; W/Calif. Emission 

System. 10571 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1968; Oil Breather Cap. 10071 

V-8 351 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10810 

1976; Regular Locking Fuel Cap. 10582 

1976; Oil Breather Cap. 10071 

1975- 1971; Lev-R-Vent Radiator Cap. 10329 13 

1975-1971; OE Type Radiator Cap. 10229 13 

1975-1971; OE Equivalent Fuel Cap. 10810 

1975-1971; Regular Locking Fuel Cap. 10582 

1975-1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10632 

1970; Reqular Lockinq Fuel Cap; Waqon; W/Calif. Emission 

System. 10571 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 


V-8 390 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1968; Oil Breather Cap. 10071 

V-8 400 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10810 

1976; Regular Locking Fuel Cap. 10582 

1976; Oil Breather Cap. 10071 

1975-1972; Lev-R-Vent Radiator Cap. 10329 13 

1975-1972; OE Type Radiator Cap. 10229 13 

1975-1972; OE Equivalent Fuel Cap. 10810 

1975-1972; Regular Locking Fuel Cap. 10582 

1975-1972; Oil Breather Cap. 10071 

V-8 428 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1968; Oil Breather Cap. 10071 

V-8 429 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971; OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap. 10810 

1973-1971; Regular Locking Fuel Cap. 10582 

1973-1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10571 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Breather Cap. 10071 

V-8 460 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10810 

1976; Regular Locking Fuel Cap. 10582 

1976; Oil Breather Cap. 10071 

1975-1973; Lev-R-Vent Radiator Cap. 10329 13 

1975-1973; OE Type Radiator Cap. 10229 13 

1975-1973; OE Equivalent Fuel Cap. 10810 

1975-1973; Regular Locking Fuel Cap. 10582 

1975-1973; Oil Breather Cap. 10071 


Monterey 

6-Cvl. 223 

1962; Lev-R-Vent Radiator Cap. 10329 13 

1962; OE Type Radiator Cap. 10229 13 

1962; OE Equivalent Fuel Cap; Wagon. 10640 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication N umber PSI 

A PP' ication Number PSI 

Mercury - Continued 

Mercury - Continued 

Monterey - Continued 

Monterey - Continued 


6-Cyl. 223 - Continued 

1962; Regular Locking Fuel Cap; Wagon. 10491 

1962; Oil Breather Cap. 10061 

V-8 255 

1953; OE Type Radiator Cap; Early. 10206 7 

1953; Lev-R-Vent Radiator Cap; Late. 10329 13 

1953; OE Type Radiator Cap; Late. 10229 13 

1953; OE Equivalent Fuel Cap; Wagon. 10623 

1953; Regular Locking Fuel Cap; Wagon. 10491 

1953; OE Equivalent Fuel Cap; Exc. Wagon; Early. 10623 

1953; Regular Locking Fuel Cap; Exc. Wagon; Early. 10491 

1953; Oil Breather Cap. 10061 

1952-1951 ;OE Type Radiator Cap. 10206 7 

1952-1951; OE Equivalent Fuel Cap. 10623 

1952-1951; Regular Locking Fuel Cap. 10491 

1952-1951; Oil Breather Cap. 10061 

1950; OE Equivalent Fuel Cap. 10623 

1950; Regular Locking Fuel Cap. 10491 

1950; Oil Breather Cap. 10061 

V-8 256 

1954; Lev-R-Vent Radiator Cap. 10329 13 

1954; OE Type Radiator Cap. 10229 13 

1954; OE Equivalent Fuel Cap; Wagon. 10623 

1954; Regular Locking Fuel Cap; Wagon. 10491 

1954; Oil Breather Cap. 10061 

V-8 292 

1962-1961; Lev-R-Vent Radiator Cap. 10329 13 

1962-1961 ;OE Type Radiator Cap. 10229 13 

1962-1961; OE Equivalent Fuel Cap; Wagon. 10640 

1962-1961; Regular Locking Fuel Cap; Wagon. 10491 

1962-1961; Oil Breather Cap. 10061 

1955; Lev-R-Vent Radiator Cap. 10329 13 

1955; OE Type Radiator Cap. 10229 13 

1955; OE Equivalent Fuel Cap; Wagon. 10623 

1955; Regular Locking Fuel Cap; Wagon. 10491 

1955; Oil Breather Cap. 10061 

V-8 312 

I960; Lev-R-Vent Radiator Cap. 10329 13 

1960; OE Type Radiator Cap. 10229 13 

1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1960; Oil Breather Cap. 10061 

1959; Lev-R-Vent Radiator Cap. 10329 13 

1959; OE Type Radiator Cap. 10229 13 

1959; OE Equivalent Fuel Cap. 10646 

1959; Regular Locking Fuel Cap. 10492 

1959; Oil Breather Cap. 10061 

1957-1956; Lev-R-Vent Radiator Cap. 10329 13 

1957-1956; OE Type Radiator Cap. 10229 13 

1957-1956; OE Equivalent Fuel Cap; Wagon. 10623 

1957-1956; Regular Locking Fuel Cap; Wagon. 10491 

1957-1956; Oil Breather Cap. 10061 

V-8 351 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971; OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap. 10810 

1973-1971; Regular Locking Fuel Cap. 10582 

1973-1971; Oil Breather Cap. 10071 

V-8 352 

1962-1961; Lev-R-Vent Radiator Cap. 10329 13 

1962-1961 ;OE Type Radiator Cap. 10229 13 

1962-1961; OE Equivalent Fuel Cap; Wagon. 10640 

1962-1961; Regular Locking Fuel Cap; Wagon. 10491 

1962-1961; Oil Breather Cap. 10061 

V-8 368 

1957; Lev-R-Vent Radiator Cap. 10329 13 

1957; OE Type Radiator Cap. 10229 13 

1957; OE Equivalent Fuel Cap; Wagon. 10623 

1957; Regular Locking Fuel Cap; Wagon. 10491 

V-8 383 

I960; Lev-R-Vent Radiator Cap. 10329 13 


V-8 383 - Continued 

I960; OE Type Radiator Cap. 10229 13 

1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1960; Oil Breather Cap. 10061 

1959; Lev-R-Vent Radiator Cap. 10329 13 

1959; OE Type Radiator Cap. 10229 13 

1959; OE Equivalent Fuel Cap. 10646 

1959; Regular Locking Fuel Cap. 10492 

1959; Oil Breather Cap. 10061 

1958; Lev-R-Vent Radiator Cap. 10329 13 

1958; OE Type Radiator Cap. 10229 13 

1958; Oil Breather Cap. 10061 

V-8 390 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10632 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10571 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System 10640 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1968; Oil Breather Cap. 10071 

1967-1965; Lev-R-Vent Radiator Cap. 10329 13 

1967-1965; OE Type Radiator Cap. 10229 13 

1967-1965; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1965; Regular Locking Fuel Cap; Wagon. 10492 

1967-1965; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1967-1965; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1967-1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap. 10640 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1961; Lev-R-Vent Radiator Cap. 10329 13 

1963-1961; OE Type Radiator Cap. 10229 13 

1963-1961; OE Equivalent Fuel Cap; Wagon. 10640 

1963-1961; Regular Locking Fuel Cap; Wagon. 10491 

1963-1961; Oil Breather Cap. 10061 

V-8 400 

1974-1971; Lev-R-Vent Radiator Cap. 10329 13 

1974-1971 ;OE Type Radiator Cap. 10229 13 

1974-1971; OE Equivalent Fuel Cap. 10810 

1974-1971; Regular Locking Fuel Cap. 10582 

1974-1971; Oil Breather Cap. 10071 

V-8 406 

1963; Lev-R-Vent Radiator Cap. 10329 13 

1963; OE Type Radiator Cap. 10229 13 

1963; OE Equivalent Fuel Cap; Wagon. 10640 

1963; Regular Locking Fuel Cap; Wagon. 10491 

1963; Oil Breather Cap. 10061 

V-8 410 

1967-1966; Lev-R-Vent Radiator Cap. 10329 13 

1967-1966; OE Type Radiator Cap. 10229 13 

1967-1966; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1966; Regular Locking Fuel Cap; Wagon. 10492 

1967-1966; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1967-1966; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1967-1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Calif. Emission System. 10064 


224 








































































































































Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application Number PSI 

Application Number PSI 

Mercury - Continued 

Mercury - Continued 

Monterey - Continued 

Monterey - Continued 


V-8 427 


1967; Lev-R-Vent Radiator Cap. 10329 13 

1967; OE Type Radiator Cap. 10229 13 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10064 

1965; Lev-R-Vent Radiator Cap. 10329 13 

1965; OE Type Radiator Cap. 10229 13 

1965; OE Equivalent Fuel Cap; Wagon. 10646 

1965; Regular Locking Fuel Cap; Wagon. 10492 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap. 10640 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 428 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1968; Oil Breather Cap. 10071 

1967-1966; Lev-R-Vent Radiator Cap. 10329 13 

1967-1966; OE Type Radiator Cap. 10229 13 

1967-1966; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1966; Regular Locking Fuel Cap; Wagon. 10492 

1967-1966; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1967-1966; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1967-1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Calif. Emission System. 10064 

V-8 429 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971; OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap. 10810 

1973-1971; Regular Locking Fuel Cap. 10582 

1973-1971; Oil Breather Cap. 10071 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10632 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10571 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10640 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Breather Cap. 10071 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10640 

1969; Regular Locking Fuel Cap. 10491 

1969; Oil Breather Cap. 10071 

V-8 430 

1960; Lev-R-Vent Radiator Cap. 10329 13 

1960; OE Type Radiator Cap. 10229 13 

1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1960; Oil Breather Cap. 10061 

1959; Lev-R-Vent Radiator Cap. 10329 13 

1959; OE Type Radiator Cap. 10229 13 

1959; OE Equivalent Fuel Cap. 10646 

1959; Regular Locking Fuel Cap. 10492 

1959; Oil Breather Cap. 10061 


V-8 460 

1974-1972; Lev-R-Vent Radiator Cap. 10329 13 

1974-1972; OE Type Radiator Cap. 10229 13 

1974-1972; OE Equivalent Fuel Cap. 10810 

1974-1972; Regular Locking Fuel Cap. 10582 

1974-1972; Oil Breather Cap. 10071 

Sable 

4-Cyl. 2.5 L 

1986; Lev-R-Vent Radiator Cap. 10330 16 

1986; OE Type Radiator Cap. 10230 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10100 

V-6 3.0 L 

1994-1989; Lev-R-Vent Radiator Cap. 10330 16 

1994-1989; OE Type Radiator Cap. 10230 16 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10081 

1988-1986; Lev-R-Vent Radiator Cap. 10330 16 

1988-1986; OE Type Radiator Cap. 10230 16 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10081 

V-6 3.8 L 

1994-1989; Lev-R-Vent Radiator Cap. 10330 16 

1994-1989; OE Type Radiator Cap. 10230 16 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10081 

1988; Lev-R-Vent Radiator Cap. 10330 16 

1988; OE Type Radiator Cap. 10230 16 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10081 


Topaz 

4-Cvl. 2.0 L Diesel 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Diesel Regular Non-Locking Fuel Cap. 10830D 

1986; Regular Locking Fuel Cap. 10591 

1986; Diesel Regular Locking Fuel Cap. 10591D 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1986; Oil Filler Cap. 10082 

1985-1984; Lev-R-Vent Radiator Cap. 10330 16 

1985-1984; OE Type Radiator Cap. 10230 16 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Diesel Regular Locking Fuel Cap. 10591D 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1985-1984; Oil Filler Cap. 10082 

4-Cyl. 2.3 L 

1994-1992; Lev-R-Vent Radiator Cap. ✓10333 16 

1994-1992; OE Type Radiator Cap. 10233 16 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Oil Filler Cap. 10081 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Mercury - Continued 

Mercury - Continued 

Topaz - Continued 

Tracer - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 2.3 L- Continued 

1991-1989; Lev-R-Vent Radiator Cap. 10331 16 

1991-1989; OE Type Radiator Cap. 10231 16 

1991-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1989; Pre-Vent Locking Fuel Cap. 10501 

1991-1989; Oil Filler Cap. 10081 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap; Eng. VINS. 10081 

1988; Oil Filler Cap; Eng. VINX. 10100 

1987; Lev-R-Vent Radiator Cap. 10331 16 

1987; OE Type Radiator Cap. 10231 16 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Filler Cap. 10081 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Breather Cap. 10094 

1985-1984; Lev-R-Vent Radiator Cap. 10330 16 

1985-1984; OE Type Radiator Cap. 10230 16 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Oil Breather Cap. 10094 

V-6 3.0 L 

1994-1992; Lev-R-Vent Radiator Cap. ✓10333 16 

1994-1992; OE Type Radiator Cap. 10233 16 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Oil Filler Cap. 10081 


Tracer 

4-Cyl. 1.6 L 

1989; Lev-R-Vent Radiator Cap. ✓10327 13 

1989; OE Type Radiator Cap. 10227 13 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap. 10082 

1988; Lev-R-Vent Radiator Cap. ✓10327 13 

1988; OE Type Radiator Cap. 10227 13 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10082 

4-Cyl. 1.6 L (Canada) 

1987; Lev-R-Vent Radiator Cap. ✓10327 13 

1987; OE Type Radiator Cap. 10227 13 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Filler Cap. 10082 

4-Cyl. 1.8 L 

1994-1991; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1991; OE Type Radiator Cap. 10227 13 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10082 

4-Cyl. 1.9 L 

1994-1991; Lev-R-Vent Radiator Cap. ✓10327 13 

1994-1991 ;OE Type Radiator Cap. 10227 13 


4-Cyl. 1.9 L- Continued 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10100 


Villager 

V-6 3.0 L 

1994-1993; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1993; OE Type Radiator Cap. 10227 13 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10107 


Zephyr 

4-Cyl. 140 

1979; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1979; OE Type Radiator Cap; W/A.C. 10230 16 

1979; Lev-R-Vent Radiator Cap; W/OA.C. 10329 13 

1979; OE Type Radiator Cap; W/O A.C. 10229 13 

1979; OE Equivalent Fuel Cap. 10810 

1979; Regular Locking Fuel Cap. 10582 

1979; Oil Breather Cap. 10086 

1978; Lev-R-Vent Radiator Cap. 10330 16 

1978; OE Type Radiator Cap. 10230 16 

1978; OE Equivalent Fuel Cap. 10810 

1978; Regular Locking Fuel Cap. 10582 

1978; Oil Breather Cap. 10071 

4-Cvl. 2.3 L 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Oil Breather Cap. 10094 

1982; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1982; OE Type Radiator Cap; W/A.C. 10230 16 

1982; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1982; OE Type Radiator Cap; W/O A.C. 10229 13 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Breather Cap. 10094 

1981-1980; Lev-R-Vent Radiator Cap; W/A.C. 10330 16 

1981-1980; OE Type Radiator Cap; W/A.C. 10230 16 

1981-1980; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1981 -1980; OE Type Radiator Cap; W/O A.C. 10229 13 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10086 

6-Cyl. 200 

1979-1978; Lev-R-Vent Radiator Cap. 10330 16 

1979-1978; OE Type Radiator Cap. 10230 16 

1979-1978; OE Equivalent Fuel Cap. 10810 

1979-1978; Regular Locking Fuel Cap. 10582 

1979-1978; Oil Breather Cap. 10071 

6-Cyl. 3.3 L 

1983-1982; Lev-R-Vent Radiator Cap. 10330 16 

1983-1982; OE Type Radiator Cap. 10230 16 

1983-1982; OE Equivalent Fuel Cap. 10817 

1983-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1982; Regular Locking Fuel Cap. 10591 

1983-1982; Pre-Vent Locking Fuel Cap. 10501 

1983-1982; Oil Breather Cap. 10071 

1981-1980; Lev-R-Vent Radiator Cap. 10330 16 

1981-1980; OE Type Radiator Cap. 10230 16 

1981-1980; OE Equivalent Fuel Cap. 10810 

1981-1980; Regular Locking Fuel Cap. 10582 

1981-1980; Oil Breather Cap. 10071 

V-8 302 

1979-1978; Lev-R-Vent Radiator Cap. 10330 16 

1979-1978; OE Type Radiator Cap. 10230 16 

1979-1978; OE Equivalent Fuel Cap. 10810 

1979-1978; Regular Locking Fuel Cap. 10582 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Mitsubishi - Continued 

Mitsubishi - Continued 

Cordia - Continued 

Galant - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 2.0 L- Continued 

1985; OE Equivalent Fuel Cap. 10825 

1985; Regular Locking Fuel Cap. 10595 

1985; Oil Filler Cap. 10088 

1984; Lev-R-Vent Radiator Cap. 10329 13 

1984; OE Type Radiator Cap. 10229 13 

1984; OE Equivalent Fuel Cap. 10829 

1984; Regular Locking Fuel Cap. 10583 

1984; Oil Filler Cap. 10088 


Diamante 

V-6 3.0 L 

1994-1993; OE Type Radiator Cap; Sedan. 10241 13 

1994-1993; Lev-R-Vent Radiator Cap; Wagon. ^10327 13 

1994-1993; OE Type Radiator Cap; Wagon. 10227 13 

1994-1993; OE Equivalent Fuel Cap. 10825 

1994-1993; Regular Locking Fuel Cap. 10595 

1994-1993; Oil Filler Cap. 10088 

1992; OE Type Radiator Cap; Sedan. 10241 13 

1992; OE Equivalent Fuel Cap. 10825 

1992; Regular Locking Fuel Cap. 10595 

1992; Oil Filler Cap. 10088 


Eclipse 
4-Cyl. 1.8 L 

1994-1990; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1990; OE Type Radiator Cap. 10227 13 

1994-1990; OE Equivalent Fuel Cap. 10817 

1994-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1990; Regular Locking Fuel Cap. 10591 

1994-1990; Pre-Vent Locking Fuel Cap. 10501 

1994-1990; Oil Filler Cap. 10088 

4-Cyl. 2.0 L 

1994-1990; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1990; OE Type Radiator Cap. 10227 13 

1994-1990; OE Equivalent Fuel Cap; W/FWD. 10817 

1994-1990; Pre-Vent Non-Locking Fuel Cap; W/FWD. 10819 

1994-1990; Regular Locking Fuel Cap; W/FWD. 10591 

1994-1990; Pre-Vent Locking Fuel Cap; W/FWD. 10501 

1994-1990; OE Equivalent Fuel Cap; W/AWD. 10825 

1994-1990; Regular Locking Fuel Cap; W/AWD. 10595 

1994-1990; Oil Filler Cap. 10088 


Expo 

4-Cyl. 1.8 L 

1994; OE Type Radiator Cap. 10241 13 

1994; OE Equivalent Fuel Cap. 10825 

1994; Regular Locking Fuel Cap. 10595 

1994; Oil Filler Cap. 10088 

1993; OE Type Radiator Cap. 10241 13 

1993; Oil Filler Cap. 10088 

1992; OE Type Radiator Cap. 10241 13 

1992; OE Equivalent Fuel Cap. 10825 

1992; Regular Locking Fuel Cap. 10595 

1992; Oil Filler Cap. 10088 

4-Cyl. 2.4 L 

1994-1992; OE Type Radiator Cap. 10241 13 

1994-1992; OE Equivalent Fuel Cap. 10825 

1994-1992; Regular Locking Fuel Cap. 10595 

1994-1992; Oil Filler Cap. 10088 

Galant 

4-Cyl. 2.0 L 

1993-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1993-1989; OE Type Radiator Cap. 10227 13 

1993-1989; OE Equivalent Fuel Cap. 10825 

1993-1989; Regular Locking Fuel Cap. 10595 

1993-1989; Oil Filler Cap. 10088 

4-Cyl. 2.4 L 

1994; OE Type Radiator Cap. 10241 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 


4-Cyl. 2.4 L- Continued 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10088 

1987-1985; Lev-R-Vent Radiator Cap. ^10327 13 

1987-1985; OE Type Radiator Cap. 10227 13 

1987-1985; OE Equivalent Fuel Cap. 10825 

1987-1985; Regular Locking Fuel Cap. 10595 

1987-1985; Oil Filler Cap. 10088 

V-6 3.0 L 

1988; Lev-R-Vent Radiator Cap. ✓10327 13 

1988; OE Type Radiator Cap. 10227 13 

1988; OE Equivalent Fuel Cap. 10825 

1988; Regular Locking Fuel Cap. 10595 

1988; Oil Filler Cap. 10088 


Mirage 

4-Cyl. 1.5 L 

1994-1993; OE Type Radiator Cap. 10241 13 

1994-1993; OE Equivalent Fuel Cap. 10825 

1994-1993; Regular Locking Fuel Cap. 10595 

1994-1993; Oil Filler Cap. 10088 

1992-1985; Lev-R-Vent Radiator Cap. \/\0327 13 

1992-1985; OE Type Radiator Cap. 10227 13 

1992-1985; OE Equivalent Fuel Cap. 10825 

1992-1985; Regular Locking Fuel Cap. 10595 

1992-1985; Oil Filler Cap. 10088 

4-Cyl. 1.6 L 

1992-1991; Lev-R-Vent Radiator Cap. ✓10327 13 

1992-1991; OE Type Radiator Cap. 10227 13 

1992-1991; OE Equivalent Fuel Cap. 10825 

1992-1991; Regular Locking Fuel Cap. 10595 

1992-1991; Oil Filler Cap. 10088 

1989-1985; Lev-R-Vent Radiator Cap. \/\0327 13 

1989-1985; OE Type Radiator Cap. 10227 13 

1989-1985; OE Equivalent Fuel Cap. 10825 

1989-1985; Regular Locking Fuel Cap. 10595 

1989-1985; Oil Filler Cap. 10088 

4-Cyl. 1.8 L 

1994-1993; OE Type Radiator Cap. 10241 13 

1994-1993; OE Equivalent Fuel Cap. 10825 

1994-1993; Regular Locking Fuel Cap. 10595 

1994-1993; Oil Filler Cap. 10088 


Montero 
4-Cyl. 2.6 L 

1989-1985; Lev-R-Vent Radiator Cap. 10329 13 

1989-1985; OE Type Radiator Cap. 10229 13 

1989-1985; OE Equivalent Fuel Cap. 10825 

1989-1985; Regular Locking Fuel Cap. 10595 

1989-1985; Oil Filler Cap. 10088 

1984-1983; Lev-R-Vent Radiator Cap. 10329 13 

1984-1983; OE Type Radiator Cap. 10229 13 

1984-1983; OE Equivalent Fuel Cap. 10829 

1984-1983; Regular Locking Fuel Cap. 10583 

1984-1983; Oil Filler Cap. 10088 

V-6 3.0 L 

1994-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1989; OE Type Radiator Cap. 10227 13 

1994-1989; OE Equivalent Fuel Cap. 10825 

1994-1989; Regular Locking Fuel Cap. 10595 

1994-1989; Oil Filler Cap. 10088 

V-6 3.5 L 

1994; Lev-R-Vent Radiator Cap. ✓10327 13 

1994; OE Type Radiator Cap. 10227 13 

1994; OE Equivalent Fuel Cap. 10825 

1994; Regular Locking Fuel Cap. 10595 

1994; Oil Filler Cap. 10083 


Pickup 

4-Cyl. 2.0 L 

1989-1987; Lev-R-Vent Radiator Cap. ✓10327 13 

1989-1987; OE Type Radiator Cap. 10227 13 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Morris - Continued 

Nash - Continued 

Minor - Continued 

Metropolitan - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 67 - Continued 

1966-1964; OE Equivalent Fuel Cap. 10623 

1966-1964; Regular Locking Fuel Cap. 10491 

1963; OE Equivalent Fuel Cap. 10623 

1963; Regular Locking Fuel Cap. 10491 



6-Cyl. 173 


1949; Lev-R-Vent Radiator Cap. 10308 4 

1949; OE Type Radiator Cap. 10208 4 

1949; OE Equivalent Fuel Cap. 10623 

1949; Regular Locking Fuel Cap. 10491 

1948-1946; OE Equivalent Fuel Cap. 10623 

1948-1946; Regular Locking Fuel Cap. 10491 

1942-1941; OE Equivalent Fuel Cap. 10623 

1942-1941; Regular Locking Fuel Cap. 10491 


Ambassador 

6-Cyl. 235 

1951-1949; Lev-R-Vent Radiator Cap. 10308 4 

1951 -1949; OE Type Radiator Cap. 10208 4 

1951 -1949; OE Equivalent Fuel Cap. 10623 

1951-1949; Regular Locking Fuel Cap. 10491 

1948-1946; OE Equivalent Fuel Cap. 10623 

1948-1946; Regular Locking Fuel Cap. 10491 

1942-1939; OE Equivalent Fuel Cap. 10623 

1942-1939; Regular Locking Fuel Cap. 10491 

6-Cyl. 253 

1956-1952; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1956-1952; OE Type Radiator Cap; W/A.C. 10229 13 

1956-1952; Lev-R-Vent Radiator Cap; W/O A.C. 10328 7 

1956-1952; OE Type Radiator Cap; W/O A.C. 10228 7 

8-Cyl. 261 

1942-1939; OE Equivalent Fuel Cap. 10623 

1942-1939; Regular Locking Fuel Cap. 10491 

V-8 250 

1956; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1956; OE Type Radiator Cap; W/A.C. 10229 13 

1956; Lev-R-Vent Radiator Cap; W/O A.C. 10328 7 

1956; OE Type Radiator Cap; W/O A.C. 10228 7 

1956; Oil Breather Cap; W/O Dipstick On Cap. 10061 

V-8 320 

1955; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1955; OE Type Radiator Cap; W/A.C. 10229 13 

1955; Lev-R-Vent Radiator Cap; W/O A.C. 10328 7 

1955; OE Type Radiator Cap; W/O A.C. 10228 

1955; Oil Breather Cap; W/O Dipstick On Cap. 10061 

V-8 327 

1957; Lev-R-Vent Radiator Cap; W/A.C. 10329 

1957; OE Type Radiator Cap; W/A.C. 10229 

1957; Lev-R-Vent Radiator Cap; W/O A.C. 10328 

1957; OE Type Radiator Cap; W/O A.C. 10228 

1957; Oil Breather Cap; W/O Dipstick On Cap. 10061 

V-8 352 

1956; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1956; OE Type Radiator Cap; W/A.C. 10229 13 

1956; Lev-R-Vent Radiator Cap; W/O A.C. 10328 7 

1956; OE Type Radiator Cap; W/O A.C. 10228 7 

1956; Oil Breather Cap; W/O Dipstick On Cap. 10061 

Lafayette 

6-Cyl. 235 

1940-1939; OE Equivalent Fuel Cap. 10623 

1940-1939; Regular Locking Fuel Cap. 10491 


Metropolitan 

4-Cyl. 74 

1956; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1956; OE Type Radiator Cap; W/A.C. 10229 13 

1956; Lev-R-Vent Radiator Cap; W/O A.C. 10328 7 


4-Cyl. 74- Continued 

1956; OE Type Radiator Cap; W/O A.C. 10228 7 

1956; OE Equivalent Fuel Cap. 10623 

1956; Regular Locking Fuel Cap. 10491 

1955-1954; OE Type Radiator Cap. 10206 7 

1955-1954; OE Equivalent Fuel Cap. 10623 

1955-1954; Regular Locking Fuel Cap. 10491 

4-Cyl. 91 

1957-1956; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1957-1956; OE Type Radiator Cap; W/A.C. 10229 13 

1957-1956; Lev-R-Vent Radiator Cap; W/O A.C. 10328 7 

1957-1956; OE Type Radiator Cap; W/O A.C. 10228 7 

1957-1956; OE Equivalent Fuel Cap. 10623 

1957-1956; Regular Locking Fuel Cap. 10491 


Rambler 

6-Cyl. 173 

1952-1950; OE Equivalent Fuel Cap. 10623 

1952-1950; Regular Locking Fuel Cap. 10491 

6-Cyl. 184 

1954-1953; OE Equivalent Fuel Cap. 10624 

1954-1953; Regular Locking Fuel Cap. 10483 

6-Cyl. 196 

1957-1955; Lev-R-Vent Radiator Cap. 10328 7 

1957-1955; OE Type Radiator Cap. 10228 7 

1957-1955; OE Equivalent Fuel Cap. 10624 

1957-1955; Regular Locking Fuel Cap. 10483 

1954-1953; OE Equivalent Fuel Cap. 10624 

1954-1953; Regular Locking Fuel Cap. 10483 

V-8 250 

1957; Lev-R-Vent Radiator Cap. 10328 7 

1957; OE Type Radiator Cap. 10228 7 

1957; OE Equivalent Fuel Cap. 10624 

1957; Regular Locking Fuel Cap. 10483 

V-8 327 

1957; Lev-R-Vent Radiator Cap. 10328 7 

1957; OE Type Radiator Cap. 10228 7 


Statesman 

6-Cyl. 184 

1951-1950; Lev-R-Vent Radiator Cap. 10308 4 

1951-1950; OE Type Radiator Cap. 10208 4 

1951 -1950; OE Equivalent Fuel Cap. 10623 

1951-1950; Regular Locking Fuel Cap. 10491 

6-Cyl. 196 

1956-1952; Lev-R-Vent Radiator Cap; W/A.C. 10329 13 

1956-1952; OE Type Radiator Cap; W/A.C. 10229 13 

1956-1952; Lev-R-Vent Radiator Cap; W/O A.C. 10328 7 

1956-1952; OE Type Radiator Cap; W/O A.C. 10228 7 



4-Cyl. 1.8 L 

1986-1984; Lev-R-Vent Radiator Cap. ^10327 13 

1986-1984; OE Type Radiator Cap. 10227 13 

1986-1984; OE Equivalent Fuel Cap. 10825 

1986-1984; Regular Locking Fuel Cap. 10595 

1986-1984; Oil Filler Cap. 10107 

4-Cyl. 1.8 L (Canada) 

1987; Lev-R-Vent Radiator Cap. ✓10327 13 

1987; OE Type Radiator Cap. 10227 13 

1987; OE Equivalent Fuel Cap. 10825 

1987; Regular Locking Fuel Cap. 10595 

1987; Oil Filler Cap. 10107 

4-Cyl. 119 

1979-1977; Lev-R-Vent Radiator Cap. 10329 13 

1979-1977; OE Type Radiator Cap. 10229 13 

1979-1977; OE Equivalent Fuel Cap. 10806 

1979-1977; Regular Locking Fuel Cap. 10583 

1979-1977; Oil Filler Cap. 10081 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Nissan - Continued 

Nissan - Continued 

200SX - Continued 

280Z - Continued 


Application 


Part 

Number 


PSI 


4-Cvl. 2.0 L 

1988-1984; Lev-R-Vent Radiator Cap. ^10327 13 

1988-1984; OE Type Radiator Cap. 10227 13 

1988-1984; OE Equivalent Fuel Cap. 10825 

1988-1984; Regular Locking Fuel Cap. 10595 

1988-1984; Oil Filler Cap. 10107 

1981-1980; Lev-R-Vent Radiator Cap. 10329 13 

1981 -1980; OE Type Radiator Cap. 10229 13 

1981 -1980; OE Equivalent Fuel Cap. 10806 

1981-1980; Regular Locking Fuel Cap. 10583 

1981- 1980; Oil Filler Cap. 10081 

4-Cvl. 2.2 L 

1983-1982; Lev-R-Vent Radiator Cap. 10329 13 

1983-1982; OE Type Radiator Cap. 10229 13 

1983-1982; OE Equivalent Fuel Cap. 10806 

1983-1982; Regular Locking Fuel Cap. 10583 

1983-1982; Oil Filler Cap. 10081 

V-6 3.0 L 

1988-1987; Lev-R-Vent Radiator Cap. ✓10327 13 

1988-1987; OE Type Radiator Cap. 10227 13 

1988-1987; OE Equivalent Fuel Cap. 10825 

1988-1987; Regular Locking Fuel Cap. 10595 

1988-1987; Oil Filler Cap. 10107 

210 

4-Cyl. 1.2 L; 4-Cyl. 1.4 L 

1982- 1980; Lev-R-Vent Radiator Cap. 10329 13 

1982-1980; OE Type Radiator Cap. 10229 13 

1982-1980; OE Equivalent Fuel Cap. 10806 

1982-1980; Regular Locking Fuel Cap. 10583 

1982-1980; Oil Filler Cap. 10102 

4-Cyl. 1.5 L 

1982-1980; Lev-R-Vent Radiator Cap. 10329 13 

1982-1980; OE Type Radiator Cap. 10229 13 

1982-1980; OE Equivalent Fuel Cap. 10806 

1982-1980; Regular Locking Fuel Cap. 10583 

1982-1980; Oil Filler Cap. 10102 

4-Cyl. 85 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10806 

1979; Regular Locking Fuel Cap. 10583 

1979; Oil Filler Cap. 10102 

240SX 

4-Cyl. 2.4 L 

1994-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1989; OE Type Radiator Cap. 10227 13 

1994-1989; OE Equivalent Fuel Cap. 10817 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Regular Locking Fuel Cap. 10591 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10107 

240Z 

6-Cyl. 146 

1973-1970; Lev-R-Vent Radiator Cap. 10329 13 

1973-1970; OE Type Radiator Cap. 10229 13 

1973-1970; Oil Filler Cap. 10081 

260Z 

6-Cy 1.157 

1975-1974; Lev-R-Vent Radiator Cap. 10329 13 

1975-1974; OE Type Radiator Cap. 10229 13 

1975-1974; Oil Filler Cap. 10081 

280Z 

6-Cy 1.168 

1978-1977; Lev-R-Vent Radiator Cap. 10329 13 

1978-1977; OE Type Radiator Cap. 10229 13 

1978-1977; OE Equivalent Fuel Cap. 10806 

1978-1977; Regular Locking Fuel Cap. 10583 

1978-1977; Oil Filler Cap. 10081 


6-Cyl. 168 - Continued 

1976-1975; Lev-R-Vent Radiator Cap. 10329 13 

1976-1975; OE Type Radiator Cap. 10229 13 

1976-1975; Oil Filler Cap. 10081 

280ZX 

6-Cyl. 168 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; Oil Filler Cap. 10081 

1978; Lev-R-Vent Radiator Cap. 10329 13 

1978; OE Type Radiator Cap. 10229 13 

1978; OE Equivalent Fuel Cap. 10806 

1978; Regular Locking Fuel Cap. 10583 

1978; Oil Filler Cap. 10081 

6-Cyl. 2.8 L 

1983-1980; Lev-R-Vent Radiator Cap. 10329 13 

1983-1980; OE Type Radiator Cap. 10229 13 

1983-1980; Oil Filler Cap. 10081 

300ZX 

V-6 3.0 L 

1994-1990; Lev-R-Vent Radiator Cap. ✓10333 16 

1994-1990; OE Type Radiator Cap. 10233 16 

1994-1990; OE Equivalent Fuel Cap. 10817 

1994-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1990; Regular Locking Fuel Cap. 10591 

1994-1990; Pre-Vent Locking Fuel Cap. 10501 

1994-1990; Oil Filler Cap. 10107 

1989-1984; Lev-R-Vent Radiator Cap. ^10327 13 

1989-1984; OE Type Radiator Cap. 10227 13 

1989-1984; OE Equivalent Fuel Cap. 10817 

1989-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1984; Regular Locking Fuel Cap. 10591 

1989-1984; Pre-Vent Locking Fuel Cap. 10501 

1989-1984; Oil Filler Cap. 10107 

310 

4-Cyl. 1.4 L 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10806 

1980; Regular Locking Fuel Cap. 10583 

1980; Oil Filler Cap. 10102 

4-Cyl. 1.5 L 

1982-1981; Lev-R-Vent Radiator Cap. 10329 13 

1982-1981 ;OE Type Radiator Cap. 10229 13 

1982-1981; OE Equivalent Fuel Cap. 10806 

1982-1981; Regular Locking Fuel Cap. 10583 

1982-1981; Oil Filler Cap. 10102 

4-Cyl. 85 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10806 

1979; Regular Locking Fuel Cap. 10583 

1979; Oil Filler Cap. 10102 

311 

4-Cyl. 121 

1969-1968; Lev-R-Vent Radiator Cap. 10329 13 

1969-1968; OE Type Radiator Cap. 10229 13 

4-Cyl. 97 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1968; Lev-R-Vent Radiator Cap. 10328 7 

1968; OE Type Radiator Cap. 10228 7 

510 

4-Cyl. 119 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10806 

1979-1978; Oil Filler Cap. 10081 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Nissan - Continued 

Nissan - Continued 

510-Continued 

620 Pickup - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 2.0 L 

1981; Lev-R-Vent Radiator Cap. 10329 13 

1981; OE Type Radiator Cap. 10229 13 

1981; OE Equivalent Fuel Cap. 10806 

1981; Regular Locking Fuel Cap. 10583 

1981; Oil Filler Cap. 10081 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10806 

1980; Oil Filler Cap. 10081 

4-Cvl. 97 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971 ;OE Type Radiator Cap. 10229 13 

1973-1971; OE Equivalent Fuel Cap. 10730 

1973-1971; Oil Filler Cap. 10081 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; OE Equivalent Fuel Cap; Coupe, Sedan. 10730 

1970; Oil Filler Cap. 10081 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap; Coupe, Sedan. 10730 

1968; OE Equivalent Fuel Cap; Sedan. 10730 

520 Pickup 

4-Cyl. 79 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap. 10730 


521 Pickup 

4-Cyl. 79 

1969; Lev-R-Vent Radiator Cap. 10329 13 

1969; OE Type Radiator Cap. 10229 13 

1969; OE Equivalent Fuel Cap. 10730 

4-Cyl. 97 

1972-1970; Lev-R-Vent Radiator Cap. 10329 13 

1972-1970; OE Type Radiator Cap. 10229 13 

1972-1970; OE Equivalent Fuel Cap. 10730 

1972- 1970; Oil Filler Cap. 10081 

4-Cyl. 98 

1968; Lev-R-Vent Radiator Cap. 10329 13 

1968; OE Type Radiator Cap. 10229 13 

1968; OE Equivalent Fuel Cap. 10730 

610 

4-Cyl. 108 

1973; Lev-R-Vent Radiator Cap. 10329 13 

1973; OE Type Radiator Cap. 10229 13 

1973; OE Equivalent Fuel Cap. 10730 

1973; Oil Filler Cap. 10081 

4-Cyl. 119 

1976-1974; Lev-R-Vent Radiator Cap. 10329 13 

1976-1974; OE Type Radiator Cap. 10229 13 

1976-1974; OE Equivalent Fuel Cap; Coupe, Sedan. 10730 

1976-1974; Oil Filler Cap. 10081 

620 Pickup 

4-Cyl. 108 

1974; Lev-R-Vent Radiator Cap. 10329 13 

1974; OE Type Radiator Cap. 10229 13 

1974; OE Equivalent Fuel Cap. 10806 

1974; Regular Locking Fuel Cap. 10583 

1974; Oil Filler Cap. 10081 

4-Cyl. 119 

1979-1975; Lev-R-Vent Radiator Cap. 10329 13 

1979-1975; OE Type Radiator Cap. 10229 13 

1979-1975; OE Equivalent Fuel Cap. 10806 

1979-1975; Regular Locking Fuel Cap. 10583 

1979-1975; Oil Filler Cap. 10081 

4-Cyl. 97 

1973- 1972; Lev-R-Vent Radiator Cap. 10329 


4-Cyl. 97 - Continued 

1973-1972; OE Type Radiator Cap. 10229 13 

1973-1972; OE Equivalent Fuel Cap. 10806 

1973-1972; Regular Locking Fuel Cap. 10583 

1973-1972; Oil Filler Cap. 10081 

710 

4-Cyl. 108 

1974; Lev-R-Vent Radiator Cap. 10329 13 

1974; OE Type Radiator Cap. 10229 13 

1974; OE Equivalent Fuel Cap; Hardtop, Sedan. 10730 

1974; Oil Filler Cap. 10081 

4-Cyl. 119 

1977-1975; Lev-R-Vent Radiator Cap. 10329 13 

1977-1975; OE Type Radiator Cap. 10229 13 

1977-1975; OE Equivalent Fuel Cap; Hardtop, Sedan. 10730 

1977-1975; Oil Filler Cap. 10081 


720 Pickup 

4-Cyl. 2.0 L 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10806 

1980; Regular Locking Fuel Cap. 10583 

1980; Oil Filler Cap. 10081 

810 

6-Cyl. 146 

1979-1977; Lev-R-Vent Radiator Cap. 10329 13 

1979-1977; OE Type Radiator Cap. 10229 13 

1979-1977; OE Equivalent Fuel Cap. 10806 

1979-1977; Regular Locking Fuel Cap. 10583 

1979-1977; Oil Filler Cap. 10081 

6-Cyl. 2.4 L 

1981-1980; Lev-R-Vent Radiator Cap. 10329 13 

1981 -1980; OE Type Radiator Cap. 10229 13 

1981-1980; OE Equivalent Fuel Cap. 10806 

1981-1980; Regular Locking Fuel Cap. 10583 

1981-1980; Oil Filler Cap. 10081 

6-Cyl. 2.8 L Diesel 

1981; Lev-R-Vent Radiator Cap. 10329 13 

1981; OE Type Radiator Cap. 10229 13 

1981; OE Equivalent Fuel Cap. 10806 

1981; Regular Locking Fuel Cap. 10583 

1981; Oil Filler Cap. 10081 

1200 

4-Cyl. 71 

1973-1971; Lev-R-Vent Radiator Cap. 10329 13 

1973-1971; OE Type Radiator Cap. 10229 13 

1973-1971; Oil Filler Cap. 10102 


Altima 
4-Cyl. 2.4 L 

1994-1993; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1993; OE Type Radiator Cap. 10227 13 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10107 


Axxess 

4-Cyl. 2.4 L 

1990; Lev-R-Vent Radiator Cap. ✓10327 13 

1990; OE Type Radiator Cap. 10227 13 

1990; OE Equivalent Fuel Cap. 10817 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10107 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Nissan - Continued 

Nissan - Continued 

B210 

Pathfinder 


Application 


Part 

Number 


PSI 


4-Cvl. 79 

1974; Lev-R-Vent Radiator Cap. 10329 13 

1974; OE Type Radiator Cap. 10229 13 

1974; OE Equivalent Fuel Cap. 10806 

1974; Regular Locking Fuel Cap. 10583 

1974; Oil Filler Cap. 10102 

4-Cyl. 85 

1978-1975; Lev-R-Vent Radiator Cap. 10329 13 

1978-1975; OE Type Radiator Cap. 10229 13 

1978-1975; OE Equivalent Fuel Cap. 10806 

1978-1975; Regular Locking Fuel Cap. 10583 

1978-1975; Oil Filler Cap. 10102 

F10 

4-Cyl. 85 

1978-1976; Lev-R-Vent Radiator Cap. 10329 13 

1978-1976; OE Type Radiator Cap. 10229 13 

1978-1976; OE Equivalent Fuel Cap. 10806 

1978-1976; Regular Locking Fuel Cap. 10583 

1978-1976; Oil Filler Cap. 10102 


Maxima 

6-Cyl. 2.4 L 

1984-1982; Lev-R-Vent Radiator Cap. 10329 13 

1984-1982; OE Type Radiator Cap. 10229 13 

1984-1982; OE Equivalent Fuel Cap. 10806 

1984-1982; Regular Locking Fuel Cap. 10583 

1984-1982; Oil Filler Cap. 10081 

6-Cyl. 2.8 L Diesel 

1983-1982; Lev-R-Vent Radiator Cap. 10329 13 

1983-1982; OE Type Radiator Cap. 10229 13 

1983-1982; OE Equivalent Fuel Cap. 10806 

1983-1982; Regular Locking Fuel Cap. 10583 

1983-1982; Oil Filler Cap. 10081 

V-6 3.0 L 

1994-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1989; OE Type Radiator Cap. 10227 13 

1994-1989; OE Equivalent Fuel Cap. 10817 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Regular Locking Fuel Cap. 10591 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10107 

1988-1985; Lev-R-Vent Radiator Cap. 0327 13 

1988-1985; OE Type Radiator Cap. 10227 13 

1988-1985; OE Equivalent Fuel Cap. 10825 

1988-1985; Regular Locking Fuel Cap. 10595 

1988-1985; Oil Filler Cap. 10107 

NX 

4-Cyl. 1.6 L 

1993-1992; Lev-R-Vent Radiator Cap. ^10327 13 

1993-1992; OE Type Radiator Cap. 10227 13 

1993-1992; OE Equivalent Fuel Cap. 10817 

1993-1992; Regular Locking Fuel Cap. 10591 

1993-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1992; Pre-Vent Locking Fuel Cap. 10501 

1993-1992; Oil Filler Cap. 10107 

1991; Lev-R-Vent Radiator Cap. \/\0327 13 

1991; OE Type Radiator Cap. 10227 13 

1991; OE Equivalent Fuel Cap. 10817 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1991; Regular Locking Fuel Cap. 10591 

1991; Pre-Vent Locking Fuel Cap. 10501 

1991; Oil Filler Cap. 10107 

4-Cyl. 2.0 L 

1993-1991; Lev-R-Vent Radiator Cap. ^10327 13 

1993-1991; OE Type Radiator Cap. 10227 13 

1993-1991; OE Equivalent Fuel Cap. 10817 

1993-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1991; Regular Locking Fuel Cap. 10591 

1993-1991; Pre-Vent Locking Fuel Cap. 10501 

1993-1991; Oil Filler Cap. 10107 


4-Cyl. 2.4 L 

1987; Lev-R-Vent Radiator Cap. ✓10327 13 

1987; OE Type Radiator Cap. 10227 13 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Filler Cap. 10107 

4-Cyl. 2.4 L (Canada) 

1988; Oil Filler Cap. 10107 

V-6 3.0 L 

1994-1987; Lev-R-Vent Radiator Cap. ✓10327 13 

1994-1987; OE Type Radiator Cap. 10227 13 

1994-1987; OE Equivalent Fuel Cap. 10817 

1994-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1987; Regular Locking Fuel Cap. 10591 

1994-1987; Pre-Vent Locking Fuel Cap. 10501 

1994-1987; Oil Filler Cap. 10107 


Pickup 

4-Cyl. 2.0 L 

1984-1983; Lev-R-Vent Radiator Cap. 10329 13 

1984-1983; OE Type Radiator Cap. 10229 13 

1984-1983; OE Equivalent Fuel Cap. 10806 

1984-1983; Regular Locking Fuel Cap. 10583 

1984- 1983; Oil Filler Cap. 10081 

4-Cyl. 2.2 L 

1983; Lev-R-Vent Radiator Cap. 10329 13 

1983; OE Type Radiator Cap. 10229 13 

1983; Oil Filler Cap. 10081 

1982-1981; Lev-R-Vent Radiator Cap. 10329 13 

1982-1981; OE Type Radiator Cap. 10229 13 

1982-1981; OE Equivalent Fuel Cap. 10806 

1982-1981; Regular Locking Fuel Cap. 10583 

1982- 1981; Oil Filler Cap. 10081 

4-Cyl. 2.2 L Diesel 

1983- 1981; Lev-R-Vent Radiator Cap. 10329 13 

1983-1981 ;OE Type Radiator Cap. 10229 13 

1983-1981; OE Equivalent Fuel Cap. 10806 

1983-1981; Regular Locking Fuel Cap. 10583 

1983-1981; Oil Filler Cap. 10081 

4-Cyl. 2.4 L 

1994-1990; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1990; OE Type Radiator Cap. 10227 13 

1994-1990; OE Equivalent Fuel Cap. 10817 

1994-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1990; Regular Locking Fuel Cap. 10591 

1994-1990; Pre-Vent Locking Fuel Cap. 10501 

1994-1990; Oil Filler Cap. 10107 

1989-1987; Lev-R-Vent Radiator Cap. ✓10327 13 

1989-1987; OE Type Radiator Cap. 10227 13 

1989-1987; OE Equivalent Fuel Cap. 10825 

1989-1987; Regular Locking Fuel Cap. 10595 

1989-1987; Oil Filler Cap. 10107 

1986; Lev-R-Vent Radiator Cap; 720 . 10329 13 

1986; OE Type Radiator Cap; 720 . 10229 13 

1986; Lev-R-Vent Radiator Cap; D21. ✓10327 13 

1986; OE Type Radiator Cap; D21 . 10227 13 

1986; OE Equivalent Fuel Cap; 720 . 10806 

1986; Regular Locking Fuel Cap; 720 . 10583 

1986; OE Equivalent Fuel Cap; D21 . 10825 

1986; Regular Locking Fuel Cap; D21 . 10595 

1986; Oil Filler Cap. 10107 

1985- 1983; Lev-R-Vent Radiator Cap. 10329 13 

1985-1983; OE Type Radiator Cap. 10229 13 

1985-1983; OE Equivalent Fuel Cap. 10806 

1985-1983; Regular Locking Fuel Cap. 10583 

1985- 1983; Oil Filler Cap. 10107 

4-Cyl. 2.5 L Diesel 

1986- 1983; Lev-R-Vent Radiator Cap. 10329 13 

1986-1983; OE Type Radiator Cap. 10229 13 

1986-1983; OE Equivalent Fuel Cap. 10806 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Oldsmobile 

Oldsmobile - Continued 

442 

Bravada - Continued 


Application 


Part 

Number 


PSI 


V-8 400 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap. 10632 

1969; Regular Locking Fuel Cap. 10571 

1969; Oil Breather Cap. 10078 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10632 

1968; Regular Locking Fuel Cap. 10571 

1968; Oil Filler Cap. 10066 

V-8 455 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap. 10807 

1971; Regular Locking Fuel Cap. 10571 

1971; Oil Filler Cap. 10066 

1970-1969; Lev-R-Vent Radiator Cap. 10330 16 

1970-1969; OE Type Radiator Cap. 10230 16 

1970-1969; OE Equivalent Fuel Cap. 10632 

1970-1969; Regular Locking Fuel Cap. 10571 

1970-1969; Oil Breather Cap. 10078 

1970-1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10632 

1968; Regular Locking Fuel Cap. 10571 

1968; Oil Filler Cap. 10066 


Achieva 

4-Cvl. 2.3 L 

1994-1992; OE Type Radiator Cap. 10239 15 

1994-1992; OE Equivalent Fuel Cap. 10817 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Regular Locking Fuel Cap. 10591 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Oil Filler Cap. 10127 

V-6 3.1 L 

1994; OE Type Radiator Cap. 10239 15 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10099 

V-6 3.3 L 

1993-1992; OE Type Radiator Cap. 10239 15 

1993-1992; OE Equivalent Fuel Cap. 10817 

1993-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1992; Regular Locking Fuel Cap. 10591 

1993-1992; Pre-Vent Locking Fuel Cap. 10501 

1993-1992; Oil Filler Cap. 10099 


Bravada 
V-6 4.3 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10099 

1993; Lev-R-Vent Radiator Cap. 10331 16 

1993; OE Type Radiator Cap. 10231 16 

1993; Coolant Recovery Tank Cap. 10236 

1993; OE Equivalent Fuel Cap. 10817 

1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1993; Regular Locking Fuel Cap. 10591 

1993; Pre-Vent Locking Fuel Cap. 10501 

1993; Oil Filler Cap. 10099 

1992; Lev-R-Vent Radiator Cap. 10331 16 

1992; OE Type Radiator Cap. 10231 16 

1992; Coolant Recovery Tank Cap. 10236 


V-6 4.3 L - Continued 

1992; OE Equivalent Fuel Cap. 10817 

1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1992; Regular Locking Fuel Cap. 10591 

1992; Pre-Vent Locking Fuel Cap. 10501 

1992; Oil Filler Cap; W/O Push-On Style Oil Cap. 10099 

1992; Oil Filler Cap; W/Push-On Style Oil Cap. 10072 

1991; Lev-R-Vent Radiator Cap. 10331 16 

1991; OE Type Radiator Cap. 10231 16 

1991; Coolant Recovery Tank Cap. 10236 

1991; OE Equivalent Fuel Cap. 10817 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1991; Regular Locking Fuel Cap. 10591 

1991; Pre-Vent Locking Fuel Cap. 10501 

1991; Oil Filler Cap. 10072 


Calais 

4-Cvl. 2.5 L 

1987; Coolant Recovery Tank Cap. 10236 

1987; Thermostat Housing Cap. 10232 

1987; OE Type Radiator Cap. 10231 16 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1987; Oil Filler Cap; W/Threaded Filler Neck. 10104 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; Thermostat Housing Cap. 10232 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1986- 1985; Oil Filler Cap; W/Threaded Filler Neck. 10104 

V-6 3.0 L 

1987- 1985; Lev-R-Vent Radiator Cap. 10331 16 

1987-1985; OE Type Radiator Cap. 10231 16 

1987-1985; Coolant Recovery Tank Cap. 10236 

1987-1985; OE Equivalent Fuel Cap. 10817 

1987-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1985; Regular Locking Fuel Cap. 10591 

1987-1985; Pre-Vent Locking Fuel Cap. 10501 

1987-1985; Oil Filler Cap. 10099 


Custom Cruiser 
V-8 350 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1979-1978; Oil Breather Cap. 10078 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap; Eng. VIN R. 10078 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10078 

V-8 350 Diesel 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Oldsmobile - Continued 

Oldsmobile - Continued 

Custom Cruiser - Continued 

Custom Cruiser - Continued 


Application 


Part 

Number 


PSI 


V-8 350 Diesel - Continued 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Diesel Regular Non-Locking Fuel Cap. 10830D 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Diesel Regular Locking Fuel Cap. 10591D 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1979-1978; Oil Breather Cap. 10078 

V-8 400 

1975; Lev-R-Vent Radiator Cap. 10331 16 

1975; OE Type Radiator Cap. 10231 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

V-8 403 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1979-1977; Oil Breather Cap. 10078 

V-8 455 

1976-1975; Lev-R-Vent Radiator Cap. 10331 16 

1976-1975; OE Type Radiator Cap. 10231 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1976-1975; Oil Breather Cap. 10078 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10078 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10078 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10066 

V-8 5.0 L 

1992-1991; Lev-R-Vent Radiator Cap. 10331 16 

1992-1991; OE Type Radiator Cap. 10231 16 

1992-1991; OE Equivalent Fuel Cap. 10817 

1992-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1991; Regular Locking Fuel Cap. 10591 

1992-1991; Pre-Vent Locking Fuel Cap. 10501 

1992-1991; Oil Filler Cap. 10105 

1990-1986; Lev-R-Vent Radiator Cap. 10331 16 

1990-1986; OE Type Radiator Cap. 10231 16 

1990-1986; OE Equivalent Fuel Cap. 10817 

1990-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1986; Regular Locking Fuel Cap. 10591 

1990-1986; Pre-Vent Locking Fuel Cap. 10501 

1990-1986; Oil Filler Cap. 10066 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 


V-8 5.0 L - Continued 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10077 

1984-1982; Lev-R-Vent Radiator Cap. 10331 16 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; OE Equivalent Fuel Cap. 10817 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984-1982; Oil Filler Cap. 10077 

1984-1982; Oil Breather Cap. 10078 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

1981-1980; Oil Breather Cap. 10078 

V-8 5.7 L 

1992; Lev-R-Vent Radiator Cap. 10331 16 

1992; OE Type Radiator Cap. 10231 16 

1992; OE Equivalent Fuel Cap. 10817 

1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1992; Regular Locking Fuel Cap. 10591 

1992; Pre-Vent Locking Fuel Cap. 10501 

1992; Oil Filler Cap. 10105 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10078 

V-8 5.7 L Diesel 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Diesel Regular Locking Fuel Cap. 10591D 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1980; Oil Breather Cap. 10078 


Cutlass 
6-Cvl. 250 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap. 10807 

1971; Regular Locking Fuel Cap. 10571 

1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Oldsmobile - Continued 

Oldsmobile - Continued 

Cutlass - Continued 

Cutlass - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 250 - Continued 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Filler Cap. 10066 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

V-6 231 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-6 3.8 L 

1987; Lev-R-Vent Radiator Cap. 10331 16 

1987; OE Type Radiator Cap. 10231 16 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Filler Cap. 10109 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap; W/Metal Oil Cap. 10066 

1986-1985; Oil Filler Cap; W/Plastic Oil Cap. 10109 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap; Supreme. 10066 

1983-1980; Lev-R-Vent Radiator Cap. 10331 16 

1983-1980; OE Type Radiator Cap. 10231 16 

1983-1980; OE Equivalent Fuel Cap. 10817 

1983-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1980; Regular Locking Fuel Cap. 10591 

1983-1980; Pre-Vent Locking Fuel Cap. 10501 

1983- 1980; Oil Filler Cap. 10066 

V-6 4.3 L Diesel 

1984- 1982; Lev-R-Vent Radiator Cap. 10331 16 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; OE Equivalent Fuel Cap. 10817 

1984-1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Diesel Regular Locking Fuel Cap. 10591D 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984-1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

V-8 260 

1979-1975; Lev-R-Vent Radiator Cap. 10331 16 


V-8 260 - Continued 

1979-1975; OE Type Radiator Cap. 10231 16 

1979-1975; OE Equivalent Fuel Cap. 10817 

1979-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1975; Regular Locking Fuel Cap. 10591 

1979-1975; Pre-Vent Locking Fuel Cap. 10501 

1979-1975; Oil Filler Cap. 10066 

1979-1975; Oil Breather Cap. 10078 

V-8 260 Diesel 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Diesel Regular Non-Locking Fuel Cap. 10830D 

1979; Regular Locking Fuel Cap. 10591 

1979; Diesel Regular Locking Fuel Cap. 10591D 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1979; Oil Breather Cap. 10078 

V-8 305 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

V-8 330 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

V-8 350 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1979; Oil Breather Cap. 10078 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap. 10817 

1977-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1977-1975; Regular Locking Fuel Cap. 10591 

1977-1975; Pre-Vent Locking Fuel Cap. 10501 

1977-1975; Oil Filler Cap. 10066 

1977-1975; Oil Breather Cap. 10078 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10078 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10078 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Oldsmobile - Continued 

Oldsmobile - Continued 

Cutlass - Continued 

Cutlass - Continued 


Application 


Part 

Number 


PSI 


V-8 350 - Continued 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 


System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap; Wagon. 10646 

1969; Regular Locking Fuel Cap; Wagon. 10492 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Filler Cap. 10066 

V-8 4.3 L 

1982; Lev-R-Vent Radiator Cap. 10331 16 

1982; OE Type Radiator Cap. 10231 16 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Breather Cap; Wagon. 10078 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

1981-1980; Oil Breather Cap. 10078 

V-8 4.3 L Diesel (Canada) 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

V-8 4.4 L (Canada) 

1982; Lev-R-Vent Radiator Cap. 10331 16 

1982; OE Type Radiator Cap. 10231 16 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Filler Cap. 10066 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

V-8 400 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

V-8 403 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap. 10078 

V-8 455 

1976-1975; Lev-R-Vent Radiator Cap. 10331 16 

1976-1975; OE Type Radiator Cap. 10231 16 


V-8 455 - Continued 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1976-1975; Oil Breather Cap. 10078 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10078 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10078 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Breather Cap. 10078 

1970; Oil Filler Cap. 10066 

V-8 5.0 L 

1987; Lev-R-Vent Radiator Cap. 10331 16 

1987; OE Type Radiator Cap. 10231 16 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Filler Cap. 10066 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10077 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Breather Cap; Eng. VIN Y. 10078 

1985; Oil Filler Cap. 10066 

1984-1982; Lev-R-Vent Radiator Cap. 10331 16 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; OE Equivalent Fuel Cap. 10817 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984-1982; Oil Filler Cap; Eng. VIN Y. 10077 

1984-1982; Oil Breather Cap; Eng. VIN Y. 10078 

1984-1982; Oil Filler Cap; Eng. VIN H. 10066 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Oldsmobile - Continued 

Cutlass - Continued 

V-8 5.7 L 



1980; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1980; OE Type Radiator Cap. 

. 10231 

16 

1980; OE Equivalent Fuel Cap. 

10817 


1980; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1980; Regular Locking Fuel Cap. 

10591 


1980; Pre-Vent Locking Fuel Cap. 

. 10501 


1980; Oil Filler Cap. 

. 10066 


1980; Oil Breather Cap. 

. 10078 


V-8 5.7 L Diesel 



1985; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1985; OE Type Radiator Cap. 

. 10231 

16 

1985; OE Equivalent Fuel Cap. 

10817 


1985; Diesel Regular Non-Locking Fuel Cap. 

. 10830D 


1985; Regular Locking Fuel Cap. 

10591 


1985; Diesel Regular Locking Fuel Cap. 

10591D 


1985; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1985; Diesel Pre-Vent Non-Locking Fuel Cap. 

. 10819D 


1985; Pre-Vent Locking Fuel Cap. 

. 10501 


1985; Diesel Only Pre-Vent Locking Fuel Cap. 

10501D 


1984-1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1984-1980; OE Type Radiator Cap. 

10231 

16 

1984-1980; OE Equivalent Fuel Cap. 

. 10817 


1984-1980; Diesel Regular Non-Locking Fuel Cap. 

10830D 


1984-1980; Regular Locking Fuel Cap. 

. 10591 


1984-1980; Diesel Regular Locking Fuel Cap. 

. 10591D 


1984-1980; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1984-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 

. 10819D 


1984-1980; Pre-Vent Locking Fuel Cap. 

. 10501 


1984-1980; Diesel Only Pre-Vent Locking Fuel Cap. 

. 10501D 


1984-1980; Oil Breather Cap. 

. 10078 


Cutlass Calais 

4-Cvl. 2.3 L 



1991-1989; Lev-R-Vent Radiator Cap. 

10330 

16 

1991-1989; OE Type Radiator Cap. 

10230 

16 

1991-1989; OE Equivalent Fuel Cap. 

. 10817 


1991-1989; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1991-1989; Regular Locking Fuel Cap. 

. 10591 


1991-1989; Pre-Vent Locking Fuel Cap. 

. 10501 


1991-1989; Oil Filler Cap. 

. 10116 


1988; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1988; OE Type Radiator Cap. 

. 10231 

16 

1988; Coolant Recovery Tank Cap. 

. 10236 


1988; OE Equivalent Fuel Cap. 

10817 


1988; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1988; Regular Locking Fuel Cap. 

10591 


1988; Pre-Vent Locking Fuel Cap. 

. 10501 


1988; Oil Filler Cap. 

. 10116 


4-Cvl. 2.5 L 



1991-1989; Lev-R-Vent Radiator Cap. 

10330 

16 

1991-1989; OE Type Radiator Cap. 

10230 

16 

1991-1989; OE Equivalent Fuel Cap. 

. 10817 


1991-1989; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1991-1989; Regular Locking Fuel Cap. 

. 10591 


1991-1989; Pre-Vent Locking Fuel Cap. 

. 10501 


1991-1989; Oil Filler Cap. 

. 10104 


1988; OE Type Radiator Cap. 

. 10231 

16 

1988; Coolant Recovery Tank Cap. 

. 10236 


1988; Thermostat Housing Cap. 

10232 


1988; OE Equivalent Fuel Cap. 

10817 


1988; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1988; Regular Locking Fuel Cap. 

10591 


1988; Pre-Vent Locking Fuel Cap. 

. 10501 


1988; Oil Filler Cap; W/O Threaded Filler Neck. 

. 10066 


1988; Oil Filler Cap; W/Threaded Filler Neck. 

10104 


V-6 3.0 L 



1988; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1988; OE Type Radiator Cap. 

. 10231 

16 

1988; Coolant Recovery Tank Cap. 

. 10236 


1988; OE Equivalent Fuel Cap. 

10817 


1988; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1988; Regular Locking Fuel Cap. 

10591 



Application 

Part 

Number 

PSI 

Oldsmobile - Continued 

1 Cutlass Calais - Continued 

V-6 3.0 L - Continued 



1988; Pre-Vent Locking Fuel Cap. 

. 10501 


1988; Oil Filler Cap. 

. 10099 


V-6 3.3 L 



1991-1989; Lev-R-Vent Radiator Cap. 

10330 

16 

1991-1989; OE Type Radiator Cap. 

10230 

16 

1991-1989; OE Equivalent Fuel Cap. 

. 10817 


1991-1989; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1991-1989; Regular Locking Fuel Cap. 

. 10591 


1991-1989; Pre-Vent Locking Fuel Cap. 

. 10501 


1991-1989; Oil Filler Cap. 

. 10099 


Cutlass Ciera 

4-Cvl. 2.2 L 



1994; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1994; OE Type Radiator Cap. 

. 10231 

16 

1994; OE Equivalent Fuel Cap. 

10817 


1994; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994; Regular Locking Fuel Cap. 

10591 


1994; Pre-Vent Locking Fuel Cap. 

. 10501 


1994; Oil Filler Cap. 

. 10122 


1993; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1993; OE Type Radiator Cap. 

. 10231 

16 

1993; OE Equivalent Fuel Cap. 

10817 


1993; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1993; Regular Locking Fuel Cap. 

10591 


1993; Pre-Vent Locking Fuel Cap. 

. 10501 


4-Cvl. 2.5 L 



1992-1989; Lev-R-Vent Radiator Cap. 

10331 

16 

1992-1989; OE Type Radiator Cap. 

10231 

16 

1992-1989; OE Equivalent Fuel Cap. 

. 10817 


1992-1989; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1992-1989; Regular Locking Fuel Cap. 

. 10591 


1992-1989; Pre-Vent Locking Fuel Cap. 

. 10501 


1992-1989; Oil Filler Cap. 

. 10104 


1988; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1988; OE Type Radiator Cap. 

. 10231 

16 

1988; OE Equivalent Fuel Cap. 

10817 


1988; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1988; Regular Locking Fuel Cap. 

10591 


1988; Pre-Vent Locking Fuel Cap. 

. 10501 


1988; Oil Filler Cap; W/O Threaded Filler Neck. 

. 10066 


1988; Oil Filler Cap; W/Threaded Filler Neck. 

10104 


1987; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1987; OE Type Radiator Cap. 

. 10231 

16 

1987; OE Equivalent Fuel Cap. 

10817 


1987; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1987; Regular Locking Fuel Cap. 

10591 


1987; Pre-Vent Locking Fuel Cap. 

. 10501 


1987; Oil Filler Cap; W/Threaded Filler Neck. 

10104 


1987; Oil Filler Cap; W/O Threaded Filler Neck. 

. 10066 


1986-1985; Lev-R-Vent Radiator Cap. 

10331 

16 

1986-1985; OE Type Radiator Cap. 

10231 

16 

1986-1985; OE Equivalent Fuel Cap. 

. 10817 


1986-1985; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1986-1985; Regular Locking Fuel Cap. 

. 10591 


1986-1985; Pre-Vent Locking Fuel Cap. 

. 10501 


1986-1985; Oil Filler Cap; W/O Threaded Filler Neck. 

10066 


1986-1985; Oil Filler Cap; W/Threaded Filler Neck. 

. 10104 


1984-1982; Lev-R-Vent Radiator Cap. 

10331 

16 

1984-1982; OE Type Radiator Cap. 

10231 

16 

1984-1982; OE Equivalent Fuel Cap. 

. 10817 


1984-1982; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1984-1982; Regular Locking Fuel Cap. 

. 10591 


1984-1982; Pre-Vent Locking Fuel Cap. 

. 10501 


1984-1982; Oil Filler Cap. 

. 10066 


V-6 2.8 L 



1989-1987; Lev-R-Vent Radiator Cap. 

10331 

16 

1989-1987; OE Type Radiator Cap. 

10231 

16 

1989-1987; OE Equivalent Fuel Cap. 

. 10817 


1989-1987; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1989-1987; Regular Locking Fuel Cap. 

. 10591 


1989-1987; Pre-Vent Locking Fuel Cap. 

. 10501 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Oldsmobile - Continued 

Cutlass Ciera - Continued 

V-6 2.8 L - Continued 



1989-1987; Oil Filler Cap. 

. 10096 


1986; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1986; OE Type Radiator Cap. 

. 10231 

16 

1986; OE Equivalent Fuel Cap. 

. 10817 


1986; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1986; Regular Locking Fuel Cap. 

. 10591 


1986; Pre-Vent Locking Fuel Cap. 

. 10501 


1986; Oil Filler Cap. 

. 10072 


V-6 2.8 L (Canada) 

1985; Lev-R-Vent RaaiatorCap. 

. 10331 

16 

1985; OE Type Radiator Cap. 

. 10231 

16 

1985; OE Equivalent Fuel Cap. 

. 10817 


1985; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1985; Regular Locking Fuel Cap. 

. 10591 


1985; Pre-Vent Locking Fuel Cap. 

. 10501 


1984; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1984; OE Type Radiator Cap. 

. 10231 

16 

1984; OE Equivalent Fuel Cap. 

. 10817 


1984; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1984; Regular Locking Fuel Cap. 

. 10591 


1984; Pre-Vent Locking Fuel Cap. 

. 10501 


1984; Oil Filler Cap. 

. 10077 


1983; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1983; OE Type Radiator Cap. 

. 10231 

16 

1983; OE Equivalent Fuel Cap. 

. 10817 


1983; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1983; Regular Locking Fuel Cap. 

. 10591 


1983; Pre-Vent Locking Fuel Cap. 

. 10501 


1982; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1982; OE Type Radiator Cap. 

. 10231 

16 

1982; OE Equivalent Fuel Cap. 

. 10817 


1982; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1982; Regular Locking Fuel Cap. 

. 10591 


1982; Pre-Vent Locking Fuel Cap. 

. 10501 


1982; Oil Filler Cap. 

. 10077 


V-6 3.0 L 



1985; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1985; OE Type Radiator Cap. 

. 10231 

16 

1985; OE Equivalent Fuel Cap. 

. 10817 


1985; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1985; Regular Locking Fuel Cap. 

. 10591 


1985; Pre-Vent Locking Fuel Cap. 

. 10501 


1985; Oil Filler Cap. 

. 10109 


1984-1982; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1984-1982; OE Type Radiator Cap. 

. 10231 

16 

1984-1982; OE Equivalent Fuel Cap. 

. 10817 


1984-1982; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1984-1982; Regular Locking Fuel Cap. 

. 10591 


1984-1982; Pre-Vent Locking Fuel Cap. 

. 10501 


1984-1982; Oil Filler Cap. 

. 10066 


V-6 3.1 L 



1994; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1994; OE Type Radiator Cap. 

. 10231 

16 

1994; OE Equivalent Fuel Cap. 

. 10817 


1994; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994; Regular Locking Fuel Cap. 

. 10591 


1994; Pre-Vent Locking Fuel Cap. 

. 10501 


1994; Oil Filler Cap. 

. 10099 


V-6 3.3 L 



1993-1989; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1993-1989; OE Type Radiator Cap. 

. 10231 

16 

1993-1989; OE Equivalent Fuel Cap. 

. 10817 


1993-1989; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1993-1989; Regular Locking Fuel Cap. 

. 10591 


1993-1989; Pre-Vent Locking Fuel Cap. 

. 10501 


1993-1989; Oil Filler Cap. 

. 10099 


V-6 3.8 L 



1988-1985; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1988-1985; OE Type Radiator Cap. 

. 10231 

16 

1988-1985; OE Equivalent Fuel Cap. 

. 10817 


1988-1985; Pre-Vent Non-Locking Fuel Cap. 

. 10819 



Application 

Part 

Number 

PSI 

Oldsmobile - Continued 

1 Cutlass Ciera - Continued 

V-6 3.8 L - Continued 



1988-1985; Regular Locking Fuel Cap. 

. 10591 


1988-1985; Pre-Vent Locking Fuel Cap. 

. 10501 


1988-1985; Oil Filler Cap. 

. 10099 


1984; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1984; OE Type Radiator Cap. 

. 10231 

16 

1984; OE Equivalent Fuel Cap. 

10817 


1984; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1984; Regular Locking Fuel Cap. 

10591 


1984; Pre-Vent Locking Fuel Cap. 

. 10501 


1984; Oil Filler Cap. 

. 10066 


V-6 4.3 L Diesel 



1985-1982; Lev-R-Vent Radiator Cap. 

10330 

16 

1985-1982; OE Type Radiator Cap. 

10230 

16 

1985-1982; OE Equivalent Fuel Cap. 

. 10817 


1985-1982; Diesel Regular Non-Locking Fuel Cap. 

10830D 


1985-1982; Regular Locking Fuel Cap. 

. 10591 


1985-1982; Diesel Regular Locking Fuel Cap. 

. 10591D 


1985-1982; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1985-1982; Diesel Pre-Vent Non-Locking Fuel Cap. 

. 10819D 


1985-1982; Pre-Vent Locking Fuel Cap. 

. 10501 


1985-1982; Diesel Only Pre-Vent Locking Fuel Cap. 

. 10501D 


Cutlass Cruiser 

4-Cvl. 2.5 L 



1990; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1990; OE Type Radiator Cap. 

. 10231 

16 

1990; OE Equivalent Fuel Cap. 

10817 


1990; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1990; Regular Locking Fuel Cap. 

10591 


1990; Pre-Vent Locking Fuel Cap. 

. 10501 


1990; Oil Filler Cap. 

. 10104 


V-6 231 



1979-1978; Lev-R-Vent Radiator Cap. 

10331 

16 

1979-1978; OE Type Radiator Cap. 

10231 

16 

1979-1978; OE Equivalent Fuel Cap. 

. 10817 


1979-1978; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1979-1978; Regular Locking Fuel Cap. 

. 10591 


1979-1978; Pre-Vent Locking Fuel Cap. 

. 10501 


1979-1978; Oil Filler Cap. 

. 10066 


V-6 3.1 L 



1994; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1994; OE Type Radiator Cap. 

. 10231 

16 

1994; OE Equivalent Fuel Cap. 

10817 


1994; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994; Regular Locking Fuel Cap. 

10591 


1994; Pre-Vent Locking Fuel Cap. 

. 10501 


1994; Oil Filler Cap. 

. 10099 


V-6 3.3 L 



1993-1990; Lev-R-Vent Radiator Cap. 

10331 

16 

1993-1990; OE Type Radiator Cap. 

10231 

16 

1993-1990; OE Equivalent Fuel Cap. 

. 10817 


1993-1990; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1993-1990; Regular Locking Fuel Cap. 

. 10591 


1993-1990; Pre-Vent Locking Fuel Cap. 

. 10501 


1993-1990; Oil Filler Cap. 

. 10099 


V-6 3.8 L 



1981-1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1981-1980; OE Type Radiator Cap. 

10231 

16 

1981-1980; OE Equivalent Fuel Cap. 

. 10817 


1981-1980; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1981-1980; Regular Locking Fuel Cap. 

. 10591 


1981-1980; Pre-Vent Locking Fuel Cap. 

. 10501 


1981-1980; Oil Filler Cap. 

. 10066 


V-8 260 



1979-1978; Lev-R-Vent Radiator Cap. 

10331 

16 

1979-1978; OE Type Radiator Cap. 

10231 

16 

1979-1978; OE Equivalent Fuel Cap. 

. 10817 


1979-1978; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1979-1978; Regular Locking Fuel Cap. 

. 10591 


1979-1978; Pre-Vent Locking Fuel Cap. 

. 10501 


1979-1978; Oil Filler Cap. 

. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Oldsmobile - Continued 

Oldsmobile - Continued 

Cutlass Cruiser - Continued 

Cutlass Cruiser - Continued 


Application 


Part 

Number 


PSI 


V-8 260 - Continued 

1979-1978; Oil Breather Cap. 10078 

V-8 305 

1979-1978; Lev-R-Vent Radiator Cap. 10331 

1979-1978; OE Type Radiator Cap. 10231 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

V-8 350 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1979; Oil Breather Cap; Eng. VIN R. 10078 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10817 

1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1978; Regular Locking Fuel Cap. 10591 

1978; Pre-Vent Locking Fuel Cap. 10501 

1978; Oil Filler Cap. 10066 

V-8 350 Diesel 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Breather Cap. 10078 

V-8 4.3 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

1981-1980; Oil Breather Cap. 10078 

V-8 4.4 L (Canada) 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

V-8 5.0 L 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 

1981; Oil Breather Cap. 10078 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 5.7 L Diesel 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1981-1980; Regular Locking Fuel Cap. 10591 


V-8 5.7 L Diesel - Continued 

1981-1980; Diesel Regular Locking Fuel Cap. 10591D 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1981-1980; Oil Breather Cap. 10078 


Cutlass Supreme 

4-Cyl. 2.3 L 

1991-1990; Lev-R-Vent Radiator Cap. 10331 16 

1991-1990; OE Type Radiator Cap. 10231 16 

1991-1990; OE Equivalent Fuel Cap. 10817 

1991-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1990; Regular Locking Fuel Cap. 10591 

1991-1990; Pre-Vent Locking Fuel Cap. 10501 

1991- 1990; Oil Filler Cap. 10116 

V-6 2.8 L 

1989-1988; Lev-R-Vent Radiator Cap. 10331 16 

1989-1988; OE Type Radiator Cap. 10231 16 

1989-1988; OE Equivalent Fuel Cap. 10817 

1989-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1988; Regular Locking Fuel Cap. 10591 

1989-1988; Pre-Vent Locking Fuel Cap. 10501 

1989-1988; Oil Filler Cap. 10096 

V-6 3.1 L 

1994-1993; Lev-R-Vent Radiator Cap. 10331 16 

1994-1993; OE Type Radiator Cap. 10231 16 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10099 

1992- 1989; Lev-R-Vent Radiator Cap. 10331 16 

1992-1989; OE Type Radiator Cap. 10231 16 

1992-1989; OE Equivalent Fuel Cap. 10817 

1992-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1989; Regular Locking Fuel Cap. 10591 

1992-1989; Pre-Vent Locking Fuel Cap. 10501 

1992-1989; Oil Filler Cap. 10096 

V-6 3.4 L 

1994-1991; Lev-R-Vent Radiator Cap. 10331 16 

1994-1991; OE Type Radiator Cap. 10231 16 

1994-1991; OE Equivalent Fuel Cap. 10817 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Regular Locking Fuel Cap. 10591 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10119 

V-8 5.0 L 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10066 


Delmont 88 
V-8 330 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; OE Equivalent Fuel Cap. 10632 

1967; Regular Locking Fuel Cap. 10571 

V-8 350 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10632 

1968; Regular Locking Fuel Cap. 10571 

1968; Oil Filler Cap. 10066 

V-8 425 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Oldsmobile - Continued 

Oldsmobile - Continued 

Delmont 88 - Continued 

Delta 88 - Continued 


Application 


Part 

Number 


PSI 


V-8 425 - Continued 

1967; OE Equivalent Fuel Cap. 10632 

1967; Regular Locking Fuel Cap. 10571 

V-8 455 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10632 

1968; Regular Locking Fuel Cap. 10571 

1968; Oil Filler Cap. 10066 

Delta 88 

V-6 231 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-6 3.0 L 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10099 

V-6 3.8 L 

1988-1986; Lev-R-Vent Radiator Cap. 10331 16 

1988-1986; OE Type Radiator Cap. 10231 16 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10099 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

V-8 260 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1979-1977; Oil Breather Cap. 10078 

V-8 301 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

V-8 350 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 


V-8 350 - Continued 

1979-1978; Oil Filler Cap. 10066 

1979-1978; Oil Breather Cap. 10078 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap; Eng. VIN R. 10078 

1976-1975; Lev-R-Vent Radiator Cap. 10331 16 

1976-1975; OE Type Radiator Cap. 10231 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1976-1975; Oil Breather Cap. 10078 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10078 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10078 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10066 

1970-1969; Lev-R-Vent Radiator Cap. 10330 16 

1970-1969; OE Type Radiator Cap. 10230 16 

1970-1969; OE Equivalent Fuel Cap. 10632 

1970-1969; Regular Locking Fuel Cap. 10571 

V-8 350 Diesel 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Diesel Regular Non-Locking Fuel Cap. 10830D 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Diesel Regular Locking Fuel Cap. 10591D 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1979-1978; Oil Breather Cap. 10078 

V-8 4.3 L 

1982; Lev-R-Vent Radiator Cap. 10331 16 

1982; OE Type Radiator Cap. 10231 16 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Breather Cap. 10078 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

1981- 1980; Oil Breather Cap. 10078 

V-8 4.4 L (Canada) 

1982- 1981; Lev-R-Vent Radiator Cap. 10331 16 

1982-1981; OE Type Radiator Cap. 10231 16 

1982-1981; OE Equivalent Fuel Cap. 10817 

1982-1981; Pre-Vent Non-Locking Fuel Cap. 10819 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Oldsmobile - Continued 

Oldsmobile - Continued 

Delta 88 - Continued 

Delta 88 - Continued 


Application 


Part 

Number 


PSI 


V-8 4.4 L (Canada) - Continued 

1982-1981; Regular Locking Fuel Cap. 10591 

1982-1981; Pre-Vent Locking Fuel Cap. 10501 

1982-1981; Oil Filler Cap. 10066 

V-8 400 

1975; Lev-R-Vent Radiator Cap. 10331 16 

1975; OE Type Radiator Cap. 10231 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

V-8 403 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1979-1977; Oil Breather Cap. 10078 

V-8 425 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; OE Equivalent Fuel Cap. 10632 

1967; Regular Locking Fuel Cap. 10571 

V-8 455 

1976-1975; Lev-R-Vent Radiator Cap. 10331 16 

1976-1975; OE Type Radiator Cap. 10231 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1976-1975; Oil Breather Cap. 10078 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10078 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10078 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971 ;OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10066 

1970-1969; Lev-R-Vent Radiator Cap. 10330 16 

1970-1969; OE Type Radiator Cap. 10230 16 

1970-1969; OE Equivalent Fuel Cap. 10632 

1970-1969; Regular Locking Fuel Cap. 10571 

1970-1969; Oil Breather Cap. 10078 

1970-1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10632 

1968; Regular Locking Fuel Cap. 10571 

1968; Oil Filler Cap. 10066 

V-8 5.0 L 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10077 

1984-1982; Lev-R-Vent Radiator Cap. 10331 16 


V-8 5.0 L - Continued 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; OE Equivalent Fuel Cap. 10817 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984-1982; Oil Filler Cap. 10077 

1984-1982; Oil Breather Cap. 10078 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

1981-1980; Oil Breather Cap. 10078 

V-8 5.7 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10078 

V-8 5.7 L Diesel 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Diesel Regular Locking Fuel Cap. 10591D 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1980; Oil Breather Cap. 10078 

Eighty Eight 

V-6 3.8 L 

1994-1991; Lev-R-Vent Radiator Cap. 10331 16 

1994-1991; OE Type Radiator Cap. 10231 16 

1994-1991; Coolant Recovery Tank Cap. 10236 

1994-1991; OE Equivalent Fuel Cap. 10817 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Regular Locking Fuel Cap. 10591 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10099 

1990-1989; Lev-R-Vent Radiator Cap. 10331 16 

1990-1989; OE Type Radiator Cap. 10231 16 

1990-1989; OE Equivalent Fuel Cap. 10817 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Regular Locking Fuel Cap. 10591 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap. 10099 

V-8 394 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; OE Equivalent Fuel Cap; Wagon. 10646 

1964; Regular Locking Fuel Cap; Wagon. 10492 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10571 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Oldsmobile - Continued 

Eighty Eight - Continued 

V-8 425 



1966-1965; Lev-R-Vent Radiator Cap. 

10330 

16 

1966-1965; OE Type Radiator Cap. 

10230 

16 

1966-1965; OE Equivalent Fuel Cap. 

. 10632 


1966-1965; Regular Locking Fuel Cap. 

. 10571 


F85 

6-Cyl. 250 



1971; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1971; OE Type Radiator Cap. 

. 10230 

16 

1971; OE Equivalent Fuel Cap. 

10807 


1971; Regular Locking Fuel Cap. 

10571 


1971; Oil Filler Cap. 

. 10072 


1970-1968; Lev-R-Vent Radiator Cap. 

10330 

16 

1970-1968; OE Type Radiator Cap. 

10230 

16 

1970-1968; OE Equivalent Fuel Cap. 

. 10632 


1970-1968; Regular Locking Fuel Cap. 

. 10571 


1970-1968; Oil Filler Cap. 

. 10066 


1967-1966; Lev-R-Vent Radiator Cap. 

10330 

16 

1967-1966; OE Type Radiator Cap. 

10230 

16 

1967-1966; OE Equivalent Fuel Cap; Wagon. 

. 10646 


1967-1966; Regular Locking Fuel Cap; Wagon. 

. 10492 


1967-1966; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10632 


1967-1966; Regular Locking Fuel Cap; Exc. Wagon. 

. 10571 


V-6 225 



1965-1964; Lev-R-Vent Radiator Cap. 

10330 

16 

1965-1964; OE Type Radiator Cap. 

10230 

16 

1965-1964; OE Equivalent Fuel Cap; Wagon. 

. 10646 


1965-1964; Regular Locking Fuel Cap; Wagon. 

. 10492 


1965-1964; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10632 


1965-1964; Regular Locking Fuel Cap; Exc. Wagon. 

. 10571 


V-8 215 



1963-1961; Lev-R-Vent Radiator Cap. 

10330 

16 

1963-1961; OE Type Radiator Cap. 

10230 

16 

1963-1961; OE Equivalent Fuel Cap. 

. 10646 


1963-1961; Regular Locking Fuel Cap. 

. 10492 


1963-1961; Oil Breather Cap. 

10061 


V-8 330 



1967-1964; Lev-R-Vent Radiator Cap. 

10330 

16 

1967-1964; OE Type Radiator Cap. 

10230 

16 

1967-1964; OE Equivalent Fuel Cap; Wagon. 

. 10646 


1967-1964; Regular Locking Fuel Cap; Wagon. 

. 10492 


1967-1964; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10632 


1967-1964; Regular Locking Fuel Cap; Exc. Wagon. 

. 10571 


V-8 350 



1972-1971; Lev-R-Vent Radiator Cap. 

10330 

16 

1972-1971; OE Type Radiator Cap. 

10230 

16 

1972-1971; OE Equivalent Fuel Cap. 

. 10807 


1972-1971; Regular Locking Fuel Cap. 

. 10571 


1972-1971; Oil Filler Cap. 

. 10066 


1970-1969; Lev-R-Vent Radiator Cap. 

10330 

16 

1970-1969; OE Type Radiator Cap. 

10230 

16 

1970-1969; OE Equivalent Fuel Cap. 

. 10632 


1970-1969; Regular Locking Fuel Cap. 

. 10571 


1968; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1968; OE Type Radiator Cap. 

. 10230 

16 

1968; OE Equivalent Fuel Cap. 

10632 


1968; Regular Locking Fuel Cap. 

10571 


1968; Oil Filler Cap. 

. 10066 


V-8 400 



1966-1965; Lev-R-Vent Radiator Cap. 

10330 

16 

1966-1965; OE Type Radiator Cap. 

10230 

16 

1966-1965; OE Equivalent Fuel Cap; Wagon. 

. 10646 


1966-1965; Regular Locking Fuel Cap; Wagon. 

. 10492 


1966-1965; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10632 


1966-1965; Regular Locking Fuel Cap; Exc. Wagon. 

. 10571 


V-8 455 



1972; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1972; OE Type Radiator Cap. 

. 10230 

16 

1972; OE Equivalent Fuel Cap. 

10807 


1972; Regular Locking Fuel Cap. 

10571 


1972; Oil Filler Cap. 

. 10066 



Application 

Part 

Number 

PSI 

Oldsmobile - Continued 

Firenza 

4-Cvl. 1.8 L 



1986-1983; OE Type Radiator Cap. 

10231 

16 

1986-1983; Coolant Recovery Tank Cap. 

. 10236 


1986-1983; Thermostat Housing Cap. 

. 10232 


1986-1983; OE Equivalent Fuel Cap. 

. 10817 


1986-1983; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1986-1983; Regular Locking Fuel Cap. 

. 10591 


1986-1983; Pre-Vent Locking Fuel Cap. 

. 10501 


1986-1983; Oil Filler Cap. 

. 10106 


1982; OE Type Radiator Cap; Eng. VIN O. 

10231 

16 

1982; Lev-R-Vent Radiator Cap; Eng. VIN G. 

10331 

16 

1982; Coolant Recovery Tank Cap. 

. 10236 


1982; Thermostat Housing Cap; Eng. VIN O. 

. 10232 


1982; OE Equivalent Fuel Cap. 

10817 


1982; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1982; Regular Locking Fuel Cap. 

10591 


1982; Pre-Vent Locking Fuel Cap. 

. 10501 


1982; Oil Filler Cap; Eng. VINO. 

. 10106 


1982; Oil Filler Cap; Eng. VIN G. 

. 10066 


4-Cyl. 2.0 L 



1988-1987; OE Type Radiator Cap; Eng. VIN K. 

. 10231 

16 

1988-1987; Lev-R-Vent Radiator Cap; Eng. VIN 1. 

. 10331 

16 

1988-1987; Coolant Recovery Tank Cap. 

. 10236 


1988-1987; Thermostat Housing Cap; Eng. VIN K. 

. 10232 


1988-1987; OE Equivalent Fuel Cap. 

. 10817 


1988-1987; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1988-1987; Regular Locking Fuel Cap. 

. 10591 


1988-1987; Pre-Vent Locking Fuel Cap. 

. 10501 


1988-1987; Oil Filler Cap; Eng. VIN K. 

. 10106 


1986-1983; Lev-R-Vent Radiator Cap. 

10331 

16 

1986-1983; OE Type Radiator Cap. 

10231 

16 

1986-1983; Coolant Recovery Tank Cap. 

. 10236 


1986-1983; OE Equivalent Fuel Cap. 

. 10817 


1986-1983; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1986-1983; Regular Locking Fuel Cap. 

. 10591 


1986-1983; Pre-Vent Locking Fuel Cap. 

. 10501 


1986-1983; Oil Filler Cap. 

. 10066 


V-6 2.8 L 



1987; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1987; OE Type Radiator Cap. 

. 10231 

16 

1987; Coolant Recovery Tank Cap. 

. 10236 


1987; OE Equivalent Fuel Cap. 

10817 


1987; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1987; Regular Locking Fuel Cap. 

10591 


1987; Pre-Vent Locking Fuel Cap. 

. 10501 


1987; Oil Filler Cap. 

. 10096 


1986-1985; Lev-R-Vent Radiator Cap. 

10331 

16 

1986-1985; OE Type Radiator Cap. 

10231 

16 

1986-1985; Coolant Recovery Tank Cap. 

. 10236 


1986-1985; OE Equivalent Fuel Cap. 

. 10817 


1986-1985; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1986-1985; Regular Locking Fuel Cap. 

. 10591 


1986-1985; Pre-Vent Locking Fuel Cap. 

. 10501 


1986-1985; Oil Filler Cap. 

. 10072 


Jetstar 88 

V-8 330 



1966-1964; Lev-R-Vent Radiator Cap. 

10330 

16 

1966-1964; OE Type Radiator Cap. 

10230 

16 

1966-1964; OE Equivalent Fuel Cap. 

. 10632 


1966-1964; Regular Locking Fuel Cap. 

. 10571 


Jetstar 1 

V-8 330 



1964; OE Equivalent Fuel Cap; Wagon. 

. 10646 


1964; Regular Locking Fuel Cap; Wagon. 

. 10492 


1964; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10632 


1964; Regular Locking Fuel Cap; Exc. Wagon. 

. 10571 


V-8 394 



1964; OE Equivalent Fuel Cap. 

10632 


1964; Regular Locking Fuel Cap. 

10571 


V-8 425 



1965; OE Equivalent Fuel Cap. 

10632 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Oldsmobile - Continued 

Oldsmobile - Continued 

Jetstar 1 - Continued 

Ninety Eight - Continued 


Application 


Part 

Number 


PSI 


V-8 425 - Continued 

1965; Regular Locking Fuel Cap. 10571 

Ninety Eight 

V-6 3.0 L 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10109 

V-6 3.8 L 

1994-1991; Lev-R-Vent Radiator Cap. 10331 16 

1994-1991; OE Type Radiator Cap. 10231 16 

1994-1991; Coolant Recovery Tank Cap. 10236 

1994-1991; OE Equivalent Fuel Cap. 10817 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Regular Locking Fuel Cap. 10591 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10099 

1990-1986; Lev-R-Vent Radiator Cap. 10331 16 

1990-1986; OE Type Radiator Cap. 10231 16 

1990-1986; OE Equivalent Fuel Cap. 10817 

1990-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1986; Regular Locking Fuel Cap. 10591 

1990-1986; Pre-Vent Locking Fuel Cap. 10501 

1990-1986; Oil Filler Cap. 10099 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap; W Metal Oil Cap. 10066 

1985; Oil Filler Cap; W/Plastic Oil Cap. 10109 

V-6 4.1 L 

1983-1981; Lev-R-Vent Radiator Cap. 10331 16 

1983-1981; OE Type Radiator Cap. 10231 16 

1983-1981; OE Equivalent Fuel Cap. 10817 

1983-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1981; Regular Locking Fuel Cap. 10591 

1983-1981; Pre-Vent Locking Fuel Cap. 10501 

1983-1981; Oil Filler Cap. 10066 

V-6 4.3 L Diesel 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

V-8 350 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1979-1977; Oil Breather Cap. 10078 

1975; Lev-R-Vent Radiator Cap. 10331 16 

1975; OE Type Radiator Cap. 10231 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 


V-8 350 - Continued 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10078 

1972; Lev-R-Vent Radiator Cap. 10330 16 

1972; OE Type Radiator Cap. 10230 16 

1972; OE Equivalent Fuel Cap. 10807 

1972; Regular Locking Fuel Cap. 10571 

1972; Oil Filler Cap. 10066 

V-8 350 Diesel 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Diesel Regular Non-Locking Fuel Cap. 10830D 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Diesel Regular Locking Fuel Cap. 10591D 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1979-1978; Oil Breather Cap. 10078 

V-8 394 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; OE Equivalent Fuel Cap. 10632 

1964; Regular Locking Fuel Cap. 10571 

V-8 400 

1975; Lev-R-Vent Radiator Cap. 10331 16 

1975; OE Type Radiator Cap. 10231 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

V-8 403 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1979-1977; Oil Breather Cap. 10078 

V-8 425 

1967-1965; Lev-R-Vent Radiator Cap. 10330 16 

1967-1965; OE Type Radiator Cap. 10230 16 

1967-1965; OE Equivalent Fuel Cap. 10632 

1967-1965; Regular Locking Fuel Cap. 10571 

V-8 455 

1976-1975; Lev-R-Vent Radiator Cap. 10331 16 

1976-1975; OE Type Radiator Cap. 10231 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1976-1975; Oil Breather Cap. 10078 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10078 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10078 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Oldsmobile - Continued 

Oldsmobile - Continued 

Ninety Eight - Continued 

Omega - Continued 


Application 


Part 

Number 


PSI 


V-8 455 - Continued 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10066 

1970-1969; Lev-R-Vent Radiator Cap. 10330 16 

1970-1969; OE Type Radiator Cap. 10230 16 

1970-1969; OE Equivalent Fuel Cap. 10632 

1970-1969; Regular Locking Fuel Cap. 10571 

1970-1969; Oil Breather Cap. 10078 

1970-1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10632 

1968; Regular Locking Fuel Cap. 10571 

1968; Oil Filler Cap. 10066 

V-8 5.0 L 

1984-1982; Lev-R-Vent Radiator Cap. 10331 16 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; OE Equivalent Fuel Cap. 10817 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984-1982; Oil Filler Cap. 10077 

1984-1982; Oil Breather Cap. 10078 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981 -1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

1981-1980; Oil Breather Cap. 10078 

V-8 5.7 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10078 

V-8 5.7 L Diesel 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Diesel Regular Locking Fuel Cap. 10591D 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1980; Oil Breather Cap. 10078 


Omega 

4-Cvl. 2.5 L 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; Thermostat Housing Cap. 10232 

1984-1982; OE Equivalent Fuel Cap. 10817 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984-1982; Oil Filler Cap. 10066 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

6-Cyl. 250 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 


6-Cyl. 250 - Continued 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976- 1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10072 

V-6 2.8 L 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10077 

V-6 231 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-8 260 

1977- 1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap. 10817 

1977-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1977-1975; Regular Locking Fuel Cap. 10591 

1977-1975; Pre-Vent Locking Fuel Cap. 10501 

1977-1975; Oil Filler Cap. 10066 

1977-1975; Oil Breather Cap. 10078 

V-8 305 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-8 350 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap; Eng. VIN R. 10078 

1976-1975; Lev-R-Vent Radiator Cap. 10331 16 

1976-1975; OE Type Radiator Cap. 10231 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1976-1975; Oil Breather Cap. 10078 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Oldsmobile - Continued 

Omega - Continued 

V-8 350 - Continued 



1974; Oil Filler Cap. 

. 10066 


1974; Oil Breather Cap. 

. 10078 


1973; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1973; OE Type Radiator Cap. 

. 10230 

16 

1973; OE Equivalent Fuel Cap. 

. 10807 


1973; Regular Locking Fuel Cap. 

. 10571 


1973; Oil Filler Cap. 

. 10066 


1973; Oil Breather Cap. 

. 10078 


Series 60 

6-Cvl. 215 



1939; OE Equivalent Fuel Cap. 

. 10623 


1939; Regular Locking Fuel Cap. 

. 10491 


6-Cyl. 230 



1940; OE Equivalent Fuel Cap. 

. 10623 


1940; Regular Locking Fuel Cap. 

. 10491 


6-Cyl. 238; 8-Cyl. 257 



1948; Lev-R-Vent Radiator Cap. 

. 10308 

4 

1948; OE Type Radiator Cap. 

. 10208 

4 

1948; OE Equivalent Fuel Cap. 

. 10623 


1948; Regular Locking Fuel Cap. 

. 10491 


1947-1946; OE Equivalent Fuel Cap. 

. 10623 


1947-1946; Regular Locking Fuel Cap. 

. 10491 


1942-1941; OE Equivalent Fuel Cap. 

. 10623 


1942-1941; Regular Locking Fuel Cap. 

. 10491 


Series 70 

6-Cyl. 230 



1940-1939; OE Equivalent Fuel Cap. 

. 10623 


1940-1939; Regular Locking Fuel Cap. 

. 10491 


6-Cyl. 238; 8-Cyl. 257 



1948; Lev-R-Vent Radiator Cap. 

. 10308 

4 

1948; OE Type Radiator Cap. 

. 10208 

4 

1948; OE Equivalent Fuel Cap. 

. 10623 


1948; Regular Locking Fuel Cap. 

. 10491 


1947-1946; OE Equivalent Fuel Cap. 

. 10623 


1947-1946; Regular Locking Fuel Cap. 

. 10491 


1942-1941; OE Equivalent Fuel Cap. 

. 10623 


1942-1941; Regular Locking Fuel Cap. 

. 10491 


Series 76 

6-Cyl. 257 



1950-1949; OE Equivalent Fuel Cap. 

. 10623 


1950-1949; Regular Locking Fuel Cap. 

. 10491 


Series 80 

8-Cyl. 257 



1939; OE Equivalent Fuel Cap. 

. 10623 


1939; Regular Locking Fuel Cap. 

. 10491 


Series 88 

V-8 303 



1953-1951; Lev-R-Vent Radiator Cap. 

. 10328 

7 

1953-1951; OE Type Radiator Cap. 

. 10228 

7 

1953-1951; OE Equivalent Fuel Cap. 

. 10623 


1953-1951; Regular Locking Fuel Cap. 

. 10491 


1953-1951; Oil Breather Cap. 

. 10061 


1950-1949; Lev-R-Vent Radiator Cap. 

. 10328 

7 

1950-1949; OE Type Radiator Cap. 

. 10228 

7 

1950-1949; OE Equivalent Fuel Cap. 

. 10623 


1950-1949; Regular Locking Fuel Cap. 

. 10491 


V-8 324 



1956-1954; Lev-R-Vent Radiator Cap. 

. 10328 

7 

1956-1954; OE Type Radiator Cap. 

. 10228 

7 

1956-1954; OE Equivalent Fuel Cap. 

. 10623 


1956-1954; Regular Locking Fuel Cap. 

. 10491 


1956-1954; Oil Breather Cap. 

. 10061 


V-8 371 



1960-1959; OE Equivalent Fuel Cap. 

. 10646 


1960-1959; Regular Locking Fuel Cap. 

. 10492 


1960-1959; Oil Breather Cap. 

. 10061 


1958-1957; OE Equivalent Fuel Cap. 

. 10623 



Application 

Part 

Number 

PSI 

Oldsmobile - Continued 

1 Series 88 - Continued 

V-8 371 - Continued 



1958-1957; Regular Locking Fuel Cap. 

10491 


1958-1957; Oil Breather Cap. 

10061 


V-8 394 



1963-1961; Lev-R-Vent Radiator Cap. 

10330 

16 

1963-1961; OE Type Radiator Cap. 

10230 

16 

1963-1961; OE Equivalent Fuel Cap. 

10646 


1963-1961; Regular Locking Fuel Cap. 

10492 


1963-1961; Oil Breather Cap. 

10061 


1960-1959; OE Equivalent Fuel Cap. 

10646 


1960-1959; Regular Locking Fuel Cap. 

10492 


1960-1959; Oil Breather Cap. 

10061 


Series 90 

6-Cyl. 238 



1941; OE Equivalent Fuel Cap. 

10623 


1941; Regular Locking Fuel Cap. 

10491 


8-Cyl. 257 



1948; Lev-R-Vent Radiator Cap. 

10328 

7 

1948; OE Type Radiator Cap. 

10228 

7 

1948; OE Equivalent Fuel Cap. 

10623 


1948; Regular Locking Fuel Cap. 

10491 


1947-1946; OE Equivalent Fuel Cap. 

10623 


1947-1946; Regular Locking Fuel Cap. 

10491 


1942-1940; OE Equivalent Fuel Cap. 

10623 


1942-1940; Regular Locking Fuel Cap. 

10491 


Series 98 

V-8 303 



1953-1951; Lev-R-Vent Radiator Cap. 

10328 

7 

1953-1951; OE Type Radiator Cap. 

10228 

7 

1953-1951; OE Equivalent Fuel Cap. 

10623 


1953-1951; Regular Locking Fuel Cap. 

10491 


1953-1951; Oil Breather Cap. 

10061 


1950-1949; Lev-R-Vent Radiator Cap. 

10328 

7 

1950-1949; OE Type Radiator Cap. 

10228 

7 

1950-1949; OE Equivalent Fuel Cap. 

10623 


1950-1949; Regular Locking Fuel Cap. 

10491 


V-8 324 



1956-1954; Lev-R-Vent Radiator Cap. 

10328 

7 

1956-1954; OE Type Radiator Cap. 

10228 

7 

1956-1954; OE Equivalent Fuel Cap. 

10623 


1956-1954; Regular Locking Fuel Cap. 

10491 


1956-1954; Oil Breather Cap. 

10061 


V-8 371 



1958-1957; OE Equivalent Fuel Cap. 

10623 


1958-1957; Regular Locking Fuel Cap. 

10491 


1958-1957; Oil Breather Cap. 

10061 


V-8 394 



1963-1961; Lev-R-Vent Radiator Cap. 

10330 

16 

1963-1961; OE Type Radiator Cap. 

10230 

16 

1963-1961; OE Equivalent Fuel Cap. 

10646 


1963-1961; Regular Locking Fuel Cap. 

10492 


1963-1961; Oil Breather Cap. 

10061 


1960-1959; Lev-R-Vent Radiator Cap; W/H.D. Rad. 

10330 

16 

1960-1959; OE Type Radiator Cap; W/H.D. Rad. 

10230 

16 

1960-1959; Lev-R-Vent Radiator Cap; W/O H.D. Rad. 

10329 

13 

1960-1959; OE Type Radiator Cap; W/O H.D. Rad. 

10229 

13 

1960-1959; Lev-R-Vent Radiator Cap; W/Factory Inst. A.C. 

10330 

16 

1960-1959; OE Type Radiator Cap; W/Factory Inst. A.C. 

10230 

16 

1960-1959; Lev-R-Vent Radiator Cap; W/O Factory Inst. A.C.... 

10329 

13 

1960-1959; OE Type Radiator Cap; W/O Factory Inst. A.C. 

10229 

13 

1960-1959; OE Equivalent Fuel Cap. 

10646 


1960-1959; Regular Locking Fuel Cap. 

10492 


1960-1959; Oil Breather Cap. 

10061 


Series F 

6-Cyl. 213 



1936-1934; OE Equivalent Fuel Cap. 

10623 


1936-1934; Regular Locking Fuel Cap. 

10491 


6-Cyl. 230 



1938-1937; OE Equivalent Fuel Cap. 

10623 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Oldsmobile - Continued 

Series F - Continued 

6-Cvl. 230 - Continued 



1938-1937; Regular Locking Fuel Cap. 

. 10491 


Series L 

8-Cvl. 240 



1936-1934; OE Equivalent Fuel Cap. 

. 10623 


1936-1934; Regular Locking Fuel Cap. 

. 10491 


8-Cyl. 257 



1938-1937; OE Equivalent Fuel Cap. 

. 10623 


1938-1937; Regular Locking Fuel Cap. 

. 10491 


Silhouette 

V-6 3.1 L 



1994-1992; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1994-1992; OE Type Radiator Cap. 

. 10231 

16 

1994-1992; Coolant Recovery Tank Cap. 

. 10236 


1994-1992; OE Equivalent Fuel Cap. 

. 10817 


1994-1992; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994-1992; Regular Locking Fuel Cap. 

. 10591 


1994-1992; Pre-Vent Locking Fuel Cap. 

. 10501 


1994-1992; Oil Filler Cap. 

. 10072 


1991; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1991; OE Type Radiator Cap. 

. 10231 

16 

1991; OE Equivalent Fuel Cap. 

. 10817 


1991; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1991; Regular Locking Fuel Cap. 

. 10591 


1991; Pre-Vent Locking Fuel Cap. 

. 10501 


1991; Oil Filler Cap. 

. 10072 


1990; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1990; OE Type Radiator Cap. 

. 10231 

16 

1990; Coolant Recovery Tank Cap. 

. 10236 


1990; OE Equivalent Fuel Cap. 

. 10817 


1990; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1990; Regular Locking Fuel Cap. 

. 10591 


1990; Pre-Vent Locking Fuel Cap. 

. 10501 


1990; Oil Filler Cap. 

. 10072 


V-6 3.8 L 



1994-1992; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1994-1992; OE Type Radiator Cap. 

. 10231 

16 

1994-1992; Coolant Recovery Tank Cap. 

. 10236 


1994-1992; OE Equivalent Fuel Cap. 

. 10817 


1994-1992; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994-1992; Regular Locking Fuel Cap. 

. 10591 


1994-1992; Pre-Vent Locking Fuel Cap. 

. 10501 


1994-1992; Oil Filler Cap. 

. 10099 


Starfire 

4-Cyl. 140 



1977; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1977; OE Type Radiator Cap. 

. 10231 

16 

1977; Regular Locking Fuel Cap. 

. 10573 


1977; Oil Filler Cap. 

. 10066 


1976; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1976; OE Type Radiator Cap. 

. 10230 

16 

1976; OE Equivalent Fuel Cap. 

. 10713 


1976; Regular Locking Fuel Cap. 

. 10572 


1976; Oil Filler Cap. 

. 10066 


4-Cyl. 151 



1979-1978; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1979-1978; OE Type Radiator Cap. 

. 10231 

16 

1979-1978; Regular Locking Fuel Cap. 

. 10573 


1979-1978; Oil Filler Cap. 

. 10066 


4-Cyl. 2.5 L 



1980; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1980; OE Type Radiator Cap. 

. 10231 

16 

1980; Regular Locking Fuel Cap. 

. 10573 


1980; Oil Filler Cap. 

. 10066 


V-6 231 



1979-1977; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1979-1977; OE Type Radiator Cap. 

. 10231 

16 

1979-1977; Regular Locking Fuel Cap. 

. 10573 


1979-1977; Oil Filler Cap. 

. 10066 



Application 

Part 

Number 

PSI 

Oldsmobile - Continued 

1 Starfire - Continued 

V-6 231 - Continued 



1976-1975; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1976-1975; OE Type Radiator Cap. 

. 10230 

16 

1976-1975; OE Equivalent Fuel Cap. 

. 10713 


1976-1975; Regular Locking Fuel Cap. 

. 10572 


1976-1975; Ol Filler Cap. 

. 10066 


V-6 3.8 L 



1980; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1980; OE Type Radiator Cap. 

. 10231 

16 

1980; Regular Locking Fuel Cap. 

. 10573 


1980; Oil Filler Cap. 

. 10066 


V-8 305 



1979-1977; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1979-1977; OE Type Radiator Cap. 

. 10231 

16 

1979-1977; Regular Locking Fuel Cap. 

. 10573 


1979-1977; Oil Filler Cap. 

. 10066 


V-8 394 



1964; OE Equivalent Fuel Cap. 

. 10632 


1964; Regular Locking Fuel Cap. 

. 10571 


1963-1961; OE Equivalent Fuel Cap. 

. 10646 


1963-1961; Regular Locking Fuel Cap. 

. 10492 


1963-1961; Oil Breather Cap. 

. 10061 


V-8 425 



1966-1965; OE Equivalent Fuel Cap. 

. 10632 


1966-1965; Regular Locking Fuel Cap. 

. 10571 


Toronado 

V-6 3.8 L 



1992-1989; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1992-1989; OE Type Radiator Cap. 

. 10231 

16 

1992-1989; OE Equivalent Fuel Cap. 

. 10817 


1992-1989; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1992-1989; Regular Locking Fuel Cap. 

. 10591 


1992-1989; Pre-Vent Locking Fuel Cap. 

. 10501 


1992-1989; Oil Filler Cap. 

. 10099 


1988-1987; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1988-1987; OE Type Radiator Cap. 

. 10231 

16 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1988-1987; Pre-Vent Locking Fuel Cap. 

. 10501 


1988-1987; Oil Filler Cap. 

. 10099 


1986; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1986; OE Type Radiator Cap. 

. 10231 

16 

1986; OE Equivalent Fuel Cap. 

. 10817 


1986; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1986; Regular Locking Fuel Cap. 

. 10591 


1986; Pre-Vent Locking Fuel Cap. 

. 10501 


1986; Oil Filler Cap. 

. 10099 


V-6 4.1 L 



1984-1981; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1984-1981; OEType Radiator Cap. 

. 10231 

16 

1984-1981; OE Equivalent Fuel Cap. 

. 10817 


1984-1981; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1984-1981; Regular Locking Fuel Cap. 

. 10591 


1984-1981; Pre-Vent Locking Fuel Cap. 

. 10501 


1984-1981; Oil Filler Cap. 

. 10066 


V-8 350 



1979; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1979; OE Type Radiator Cap. 

. 10231 

16 

1979; OE Equivalent Fuel Cap. 

. 10817 


1979; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1979; Regular Locking Fuel Cap. 

. 10591 


1979; Pre-Vent Locking Fuel Cap. 

. 10501 


1979; Oil Filler Cap. 

. 10066 


1979; Oil Breather Cap. 

. 10078 


V-8 350 Diesel 



1979; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1979; OE Type Radiator Cap. 

. 10231 

16 

1979; OE Equivalent Fuel Cap. 

. 10817 


1979; Diesel Regular Non-Locking Fuel Cap. 

. 10830D 


1979; Regular Locking Fuel Cap. 

. 10591 


1979; Diesel Regular Locking Fuel Cap. 

. 10591D 


1979; Pre-Vent Non-Locking Fuel Cap. 

. 10819 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Oldsmobile - Continued 

Oldsmobile - Continued 

Toronado- Continued 

Toronado - Continued 


Application 


Part 

Number 


PSI 


V-8 350 Diesel - Continued 

1979; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1979; Oil Breather Cap. 10078 

V-8 403 

1978-1977; Lev-R-Vent Radiator Cap. 10331 16 

1978-1977; OE Type Radiator Cap. 10231 16 

1978-1977; OE Equivalent Fuel Cap. 10817 

1978-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1978-1977; Regular Locking Fuel Cap. 10591 

1978-1977; Pre-Vent Locking Fuel Cap. 10501 

1978-1977; Oil Filler Cap. 10066 

1978-1977; Oil Breather Cap. 10078 

V-8 425 

1967-1966; Lev-R-Vent Radiator Cap. 10330 16 

1967-1966; OE Type Radiator Cap. 10230 16 

1967-1966; OE Equivalent Fuel Cap. 10632 

1967-1966; Regular Locking Fuel Cap. 10571 

V-8 455 

1976-1975; Lev-R-Vent Radiator Cap. 10331 16 

1976-1975; OE Type Radiator Cap. 10231 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1976-1975; Oil Breather Cap. 10078 

1974-1973; Lev-R-Vent Radiator Cap. 10331 16 

1974-1973; OE Type Radiator Cap. 10231 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 

1974-1973; Oil Filler Cap. 10066 

1974-1973; Oil Breather Cap. 10078 

1972-1971; Lev-R-Vent Radiator Cap. 10331 16 

1972-1971; OE Type Radiator Cap. 10231 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10066 

1970-1969; Lev-R-Vent Radiator Cap. 10330 16 

1970-1969; OE Type Radiator Cap. 10230 16 

1970-1969; OE Equivalent Fuel Cap. 10632 

1970-1969; Regular Locking Fuel Cap. 10571 

1970-1969; Oil Breather Cap. 10078 

1970-1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10632 

1968; Regular Locking Fuel Cap. 10571 

1968; Oil Filler Cap. 10066 

V-8 5.0 L 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10077 

1984-1982; Lev-R-Vent Radiator Cap. 10331 16 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; OE Equivalent Fuel Cap. 10817 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984-1982; Oil Filler Cap. 10077 

1984-1982; Oil Breather Cap. 10078 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 


V-8 5.0 L - Continued 

1981; Oil Breather Cap. 10078 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 5.7 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10078 

V-8 5.7 L Diesel 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Diesel Regular Locking Fuel Cap. 10591D 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1980; Oil Breather Cap. 10078 


Vista Cruiser 

V-8 330 

1967-1964; Lev-R-Vent Radiator Cap. 10330 16 

1967-1964; OE Type Radiator Cap. 10230 16 

1967-1964; OE Equivalent Fuel Cap. 10646 

1967-1964; Regular Locking Fuel Cap. 10492 

V-8 350 

1975; Lev-R-Vent Radiator Cap. 10331 16 

1975; OE Type Radiator Cap. 10231 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

1975; Oil Breather Cap. 10078 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10078 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10078 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Oldsmobile - Continued 


Vista Cruiser - Continued 


Part 

Number 


PSI 


Application 


Part 

Number 


PSI 


Opel - Continued 


Kadett 


V-8 350 - Continued 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap. 10646 

1969; Regular Locking Fuel Cap. 10492 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10646 

1968; Regular Locking Fuel Cap. 10492 

1968; Oil Filler Cap. 10066 

V-8 400 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap. 10646 

1969; Regular Locking Fuel Cap. 10492 

1969; Oil Breather Cap. 10078 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10646 

1968; Regular Locking Fuel Cap. 10492 

1968; Oil Filler Cap. 10066 

V-8 455 

1975; Lev-R-Vent Radiator Cap. 10331 16 

1975; OE Type Radiator Cap. 10231 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

1975; Oil Breather Cap. 10078 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10078 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

1973; Oil Breather Cap. 10078 

1972-1971; Lev-R-Vent Radiator Cap. 10330 16 

1972-1971; OE Type Radiator Cap. 10230 16 

1972-1971; OE Equivalent Fuel Cap. 10807 

1972-1971; Regular Locking Fuel Cap. 10571 

1972-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1970; Oil Breather Cap. 10078 

1970; Oil Filler Cap. 10066 



4-Cv 1.116 

1975-1971; Lev-R-Vent Radiator Cap. 10329 13 

1975-1971 ;OE Type Radiator Cap. 10229 13 

GT 

4-Cvl. 116 

1973-1969; Lev-R-Vent Radiator Cap. 10329 13 

1973-1969; OE Type Radiator Cap. 10229 13 

4-Cvl. 66 

1970-1969; Lev-R-Vent Radiator Cap. 10329 13 

1970-1969; OE Type Radiator Cap. 10229 13 


4-Cvl. 60 

1965-1964; Lev-R-Vent Radiator Cap. 10329 13 

1965-1964; OE Type Radiator Cap. 10229 13 

4-Cvl. 66 

1972-1966; Lev-R-Vent Radiator Cap. 10329 13 

1972-1966; OE Type Radiator Cap. 10229 13 


Manta 

4-Cvl. 116 

1975-1973; Lev-R-Vent Radiator Cap. 10329 13 

1975-1973; OE Type Radiator Cap. 10229 13 

Opel 

4-Cvl. Ill 

1979; OE Equivalent Fuel Cap. 10810 

1978-1976; OE Equivalent Fuel Cap. 10810 

1978-1976; Regular Locking Fuel Cap. 10582 

Rallye 

4-Cvl. 66 

1970-1967; Lev-R-Vent Radiator Cap. 10329 13 

1970-1967; OE Type Radiator Cap. 10229 13 


Packard 


Caribbean 

V-8 374 

1956; Oil Breather Cap. 10061 


Cavalier 
8-Cyl. 327 

1954-1953; Oil Breather Cap. 10061 


Clipper 

8-Cyl. 288; 8-Cyl. 327 

1954-1953; Oil Breather Cap. 10061 

V-8 289 

1957; Lev-R-Vent Radiator Cap. 10329 13 

1957; OE Type Radiator Cap. 10229 13 

1957; OE Equivalent Fuel Cap. 10640 

1957; Regular Locking Fuel Cap. 10491 

1957; Oil Breather Cap. 10061 

V-8 320 

1955; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1955; OE Type Radiator Cap; W/O A.C. 10229 13 

1955; Oil Breather Cap. 10061 

V-8 352 

1956-1955; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1956-1955; OE Type Radiator Cap; W/O A.C. 10229 13 

1956-1955; Oil Breather Cap. 10061 


Eight Series 

8-Cyl. 288 

1950; OE Type Radiator Cap. 10206 7 

1950; Oil Breather Cap. 10061 

1949-1948; OE Type Radiator Cap. 10206 7 

1949-1948; OE Equivalent Fuel Cap. 10640 

1949-1948; Regular Locking Fuel Cap. 10491 

1949-1948; Oil Breather Cap. 10061 


Executive 

V-8 352 

1956; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1956; OE Type Radiator Cap; W/O A.C. 10229 13 

1956; Oil Breather Cap. 10061 

Hawk 

V-8 289 

1958; Lev-R-Vent Radiator Cap. 10329 13 

1958; OE Type Radiator Cap. 10229 13 

1958; OE Equivalent Fuel Cap. 10640 

1958; Regular Locking Fuel Cap. 10491 

1958; Oil Breather Cap. 10061 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Packard - Continued 


Packard 


Part 

Number 


PSI 


Application 


Part 

Number 


PSI 


Plymouth - Continued 


Acclaim - Continued 


8-Cyl. 288; 8-Cyl. 327 

1952-1951; Oil Breather Cap. 10061 

8-Cyl. 359 

1954; Oil Breather Cap. 10061 

V-8 289 

1958; Lev-R-Vent Radiator Cap. 10329 13 

1958; OE Type Radiator Cap. 10229 13 

1958; OE Equivalent Fuel Cap. 10640 

1958; Regular Locking Fuel Cap. 10491 

1958; Oil Breather Cap. 10061 

V-8 352 

1955; Oil Breather Cap. 10061 

V-8 374 

1956; Oil Breather Cap. 10061 


Patrician 
8-Cyl. 327 

1953; Oil Breather Cap. 10061 


Super Eight Series 

8-Cyl. 327 

1950; OE Type Radiator Cap. 10206 7 

1950; Oil Breather Cap. 10061 

1949-1948; OE Type Radiator Cap. 10206 7 

1949-1948; OE Equivalent Fuel Cap. 10640 

1949-1948; Regular Locking Fuel Cap. 10491 

1949-1948; Oil Breather Cap. 10061 


Passport 


Optima 

4-Cyl. 1.6 L (Canada) 

1992-1988; OE Type Radiator Cap. 10261 20 

1992-1988; OE Equivalent Fuel Cap. 10817 

1992-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1988; Regular Locking Fuel Cap. 10591 

1992-1988; Pre-Vent Locking Fuel Cap. 10501 

1992-1988; Oil Filler Cap. 10106 

4-Cyl. 2.0 L (Canada) 

1990-1989; OE Equivalent Fuel Cap. 10817 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Regular Locking Fuel Cap. 10591 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap. 10106 



4-Cyl. 90 


1967-1961; Lev-R-Vent Radiator Cap. 10308 4 

1967-1961; OE Type Radiator Cap. 10208 4 

404 

4-Cyl. 110 

1970; Lev-R-Vent Radiator Cap. 10308 4 

1970; OE Type Radiator Cap. 10208 4 

4-Cyl. 99 

1969-1961; Lev-R-Vent Radiator Cap. 10308 4 

1969-1961; OE Type Radiator Cap. 10208 4 


Plymouth 


Acclaim 

4-Cyl. 2.5 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10111 

1993-1989; Lev-R-Vent Radiator Cap. 10331 16 

1993-1989; OE Type Radiator Cap. 10231 16 


4-Cyl. 2.5 L- Continued 

1993-1989; OE Equivalent Fuel Cap. 10817 

1993-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1989; Regular Locking Fuel Cap. 10591 

1993-1989; Pre-Vent Locking Fuel Cap. 10501 

1993- 1989; Oil Filler Cap. 10066 

V-6 3.0 L 

1994- 1989; Lev-R-Vent Radiator Cap. 10331 16 

1994-1989; OE Type Radiator Cap. 10231 16 

1994-1989; OE Equivalent Fuel Cap. 10817 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Regular Locking Fuel Cap. 10591 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10088 


Arrow 
4-Cyl. 1.6 L 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10829 

1980; Regular Locking Fuel Cap. 10583 

1980; Oil Filler Cap. 10088 

4-Cyl. 156 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10725 

1979; Regular Locking Fuel Cap. 10563 

1979; Oil Filler Cap. 10090 

4-Cyl. 2.6 L 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10829 

1980; Regular Locking Fuel Cap. 10583 

1980; Oil Filler Cap. 10090 

4-Cyl. 98; 4-Cyl. 122 

1979-1976; Lev-R-Vent Radiator Cap. 10329 13 

1979-1976; OE Type Radiator Cap. 10229 13 

1979-1976; OE Equivalent Fuel Cap. 10725 

1979-1976; Regular Locking Fuel Cap. 10563 

1979-1976; Oil Filler Cap. 10090 


Arrow Pickup 

4-Cyl. 122 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10725 

1979; Regular Locking Fuel Cap. 10563 

1979; Oil Filler Cap. 10090 

4-Cyl. 156 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10725 

1979; Regular Locking Fuel Cap. 10563 

1979; Oil Filler Cap. 10090 

4-Cyl. 2.0 L 

1982-1981; Lev-R-Vent Radiator Cap. 10329 13 

1982-1981 ;OE Type Radiator Cap. 10229 13 

1982-1981; OE Equivalent Fuel Cap. 10829 

1982-1981; Regular Locking Fuel Cap. 10583 

1982-1981; Oil Filler Cap. 10088 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10829 

1980; Regular Locking Fuel Cap. 10583 

1980; Oil Filler Cap. 10090 

4-Cyl. 2.6 L 

1982-1981; Lev-R-Vent Radiator Cap. 10329 13 

1982-1981 ;OE Type Radiator Cap. 10229 13 

1982-1981; OE Equivalent Fuel Cap. 10829 

1982-1981; Regular Locking Fuel Cap. 10583 

1982-1981; Oil Filler Cap. 10088 

1980; Lev-R-Vent Radiator Cap. 10329 13 


251 





































































































































Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Plymouth - Continued 

Plymouth - Continued 

Arrow Pickup - Continued 

B Series Van - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 2.6 L- Continued 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10829 

1980; Regular Locking Fuel Cap. 10583 

1980; Oil Filler Cap. 10090 


B Series Van 

6-Cyl. 225 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10800 

1979-1978; Regular Locking Fuel Cap. 10572 

1979-1978; Oil Filler Cap. 10098 

1979-1978; Oil Breather Cap. 10075 

1977-1974; Lev-R-Vent Radiator Cap. 10331 16 

1977-1974; OE Type Radiator Cap. 10231 16 

1977-1974; OE Equivalent Fuel Cap. 10742 

1977-1974; Regular Locking Fuel Cap. 10571 

1977-1974; Oil Filler Cap. 10098 

1977-1974; Oil Breather Cap. 10075 

6-Cyl. 3.7 L 

1983; Lev-R-Vent Radiator Cap. 10331 16 

1983; OE Type Radiator Cap. 10231 16 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Oil Filler Cap. 10098 

1983; Oil Breather Cap. 10075 

1982; Lev-R-Vent Radiator Cap. 10331 16 

1982; OE Type Radiator Cap. 10231 16 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Filler Cap. 10066 

1982; Oil Breather Cap. 10075 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10800 

1981; Regular Locking Fuel Cap. 10572 

1981; Oil Filler Cap. 10066 

1981; Oil Breather Cap. 10075 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10800 

1980; Regular Locking Fuel Cap. 10572 

1980; Oil Filler Cap. 10098 

1980; Oil Breather Cap. 10075 

V-8 318 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10800 

1979-1978; Regular Locking Fuel Cap. 10572 

1979-1978; Oil Filler Cap. 10098 

1979-1978; Oil Breather Cap. 10075 

1977-1974; Lev-R-Vent Radiator Cap. 10331 16 

1977-1974; OE Type Radiator Cap. 10231 16 

1977-1974; OE Equivalent Fuel Cap. 10742 

1977-1974; Regular Locking Fuel Cap. 10571 

1977-1974; Oil Filler Cap. 10098 

1977-1974; Oil Breather Cap. 10075 

V-8 360 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10800 

1979-1978; Regular Locking Fuel Cap. 10572 

1979-1978; Oil Filler Cap. 10098 

1979-1978; Oil Breather Cap. 10075 

1977-1974; Lev-R-Vent Radiator Cap. 10331 16 

1977-1974; OE Type Radiator Cap. 10231 16 

1977-1974; OE Equivalent Fuel Cap. 10742 

1977-1974; Regular Locking Fuel Cap. 10571 


V-8 360 - Continued 

1977-1974; Oil Filler Cap. 10098 

1977-1974; Oil Breather Cap. 10075 

V-8 400; V-8 440 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10800 

1978; Regular Locking Fuel Cap. 10572 

1978; Oil Filler Cap. 10098 

1978; Oil Breather Cap. 10075 

1977-1976; Lev-R-Vent Radiator Cap. 10331 16 

1977-1976; OE Type Radiator Cap. 10231 16 

1977-1976; OE Equivalent Fuel Cap. 10742 

1977-1976; Regular Locking Fuel Cap. 10571 

1977-1976; Oil Filler Cap. 10098 

1977-1976; Oil Breather Cap. 10075 

V-8 5.2 L 

1983-1982; Lev-R-Vent Radiator Cap. 10331 16 

1983-1982; OE Type Radiator Cap. 10231 16 

1983-1982; OE Equivalent Fuel Cap. 10817 

1983-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1982; Regular Locking Fuel Cap. 10591 

1983-1982; Pre-Vent Locking Fuel Cap. 10501 

1983-1982; Oil Filler Cap. 10098 

1983-1982; Oil Breather Cap. 10075 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10800 

1981-1980; Regular Locking Fuel Cap. 10572 

1981-1980; Oil Filler Cap. 10098 

1981-1980; Oil Breather Cap. 10075 

V-8 5.9 L 

1983-1982; Lev-R-Vent Radiator Cap. 10331 16 

1983-1982; OE Type Radiator Cap. 10231 16 

1983-1982; OE Equivalent Fuel Cap. 10817 

1983-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1982; Regular Locking Fuel Cap. 10591 

1983-1982; Pre-Vent Locking Fuel Cap. 10501 

1983-1982; Oil Filler Cap. 10098 

1983-1982; Oil Breather Cap. 10075 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10800 

1981-1980; Regular Locking Fuel Cap. 10572 

1981-1980; Oil Filler Cap. 10098 

1981-1980; Oil Breather Cap. 10075 


Barracuda 

6-Cyl. 198 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

6-Cyl. 225 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

1972; Regular Locking Fuel Cap. 10571 

1972; Oil Filler Cap. 10066 

1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 


252 


















































































































































Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Plymouth - Continued 


Barracuda - Continued 

6-Cyl. 225 - Continued 

1970; Oil Filler Cap. 

1969-1968; Lev-R-Vent Radiator Cap. 

1969-1968; OE Type Radiator Cap. 

1969-1968; Oil Breather Cap. 

1967; Lev-R-Vent Radiator Cap. 

1967; OE Type Radiator Cap. 

1967; Oil Breather Cap; W/Calif. Emission System. 

1967; Oil Breather Cap; W/O Calif. Emission System. 

V-8 273 

1967; Lev-R-Vent Radiator Cap. 

1967; OE Type Radiator Cap. 

1967; Oil Breather Cap; W/Calif. Emission System. 

1967; Oil Breather Cap; W/O Calif. Emission System. 

V-8 318 

1974-1972; Lev-R-Vent Radiator Cap. 

1974-1972; OE Type Radiator Cap. 

1974-1972; Regular Locking Fuel Cap. 

1974-1972; Oil Filler Cap. 

1974-1972; Oil Breather Cap. 

1971; Lev-R-Vent Radiator Cap. 

1971; OE Type Radiator Cap. 

1971; OE Equivalent Fuel Cap; Apr. & Older. 

1971; Regular Locking Fuel Cap; Apr. & Older. 

1971; OE Equivalent Fuel Cap; May & Newer. 

1971; Regular Locking Fuel Cap; May & Newer. 

1971; Oil Filler Cap. 

1970; Lev-R-Vent Radiator Cap. 

1970; OE Type Radiator Cap. 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System .... 
1970; Regular Locking Fuel Cap; W/O Calif. Emission System . 

1970; Oil Filler Cap. 

1969-1968; Lev-R-Vent Radiator Cap. 

1969-1968; OE Type Radiator Cap. 

1969-1968; Oil Breather Cap. 

V-8 340 

1973-1972; Lev-R-Vent Radiator Cap. 

1973-1972; OE Type Radiator Cap. 

1973-1972; Regular Locking Fuel Cap. 

1973-1972; Oil Filler Cap. 

1973-1972; Oil Breather Cap. 

1971; OE Equivalent Fuel Cap; Apr. & Older. 

1971; Regular Locking Fuel Cap; Apr. & Older. 

1971; OE Equivalent Fuel Cap; May & Newer. 

1971; Regular Locking Fuel Cap; May & Newer. 

1970; Lev-R-Vent Radiator Cap. 

1970; OE Type Radiator Cap. 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System .... 
1970; Regular Locking Fuel Cap; W/O Calif. Emission System . 

1970; Oil Filler Cap. 

1969-1968; Lev-R-Vent Radiator Cap. 

1969-1968; OE Type Radiator Cap. 

1969-1968; Oil Breather Cap. 

V-8 360 

1974; Lev-R-Vent Radiator Cap. 

1974; OE Type Radiator Cap. 

1974; Regular Locking Fuel Cap. 

1974; Oil Filler Cap. 

1974; Oil Breather Cap. 

V-8 383 

1971; Lev-R-Vent Radiator Cap. 

1971; OE Type Radiator Cap. 

1971; OE Equivalent Fuel Cap; Apr. & Older. 

1971; Regular Locking Fuel Cap; Apr. & Older. 

1971; OE Equivalent Fuel Cap; May & Newer. 

1971; Regular Locking Fuel Cap; May & Newer. 

1971; Oil Filler Cap. 

1970; Lev-R-Vent Radiator Cap. 

1970; OE Type Radiator Cap. 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System .... 
1970; Regular Locking Fuel Cap; W/O Calif. Emission System . 
1970; Oil Filler Cap. 


10066 


10331 

16 

10231 

16 

10070 


10331 

16 

10231 

16 

10070 


10061 


10331 

16 

10231 

16 

10070 


10061 


10331 

16 

10231 

16 

10571 


10066 


10075 

10331 

16 

10231 

16 

10806 


10583 


10807 


10571 


10066 


10331 

16 

10231 

16 

10623 


10491 


10066 


10331 

16 

10231 

16 

10070 


10331 

16 

10231 

16 

10571 


10066 


10075 


10806 


10583 


10807 


10571 


10331 

16 

10231 

16 

10623 


10491 


10066 


10331 

16 

10231 

16 

10070 


10331 

16 

10231 

16 

10571 


10066 


10075 


10331 

16 

10231 

16 

10806 


10583 


10807 


10571 


10066 


10331 

16 

10231 

16 

10623 


10491 


10066 



Application 


Part 

Number 


PSI 


Plymouth - Continued 


Barracuda - Continued 

V-8 383 - Continued 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 426; V-8 440 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10623 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10491 

1970; Oil Filler Cap. 10066 

Belvedere 

6-Cyl. 218 

1954; OE Equivalent Fuel Cap; Wagon. 10623 

1954; Regular Locking Fuel Cap; Wagon. 10491 

1954; Oil Breather Cap. 10061 

6-Cyl. 225 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10483 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Regular Locking Fuel Cap; Wagon. 10483 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; Regular Locking Fuel Cap. 10483 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; Regular Locking Fuel Cap. 10483 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965-1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965-1964; OE Type Radiator Cap; W/A.C. 10231 16 

1965-1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965-1964; OE Type Radiator Cap; W/O A.C. 10229 13 

1965-1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965-1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1960; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963-1960; OE Type Radiator Cap; W/A.C. 10231 16 

1963-1960; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963-1960; OE Type Radiator Cap; W/O A.C. 10229 13 

1963-1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963-1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963-1960; Oil Breather Cap. 10061 

6-Cyl. 230 

1959-1957; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


Plymouth - Continued 


Belvedere - Continued 

6-Cyl. 230 - Continued 

1959-1957; OE Type Radiator Cap; W/A.C. 10231 

1959-1957; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1959-1957; OE Type Radiator Cap; W/O A.C. 10229 

1959-1957; Oil Breather Cap. 10061 

1956-1955; Oil Breather Cap. 10061 

1954; OE Equivalent Fuel Cap; Wagon. 10623 

1954; Regular Locking Fuel Cap; Wagon. 10491 

1954; Oil Breather Cap. 10061 

V-8 241; V-8 259 

1955; Oil Breather Cap. 10061 

V-8 269 

1956; Oil Breather Cap. 10061 

V-8 273 

1968; Lev-R-Vent Radiator Cap. 10331 

1968; OE Type Radiator Cap. 10231 

1968; Regular Locking Fuel Cap; Wagon. 10483 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 

1967; OE Type Radiator Cap. 10231 

1967; Regular Locking Fuel Cap. 10483 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1966; OE Type Radiator Cap; W/A.C. 10231 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1966; OE Type Radiator Cap; W/O A.C. 10229 

1966; Regular Locking Fuel Cap. 10483 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1965; OE Type Radiator Cap; W/A.C. 10231 

1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1965; OE Type Radiator Cap; W/O A.C. 10229 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 276 

1957; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1957; OE Type Radiator Cap; W/A.C. 10231 

1957; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1957; OE Type Radiator Cap; W/O A.C. 10229 

1957; Oil Breather Cap. 10061 

1956; Oil Breather Cap. 10061 

V-8 300 

1957; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1957; OE Type Radiator Cap; W/A.C. 10231 

1957; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1957; OE Type Radiator Cap; W/O A.C. 10229 

1957; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1957; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1957; Oil Breather Cap. 10061 

V-8 303 

1956; Lev-R-Vent Radiator Cap; W/A.C. 10329 

1956; OE Type Radiator Cap; W/A.C. 10229 

1956; Lev-R-Vent Radiator Cap; W/O A.C. 10328 

1956; OE Type Radiator Cap; W/O A.C. 10228 

1956; Oil Breather Cap. 10061 

V-8 318 

1970; Lev-R-Vent Radiator Cap. 10331 

1970; OE Type Radiator Cap. 10231 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10483 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 


A PP |ication Number 


Plymouth - Continued 


Belvedere - Continued 

V-8 318 - Continued 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Regular Locking Fuel Cap; Wagon. 10483 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; Regular Locking Fuel Cap. 10483 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; Regular Locking Fuel Cap. 10483 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965-1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965-1964; OE Type Radiator Cap; W/A.C. 10231 16 

1965-1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965-1964; OE Type Radiator Cap; W/O A.C. 10229 13 

1965-1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965-1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1957; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963-1957; OE Type Radiator Cap; W/A.C. 10231 16 

1963-1957; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963-1957; OE Type Radiator Cap; W/O A.C. 10229 13 

1963-1957; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963-1957; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963-1957; Oil Breather Cap. 10061 

V-8 350 

1958; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1958; OE Type Radiator Cap; W/A.C. 10231 16 

1958; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1958; OE Type Radiator Cap; W/O A.C. 10229 13 

1958; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1958; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1958; Oil Breather Cap. 10061 

V-8 361 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; Regular Locking Fuel Cap. 10483 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965-1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965-1964; OE Type Radiator Cap; W/A.C. 10231 16 

1965-1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965-1964; OE Type Radiator Cap; W/O A.C. 10229 13 

1965-1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965-1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1959; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963-1959; OE Type Radiator Cap; W/A.C. 10231 16 

1963-1959; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963-1959; OE Type Radiator Cap; W/O A.C. 10229 13 

1963-1959; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963-1959; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963-1959; Oil Breather Cap. 10061 

V-8 383 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10483 


PSI 

■ 

16 

13 

13 

16 

16 

16 

16 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

13 

13 

7 

7 

16 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


Plymouth - Continued 


Belvedere - Continued 


V-8 383 - Continued 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 

1969-1968; OE Type Radiator Cap. 10231 

1969-1968; Regular Locking Fuel Cap; Wagon. 10483 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 

1967; OE Type Radiator Cap. 10231 

1967; Regular Locking Fuel Cap. 10483 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1966; OE Type Radiator Cap; W/A.C. 10231 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1966; OE Type Radiator Cap; W/O A.C. 10229 

1966; Regular Locking Fuel Cap. 10483 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965-1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1965-1964; OE Type Radiator Cap; W/A.C. 10231 

1965-1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1965-1964; OE Type Radiator Cap; W/O A.C. 10229 

1965-1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965-1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1960; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1963-1960; OE Type Radiator Cap; W/A.C. 10231 

1963-1960; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1963-1960; OE Type Radiator Cap; W/O A.C. 10229 

1963-1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963-1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963-1960; Oil Breather Cap. 10061 

V-8 413 

1961; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1961; OE Type Radiator Cap; W/A.C. 10231 

1961; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1961; OE Type Radiator Cap; W/O A.C. 10229 

1961; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1961; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1961; Oil Breather Cap. 10061 

V-8 426 

1969; Lev-R-Vent Radiator Cap. 10331 

1969; OE Type Radiator Cap. 10231 

1969; Regular Locking Fuel Cap; Wagon. 10483 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 

1967; OE Type Radiator Cap. 10231 

1967; Regular Locking Fuel Cap. 10483 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1966; OE Type Radiator Cap; W/A.C. 10231 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1966; OE Type Radiator Cap; W/O A.C. 10229 

1966; Regular Locking Fuel Cap. 10483 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965-1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1965-1964; OE Type Radiator Cap; W/A.C. 10231 

1965-1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 


A PP |ication Number 


Plymouth - Continued 


Belvedere - Continued 

V-8 426 - Continued 

1965-1964; OE Type Radiator Cap; W/O A.C. 10229 13 

1965-1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965-1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963; OE Type Radiator Cap; W/A.C. 10231 16 

1963; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963; OE Type Radiator Cap; W/O A.C. 10229 13 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 

V-8 440 

1969; Lev-R-Vent Radiator Cap. 10331 16 

1969; OE Type Radiator Cap. 10231 16 

1969; Regular Locking Fuel Cap; Wagon. 10483 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; Regular Locking Fuel Cap. 10483 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 


Cambridge 

6-Cyl. 218 

1953-1951; OE Equivalent Fuel Cap. 10623 

1953-1951; Regular Locking Fuel Cap. 10491 

1953-1951; Oil Breather Cap. 10061 


Caravelle 

4-Cyl. 2.2 L 

1988-1985; Lev-R-Vent Radiator Cap. 10331 16 

1988-1985; OE Type Radiator Cap. 10231 16 

1988-1985; OE Equivalent Fuel Cap. 10817 

1988-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1985; Regular Locking Fuel Cap. 10591 

1988-1985; Pre-Vent Locking Fuel Cap. 10501 

1988-1985; Oil Filler Cap. 10066 

4-Cvl. 2.5 L 

1988-1986; Lev-R-Vent Radiator Cap. 10331 16 

1988-1986; OE Type Radiator Cap. 10231 16 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10066 

4-Cvl. 2.6 L 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10088 


Champ 

4-Cyl. 1.4 L 

1982-1980; Lev-R-Vent Radiator Cap. 10329 13 

1982-1980; OE Type Radiator Cap. 10229 13 

1982-1980; OE Equivalent Fuel Cap. 10829 

1982-1980; Regular Locking Fuel Cap. 10583 

1982-1980; Oil Filler Cap. 10088 

4-Cyl. 1.6 L 

1982-1980; Lev-R-Vent Radiator Cap. 10329 13 

1982-1980; OE Type Radiator Cap. 10229 13 

1982-1980; OE Equivalent Fuel Cap. 10829 

1982-1980; Regular Locking Fuel Cap. 10583 

1982-1980; Oil Filler Cap. 10088 


PSI 

■ 

16 

16 

16 

16 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

16 

16 

16 

16 

13 

13 

16 

16 

13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP' ication Number PSI 

AppHcation Number PSI 

Plymouth - Continued 

Plymouth - Continued 

Duster - Continued 

Fury - Continued 


6-Cyl. 198 - Continued 

1970; Oil Filler Cap. 10066 

6-Cvl. 225; V-8 318 

1976-1972; Lev-R-Vent Radiator Cap. 10331 

1976-1972; OE Type Radiator Cap. 10231 

1976-1972; OE Equivalent Fuel Cap. 10800 

1976-1972; Regular Locking Fuel Cap. 10572 

1976-1972; Oil Filler Cap. 10066 

1976-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Late. 10800 

1971; Regular Locking Fuel Cap; Late. 10572 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10572 

1970; Oil Filler Cap. 10066 

V-8 340 

1973-1972; Lev-R-Vent Radiator Cap. 10331 16 

1973-1972; OE Type Radiator Cap. 10231 16 

1973-1972; OE Equivalent Fuel Cap. 10800 

1973-1972; Regular Locking Fuel Cap. 10572 

1973-1972; Oil Filler Cap. 10066 

1973-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Late. 10800 

1971; Regular Locking Fuel Cap; Late. 10572 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10572 

1970; Oil Filler Cap. 10066 

V-8 360 

1976-1974; Lev-R-Vent Radiator Cap. 10331 16 

1976-1974; OE Type Radiator Cap. 10231 16 

1976-1974; OE Equivalent Fuel Cap. 10800 

1976-1974; Regular Locking Fuel Cap. 10572 

1976-1974; Oil Filler Cap. 10066 

1976-1974; Oil Breather Cap. 10075 


Fury 

6-Cvl. 225 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Coupe, Sedan. 10817 

1978; Pre-Vent Non-Locking Fuel Cap; Coupe, Sedan. 10819 

1978; Regular Locking Fuel Cap; Coupe, Sedan. 10591 

1978; Pre-Vent Locking Fuel Cap; Coupe, Sedan. 10501 

1978; OE Equivalent Fuel Cap; Wagon. 10807 

1978; Regular Locking Fuel Cap; Wagon. 10571 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap. 10075 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap. 10807 

1977-1975; Regular Locking Fuel Cap. 10571 

1977-1975; Oil Filler Cap. 10066 

1977-1975; Oil Breather Cap. 10075 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

1972; OE Equivalent Fuel Cap. 10807 

1972; Regular Locking Fuel Cap. 10571 

1972; Oil Filler Cap. 10066 

1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 


6-Cyl. 225 - Continued 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; OE Equivalent Fuel Cap; Wagon. 10646 

1966; Regular Locking Fuel Cap; Wagon. 10492 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965-1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965-1964; OE Type Radiator Cap; W/A.C. 10231 16 

1965-1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965-1964; OE Type Radiator Cap; W/O A.C. 10229 13 

1965-1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965-1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1960; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963-1960; OE Type Radiator Cap; W/A.C. 10231 16 

1963-1960; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963-1960; OE Type Radiator Cap; W/O A.C. 10229 13 

1963-1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963-1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963-1960; Oil Breather Cap. 10061 

6-Cyl. 230 

1959; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1959; OE Type Radiator Cap; W/A.C. 10231 16 

1959; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1959; OE Type Radiator Cap; W/O A.C. 10229 13 

1959; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1959; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1959; Oil Breather Cap. 10061 

V-8 273 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 318 

1978; Lev-R-Vent Radiator Cap. 10331 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


AppHcation Number PSI 

A PP' ication Number PSI 

Plymouth - Continued 

Plymouth - Continued 

Fury - Continued 

Fury - Continued 


V-8 318 - Continued 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Coupe, Sedan. 10817 

1978; Pre-Vent Non-Locking Fuel Cap; Coupe, Sedan. 10819 

1978; Regular Locking Fuel Cap; Coupe, Sedan. 10591 

1978; Pre-Vent Locking Fuel Cap; Coupe, Sedan. 10501 

1978; OE Equivalent Fuel Cap; Wagon. 10807 

1978; Regular Locking Fuel Cap; Wagon. 10571 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap. 10075 

1977-1975; Lev-R-Vent Radiator Cap. 10331 16 

1977-1975; OE Type Radiator Cap. 10231 16 

1977-1975; OE Equivalent Fuel Cap. 10807 

1977-1975; Regular Locking Fuel Cap. 10571 

1977-1975; Oil Filler Cap. 10066 

1977-1975; Oil Breather Cap. 10075 

1973-1972; Lev-R-Vent Radiator Cap. 10331 16 

1973-1972; OE Type Radiator Cap. 10231 16 

1973-1972; OE Equivalent Fuel Cap. 10807 

1973-1972; Regular Locking Fuel Cap. 10571 

1973-1972; Oil Filler Cap. 10066 

1973-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; OE Equivalent Fuel Cap; Wagon. 10646 

1966; Regular Locking Fuel Cap; Wagon. 10492 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965-1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965-1964; OE Type Radiator Cap; W/A.C. 10231 16 

1965-1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965-1964; OE Type Radiator Cap; W/O A.C. 10229 13 

1965-1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965-1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 


V-8 318 - Continued 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1959; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963-1959; OE Type Radiator Cap; W/A.C. 10231 16 

1963-1959; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963-1959; OE Type Radiator Cap; W/O A.C. 10229 13 

1963-1959; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963-1959; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963-1959; Oil Breather Cap. 10061 

V-8 360 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Coupe, Sedan. 10817 

1978; Pre-Vent Non-Locking Fuel Cap; Coupe, Sedan. 10819 

1978; Regular Locking Fuel Cap; Coupe, Sedan. 10591 

1978; Pre-Vent Locking Fuel Cap; Coupe, Sedan. 10501 

1978; OE Equivalent Fuel Cap; Wagon. 10807 

1978; Regular Locking Fuel Cap; Wagon. 10571 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap. 10075 

1977-1972; Lev-R-Vent Radiator Cap. 10331 16 

1977-1972; OE Type Radiator Cap. 10231 16 

1977-1972; OE Equivalent Fuel Cap. 10807 

1977-1972; Regular Locking Fuel Cap. 10571 

1977-1972; Oil Filler Cap. 10066 

1977-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

V-8 361 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; OE Equivalent Fuel Cap; Wagon. 10646 

1966; Regular Locking Fuel Cap; Wagon. 10492 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965-1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965-1964; OE Type Radiator Cap; W/A.C. 10231 16 

1965-1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965-1964; OE Type Radiator Cap; W/O A.C. 10229 13 

1965-1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965-1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1959; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963-1959; OE Type Radiator Cap; W/A.C. 10231 16 

1963-1959; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963-1959; OE Type Radiator Cap; W/O A.C. 10229 13 

1963-1959; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963-1959; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963-1959; Oil Breather Cap. 10061 

V-8 383 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


Plymouth - Continued 


Fury-Continued 

V-8 383 - Continued 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 

1969-1968; OE Type Radiator Cap. 10231 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 

1967; OE Type Radiator Cap. 10231 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1966; OE Type Radiator Cap; W/A.C. 10231 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1966; OE Type Radiator Cap; W/O A.C. 10229 

1966; OE Equivalent Fuel Cap; Wagon. 10646 

1966; Regular Locking Fuel Cap; Wagon. 10492 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965-1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1965-1964; OE Type Radiator Cap; W/A.C. 10231 

1965-1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1965-1964; OE Type Radiator Cap; W/O A.C. 10229 

1965-1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965-1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1960; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1963-1960; OE Type Radiator Cap; W/A.C. 10231 

1963-1960; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1963-1960; OE Type Radiator Cap; W/O A.C. 10229 

1963-1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963-1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963-1960; Oil Breather Cap. 10061 

V-8 400 

1978; Lev-R-Vent Radiator Cap. 10331 

1978; OE Type Radiator Cap. 10231 

1978; OE Equivalent Fuel Cap; Coupe, Sedan. 10817 

1978; Pre-Vent Non-Locking Fuel Cap; Coupe, Sedan. 10819 

1978; Regular Locking Fuel Cap; Coupe, Sedan. 10591 

1978; Pre-Vent Locking Fuel Cap; Coupe, Sedan. 10501 

1978; OE Equivalent Fuel Cap; Wagon. 10807 

1978; Regular Locking Fuel Cap; Wagon. 10571 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap. 10075 

1977-1972; Lev-R-Vent Radiator Cap. 10331 

1977-1972; OE Type Radiator Cap. 10231 

1977-1972; OE Equivalent Fuel Cap. 10807 

1977-1972; Regular Locking Fuel Cap. 10571 

1977-1972; Oil Filler Cap. 10066 

1977-1972; Oil Breather Cap. 10075 

V-8 413 

1962-1961; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1962-1961; OE Type Radiator Cap; W/A.C. 10231 

1962-1961; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1962-1961; OE Type Radiator Cap; W/O A.C. 10229 

1962-1961; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1962-1961; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1962-1961; Oil Breather Cap. 10061 


A PP |ication Number 


Plymouth - Continued 


Fury-Continued 

V-8 426 

1965-1964; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965-1964; OE Type Radiator Cap; W/A.C. 10231 16 

1965-1964; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965-1964; OE Type Radiator Cap; W/O A.C. 10229 13 

1965-1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965-1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965-1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1965-1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963; OE Type Radiator Cap; W/A.C. 10231 16 

1963; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963; OE Type Radiator Cap; W/O A.C. 10229 13 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 

V-8 440 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap; Coupe, Sedan. 10817 

1978; Pre-Vent Non-Locking Fuel Cap; Coupe, Sedan. 10819 

1978; Regular Locking Fuel Cap; Coupe, Sedan. 10591 

1978; Pre-Vent Locking Fuel Cap; Coupe, Sedan. 10501 

1978; OE Equivalent Fuel Cap; Wagon. 10807 

1978; Regular Locking Fuel Cap; Wagon. 10571 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap. 10075 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10807 

1977; Regular Locking Fuel Cap. 10571 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap. 10075 

1975-1972; Lev-R-Vent Radiator Cap. 10331 16 

1975-1972; OE Type Radiator Cap. 10231 16 

1975-1972; OE Equivalent Fuel Cap. 10807 

1975-1972; Regular Locking Fuel Cap. 10571 

1975-1972; Oil Filler Cap. 10066 

1975-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; OE Equivalent Fuel Cap; W/Calif. Emission System. 10806 

1970; Regular Locking Fuel Cap; W/Calif. Emission System. 10583 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 


PSI 

■ 

16 

16 

16 

16 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

16 

16 

16 

16 

13 

13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Plymouth - Continued 

Fury - Continued 

V-8 440 - Continued 



1966; Lev-R-Vent Radiator Cap; W/A.C. 

. 10331 

16 

1966; OE Type Radiator Cap; W/A.C. 

. 10231 

16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 

10329 

13 

1966; OE Type Radiator Cap; W/O A.C. 

10229 

13 

1966; OE Equivalent Fuel Cap; Wagon. 

. 10646 


1966; Regular Locking Fuel Cap; Wagon. 

. 10492 


1966; OE Equivalent Fuel Cap; Exc. Wagon. 

. 10632 


1966; Regular Locking Fuel Cap; Exc. Wagon. 

. 10571 


1966; Oil Breather Cap; W/Calif. Emission System. 

. 10070 


1966; Oil Breather Cap; W/O Calif. Emission System. 

. 10061 


Gran Fury 



6-Cvl. 3.7 L 



1983-1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1983-1980; OE Type Radiator Cap. 

10231 

16 

1983-1980; OE Equivalent Fuel Cap. 

. 10817 


1983-1980; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1983-1980; Regular Locking Fuel Cap. 

. 10591 


1983-1980; Pre-Vent Locking Fuel Cap. 

. 10501 


1983-1980; Oil Filler Cap. 

. 10066 


1983-1980; Oil Breather Cap. 

10075 


V-8 318 



1977-1976; Lev-R-Vent Radiator Cap. 

10331 

16 

1977-1976; OE Type Radiator Cap. 

10231 

16 

1977 - 1976 ; OE Equivalent Fuel Cap; Wagon. 

. 10806 


1977 - 1976 ; Oil Filler Cap. 

. 10066 


1977 - 1976 ; Oil Breather Cap. 

10075 


1975 ; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1975 ; OE Type Radiator Cap. 

. 10231 

16 

1975 ; OE Equivalent Fuel Cap. 

10807 


1975 ; Regular Locking Fuel Cap. 

10571 


1975 ; Oil Filler Cap. 

. 10066 


1975 ; Oil Breather Cap. 

10075 


V-8 360; V-8 400; V-8 440 



1977 - 1976 ; Lev-R-Vent Radiator Cap. 

10331 

16 

1977 - 1976 ; OE Type Radiator Cap. 

10231 

16 

1977 - 1976 ; OE Equivalent Fuel Cap; Wagon. 

. 10806 


1977 - 1976 ; Oil Filler Cap. 

. 10066 


1977 - 1976 ; Oil Breather Cap. 

10075 


1975 ; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1975 ; OE Type Radiator Cap. 

. 10231 

16 

1975 ; OE Equivalent Fuel Cap. 

10807 


1975 ; Regular Locking Fuel Cap. 

10571 


1975 ; Oil Filler Cap. 

. 10066 


1975 ; Oil Breather Cap. 

10075 


V-8 5.2 L 



1989 - 1980 ; Lev-R-Vent Radiator Cap. 

10331 

16 

1989 - 1980 ; OE Type Radiator Cap. 

10231 

16 

1989 - 1980 ; OE Equivalent Fuel Cap. 

. 10817 


1989 - 1980 ; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1989 - 1980 ; Regular Locking Fuel Cap. 

. 10591 


1989 - 1980 ; Pre-Vent Locking Fuel Cap. 

. 10501 


1989 - 1980 ; Oil Filler Cap. 

. 10066 


1989 - 1980 ; Oil Breather Cap. 

10075 


V-8 5.9 L 



1980 ; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1980 ; OE Type Radiator Cap. 

. 10231 

16 

1980 ; OE Equivalent Fuel Cap. 

10817 


1980 ; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1980 ; Regular Locking Fuel Cap. 

10591 


1980 ; Pre-Vent Locking Fuel Cap. 

. 10501 


1980 ; Oil Filler Cap. 

. 10066 


1980 ; Oil Breather Cap. 

. 10075 


Grand Voyager 

4-Cvl. 2.2 L 



1987 ; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1987 ; OE Type Radiator Cap. 

. 10231 

16 

1987 ; OE Equivalent Fuel Cap. 

10817 


1987 ; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1987 ; Regular Locking Fuel Cap. 

10591 


1987 ; Pre-Vent Locking Fuel Cap. 

. 10501 



Application 

Part 

Number 

PSI 

Plymouth - Continued 

Grand Voyager - Continued 

4-Cyl. 2.5 L 



1989-1988; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1989-1988; OE Type Radiator Cap. 

. 10231 

16 

1989-1988; OE Equivalent Fuel Cap. 

. 10817 


1989-1988; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1989-1988; Regular Locking Fuel Cap. 

. 10591 


1989-1988; Pre-Vent Locking Fuel Cap. 

. 10501 


1989-1988; Oil Filler Cap. 

. 10066 


V-6 3.0 L 



1994-1992; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1994-1992; OE Type Radiator Cap. 

. 10231 

16 

1994-1992; OE Equivalent Fuel Cap. 

. 10817 


1994-1992; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994-1992; Regular Locking Fuel Cap. 

. 10591 


1994-1992; Pre-Vent Locking Fuel Cap. 

. 10501 


1994-1992; Oil Filler Cap. 

. 10088 


1989-1987; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1989-1987; OE Type Radiator Cap. 

. 10231 

16 

1989-1987; OE Equivalent Fuel Cap. 

. 10817 


1989-1987; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1989-1987; Regular Locking Fuel Cap. 

. 10591 


1989-1987; Pre-Vent Locking Fuel Cap. 

. 10501 


1989-1987; Oil Filler Cap. 

. 10088 


V-6 3.3 L 



1994-1990; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1994-1990; OE Type Radiator Cap. 

. 10231 

16 

1994-1990; OE Equivalent Fuel Cap. 

. 10817 


1994-1990; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994-1990; Regular Locking Fuel Cap. 

. 10591 


1994-1990; Pre-Vent Locking Fuel Cap. 

. 10501 


1994-1990; Oil Filler Cap. 

. 10066 


V-6 3.8 L 



1994; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1994; OE Type Radiator Cap. 

. 10231 

16 

1994; OE Equivalent Fuel Cap. 

. 10817 


1994; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994; Regular Locking Fuel Cap. 

. 10591 


1994; Pre-Vent Locking Fuel Cap. 

. 10501 


1994; Oil Filler Cap. 

. 10066 


Horizon 

4-Cyl. 1.6 L 



1986-1983; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1986-1983; OE Type Radiator Cap. 

. 10231 

16 

1986-1983; OE Equivalent Fuel Cap. 

. 10817 


1986-1983; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1986-1983; Regular Locking Fuel Cap. 

. 10591 


1986-1983; Pre-Vent Locking Fuel Cap. 

. 10501 


1986-1983; Oil Filler Cap. 

. 10079 


4-Cyl. 1.7 L 



1983-1980; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1983-1980; OE Type Radiator Cap. 

. 10231 

16 

1983-1980; OE Equivalent Fuel Cap. 

. 10817 


1983-1980; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1983-1980; Regular Locking Fuel Cap. 

. 10591 


1983-1980; Pre-Vent Locking Fuel Cap. 

. 10501 


1983-1980; Oil Filler Cap. 

. 10079 


4-Cyl. 104 



1979-1978; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1979-1978; OE Type Radiator Cap. 

. 10231 

16 

1979-1978; OE Equivalent Fuel Cap. 

. 10817 


1979-1978; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1979-1978; Regular Locking Fuel Cap. 

. 10591 


1979-1978; Pre-Vent Locking Fuel Cap. 

. 10501 


1979-1978; Oil Filler Cap. 

. 10079 


4-Cyl. 2.2 L 



1990-1981; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1990-1981; OEType Radiator Cap. 

. 10231 

16 

1990-1981; OE Equivalent Fuel Cap. 

. 10817 


1990-1981; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1990-1981; Regular Locking Fuel Cap. 

. 10591 


1990-1981; Pre-Vent Locking Fuel Cap. 

. 10501 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Application 


Part 

Number 


PSI 


Plymouth - Continued 

Plymouth - Continued 

Horizon - Continued 

Road Runner - Continued 


4-Cyl. 2.2 L- Continued 

1990-1981; Oil Filler Cap. 10066 


Laser 

4-Cyl. 1.8 L; 4-Cyl.2.0L 

1994-1990; Lev-R-Vent Radiator Cap. i/10327 13 

1994-1990; OE Type Radiator Cap. 10227 13 

1994-1990; OE Equivalent Fuel Cap. 10817 

1994-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1990; Regular Locking Fuel Cap. 10591 

1994-1990; Pre-Vent Locking Fuel Cap. 10501 

1994-1990; Oil Filler Cap. 10088 


Plaza 

6-Cyl. 218 

1954; OE Equivalent Fuel Cap; Wagon. 10623 

1954; Regular Locking Fuel Cap; Wagon. 10491 

1954; Oil Breather Cap. 10061 

6-Cyl. 230 

1958-1957; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1958-1957; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1958-1957; Oil Breather Cap. 10061 

1956- 1955; Oil Breather Cap. 10061 

1954; OE Equivalent Fuel Cap; Wagon. 10623 

1954; Regular Locking Fuel Cap; Wagon. 10491 

1954; Oil Breather Cap. 10061 

V-8 241; V-8 259 

1955; Oil Breather Cap. 10061 

V-8 269 

1956; Oil Breather Cap. 10061 

V-8 276 

1957- 1956; Oil Breather Cap. 10061 

V-8 300 

1957; Oil Breather Cap. 10061 

V-8 318 

1958; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1958; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1958; Oil Breather Cap. 10061 

V-8 350 

1958; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1958; Regular Locking Fuel Cap; Exc. Wagon. 10492 


Reliant 
4-Cyl. 2.2 L 

1989-1981; Lev-R-Vent Radiator Cap. 10331 16 

1989-1981; OE Type Radiator Cap. 10231 16 

1989-1981; OE Equivalent Fuel Cap. 10817 

1989-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1981; Regular Locking Fuel Cap. 10591 

1989-1981; Pre-Vent Locking Fuel Cap. 10501 

1989-1981; Oil Filler Cap. 10066 

4-Cyl. 2.5 L 

1989-1986; Lev-R-Vent Radiator Cap. 10331 16 

1989-1986; OE Type Radiator Cap. 10231 16 

1989-1986; OE Equivalent Fuel Cap. 10817 

1989-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1986; Regular Locking Fuel Cap. 10591 

1989-1986; Pre-Vent Locking Fuel Cap. 10501 

1989-1986; Oil Filler Cap. 10066 

4-Cyl. 2.6 L 

1985-1981; Lev-R-Vent Radiator Cap. 10331 16 

1985-1981 ;OE Type Radiator Cap. 10231 16 

1985-1981; OE Equivalent Fuel Cap. 10817 

1985-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1981; Regular Locking Fuel Cap. 10591 

1985-1981; Pre-Vent Locking Fuel Cap. 10501 

1985-1981; Oil Filler Cap. 10088 


Road Runner 

V-8 318 

1974-1972; Lev-R-Vent Radiator Cap. 10331 16 


V-8 318 - Continued 

1974-1972; OE Type Radiator Cap. 10231 16 

1974-1972; OE Equivalent Fuel Cap. 10807 

1974-1972; Regular Locking Fuel Cap. 10571 

1974-1972; Oil Filler Cap. 10066 

1974-1972; Oil Breather Cap. 10075 

V-8 340 

1973-1971; Lev-R-Vent Radiator Cap. 10331 16 

1973-1971 ;OE Type Radiator Cap. 10231 16 

1973-1971; OE Equivalent Fuel Cap. 10807 

1973-1971; Regular Locking Fuel Cap. 10571 

1973-1971; Oil Filler Cap. 10066 

1973- 1971; Oil Breather Cap. 10075 

V-8 360 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10075 

V-8 383 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

V-8 400 

1974- 1972; Lev-R-Vent Radiator Cap. 10331 16 

1974-1972; OE Type Radiator Cap. 10231 16 

1974-1972; OE Equivalent Fuel Cap. 10807 

1974-1972; Regular Locking Fuel Cap. 10571 

1974-1972; Oil Filler Cap. 10066 

1974-1972; Oil Breather Cap. 10075 

V-8 426 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

V-8 440 

1974-1972; Lev-R-Vent Radiator Cap. 10331 16 

1974-1972; OE Type Radiator Cap. 10231 16 

1974-1972; OE Equivalent Fuel Cap. 10807 

1974-1972; Regular Locking Fuel Cap. 10571 

1974-1972; Oil Filler Cap. 10066 

1974-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 


Roadking 

6-Cyl. 201 

1940-1939; Oil Breather Cap. 10061 


Sapporo 

4-Cyl. 156 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10725 

1979-1978; Regular Locking Fuel Cap. 10563 

1979-1978; Oil Filler Cap. 10090 

4-Cyl. 2.6 L 

1983; Lev-R-Vent Radiator Cap. 10331 16 

1983; OE Type Radiator Cap. 10231 16 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number PSI 

Application Number PSI 

Plymouth - Continued 

Plymouth - Continued 

Sapporo - Continued 

Satellite - Continued 


4-Cyl. 2.6 L- Continued 

1983; OE Equivalent Fuel Cap. 10829 

1983; Regular Locking Fuel Cap. 10583 

1983; Oil Filler Cap. 10088 

1982-1981; Lev-R-Vent Radiator Cap. 10329 13 

1982-1981; OE Type Radiator Cap. 10229 13 

1982-1981; OE Equivalent Fuel Cap. 10829 

1982-1981; Regular Locking Fuel Cap. 10583 

1982-1981; Oil Filler Cap. 10088 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10829 

1980; Regular Locking Fuel Cap. 10583 

1980; Oil Filler Cap. 10090 

4-Cvl. 98 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10725 

1979-1978; Regular Locking Fuel Cap. 10563 

1979-1978; Oil Filler Cap. 10090 

Satellite 

6-Cyl. 225 

1974-1972; Lev-R-Vent Radiator Cap. 10331 16 

1974-1972; OE Type Radiator Cap. 10231 16 

1974-1972; OE Equivalent Fuel Cap. 10807 

1974-1972; Regular Locking Fuel Cap. 10571 

1974-1972; Oil Filler Cap. 10066 

1974-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10483 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Regular Locking Fuel Cap; Wagon. 10483 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

V-8 273 

1968; Lev-R-Vent Radiator Cap. 10331 16 

1968; OE Type Radiator Cap. 10231 16 

1968; Regular Locking Fuel Cap; Wagon. 10483 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; Regular Locking Fuel Cap. 10483 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 


V-8 273 - Continued 

1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965; OE Type Radiator Cap; W/A.C. 10231 16 

1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965; OE Type Radiator Cap; W/O A.C. 10229 13 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 318 

1974-1972; Lev-R-Vent Radiator Cap. 10331 16 

1974-1972; OE Type Radiator Cap. 10231 16 

1974-1972; OE Equivalent Fuel Cap. 10807 

1974-1972; Regular Locking Fuel Cap. 10571 

1974-1972; Oil Filler Cap. 10066 

1974-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10483 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Regular Locking Fuel Cap; Wagon. 10483 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; Regular Locking Fuel Cap. 10483 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965; OE Type Radiator Cap; W/A.C. 10231 16 

1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965; OE Type Radiator Cap; W/O A.C. 10229 13 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 340 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

1972; OE Equivalent Fuel Cap. 10807 

1972; Regular Locking Fuel Cap. 10571 

1972; Oil Filler Cap. 10066 

1972; Oil Breather Cap. 10075 

V-8 360 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


Plymouth - Continued 


Satellite - Continued 

V-8 360 - Continued 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10075 

V-8 361 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1966; OE Type Radiator Cap; W/A.C. 10231 

1966; Lev-R-Vent Radiator Cap; WO A.C. 10329 

1966; OE Type Radiator Cap; W O A.C. 10229 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1965; OE Type Radiator Cap; W/A.C. 10231 

1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1965; OE Type Radiator Cap; W/O A.C. 10229 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 383 

1971; Lev-R-Vent Radiator Cap. 10331 

1971; OE Type Radiator Cap. 10231 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 

1970; OE Type Radiator Cap. 10231 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10483 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 

1969-1968; OE Type Radiator Cap. 10231 

1969-1968; Regular Locking Fuel Cap; Wagon. 10483 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 

1967; OE Type Radiator Cap. 10231 

1967; Regular Locking Fuel Cap. 10483 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1966; OE Type Radiator Cap; W/A.C. 10231 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1966; OE Type Radiator Cap; W/O A.C. 10229 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 

1965; OE Type Radiator Cap; W/A.C. 10231 

1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 

1965; OE Type Radiator Cap; W/O A.C. 10229 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 400 

1974-1972; Lev-R-Vent Radiator Cap. 10331 

1974-1972; OE Type Radiator Cap. 10231 

1974-1972; OE Equivalent Fuel Cap. 10807 

1974-1972; Regular Locking Fuel Cap. 10571 

1974-1972; Oil Filler Cap. 10066 

1974-1972; Oil Breather Cap. 10075 

V-8 426 

1971; Lev-R-Vent Radiator Cap. 10331 


A PP |ication Number 


Plymouth - Continued 


Satellite - Continued 

V-8 426 - Continued 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10483 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Regular Locking Fuel Cap; Wagon. 10483 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; Regular Locking Fuel Cap. 10483 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 

1966; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1966; OE Type Radiator Cap; W/A.C. 10231 16 

1966; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1966; OE Type Radiator Cap; W/O A.C. 10229 13 

1966; Oil Breather Cap; W/Calif. Emission System. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System. 10061 

1965; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1965; OE Type Radiator Cap; W/A.C. 10231 16 

1965; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1965; OE Type Radiator Cap; W/O A.C. 10229 13 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10061 

V-8 440 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10807 

1974; Regular Locking Fuel Cap. 10571 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10075 

1973; Lev-R-Vent Radiator Cap. 10331 16 

1973; OE Type Radiator Cap. 10231 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Breather Cap. 10075 

1973; Oil Filler Cap. 10066 

1972; Lev-R-Vent Radiator Cap. 10331 16 

1972; OE Type Radiator Cap. 10231 16 

1972; OE Equivalent Fuel Cap. 10807 

1972; Regular Locking Fuel Cap. 10571 

1972; Oil Filler Cap. 10066 

1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; OE Equivalent Fuel Cap; Apr. & Older. 10806 

1971; Regular Locking Fuel Cap; Apr. & Older. 10583 

1971; OE Equivalent Fuel Cap; May & Newer. 10807 

1971; Regular Locking Fuel Cap; May & Newer. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10331 16 

1970; OE Type Radiator Cap. 10231 16 


PSI 

■ 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 

13 

13 

16 

16 

13 

13 

16 

16 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP' ication Number PSI 

AppHcation Number PSI 

Plymouth - Continued 

Plymouth - Continued 

Satellite - Continued 

Savoy - Continued 


V-8 440 - Continued 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10483 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon; W/O Calif. Emission 

System. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon; W/O Calif. 

Emission System. 10571 

1970; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10331 16 

1968; OE Type Radiator Cap. 10231 16 

1968; Regular Locking Fuel Cap; Wagon. 10483 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; Regular Locking Fuel Cap. 10483 

1967; Oil Breather Cap; W/Calif. Emission System. 10070 

1967; Oil Breather Cap; W/O Calif. Emission System. 10061 


Savoy 

6-Cyl. 218 

1954; OE Equivalent Fuel Cap; Wagon. 10623 

1954; Regular Locking Fuel Cap; Wagon. 10491 

1954; Oil Breather Cap. 10061 

6-Cvl. 225 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963-1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963-1960; Oil Breather Cap. 10061 

6-Cyl. 230 

1959-1958; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1959-1958; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1959-1958; Oil Breather Cap. 10061 

1957-1955; Oil Breather Cap. 10061 

1954; OE Equivalent Fuel Cap; Wagon. 10623 

1954; Regular Locking Fuel Cap; Wagon. 10491 

1954; Oil Breather Cap. 10061 

V-8 241; V-8 259 

1955; Oil Breather Cap. 10061 

V-8 269; V-8 276 

1956; Oil Breather Cap. 10061 

V-8 300 

1957; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1957; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1957; Oil Breather Cap. 10061 

V-8 318 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1958; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963-1958; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963-1958; Oil Breather Cap. 10061 

V-8 350 

1958; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1958; Regular Locking Fuel Cap; Exc. Wagon. 10492 

V-8 361 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963-1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963-1960; Oil Breather Cap. 10061 


V-8 361 - Continued 

1959; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1959; OE Type Radiator Cap; W/A.C. 10231 16 

1959; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1959; OE Type Radiator Cap; W/O A.C. 10229 13 

1959; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1959; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1959; Oil Breather Cap. 10061 

V-8 383 

1964; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1963; OE Type Radiator Cap; W/A.C. 10231 16 

1963; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1963; OE Type Radiator Cap; W/O A.C. 10229 13 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1963; Oil Breather Cap. 10061 

1961; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1961; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1961; Oil Breather Cap. 10061 

1960; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1960; OE Type Radiator Cap; W/A.C. 10231 16 

1960; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1960; OE Type Radiator Cap; W/O A.C. 10229 13 

1960; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1960; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1960; Oil Breather Cap. 10061 

V-8 413 

1961; Lev-R-Vent Radiator Cap; W/A.C. 10331 16 

1961 ;OE Type Radiator Cap; W/A.C. 10231 16 

1961; Lev-R-Vent Radiator Cap; W/O A.C. 10329 13 

1961 ;OE Type Radiator Cap; W/O A.C. 10229 13 

1961; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1961; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1961; Oil Breather Cap. 10061 

V-8 426 

1964-1963; OE Equivalent Fuel Cap; Exc. Wagon. 10646 

1964-1963; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964-1963; Oil Breather Cap; W/Calif. Emission System. 10070 

1964-1963; Oil Breather Cap; W/O Calif. Emission System. 10061 


Scamp 

6-Cyl. 198 

1974-1972; Lev-R-Vent Radiator Cap. 10331 16 

1974-1972; OE Type Radiator Cap. 10231 16 

1974-1972; OE Equivalent Fuel Cap. 10800 

1974-1972; Regular Locking Fuel Cap. 10572 

1974-1972; Oil Filler Cap. 10066 

1974-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; Oil Filler Cap. 10066 

6-Cyl. 225; V-8 318 

1976-1972; Lev-R-Vent Radiator Cap. 10331 16 

1976-1972; OE Type Radiator Cap. 10231 16 

1976-1972; OE Equivalent Fuel Cap. 10800 

1976-1972; Regular Locking Fuel Cap. 10572 

1976-1972; Oil Filler Cap. 10066 

1976-1972; Oil Breather Cap. 10075 

1971; Lev-R-Vent Radiator Cap. 10331 16 

1971; OE Type Radiator Cap. 10231 16 

1971; Oil Filler Cap. 10066 


Scamp Pickup 

4-Cyl. 2.2 L 

1983; Lev-R-Vent Radiator Cap. 10331 16 

1983; OE Type Radiator Cap. 10231 16 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP' ication Number PSI 

Application Number PSI 

Plymouth - Continued 

Plymouth - Continued 

Scamp Pickup ■ Continued 

Trailduster - Continued 


4-Cyl. 2.2 L- Continued 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Oil Filler Cap. 10066 


Special Deluxe 

6-Cyl. 201 

1941; Oil Breather Cap. 10061 

6-Cyl. 218 

1950; OE Equivalent Fuel Cap. 10623 

1950; Regular Locking Fuel Cap. 10491 

1950; Oil Breather Cap. 10061 

1949-1946; Oil Breather Cap. 10061 

1942; Oil Breather Cap. 10061 


Sundance 

4-Cyl. 2.2 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10111 

1993-1987; Lev-R-Vent Radiator Cap. 10331 16 

1993-1987; OE Type Radiator Cap. 10231 16 

1993-1987; OE Equivalent Fuel Cap. 10817 

1993-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1987; Regular Locking Fuel Cap. 10591 

1993-1987; Pre-Vent Locking Fuel Cap. 10501 

1993-1987; Oil Filler Cap. 10066 

4-Cyl. 2.5 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10111 

1993-1988; Lev-R-Vent Radiator Cap. 10331 16 

1993-1988; OE Type Radiator Cap. 10231 16 

1993-1988; OE Equivalent Fuel Cap. 10817 

1993-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1988; Regular Locking Fuel Cap. 10591 

1993-1988; Pre-Vent Locking Fuel Cap. 10501 

1993- 1988; Oil Filler Cap. 10066 

V-6 3.0 L 

1994- 1992; Lev-R-Vent Radiator Cap. 10331 16 

1994-1992; OE Type Radiator Cap. 10231 16 

1994-1992; OE Equivalent Fuel Cap. 10817 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Regular Locking Fuel Cap. 10591 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Oil Filler Cap. 10088 


Trailduster 
6-Cyl. 225 

1979-1974; Lev-R-Vent Radiator Cap. 10331 16 

1979-1974; OE Type Radiator Cap. 10231 16 

1979-1974; OE Equivalent Fuel Cap. 10800 

1979-1974; Regular Locking Fuel Cap. 10572 

1979-1974; Oil Filler Cap. 10066 

1979-1974; Oil Breather Cap. 10075 

6-Cyl. 3.7 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10800 

1980; Regular Locking Fuel Cap. 10572 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10075 

V-8 318 

1979-1974; Lev-R-Vent Radiator Cap. 10331 16 

1979-1974; OE Type Radiator Cap. 10231 16 


V-8 318 - Continued 

1979-1974; OE Equivalent Fuel Cap. 10800 

1979-1974; Regular Locking Fuel Cap. 10572 

1979-1974; Oil Filler Cap. 10066 

1979-1974; Oil Breather Cap. 10075 

V-8 360 

1979-1974; Lev-R-Vent Radiator Cap. 10331 16 

1979-1974; OE Type Radiator Cap. 10231 16 

1979-1974; OE Equivalent Fuel Cap. 10800 

1979-1974; Regular Locking Fuel Cap. 10572 

1979-1974; Oil Filler Cap. 10066 

1979-1974; Oil Breather Cap. 10075 

V-8 400 

1978-1976; Lev-R-Vent Radiator Cap. 10331 16 

1978-1976; OE Type Radiator Cap. 10231 16 

1978-1976; OE Equivalent Fuel Cap. 10800 

1978-1976; Regular Locking Fuel Cap. 10572 

1978-1976; Oil Filler Cap. 10066 

1978-1976; Oil Breather Cap. 10075 

1974; Lev-R-Vent Radiator Cap. 10331 16 

1974; OE Type Radiator Cap. 10231 16 

1974; OE Equivalent Fuel Cap. 10800 

1974; Regular Locking Fuel Cap. 10572 

1974; Oil Filler Cap. 10066 

1974; Oil Breather Cap. 10075 

V-8 440 

1978-1974; Lev-R-Vent Radiator Cap. 10331 16 

1978-1974; OE Type Radiator Cap. 10231 16 

1978-1974; OE Equivalent Fuel Cap. 10800 

1978-1974; Regular Locking Fuel Cap. 10572 

1978-1974; Oil Filler Cap. 10066 

1978-1974; Oil Breather Cap. 10075 

V-8 5.2 L 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 

1981; Oil Breather Cap. 10075 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10800 

1980; Regular Locking Fuel Cap. 10572 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10075 

V-8 5.9 L 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 

1981; Oil Breather Cap. 10075 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10800 

1980; Regular Locking Fuel Cap. 10572 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap. 10075 

Valiant 

6-Cyl. 170 

1969-1968; Lev-R-Vent Radiator Cap. 10331 16 

1969-1968; OE Type Radiator Cap. 10231 16 

1969-1968; Regular Locking Fuel Cap. 10572 

1969-1968; Oil Breather Cap. 10070 

1967; Lev-R-Vent Radiator Cap. 10331 16 

1967; OE Type Radiator Cap. 10231 16 

1967; Regular Locking Fuel Cap. 10572 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Plymouth - Continued 

Valiant - Continued 

6-Cyl. 170 - Continued 



1967; Oil Breather Cap; W/Calif. Emission System. 

10070 


1967; Oil Breather Cap; W/O Calif. Emission System. 

10061 


1966-1964; Lev-R-Vent Radiator Cap. 

10329 

13 

1966-1964; OE Type Radiator Cap. 

10229 

13 

1966-1964; Oil Breather Cap; W/Calif. Emission System. 

10070 


1966-1964; Oil Breather Cap; W/O Calif. Emission System. 

10061 


1963-1960; Lev-R-Vent Radiator Cap. 

10329 

13 

1963-1960; OE Type Radiator Cap. 

10229 

13 

1963-1960; Oil Breather Cap. 

10061 


6-Cyl. 198 



1974-1972; Lev-R-Vent Radiator Cap. 

10331 

16 

1974-1972; OE Type Radiator Cap. 

10231 

16 

1974-1972; OE Equivalent Fuel Cap. 

10800 


1974-1972; Regular Locking Fuel Cap. 

10572 


1974-1972; Oil Filler Cap. 

10066 


1974-1972; Oil Breather Cap. 

10075 


1971; Lev-R-Vent Radiator Cap. 

10331 

16 

1971; OE Type Radiator Cap. 

10231 

16 

1971; OE Equivalent Fuel Cap; Late. 

10800 


1971; Regular Locking Fuel Cap; Late. 

10572 


1971; Oil Filler Cap. 

10066 


1970; Lev-R-Vent Radiator Cap. 

10331 

16 

1970; OE Type Radiator Cap. 

10231 

16 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 

10572 


1970; Oil Filler Cap. 

10066 


6-Cyl. 225 



1976-1972; Lev-R-Vent Radiator Cap. 

10331 

16 

1976-1972; OE Type Radiator Cap. 

10231 

16 

1976-1972; OE Equivalent Fuel Cap. 

10800 


1976-1972; Regular Locking Fuel Cap. 

10572 


1976-1972; Oil Filler Cap. 

10066 


1976-1972; Oil Breather Cap. 

10075 


1971; Lev-R-Vent Radiator Cap. 

10331 

16 

1971; OE Type Radiator Cap. 

10231 

16 

1971; OE Equivalent Fuel Cap; Late. 

10800 


1971; Regular Locking Fuel Cap; Late. 

10572 


1971; Oil Filler Cap. 

10066 


1970; Lev-R-Vent Radiator Cap. 

10331 

16 

1970; OE Type Radiator Cap. 

10231 

16 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 

10572 


1970; Oil Filler Cap. 

10066 


1969-1968; Lev-R-Vent Radiator Cap. 

10331 

16 

1969-1968; OE Type Radiator Cap. 

10231 

16 

1969-1968; Regular Locking Fuel Cap. 

10572 


1969-1968; Oil Breather Cap. 

10070 


1967; Lev-R-Vent Radiator Cap. 

10331 

16 

1967; OE Type Radiator Cap. 

10231 

16 

1967; Regular Locking Fuel Cap. 

10572 


1967; Oil Breather Cap; W/Calif. Emission System. 

10070 


1967; Oil Breather Cap; W/O Calif. Emission System. 

10061 


1966-1964; Lev-R-Vent Radiator Cap. 

10329 

13 

1966-1964; OE Type Radiator Cap. 

10229 

13 

1966-1964; Oil Breather Cap; W/Calif. Emission System. 

10070 


1966-1964; Oil Breather Cap; W/O Calif. Emission System. 

10061 


1963-1961; Lev-R-Vent Radiator Cap. 

10329 

13 

1963-1961; OE Type Radiator Cap. 

10229 

13 

1963-1961; Oil Breather Cap. 

10061 


V-8 273 



1969-1968; Lev-R-Vent Radiator Cap. 

10331 

16 

1969-1968; OE Type Radiator Cap. 

10231 

16 

1969-1968; Regular Locking Fuel Cap. 

10572 


1969-1968; Oil Breather Cap. 

10070 


1967; Lev-R-Vent Radiator Cap. 

10331 

16 

1967; OE Type Radiator Cap. 

10231 

16 

1967; Regular Locking Fuel Cap. 

10572 


1967; Oil Breather Cap; W/Calif. Emission System. 

10070 


1967; Oil Breather Cap; W/O Calif. Emission System. 

10061 


1966-1964; Lev-R-Vent Radiator Cap. 

10329 

13 

1966-1964; OE Type Radiator Cap. 

10229 

13 

1966-1964; Oil Breather Cap; W/Calif. Emission System. 

10070 


1966-1964; Oil Breather Cap; W/O Calif. Emission System. 

10061 



Application 


Part 

Number 


PSI 


Plymouth - Continued 


Valiant - Continued 

V-8 318 

1976-1972; Lev-R-Vent Radiator Cap. 

1976-1972; OE Type Radiator Cap. 

1976-1972; OE Equivalent Fuel Cap. 

1976-1972; Regular Locking Fuel Cap. 

1976-1972; Oil Filler Cap. 

1976-1972; Oil Breather Cap. 

1971; Lev-R-Vent Radiator Cap. 

1971; OE Type Radiator Cap. 

1971; OE Equivalent Fuel Cap; Late. 

1971; Regular Locking Fuel Cap; Late. 

1971; Oil Filler Cap. 

1970; Lev-R-Vent Radiator Cap. 

1970; OE Type Radiator Cap. 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System . 

1970; Oil Filler Cap. 

1969-1968; Lev-R-Vent Radiator Cap. 

1969-1968; OE Type Radiator Cap. 

1969-1968; Regular Locking Fuel Cap. 

1969-1968; Oil Breather Cap. 

V-8 360 

1976; Lev-R-Vent Radiator Cap. 

1976; OE Type Radiator Cap. 

1976; OE Equivalent Fuel Cap. 

1976; Regular Locking Fuel Cap. 

1976; Oil Filler Cap. 

1976; Oil Breather Cap. 

1974; Lev-R-Vent Radiator Cap. 

1974; OE Type Radiator Cap. 

1974; OE Equivalent Fuel Cap. 

1974; Regular Locking Fuel Cap. 

1974; Oil Filler Cap. 

1974; Oil Breather Cap. 


Volare 


6-Cyl. 225 

1979; Lev-R-Vent Radiator Cap. 

1979; OE Type Radiator Cap. 

1979; OE Equivalent Fuel Cap. 

1979; Regular Locking Fuel Cap. 

1979; Oil Filler Cap. 

1978-1976; Lev-R-Vent Radiator Cap .. 

1978-1976; OE Type Radiator Cap. 

1978-1976; OE Equivalent Fuel Cap .... 
1978-1976; Regular Locking Fuel Cap . 

1978-1976; Oil Filler Cap. 

1978-1976; Oil Breather Cap. 

6-Cvl. 3.7 L 

1980; Lev-R-Vent Radiator Cap. 

1980; OE Type Radiator Cap. 

1980; OE Equivalent Fuel Cap. 

1980; Regular Locking Fuel Cap. 

1980; Oil Filler Cap. 

1980; Oil Breather Cap. 

V-8 318; V-8 360 

1979; Lev-R-Vent Radiator Cap. 

1979; OE Type Radiator Cap. 

1979; OE Equivalent Fuel Cap. 

1979; Regular Locking Fuel Cap. 

1979; Oil Filler Cap. 

1978-1976; Lev-R-Vent Radiator Cap .. 

1978-1976; OE Type Radiator Cap. 

1978-1976; OE Equivalent Fuel Cap .... 
1978-1976; Regular Locking Fuel Cap . 

1978-1976; Oil Filler Cap. 

1978-1976; Oil Breather Cap. 

V-8 5.2 L 

1980; Lev-R-Vent Radiator Cap. 

1980; OE Type Radiator Cap. 

1980; OE Equivalent Fuel Cap. 

1980; Regular Locking Fuel Cap. 

1980; Oil Filler Cap. 

1980; Oil Breather Cap. 


10331 

16 

10231 

16 

10800 


10572 


10066 


10075 


10331 

16 

10231 

16 

10800 


10572 


10066 


10331 

16 

10231 

16 

10572 


10066 


10331 

16 

10231 

16 

10572 


10070 


10331 

16 

10231 

16 

10800 


10572 


10066 


10075 


10331 

16 

10231 

16 

10800 


10572 


10066 


10075 



10331 

16 

10231 

16 

10746 


10573 


10066 


10331 

16 

10231 

16 

10746 


10573 


10066 


10075 


10331 

16 

10231 

16 

10746 


10573 


10066 


10075 


10331 

16 

10231 

16 

10746 


10573 


10066 


10331 

16 

10231 

16 

10746 


10573 


10066 


10075 


10331 

16 

10231 

16 

10746 


10573 


10066 


10075 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Pontiac - Continued 


6000 - Continued 


Part 

Number 


PSI 


Application 


Pontiac - Continued 


Acadian - Continued 


Part 

Number 


PSI 


V-6 2.8 L-Continued 

1986; OE Type Radiator Cap. 10231 16 

1986; Coolant Recovery Tank Cap. 10236 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10072 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap; Eng. VIN W. 10072 

1985; Oil Filler Cap; Eng. VIN X. 10077 

1984-1982; Lev-R-Vent Radiator Cap. 10331 16 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; Coolant Recovery Tank Cap. 10236 

1984-1982; OE Equivalent Fuel Cap. 10817 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984- 1982; Oil Filler Cap. 10077 

V-6 3.1 L 

1991-1988; Lev-R-Vent Radiator Cap. 10331 16 

1991-1988; OE Type Radiator Cap. 10231 16 

1991-1988; Coolant Recovery Tank Cap. 10236 

1991-1988; OE Equivalent Fuel Cap. 10817 

1991-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1988; Regular Locking Fuel Cap. 10591 

1991-1988; Pre-Vent Locking Fuel Cap. 10501 

1991-1988; Oil Filler Cap. 10096 

V-6 4.3 L Diesel 

1985- 1983; Lev-R-Vent Radiator Cap. 10330 16 

1985-1983; OE Type Radiator Cap. 10230 16 

1985-1983; Coolant Recovery Tank Cap. 10236 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Diesel Regular Locking Fuel Cap. 10591D 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1982; Lev-R-Vent Radiator Cap. 10331 16 

1982; OE Type Radiator Cap. 10231 16 

1982; Coolant Recovery Tank Cap. 10236 

1982; OE Equivalent Fuel Cap. 10817 

1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1982; Regular Locking Fuel Cap. 10591 

1982; Diesel Regular Locking Fuel Cap. 10591D 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 


Acadian 

4-Cyl. 1.6 L (Canada) 

1987-1980; Lev-R-Vent Radiator Cap. 10331 16 

1987-1980; OE Type Radiator Cap. 10231 16 

1987-1980; Coolant Recovery Tank Cap. 10236 

1987-1980; OE Equivalent Fuel Cap. 10817 

1987-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1980; Regular Locking Fuel Cap. 10591 

1987-1980; Pre-Vent Locking Fuel Cap. 10501 

1987-1980; Oil Filler Cap. 10066 

4-Cyl. 1.8 L Diesel (Canada) 

1986-1981 ;Lev-R-Venf Radiator Cap. 10331 16 

1986-1981; OE Type Radiator Cap. 10231 16 

1986-1981; Coolant Recovery Tank Cap. 10236 

1986-1981; OE Equivalent Fuel Cap. 10817 


4-Cyl. 1.8 L Diesel (Canada) - Continued 

1986-1981; Diesel Regular Non-Locking Fuel Cap. 10830D 

1986-1981; Regular Locking Fuel Cap. 10591 

1986-1981; Diesel Regular Locking Fuel Cap. 10591D 

1986-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1981; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1986-1981; Pre-Vent Locking Fuel Cap. 10501 

1986-1981; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1986-1981; Oil Filler Cap. 10072 

4-Cyl. 153 (Canada) 

1963-1962; Oil Filler Cap; W/Closed PCV System. 10066 

4-Cyl. 85 (Canada) 

1977-1976; Lev-R-Vent Radiator Cap. 10331 16 

1977-1976; OE Type Radiator Cap. 10231 16 

1977-1976; Oil Filler Cap. 10066 

4-Cyl. 98 (Canada) 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; Coolant Recovery Tank Cap. 10236 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; OE Equivalent Fuel Cap. 10817 

1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1978; Regular Locking Fuel Cap. 10591 

1978; Pre-Vent Locking Fuel Cap. 10501 

1978; Oil Filler Cap. 10066 

1977-1976; Lev-R-Vent Radiator Cap. 10331 16 

1977-1976; OE Type Radiator Cap. 10231 16 

1977-1976; Oil Filler Cap. 10066 

6-Cyl. 230 (Canada) 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/O 

Calif. Emission System. 10061 

V-8 283 (Canada) 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/O 

Calif. Emission System. 10064 

1965; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1965; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1965; Oil Filler Cap; W/Closed PCV System. 10066 

1964; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1964; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1964; Oil Breather Cap; W 3-2-B::.. Carb. 10064 

1964; Oil Filler Cap; W/Closed PCV System. 10066 

V-8 327 (Canada) 

1969- 1968; Oil Filler Cap. 10066 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/O 

Calif. Emission System. 10064 

1965; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1965; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1965; Oil Filler Cap; W/Closed PCV System. 10066 

V-8 350 (Canada) 

1970- 1968; Oil Filler Cap. 10066 


Astre 
4-Cvl. 140 

1977; Lev-R-Vent Radiator Cap. 10331 16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Pontiac - Continued 

Pontiac - Continued 

Astre - Continued 

Bonneville - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 140 - Continued 

1977; OE Type Radiator Cap. 10231 16 

1977; Regular Locking Fuel Cap; Exc. Hatchback. 10572 

1977; Oil Filler Cap. 10066 

1976; Lev-R-Vent Radiator Cap. 10331 16 

1976; OE Type Radiator Cap. 10231 16 

1976; OE Equivalent Fuel Cap; Coupe, Wagon. 10713 

1976; Regular Locking Fuel Cap; Coupe, Wagon. 10572 

1976; OE Equivalent Fuel Cap; Hatchback. 10713 

1976; Oil Filler Cap. 10066 

1975; Lev-R-Vent Radiator Cap. 10330 16 

1975; OE Type Radiator Cap. 10230 16 

1975; OE Equivalent Fuel Cap; Hatchback. 10713 

1975; OE Equivalent Fuel Cap; Coupe, Wagon. 10713 

1975; Regular Locking Fuel Cap; Coupe, Wagon. 10572 

1975; Oil Filler Cap. 10072 

4-Cyl. 140 (Canada) 

1974; Lev-R-Vent Radiator Cap. 10330 16 

1974; OE Type Radiator Cap. 10230 16 

1974; OE Equivalent Fuel Cap; Wagon. 10713 

1974; Regular Locking Fuel Cap; Wagon. 10572 

1974; OE Equivalent Fuel Cap; Hatchback. 10713 

1974; Oil Filler Cap. 10072 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10072 

4-Cyl. 151 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Regular Locking Fuel Cap; Exc. Hatchback. 10572 

1977; Oil Filler Cap. 10066 


Bonneville 

V-6 3.8 L 

1994-1990; Lev-R-Vent Radiator Cap. 10331 16 

1994-1990; OE Type Radiator Cap. 10231 16 

1994-1990; OE Equivalent Fuel Cap. 10817 

1994-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1990; Regular Locking Fuel Cap. 10591 

1994-1990; Pre-Vent Locking Fuel Cap. 10501 

1994-1990; Oil Filler Cap. 10099 

1989-1987; Lev-R-Vent Radiator Cap. 10331 16 

1989-1987; OE Type Radiator Cap. 10231 16 

1989-1987; Coolant Recovery Tank Cap. 10236 

1989-1987; OE Equivalent Fuel Cap. 10817 

1989-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1987; Regular Locking Fuel Cap. 10591 

1989-1987; Pre-Vent Locking Fuel Cap. 10501 

1989-1987; Oil Filler Cap. 10099 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap; W/Metal Oil Cap. 10066 

1986-1985; Oil Filler Cap; W/Plastic Oil Cap. 10109 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; Coolant Recovery Tank Cap. 10236 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10066 

V-6 4.1 L 

1982; Lev-R-Vent Radiator Cap. 10331 16 

1982; OE Type Radiator Cap. 10231 16 

1982; Coolant Recovery Tank Cap. 10236 

1982; OE Equivalent Fuel Cap. 10817 


V-6 4.1 L - Continued 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Filler Cap. 10066 

V-6 4.3 L 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; Coolant Recovery Tank Cap. 10236 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10066 

V-8 301 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-8 305 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

V-8 347 

1957; Lev-R-Vent Radiator Cap. 10329 13 

1957; OE Type Radiator Cap. 10229 13 

1957; OE Equivalent Fuel Cap. 10646 

1957; Regular Locking Fuel Cap. 10492 

1957; Oil Breather Cap; W/2-Bbl. Carb. 10061 

1957; Oil Breather Cap; W/4-Bbl. Carb. 10064 

V-8 350 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1979-1977; Oil Breather Cap; Eng. VIN R. 10078 

V-8 370 

1958; Lev-R-Vent Radiator Cap. 10329 13 

1958; OE Type Radiator Cap. 10229 13 

1958; OE Equivalent Fuel Cap. 10646 

1958; Regular Locking Fuel Cap. 10492 

1958; Oil Breather Cap; W/3-2-Bbl. Carb. 10061 

1958; Oil Breather Cap; WO 3-2-Bbl. Carb. 10064 

V-8 389 

1966; Lev-R-Vent Radiator Cap. 10330 16 

1966; OE Type Radiator Cap. 10230 16 

1966; OE Equivalent Fuel Cap; Wagon. 10646 

1966; Regular Locking Fuel Cap; Wagon. 10492 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1966; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; OE Equivalent Fuel Cap; Wagon. 10646 

1965; Regular Locking Fuel Cap; Wagon. 10492 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Pontiac - Continued 

Pontiac - Continued 

Bonneville - Continued 

Bonneville - Continued 


Application 


Part 

Number 


PSI 


V-8 389 - Continued 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1965; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1965; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1965; Oil Filler Cap; W/Closed PCV System. 10066 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1964; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1964; Oil Breather Cap; W 3-2-B::.. Carb. 10061 

1964; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Lev-R-Vent Radiator Cap. 10330 16 

1963; OE Type Radiator Cap. 10230 16 

1963; OE Equivalent Fuel Cap. 10646 

1963; Regular Locking Fuel Cap. 10492 

1963; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1963; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Oil Breather Cap; W 3-2-Bbi. Carb. 10061 

1962; Lev-R-Vent Radiator Cap. 10330 16 

1962; OE Type Radiator Cap. 10230 16 

1962; OE Equivalent Fuel Cap. 10646 

1962; Regular Locking Fuel Cap. 10492 

1962; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1962; Oil Filler Cap; W/Closed PCV System. 10066 

1961; Lev-R-Vent Radiator Cap. 10329 13 

1961; OE Type Radiator Cap. 10229 13 

1961; OE Equivalent Fuel Cap. 10646 

1961; Regular Locking Fuel Cap. 10492 

1961; Oil Filler Cap; W/Closed PCV System. 10066 

1961; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1960-1959; Lev-R-Vent Radiator Cap. 10329 13 

1960-1959; OE Type Radiator Cap. 10229 13 

1960-1959; OE Equivalent Fuel Cap. 10646 

1960-1959; Regular Locking Fuel Cap. 10492 

1960-1959; Oil Breather Cap; W/O 3-2-Bbl. Carb. 10064 

V-8 4.3 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; Coolant Recovery Tank Cap. 10236 

1981 -1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-8 4.9 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 400 

1978-1977; Lev-R-Vent Radiator Cap. 10331 16 

1978-1977; OE Type Radiator Cap. 10231 16 

1978-1977; Coolant Recovery Tank Cap. 10236 

1978-1977; OE Equivalent Fuel Cap. 10817 

1978-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1978-1977; Regular Locking Fuel Cap. 10591 

1978-1977; Pre-Vent Locking Fuel Cap. 10501 

1978-1977; Oil Filler Cap. 10066 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 


V-8 400 - Continued 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971 ;OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap; Wagon. 10646 

1969; Regular Locking Fuel Cap; Wagon. 10492 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Filler Cap. 10066 

1968; Oil Breather Cap. 10064 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

V-8 403 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1979-1977; Oil Breather Cap. 10078 

V-8 421 

1966; Lev-R-Vent Radiator Cap. 10330 16 

1966; OE Type Radiator Cap. 10230 16 

1966; OE Equivalent Fuel Cap; Wagon. 10646 

1966; Regular Locking Fuel Cap; Wagon. 10492 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1966; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; OE Equivalent Fuel Cap; Wagon. 10646 

1965; Regular Locking Fuel Cap; Wagon. 10492 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Pontiac - Continued 

Pontiac - Continued 

Bonneville - Continued 

Bonneville - Continued 


Application 


Part 

Number 


PSI 


V-8 421 - Continued 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1965; Oil Filler Cap. 10066 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/Calif. Emission System; W/H.O. Eng. 10070 
1964; Oil Breather Cap; W/O Calif. Emission System; W/H.O. 

Eng. 10061 

1964; Oil Filler Cap. 10066 

1963; Lev-R-Vent Radiator Cap. 10330 16 

1963; OE Type Radiator Cap. 10230 16 

1963; OE Equivalent Fuel Cap. 10646 

1963; Regular Locking Fuel Cap. 10492 

1963; Oil Breather Cap; W/H.O. Eng. 10061 

1963; Oil Filler Cap. 10066 

V-8 428 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap; Wagon. 10646 

1969; Regular Locking Fuel Cap; Wagon. 10492 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Filler Cap. 10066 

1968; Oil Breather Cap. 10064 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

V-8 455 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971 ;OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

V-8 5.0 L 

1986-1983; Lev-R-Vent Radiator Cap. 10331 16 

1986-1983; OE Type Radiator Cap. 10231 16 


V-8 5.0 L - Continued 

1986-1983; Coolant Recovery Tank Cap. 10236 

1986-1983; OE Equivalent Fuel Cap. 10817 

1986-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1983; Regular Locking Fuel Cap. 10591 

1986-1983; Pre-Vent Locking Fuel Cap. 10501 

1986-1983; Oil Filler Cap. 10066 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; Coolant Recovery Tank Cap. 10236 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 

1981; Oil Breather Cap. 10078 

V-8 5.7 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

1980; Oil Breather Cap; Eng. VIN R. 10078 

V-8 5.7 L Diesel 

1984-1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; Coolant Recovery Tank Cap. 10236 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Diesel Regular Locking Fuel Cap. 10591D 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1980; Oil Breather Cap. 10078 


Canada Models 
V-8 (Canada) 

1957; Oil Breather Cap; W/2-Bbl. Carb. 10061 

1957; Oil Breather Cap; W/4-Bbl. Carb. 10064 

1956-1955; Oil Breather Cap. 10064 

V-8 283 (Canada); V-8 348 (Canada) 

1960-1959; Oil Breather Cap; W/O 3-2-Bbl. Carb. 10064 

1958; Oil Breather Cap. 10061 


Catalina 

6-Cyl. 250 (Canada) 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

V-6 231 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-6 3.8 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; Coolant Recovery Tank Cap. 10236 

1981-1980; OE Equivalent Fuel Cap. 10817 


271 








































































































































Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Pontiac - Continued 

Pontiac - Continued 

Catalina - Continued 

Catalina - Continued 


Application 


Part 

Number 


PSI 


V-6 3.8 L - Continued 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-8 301 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-8 305 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

V-8 305 (Canada) 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

V-8 350 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1979-1977; Oil Breather Cap; Eng. VIN R. 10078 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10817 

1976; Pre-Vent Non-Locking Fuel Cap. 10819 

1976; Regular Locking Fuel Cap. 10591 

1976; Pre-Vent Locking Fuel Cap. 10501 

1976; Oil Filler Cap. 10066 

1973-1971; Lev-R-Vent Radiator Cap. 10330 16 

1973-1971; OE Type Radiator Cap. 10230 16 

1973-1971; OE Equivalent Fuel Cap. 10807 

1973-1971; Regular Locking Fuel Cap. 10571 

1973-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

V-8 350 (Canada) 

1975; Lev-R-Vent Radiator Cap. 10330 16 

1975; OE Type Radiator Cap. 10230 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 


V-8 350 (Canada) - Continued 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

V-8 389 

1966; Lev-R-Vent Radiator Cap. 10330 16 

1966; OE Type Radiator Cap. 10230 16 

1966; OE Equivalent Fuel Cap; Wagon. 10646 

1966; Regular Locking Fuel Cap; Wagon. 10492 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1966; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; OE Equivalent Fuel Cap; Wagon. 10646 

1965; Regular Locking Fuel Cap; Wagon. 10492 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1965; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1965; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1965; Oil Filler Cap; W/Closed PCV System. 10066 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; OE Equivalent Fuel Cap; Wagon. 10646 

1964; Regular Locking Fuel Cap; Wagon. 10491 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1964; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1964; Oil Breather Cap; W 3-2-Bcl. Carb. 10061 

1964; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Lev-R-Vent Radiator Cap. 10330 16 

1963; OE Type Radiator Cap. 10230 16 

1963; OE Equivalent Fuel Cap. 10646 

1963; Regular Locking Fuel Cap. 10491 

1963; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1963; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Oil Breather Cap; W/3-2-Bbl. Carb. 10061 

1962; Lev-R-Vent Radiator Cap. 10330 16 

1962; OE Type Radiator Cap. 10230 16 

1962; OE Equivalent Fuel Cap. 10646 

1962; Regular Locking Fuel Cap. 10492 

1962; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1962; Oil Filler Cap; W/Closed PCV System. 10066 

1961; Lev-R-Vent Radiator Cap. 10329 13 

1961; OE Type Radiator Cap. 10229 13 

1961; OE Equivalent Fuel Cap. 10646 

1961; Regular Locking Fuel Cap. 10492 

1961; Oil Filler Cap; W/Closed PCV System. 10066 

1961; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1960-1959; Lev-R-Vent Radiator Cap. 10329 13 

1960-1959; OE Type Radiator Cap. 10229 13 

1960-1959; OE Equivalent Fuel Cap. 10646 

1960-1959; Regular Locking Fuel Cap. 10492 

1960-1959; Oil Breather Cap; W/O 3-2-Bbl. Carb. 10064 

V-8 4.3 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; Coolant Recovery Tank Cap. 10236 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Pontiac - Continued 

Pontiac - Continued 

Catalina - Continued 

Catalina - Continued 


Application 


Part 

Number 


PSI 


V-8 4.4 L (Canada) 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; Coolant Recovery Tank Cap. 10236 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

V-8 4.9 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 400 

1978-1977; Lev-R-Vent Radiator Cap. 10331 16 

1978-1977; OE Type Radiator Cap. 10231 16 

1978-1977; Coolant Recovery Tank Cap. 10236 

1978-1977; OE Equivalent Fuel Cap. 10817 

1978-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1978-1977; Regular Locking Fuel Cap. 10591 

1978-1977; Pre-Vent Locking Fuel Cap. 10501 

1978-1977; Oil Filler Cap. 10066 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971; OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap; Wagon. 10646 

1969; Regular Locking Fuel Cap; Wagon. 10492 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Filler Cap. 10066 


V-8 400 - Continued 

1968; Oil Breather Cap. 10064 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

V-8 403 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

1979-1977; Oil Breather Cap. 10078 

V-8 421 

1966; Lev-R-Vent Radiator Cap. 10330 16 

1966; OE Type Radiator Cap. 10230 16 

1966; OE Equivalent Fuel Cap; Wagon. 10646 

1966; Regular Locking Fuel Cap; Wagon. 10492 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1966; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; OE Equivalent Fuel Cap; Wagon. 10646 

1965; Regular Locking Fuel Cap; Wagon. 10492 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1965; Oil Filler Cap. 10066 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; OE Equivalent Fuel Cap; Wagon. 10646 

1964; Regular Locking Fuel Cap; Wagon. 10491 

1964; Regular Locking Fuel Cap; Exc. Wagon. 10492 

1964; Oil Breather Cap; W/Calif. Emission System; W/H.O. Eng. 10070 
1964; Oil Breather Cap; W/O Calif. Emission System; W/H.O. 

Eng. 10061 

1964; Oil Filler Cap. 10066 

1963; Lev-R-Vent Radiator Cap. 10330 16 

1963; OE Type Radiator Cap. 10230 16 

1963; OE Equivalent Fuel Cap. 10646 

1963; Regular Locking Fuel Cap. 10491 

1963; Oil Breather Cap; W/H.O. Eng. 10061 

1963; Oil Filler Cap. 10066 

1962; Lev-R-Vent Radiator Cap. 10330 16 

1962; OE Type Radiator Cap. 10230 16 

1962; OE Equivalent Fuel Cap. 10640 

1962; Regular Locking Fuel Cap. 10491 

1961; OE Equivalent Fuel Cap. 10640 

1961; Regular Locking Fuel Cap. 10491 

V-8 428 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap; Wagon. 10646 

1969; Regular Locking Fuel Cap; Wagon. 10492 

1969; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Pontiac - Continued 

Catalina - Continued 

V-8 428 - Continued 



1968; OE Equivalent Fuel Cap; Exc. Wagon. 

10632 


1968; Regular Locking Fuel Cap; Exc. Wagon. 

10571 


1968; Oil Filler Cap. 

10066 


1968; Oil Breather Cap. 

10064 


1967; Lev-R-Vent Radiator Cap. 

10330 

16 

1967; OE Type Radiator Cap. 

10230 

16 

1967; OE Equivalent Fuel Cap; Wagon. 

10646 


1967; Regular Locking Fuel Cap; Wagon. 

10492 


1967; OE Equivalent Fuel Cap; Exc. Wagon. 

10632 


1967; Regular Locking Fuel Cap; Exc. Wagon. 

10571 


1967; Oil Breather Cap; W/O Closed PCV System; W/Calif. 



Emission System. 

10070 


1967; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 



Emission System. 

10064 


V-8 455 



1976-1975; Lev-R-Vent Radiator Cap. 

10330 

16 

1976-1975; OE Type Radiator Cap. 

10230 

16 

1976-1975; OE Equivalent Fuel Cap. 

10817 


1976-1975; Pre-Vent Non-Locking Fuel Cap. 

10819 


1976-1975; Regular Locking Fuel Cap. 

10591 


1976-1975; Pre-Vent Locking Fuel Cap. 

10501 


1976-1975; Oil Filler Cap. 

10066 


1974-1971; Lev-R-Vent Radiator Cap. 

10330 

16 

1974-1971; OE Type Radiator Cap. 

10230 

16 

1974-1971; OE Equivalent Fuel Cap. 

10807 


1974-1971; Regular Locking Fuel Cap. 

10571 


1974-1971; Oil Filler Cap. 

10066 


1970; Lev-R-Vent Radiator Cap. 

10330 

16 

1970; OE Type Radiator Cap. 

10230 

16 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 



System. 

10646 


1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 



System. 

10492 


1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 



System. 

10806 


1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 



System. 

10583 


1970; OE Equivalent Fuel Cap; Exc. Wagon. 

10632 


1970; Regular Locking Fuel Cap; Exc. Wagon. 

10571 


1970; Oil Filler Cap. 

10066 


V-8 5.0 L 



1981; Lev-R-Vent Radiator Cap. 

10331 

16 

1981; OE Type Radiator Cap. 

10231 

16 

1981; Coolant Recovery Tank Cap. 

10236 


1981; OE Equivalent Fuel Cap. 

10817 


1981; Pre-Vent Non-Locking Fuel Cap. 

10819 


1981; Regular Locking Fuel Cap. 

10591 


1981; Pre-Vent Locking Fuel Cap. 

10501 


1981; Oil Filler Cap. 

10066 


1981; Oil Breather Cap. 

10078 


V-8 5.0 L (Canada) 

1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1980; OE Type Radiator Cap. 

10231 

16 

1980; Coolant Recovery Tank Cap. 

10236 


1980; OE Equivalent Fuel Cap. 

10817 


1980; Pre-Vent Non-Locking Fuel Cap. 

10819 


1980; Regular Locking Fuel Cap. 

10591 


1980; Pre-Vent Locking Fuel Cap. 

10501 


V-8 5.7 L 



1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1980; OE Type Radiator Cap. 

10231 

16 

1980; Coolant Recovery Tank Cap. 

10236 


1980; OE Equivalent Fuel Cap. 

10817 


1980; Pre-Vent Non-Locking Fuel Cap. 

10819 


1980; Regular Locking Fuel Cap. 

10591 


1980; Pre-Vent Locking Fuel Cap. 

10501 


1980; Oil Filler Cap. 

10066 


1980; Oil Breather Cap; Eng. VIN R. 

10078 


V-8 5.7 L Diesel 



1981-1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1981-1980; OE Type Radiator Cap. 

10231 

16 

1981-1980; Coolant Recovery Tank Cap. 

10236 



Part 

Number 


Application 


Pontiac - Continued 


Catalina - Continued 

V-8 5.7 L Diesel - Continued 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Diesel Regular Locking Fuel Cap. 10591D 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1981-1980; Oil Breather Cap. 10078 

Chieftain 

6-Cyl. 239 

1954-1953; OE Equivalent Fuel Cap. 10646 

1954-1953; Regular Locking Fuel Cap. 10492 

1954-1953; Oil Breather Cap. 10061 

1952; Lev-R-Vent Radiator Cap. 10328 

1952; OE Type Radiator Cap. 10228 

1952; OE Equivalent Fuel Cap. 10646 

1952; Regular Locking Fuel Cap. 10492 

1952; Oil Breather Cap. 10061 

1951; OE Equivalent Fuel Cap. 10646 

1951; Regular Locking Fuel Cap. 10492 

1951; Oil Breather Cap. 10061 

1950-1949; Lev-R-Vent Radiator Cap. 10308 

1950-1949; OE Type Radiator Cap. 10208 

1950-1949; OE Equivalent Fuel Cap. 10646 

1950-1949; Regular Locking Fuel Cap. 10492 

1950-1949; Oil Breather Cap. 10061 

8-Cyl. 249 

1949; Lev-R-Vent Radiator Cap. 10308 

1949; OE Type Radiator Cap. 10208 

1949; OE Equivalent Fuel Cap. 10646 

1949; Regular Locking Fuel Cap. 10492 

1949; Oil Breather Cap. 10061 

8-Cyl. 268 

1954; OE Equivalent Fuel Cap. 10646 

1954; Regular Locking Fuel Cap. 10492 

1954; Oil Breather Cap. 10061 

1953; OE Equivalent Fuel Cap. 10646 

1953; Regular Locking Fuel Cap. 10492 

1952-1951; OE Equivalent Fuel Cap. 10646 

1952-1951; Regular Locking Fuel Cap. 10492 

1952-1951; Oil Breather Cap. 10061 

1950; Lev-R-Vent Radiator Cap. 10308 

1950; OE Type Radiator Cap. 10208 

1950; OE Equivalent Fuel Cap. 10646 

1950; Regular Locking Fuel Cap. 10492 

1950; Oil Breather Cap. 10061 

V-8 287 

1955; OE Equivalent Fuel Cap. 10646 

1955; Regular Locking Fuel Cap. 10492 

1955; Oil Breather Cap. 10064 

V-8 317 

1956; OE Equivalent Fuel Cap. 10646 

1956; Regular Locking Fuel Cap. 10492 

1956; Oil Breather Cap. 10064 

V-8 347 

1957; OE Equivalent Fuel Cap. 10646 

1957; Regular Locking Fuel Cap. 10492 

1957; Oil Breather Cap. 10061 

V-8 370 

1958; OE Equivalent Fuel Cap. 10646 

1958; Regular Locking Fuel Cap. 10492 

1958; Oil Breather Cap. 10061 

Executive 

V-8 350 

1970; Oil Filler Cap. 10066 

V-8 389 

1967; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 


PSI 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Pontiac - Continued 

Pontiac - Continued 

Executive - Continued 

Fiero - Continued 


Application 


Part 

Number 


PSI 


V-8 389 - Continued 

1967; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

V-8 400 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap. 10646 

1970; Regular Locking Fuel Cap. 10492 

1970; Oil Filler Cap. 10066 

1969; OE Equivalent Fuel Cap. 10646 

1969; Regular Locking Fuel Cap. 10492 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Filler Cap. 10066 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

V-8 428 

1969; OE Equivalent Fuel Cap. 10646 

1969; Regular Locking Fuel Cap. 10492 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap; Wagon. 10646 

1968; Regular Locking Fuel Cap; Wagon. 10492 

1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1968; Oil Filler Cap. 10066 

1967; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967; OE Equivalent Fuel Cap; Wagon. 10646 

1967; Regular Locking Fuel Cap; Wagon. 10492 

1967; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

V-8 455 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; Oil Filler Cap. 10066 


Fiero 
4-Cvl. 2.5 L 

1988; Lev-R-Vent Radiator Cap. ✓10330 16 

1988; OE Type Radiator Cap. 10230 16 

1988; Thermostat Housing Cap. 10232 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap; W/Threaded Filler Neck. 10104 

1988; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1987-1985; Lev-R-Vent Radiator Cap. ✓lOSSO 16 

1987-1985; OE Type Radiator Cap. 10230 16 

1987-1985; Coolant Recovery Tank Cap. 10236 

1987-1985; Thermostat Housing Cap. 10232 

1987-1985; OE Equivalent Fuel Cap. 10817 

1987-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1985; Regular Locking Fuel Cap. 10591 

1987-1985; Pre-Vent Locking Fuel Cap. 10501 

1987-1985; Oil Filler Cap; W/Threaded Filler Neck. 10104 

1987-1985; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1984; Lev-R-Vent Radiator Cap. ✓10330 16 

1984; OE Type Radiator Cap. 10230 16 

1984; Thermostat Housing Cap. 10232 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 


4-Cvl. 2.5 L- Continued 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap; W/Threaded Filler Neck. 10104 

1984; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

V-6 2.8 L 

1988; Lev-R-Vent Radiator Cap. ✓lOSSO 16 

1988; OE Type Radiator Cap. 10230 16 

1988; Thermostat Housing Cap. 10232 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1987-1985; Lev-R-Vent Radiator Cap. ✓10330 16 

1987-1985; OE Type Radiator Cap. 10230 16 

1987-1985; Coolant Recovery Tank Cap. 10236 

1987-1985; Thermostat Housing Cap. 10232 

1987-1985; OE Equivalent Fuel Cap. 10817 

1987-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1985; Regular Locking Fuel Cap. 10591 

1987-1985; Pre-Vent Locking Fuel Cap. 10501 

Firebird 

4-Cyl. 2.5 L 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10822 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10823 

1986-1985; Regular Locking Fuel Cap. 10594 

1986-1985; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1986-1985; Oil Filler Cap; W/Threaded Filler Neck. 10104 

1984-1982; Lev-R-Vent Radiator Cap. 10331 16 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; Coolant Recovery Tank Cap. 10236 

1984-1982; OE Equivalent Fuel Cap. 10822 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10823 

1984-1982; Regular Locking Fuel Cap. 10594 

1984-1982; Oil Filler Cap. 10066 

6-Cyl. 230 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10061 

6-Cyl. 250 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10817 

1976; Pre-Vent Non-Locking Fuel Cap. 10819 

1976; Regular Locking Fuel Cap. 10591 

1976; Pre-Vent Locking Fuel Cap. 10501 

1976; Oil Filler Cap. 10066 

1975; Lev-R-Vent Radiator Cap. 10330 16 

1975; OE Type Radiator Cap. 10230 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10072 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971; OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10072 

1970-1968; Lev-R-Vent Radiator Cap. 10330 16 

1970-1968; OE Type Radiator Cap. 10230 16 

V-6 2.8 L 

1989-1985; Lev-R-Vent Radiator Cap. 10331 16 

1989-1985; OE Type Radiator Cap. 10231 16 

1989-1985; Coolant Recovery Tank Cap. 10236 

1989-1985; OE Equivalent Fuel Cap. 10822 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Pontiac - Continued 

Pontiac - Continued 

Firebird - Continued 

Firebird - Continued 


Application 


Part 

Number 


PSI 


V-8 305- Continued 

1979-1977; Oil Filler Cap. 10066 


V-6 2.8 L - Continued 

1989-1985; Pre-Vent Non-Locking Fuel Cap. 10823 

1989-1985; Regular Locking Fuel Cap. 10594 

1989-1985; Oil Filler Cap. 10072 

1984-1982; Lev-R-Vent Radiator Cap. 10331 16 

1984-1982; OE Type Radiator Cap. 10231 16 

1984-1982; Coolant Recovery Tank Cap. 10236 

1984-1982; OE Equivalent Fuel Cap. 10822 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10823 

1984-1982; Regular Locking Fuel Cap. 10594 

1984-1982; Oil Filler Cap. 10077 

V-6 231 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-6 3.1 L 

1992-1990; Lev-R-Vent Radiator Cap. 10331 16 

1992-1990; OE Type Radiator Cap. 10231 16 

1992-1990; Coolant Recovery Tank Cap. 10236 

1992-1990; OE Equivalent Fuel Cap. 10822 

1992-1990; Pre-Vent Non-Locking Fuel Cap. 10823 

1992-1990; Regular Locking Fuel Cap. 10594 

1992-1990; Oil Filler Cap. 10072 

V-6 3.4 L 

1994-1993; Lev-R-Vent Radiator Cap. 10334 18 

1994-1993; OE Type Radiator Cap. 10234 18 

1994-1993; Coolant Recovery Tank Cap. 10236 

1994-1993; OE Equivalent Fuel Cap. 10822 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10823 

1994-1993; Regular Locking Fuel Cap. 10594 

1994-1993; Oil Filler Cap. 10072 

V-6 3.8 L 

1989; Lev-R-Vent Radiator Cap. 10331 16 

1989; OE Type Radiator Cap. 10231 16 

1989; Coolant Recovery Tank Cap. 10236 

1989; OE Equivalent Fuel Cap. 10822 

1989; Pre-Vent Non-Locking Fuel Cap. 10823 

1989; Regular Locking Fuel Cap. 10594 

1989; Oil Filler Cap. 10105 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-8 301 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

V-8 305 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 


V-8 326 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

V-8 350 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap; Eng. VIN R. 10078 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971 ;OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10066 

1970-1969; Lev-R-Vent Radiator Cap. 10330 16 

1970-1969; OE Type Radiator Cap. 10230 16 

1970-1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; Oil Filler Cap. 10066 

1968; Oil Breather Cap. 10064 

V-8 4.3 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-8 4.4 L (Canada) 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 

V-8 4.9 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-8 400 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Pontiac - Continued 

Firebird - Continued 

V-8 400 - Continued 



1979-1977; Pre-Vent Non-Locking Fuel Cap. 

10819 


1979-1977; Regular Locking Fuel Cap. 

10591 


1979-1977; Pre-Vent Locking Fuel Cap. 

10501 


1979-1977; Oil Filler Cap. 

10066 


1976-1975; Lev-R-Vent Radiator Cap. 

10330 

16 

1976-1975; OE Type Radiator Cap. 

10230 

16 

1976-1975; OE Equivalent Fuel Cap. 

10817 


1976-1975; Pre-Vent Non-Locking Fuel Cap. 

10819 


1976-1975; Regular Locking Fuel Cap. 

10591 


1976-1975; Pre-Vent Locking Fuel Cap. 

10501 


1976-1975; Oil Filler Cap. 

10066 


1974-1971; Lev-R-Vent Radiator Cap. 

10330 

16 

1974-1971; OE Type Radiator Cap. 

10230 

16 

1974-1971; OE Equivalent Fuel Cap. 

10807 


1974-1971; Regular Locking Fuel Cap. 

10571 


1974-1971; Oil Filler Cap. 

10066 


1970-1969; Lev-R-Vent Radiator Cap. 

10330 

16 

1970-1969; OE Type Radiator Cap. 

10230 

16 

1970-1969; Oil Filler Cap. 

10066 


1968; Lev-R-Vent Radiator Cap. 

10330 

16 

1968; OE Type Radiator Cap. 

10230 

16 

1968; Oil Filler Cap.. 

10066 


1968; Oil Breather Cap. 

10064 


1967; Lev-R-Vent Radiator Cap. 

10330 

16 

1967; OE Type Radiator Cap. 

10230 

16 

1967; Oil Breather Cap; W/O Closed PCV System; W/Calif. 



Emission System. 

10070 


1967; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 



Emission System. 

10064 


V-8 403 



1979-1977; Lev-R-Vent Radiator Cap. 

10331 

16 

1979-1977; OE Type Radiator Cap. 

10231 

16 

1979-1977; OE Equivalent Fuel Cap. 

10817 


1979-1977; Pre-Vent Non-Locking Fuel Cap. 

10819 


1979-1977; Regular Locking Fuel Cap. 

10591 


1979-1977; Pre-Vent Locking Fuel Cap. 

10501 


1979-1977; Oil Filler Cap. 

10066 


1979-1977; Oil Breather Cap. 

10078 


V-8 455 



1976-1975; Lev-R-Vent Radiator Cap. 

10330 

16 

1976-1975; OE Type Radiator Cap. 

10230 

16 

1976-1975; OE Equivalent Fuel Cap. 

10817 


1976-1975; Pre-Vent Non-Locking Fuel Cap. 

10819 


1976-1975; Regular Locking Fuel Cap. 

10591 


1976-1975; Pre-Vent Locking Fuel Cap. 

10501 


1976-1975; Oil Filler Cap. 

10066 


1974-1971; Lev-R-Vent Radiator Cap. 

10330 

16 

1974-1971; OE Type Radiator Cap. 

10230 

16 

1974-1971; OE Equivalent Fuel Cap. 

10807 


1974-1971; Regular Locking Fuel Cap. 

10571 


1974-1971; Oil Filler Cap. 

10066 


V-8 5.0 L 



1992-1989; Lev-R-Vent Radiator Cap. 

10331 

16 

1992-1989; OE Type Radiator Cap. 

10231 

16 

1992-1989; Coolant Recovery Tank Cap. 

10236 


1992-1989; OE Equivalent Fuel Cap. 

10822 


1992-1989; Pre-Vent Non-Locking Fuel Cap. 

10823 


1992-1989; Regular Locking Fuel Cap. 

10594 


1992-1989; Oil Filler Cap. 

10105 


1988-1982; Lev-R-Vent Radiator Cap. 

10331 

16 

1988-1982; OE Type Radiator Cap. 

10231 

16 

1988-1982; Coolant Recovery Tank Cap. 

10236 


1988-1982; OE Equivalent Fuel Cap. 

10822 


1988-1982; Pre-Vent Non-Locking Fuel Cap. 

10823 


1988-1982; Regular Locking Fuel Cap. 

10594 


1988-1982; Oil Filler Cap. 

10066 


1981-1980; Lev-R-Vent Radiator Cap. 

10331 

16 

1981-1980; OE Type Radiator Cap. 

10231 

16 

1981-1980; OE Equivalent Fuel Cap. 

10817 


1981-1980; Pre-Vent Non-Locking Fuel Cap. 

10819 


1981-1980; Regular Locking Fuel Cap. 

10591 


1981-1980; Pre-Vent Locking Fuel Cap. 

10501 



Application 

Part 

Number 

PSI 

Pontiac - Continued 

Firebird - Continued 

V-8 5.0 L - Continued 



1981-1980; Oil Filler Cap. 

. 10066 


V-8 5.7 L 



1994-1993; Lev-R-Vent Radiator Cap. 

. 10334 

18 

1994-1993; OE Type Radiator Cap. 

. 10234 

18 

1994-1993; Coolant Recovery Tank Cap. 

. 10236 


1994-1993; OE Equivalent Fuel Cap. 

. 10822 


1994-1993; Pre-Vent Non-Locking Fuel Cap. 

. 10823 


1994-1993; Regular Locking Fuel Cap. 

. 10594 


1994-1993; Oil Filler Cap. 

. 10105 


1992-1990; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1992-1990; OE Type Radiator Cap. 

. 10231 

16 

1992-1990; Coolant Recovery Tank Cap. 

. 10236 


1992-1990; OE Equivalent Fuel Cap. 

. 10822 


1992-1990; Pre-Vent Non-Locking Fuel Cap. 

. 10823 


1992-1990; Regular Locking Fuel Cap. 

. 10594 


1992-1990; Oil Filler Cap. 

. 10105 


1989; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1989; OE Type Radiator Cap. 

. 10231 

16 

1989; OE Equivalent Fuel Cap. 

. 10822 


1989; Pre-Vent Non-Locking Fuel Cap. 

. 10823 


1989; Regular Locking Fuel Cap. 

. 10594 


1989; Oil Filler Cap. 

. 10105 


1988-1987; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1988-1987; OE Type Radiator Cap. 

. 10231 

16 

1988-1987; Coolant Recovery Tank Cap. 

. 10236 


1988-1987; OE Equivalent Fuel Cap. 

. 10822 


1988-1987; Pre-Vent Non-Locking Fuel Cap. 

. 10823 


1988-1987; Regular Locking Fuel Cap. 

. 10594 


1988-1987; Oil Filler Cap. 

. 10066 


Firefly 

3-Cvl. 1.0 L (Canada) 

1994; Lev-R-vent Radiator Cap. 

. ✓10327 

13 

1994; OE Type Radiator Cap. 

. 10227 

13 

1994; OE Equivalent Fuel Cap. 

. 10817 


1994; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994; Regular Locking Fuel Cap. 

. 10591 


1994; Pre-Vent Locking Fuel Cap. 

. 10501 


1994; Oil Filler Cap. 

. 10081 


1991-1989; Lev-R-Vent Radiator Cap. 

. ✓10327 

13 

1991-1989; OE Type Radiator Cap. 

. 10227 

13 

1991-1989; OE Equivalent Fuel Cap. 

. 10817 


1991-1989; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1991-1989; Regular Locking Fuel Cap. 

. 10591 


1991-1989; Pre-Vent Locking Fuel Cap. 

. 10501 


1991-1989; Oil Filler Cap. 

. 10081 


1988-1985; Lev-R-Vent Radiator Cap. 

. ✓10327 

13 

1988-1985; OE Type Radiator Cap. 

. 10227 

13 

1988-1985; OE Equivalent Fuel Cap. 

. 10817 


1988-1985; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1988-1985; Regular Locking Fuel Cap. 

. 10591 


1988-1985; Pre-Vent Locking Fuel Cap. 

. 10501 


1988-1985; Oil Filler Cap. 

. 10103 


1994; Lev-R-Vent Radiator Cap. 

. ✓I 0327 

13 

1994; OE Type Radiator Cap. 

. 10227 

13 

1994; OE Equivalent Fuel Cap. 

. 10817 


1994; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1994; Regular Locking Fuel Cap. 

. 10591 


1994; Pre-Vent Locking Fuel Cap. 

. 10501 


1994; Oil Filler Cap. 

. 10081 


1991-1989; Lev-R-Vent Radiator Cap. 

. ✓10327 

13 

1991-1989; OE Type Radiator Cap. 

. 10227 

13 

1991-1989; OE Equivalent Fuel Cap. 

. 10817 


1991-1989; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1991-1989; Regular Locking Fuel Cap. 

. 10591 


1991-1989; Pre-Vent Locking Fuel Cap. 

. 10501 


1991-1989; Oil Filler Cap. 

. 10081 


1988-1985; Lev-R-Vent Radiator Cap. 

. ✓10327 

13 

1988-1985; OE Type Radiator Cap. 

. 10227 

13 

1988-1985; OE Equivalent Fuel Cap. 

. 10817 


1988-1985; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1988-1985; Regular Locking Fuel Cap. 

. 10591 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Pontiac - Continued 

Pontiac - Continued 

Firefly - Continued 

Grand Am - Continued 


Application 


Part 

Number 


PSI 


3-Cyl. 1.0 L (Canada) - Continued 

1988-1985; Pre-Vent Locking Fuel Cap. 10501 

1988-1985; Oil Filler Cap. 10103 


Grand Am 

4-Cyl. 2.0 L 

1989; Lev-R-Vent Radiator Cap. 10330 16 

1989; OE Type Radiator Cap. 10230 16 

1989; Thermostat Housing Cap. 10232 

1989; OE Equivalent Fuel Cap. 10817 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1989; Regular Locking Fuel Cap. 10591 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap. 10106 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; Thermostat Housing Cap. 10232 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10106 

4-Cvl. 2.3 L 

1994-1992; OE Type Radiator Cap. 10239 15 

1994-1992; OE Equivalent Fuel Cap. 10817 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Regular Locking Fuel Cap. 10591 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Oil Filler Cap. 10127 

1991-1989; Lev-R-Vent Radiator Cap. 10330 16 

1991-1989; OE Type Radiator Cap. 10230 16 

1991-1989; OE Equivalent Fuel Cap. 10817 

1991-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1989; Regular Locking Fuel Cap. 10591 

1991-1989; Pre-Vent Locking Fuel Cap. 10501 

1991-1989; Oil Filler Cap. 10116 

1988; Lev-R-Vent Radiator Cap. 10331 16 

1988; OE Type Radiator Cap. 10231 16 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10116 

4-Cyl. 2.5 L 

1991-1989; Lev-R-Vent Radiator Cap. 10330 16 

1991-1989; OE Type Radiator Cap. 10230 16 

1991-1989; OE Equivalent Fuel Cap. 10817 

1991-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1989; Regular Locking Fuel Cap. 10591 

1991-1989; Pre-Vent Locking Fuel Cap. 10501 

1991-1989; Oil Filler Cap. 10104 

1988-1985; OE Type Radiator Cap. 10231 16 

1988-1985; Thermostat Housing Cap. 10232 

1988-1985; OE Equivalent Fuel Cap. 10817 

1988-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1985; Regular Locking Fuel Cap. 10591 

1988-1985; Pre-Vent Locking Fuel Cap. 10501 

1988-1985; Oil Filler Cap; W/O Threaded Filler Neck. 10066 

1988-1985; Oil Filler Cap; W/Threaded Filler Neck. 10104 

V-6 231 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

V-6 3.0 L 

1987-1986; Lev-R-Vent Radiator Cap. 10331 16 

1987-1986; OE Type Radiator Cap. 10231 16 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 


V-6 3.0 L - Continued 

1987-1986; Oil Filler Cap. 10099 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Oil Filler Cap. 10109 

V-6 3.1 L 

1994; OE Type Radiator Cap. 10239 15 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10099 

V-6 3.3 L 

1993-1992; OE Type Radiator Cap. 10239 15 

1993-1992; OE Equivalent Fuel Cap. 10817 

1993-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1992; Regular Locking Fuel Cap. 10591 

1993-1992; Pre-Vent Locking Fuel Cap. 10501 

1993-1992; Oil Filler Cap. 10099 

V-8 301 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

V-8 305 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

V-8 350 

1975; Lev-R-Vent Radiator Cap. 10330 16 

1975; OE Type Radiator Cap. 10230 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

1973; Lev-R-Vent Radiator Cap. 10330 16 

1973; OE Type Radiator Cap. 10230 16 

1973; OE Equivalent Fuel Cap. 10807 

1973; Regular Locking Fuel Cap. 10571 

1973; Oil Filler Cap. 10066 

V-8 4.9 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 400; V-8 455 

1975; Lev-R-Vent Radiator Cap. 10330 16 

1975; OE Type Radiator Cap. 10230 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

1974-1973; Lev-R-Vent Radiator Cap. 10330 16 

1974-1973; OE Type Radiator Cap. 10230 16 

1974-1973; OE Equivalent Fuel Cap. 10807 

1974-1973; Regular Locking Fuel Cap. 10571 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Pontiac - Continued 

Pontiac - Continued 

Grand Am - Continued 

Grand Lemans - Continued 


Application 


Part 

Number 


PSI 


V-8 400; V-8 455 - Continued 

1974-1973; Oil Filler Cap. 10066 

V-8 5.0 L 

1980; Lev-R-Vent Radiator Cap. 10331 

1980; OE Type Radiator Cap. 10231 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 


Grand Lemans 

6-Cvl. 250 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

6-Cyl. 250 (Canada) 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

V-6 200 (Canada) 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

V-6 231 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-6 3.8 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-8 260 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10817 

1976; Pre-Vent Non-Locking Fuel Cap. 10819 

1976; Regular Locking Fuel Cap. 10591 

1976; Pre-Vent Locking Fuel Cap. 10501 

1976; Oil Filler Cap. 10066 

1976; Oil Breather Cap. 10078 

V-8 267 (Canada) 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

V-8 301 

1979; Lev-R-Vent Radiator Cap. 10331 16 


V-8 301 - Continued 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

V-8 305 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-8 305 (Canada) 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10817 

1976; Pre-Vent Non-Locking Fuel Cap. 10819 

1976; Regular Locking Fuel Cap. 10591 

1976; Pre-Vent Locking Fuel Cap. 10501 

V-8 350 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap; Eng. VIN R. 10078 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

V-8 4.3 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-8 4.4 L (Canada) 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

V-8 4.9 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Pontiac - Continued 

Pontiac - Continued 

Grand Lemans - Continued 

Grand Prix - Continued 


Application 


Part 

Number 


PSI 


V-8 4.9 L - Continued 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-8 400 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

V-8 403 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap. 10078 

V-8 455 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

V-8 5.0 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 5.0 L (Canada) 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 


Grand Prix 
4-Cvl. 2.3 L 

1991-1990; Lev-R-Vent Radiator Cap. 10331 16 

1991-1990; OE Type Radiator Cap. 10231 16 

1991 -1990; OE Equivalent Fuel Cap. 10817 

1991-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1991-1990; Regular Locking Fuel Cap. 10591 

1991-1990; Pre-Vent Locking Fuel Cap. 10501 

1991-1990; Oil Filler Cap. 10116 

V-6 2.8 L 

1989-1988; Lev-R-Vent Radiator Cap. 10331 16 

1989-1988; OE Type Radiator Cap. 10231 16 

1989-1988; OE Equivalent Fuel Cap. 10817 

1989-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1988; Regular Locking Fuel Cap. 10591 

1989-1988; Pre-Vent Locking Fuel Cap. 10501 

1989-1988; Oil Filler Cap. 10096 

V-6 231 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 


V-6 231 - Continued 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

V-6 3.1 L 

1994; Lev-R-Vent Radiator Cap. 10331 16 

1994; OE Type Radiator Cap. 10231 16 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10099 

1993-1989; Lev-R-Vent Radiator Cap. 10331 16 

1993-1989; OE Type Radiator Cap. 10231 16 

1993-1989; OE Equivalent Fuel Cap. 10817 

1993-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1989; Regular Locking Fuel Cap. 10591 

1993-1989; Pre-Vent Locking Fuel Cap. 10501 

1993- 1989; Oil Filler Cap. 10096 

V-6 3.4 L 

1994- 1991; Lev-R-Vent Radiator Cap. 10331 16 

1994-1991; OE Type Radiator Cap. 10231 16 

1994-1991; OE Equivalent Fuel Cap. 10817 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Regular Locking Fuel Cap. 10591 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10119 

V-6 3.8 L 

1987; Lev-R-Vent Radiator Cap. 10331 16 

1987; OE Type Radiator Cap. 10231 16 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Filler Cap; W Metal Oil Cap. 10066 

1987; Oil Filler Cap; W/Plastic Oil Cap. 10109 

1986-1983; Lev-R-Vent Radiator Cap. 10331 16 

1986-1983; OE Type Radiator Cap. 10231 16 

1986-1983; Coolant Recovery Tank Cap. 10236 

1986-1983; OE Equivalent Fuel Cap. 10817 

1986-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1983; Regular Locking Fuel Cap. 10591 

1986-1983; Pre-Vent Locking Fuel Cap. 10501 

1986-1983; Oil Filler Cap; W/Metal Oil Cap. 10066 

1986-1983; Oil Filler Cap; W/Plastic Oil Cap. 10109 

1982-1980; Lev-R-Vent Radiator Cap. 10331 16 

1982-1980; OE Type Radiator Cap. 10231 16 

1982-1980; Coolant Recovery Tank Cap. 10236 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

1982-1980; Oil Filler Cap. 10066 

V-6 4.1 L 

1982; Lev-R-Vent Radiator Cap. 10331 16 

1982; OE Type Radiator Cap. 10231 16 

1982; Coolant Recovery Tank Cap. 10236 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Filler Cap. 10066 

V-6 4.3 L 

1987; Lev-R-Vent Radiator Cap. 10331 16 

1987; OE Type Radiator Cap. 10231 16 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Pontiac - Continued 

Pontiac - Continued 

Grand Prix - Continued 

Grand Prix - Continued 


Application 


Part 

Number 


PSI 


V-6 4.3 L - Continued 

1987; Oil Filler Cap. 10066 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; Coolant Recovery Tank Cap. 10236 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10066 

V-8 301 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-8 305 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

V-8 350 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap; Eng. VIN R. 10078 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10817 

1976; Pre-Vent Non-Locking Fuel Cap. 10819 

1976; Regular Locking Fuel Cap. 10591 

1976; Pre-Vent Locking Fuel Cap. 10501 

1976; Oil Filler Cap. 10066 

V-8 389 

1966; Lev-R-Vent Radiator Cap. 10330 16 

1966; OE Type Radiator Cap. 10230 16 

1966; OE Equivalent Fuel Cap. 10632 

1966; Regular Locking Fuel Cap. 10571 

1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1966; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; OE Equivalent Fuel Cap. 10632 

1965; Regular Locking Fuel Cap. 10571 

1965; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1965; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1965; Oil Filler Cap; W/Closed PCV System. 10066 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; OE Equivalent Fuel Cap. 10640 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1964; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1964; Oil Breather Cap; W 3-2-Bnl. Carb. 10061 

1964; Oil Filler Cap; W/Closed PCV System. 10066 


V-8 389 - Continued 

1963; Lev-R-Vent Radiator Cap. 10330 16 

1963; OE Type Radiator Cap. 10230 16 

1963; OE Equivalent Fuel Cap. 10640 

1963; Regular Locking Fuel Cap. 10491 

1963; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1963; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Oil Breather Cap; W 3-2-Bnl. Carb. 10061 

1962; Lev-R-Vent Radiator Cap. 10330 16 

1962; OE Type Radiator Cap. 10230 16 

1962; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1962; Oil Filler Cap; W/Closed PCV System. 10066 

V-8 4.3 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; Coolant Recovery Tank Cap. 10236 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981- 1980; Oil Filler Cap. 10066 

V-8 4.4 L (Canada) 

1982- 1981; Lev-R-Vent Radiator Cap. 10331 16 

1982-1981 ;OE Type Radiator Cap. 10231 16 

1982-1981; Coolant Recovery Tank Cap. 10236 

1982-1981; OE Equivalent Fuel Cap. 10817 

1982-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1981; Regular Locking Fuel Cap. 10591 

1982-1981; Pre-Vent Locking Fuel Cap. 10501 

1982-1981; Oil Filler Cap. 10066 

V-8 4.9 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 400 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971 ;OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10066 

1970-1969; Lev-R-Vent Radiator Cap. 10330 16 

1970-1969; OE Type Radiator Cap. 10230 16 

1970-1969; OE Equivalent Fuel Cap. 10632 

1970-1969; Regular Locking Fuel Cap. 10571 

1970-1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10632 

1968; Regular Locking Fuel Cap. 10571 

1968; Oil Filler Cap. 10066 

1968; Oil Breather Cap. 10064 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Pontiac - Continued 

Pontiac - Continued 

Grand Prix - Continued 

Grand Prix - Continued 


Application 


Part 

Number 


PSI 


V-8 400 - Continued 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; OE Equivalent Fuel Cap. 10632 

1967; Regular Locking Fuel Cap. 10571 

1967; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

V-8 403 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap. 10078 

V-8 421 

1966; Lev-R-Vent Radiator Cap. 10330 16 

1966; OE Type Radiator Cap. 10230 16 

1966; OE Equivalent Fuel Cap. 10632 

1966; Regular Locking Fuel Cap. 10571 

1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1966; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; OE Equivalent Fuel Cap. 10632 

1965; Regular Locking Fuel Cap. 10571 

1965; Oil Filler Cap. 10066 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; OE Equivalent Fuel Cap. 10640 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/Calif. Emission System; W/H.O. Eng. 10070 
1964; Oil Breather Cap; W/O Calif. Emission System; W/H.O. 

Eng. 10061 

1964; Oil Filler Cap. 10066 

1963; Lev-R-Vent Radiator Cap. 10330 16 

1963; OE Type Radiator Cap. 10230 16 

1963; OE Equivalent Fuel Cap. 10640 

1963; Regular Locking Fuel Cap. 10491 

1963; Oil Breather Cap; W/H.O. Eng. 10061 

1963; Oil Filler Cap. 10066 

V-8 428 

1969; Lev-R-Vent Radiator Cap. 10330 16 

1969; OE Type Radiator Cap. 10230 16 

1969; OE Equivalent Fuel Cap. 10632 

1969; Regular Locking Fuel Cap. 10571 

1969; Oil Filler Cap. 10066 

1968; Lev-R-Vent Radiator Cap. 10330 16 

1968; OE Type Radiator Cap. 10230 16 

1968; OE Equivalent Fuel Cap. 10632 

1968; Regular Locking Fuel Cap. 10571 

1968; Oil Filler Cap. 10066 

1968; Oil Breather Cap. 10064 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; OE Equivalent Fuel Cap. 10632 

1967; Regular Locking Fuel Cap. 10571 

1967; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

V-8 455 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 


V-8 455 - Continued 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971 ;OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap. 10632 

1970; Regular Locking Fuel Cap. 10571 

1970; Oil Filler Cap. 10066 

V-8 5.0 L 

1987; Lev-R-Vent Radiator Cap. 10331 16 

1987; OE Type Radiator Cap. 10231 16 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Oil Filler Cap. 10066 

1986-1983; Lev-R-Vent Radiator Cap. 10331 16 

1986-1983; OE Type Radiator Cap. 10231 16 

1986-1983; Coolant Recovery Tank Cap. 10236 

1986-1983; OE Equivalent Fuel Cap. 10817 

1986-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1983; Regular Locking Fuel Cap. 10591 

1986-1983; Pre-Vent Locking Fuel Cap. 10501 

1986-1983; Oil Filler Cap. 10066 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Coolant Recovery Tank Cap. 10236 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 5.7 L Diesel 

1984-1981; Lev-R-Vent Radiator Cap. 10331 16 

1984-1981 ;OE Type Radiator Cap. 10231 16 

1984-1981; Coolant Recovery Tank Cap. 10236 

1984-1981; OE Equivalent Fuel Cap. 10817 

1984-1981; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1981; Regular Locking Fuel Cap. 10591 

1984-1981; Diesel Regular Locking Fuel Cap. 10591D 

1984-1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1981; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1981; Pre-Vent Locking Fuel Cap. 10501 

1984-1981; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1981; Oil Breather Cap. 10078 


Grand Safari 
V-8 301 

1978-1977; Lev-R-Vent Radiator Cap. 10331 16 

1978-1977; OE Type Radiator Cap. 10231 16 

1978-1977; Coolant Recovery Tank Cap. 10236 

1978-1977; OE Equivalent Fuel Cap. 10817 

1978-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1978-1977; Regular Locking Fuel Cap. 10591 

1978-1977; Pre-Vent Locking Fuel Cap. 10501 

1978-1977; Oil Filler Cap. 10066 

V-8 305 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

V-8 305 (Canada) 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; Coolant Recovery Tank Cap. 10236 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Part 

Number 


PSI 


Application 


Pontiac - Continued 


Grand Safari - Continued 

V-8 305 (Canada) - Continued 

1978; OE Equivalent Fuel Cap. 10817 

1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1978; Regular Locking Fuel Cap. 10591 

1978; Pre-Vent Locking Fuel Cap. 10501 

V-8 350 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; Coolant Recovery Tank Cap. 10236 

1978; OE Equivalent Fuel Cap. 10817 

1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1978; Regular Locking Fuel Cap. 10591 

1978; Pre-Vent Locking Fuel Cap. 10501 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap; Eng. VIN R. 10078 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap. 10078 

V-8 400 

1978-1977; Lev-R-Vent Radiator Cap. 10331 16 

1978-1977; OE Type Radiator Cap. 10231 16 

1978-1977; Coolant Recovery Tank Cap. 10236 

1978-1977; OE Equivalent Fuel Cap. 10817 

1978-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1978-1977; Regular Locking Fuel Cap. 10591 

1978-1977; Pre-Vent Locking Fuel Cap. 10501 

1978-1977; Oil Filler Cap. 10066 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971; OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10066 

V-8 403 

1978; Lev-R-Vent Radiator Cap. 10331 16 

1978; OE Type Radiator Cap. 10231 16 

1978; Coolant Recovery Tank Cap. 10236 

1978; OE Equivalent Fuel Cap. 10817 

1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1978; Regular Locking Fuel Cap. 10591 

1978; Pre-Vent Locking Fuel Cap. 10501 

1978; Oil Filler Cap. 10066 

1978; Oil Breather Cap. 10078 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

V-8 455 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971 ;OE Type Radiator Cap. 10230 16 


Application 

Part 

Number 

PSI 

Pontiac - Continued 

1 Grand Safari - Continued 

V-8 455 - Continued 



1974-1971; OE Equivalent Fuel Cap. 

. 10807 


1974-1971; Regular Locking Fuel Cap. 

. 10571 


1974-1971; Oil Filler Cap. 

. 10066 


Grandville 

V-8 400 



1975; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1975; OE Type Radiator Cap. 

. 10230 

16 

1975; OE Equivalent Fuel Cap. 

. 10817 


1975; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1975; Regular Locking Fuel Cap. 

. 10591 


1975; Pre-Vent Locking Fuel Cap. 

. 10501 


1975; Oil Filler Cap. 

. 10066 


1973; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1973; OE Type Radiator Cap. 

. 10230 

16 

1973; OE Equivalent Fuel Cap. 

. 10807 


1973; Regular Locking Fuel Cap. 

. 10571 


1973; Oil Filler Cap. 

. 10066 


1971; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1971; OE Type Radiator Cap. 

. 10230 

16 

1971; OE Equivalent Fuel Cap. 

. 10807 


1971; Regular Locking Fuel Cap. 

. 10571 


1971; Oil Filler Cap. 

. 10066 


V-8 455 



1975; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1975; OE Type Radiator Cap. 

. 10230 

16 

1975; OE Equivalent Fuel Cap. 

. 10817 


1975; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1975; Regular Locking Fuel Cap. 

. 10591 


1975; Pre-Vent Locking Fuel Cap. 

. 10501 


1975; Oil Filler Cap. 

. 10066 


1974-1971; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1974-1971; OEType Radiator Cap. 

. 10230 

16 

1974-1971; OE Equivalent Fuel Cap. 

. 10807 


1974-1971; Regular Locking Fuel Cap. 

. 10571 


1974-1971; Oil Filler Cap. 

. 10066 


GTO 


V-8 326 

1966; Lev-R-Vent Radiator Cap. 

1966; OE Type Radiator Cap. 

1966; OE Equivalent Fuel Cap; Wagon. 

1966; Regular Locking Fuel Cap; Wagon. 

1966; OE Equivalent Fuel Cap; Exc. Wagon. 

1966; Regular Locking Fuel Cap; Exc. Wagon. 

1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 

1966; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 
Emission System. 

V-8 389 

1966; Lev-R-Vent Radiator Cap. 

1966; OE Type Radiator Cap. 

1966; OE Equivalent Fuel Cap. 

1966; Regular Locking Fuel Cap. 

1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 

1966; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 
Emission System. 

V-8 400 

1971-1970; Lev-R-Vent Radiator Cap. 

1971-1970; OE Type Radiator Cap. 

1971-1970; OE Equivalent Fuel Cap. 

1971-1970; Regular Locking Fuel Cap. 

1971-1970; Oil Filler Cap. 

1969; Lev-R-Vent Radiator Cap. 

1969; OE Type Radiator Cap. 

1969; OE Equivalent Fuel Cap. 

1969; Regular Locking Fuel Cap. 

1969; Oil Filler Cap. 

1968; Lev-R-Vent Radiator Cap. 

1968; OE Type Radiator Cap. 

1968; OE Equivalent Fuel Cap. 


10330 

16 

10230 

10646 

16 

10492 

10632 

10571 


10070 


10064 


10330 

16 

10230 

10632 

10571 

16 

10070 


10064 


10330 

16 

10230 

10807 

16 

10571 

10066 

10330 

16 

10230 

10632 

10571 

10066 

16 

10330 

16 

10230 

10632 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Pontiac - Continued 


GTO- Continued 


Part 

Number 


PSI 


Application 


Pontiac - Continued 


Laurentian - Continued 


Part 

Number 


PSI 


V-8 400 - Continued 

1968; Regular Locking Fuel Cap. 10571 

1968; Oil Filler Cap. 10066 

1968; Oil Breather Cap. 10064 

1967; Lev-R-Vent Radiator Cap. 10330 16 

1967; OE Type Radiator Cap. 10230 16 

1967; OE Equivalent Fuel Cap. 10632 

1967; Regular Locking Fuel Cap. 10571 

1967; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

V-8 455 

1971; Lev-R-Vent Radiator Cap. 10330 16 

1971; OE Type Radiator Cap. 10230 16 

1971; OE Equivalent Fuel Cap. 10807 

1971; Regular Locking Fuel Cap. 10571 

1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap. 10632 

1970; Regular Locking Fuel Cap. 10571 

1970; Oil Filler Cap. 10066 

J2000 

4-Cyl. 1.8 L 

1982; OE Type Radiator Cap: Eng. VINO. 10231 16 

1982; Lev-R-Vent Radiator Cap; Eng. VING. 10331 16 

1982; OE Type Radiator Cap; Eng. VING. 10231 16 

1982; Coolant Recovery Tank Cap. 10236 

1982; Thermostat Housing Cap; Eng. VIN O. 10232 

1982; OE Equivalent Fuel Cap. 10817 

1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1982; Regular Locking Fuel Cap. 10591 

1982; Pre-Vent Locking Fuel Cap. 10501 

1982; Oil Filler Cap; Eng. VIN O. 10106 

1982; Oil Filler Cap; Eng. VIN G. 10066 


Laurentian 
6-Cyl. 250 (Canada) 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

V-8 283 (Canada) 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/O 

Calif. Emission System. 10064 

1965; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1965; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1965; Oil Filler Cap; W/Closed PCV System. 10066 

1964; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1964; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1964; Oil Breather Cap; W 3-2-Bbi. Carb. 10064 

1964; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1963; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Oil Breather Cap; W 3-2-B::.. Carb. 10064 

1962-1961; Oil Breather Cap; W/O Closed PCV System; W/O 

3-2-Bbl. Carb. 10064 

1962-1961; Oil Filler Cap; W/Closed PCV System. 10066 

V-8 327 (Canada) 

1969-1968; Oil Filler Cap. 10066 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/O 

Calif. Emission System. 10064 

1965; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 


V-8 327 (Canada) - Continued 

1965; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1965; Oil Filler Cap; W/Closed PCV System. 10066 

1964; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1964; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1964; Oil Breather Cap; W 3-2-B:::. Carb. 10064 

1964; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1963; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Oil Breather Cap; W/3-2-Bbl. Carb. 10064 

1962-1961; Oil Breather Cap; W/O Closed PCV System; W/O 

3-2-Bbl. Carb. 10064 

1962-1961; Oil Filler Cap; W/Closed PCV System. 10066 

V-8 348 (Canada) 

1961; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1961; Oil Filler Cap; W/Closed PCV System. 10066 

V-8 350 (Canada) 

1970-1969; Oil Filler Cap. 10066 

V-8 396 (Canada) 

1969-1968; Oil Filler Cap. 10066 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/O 

Calif. Emission System. 10064 

V-8 400 (Canada) 

1970; Oil Filler Cap. 10066 

V-8 409 (Canada) 

1965; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1965; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1965; Oil Filler Cap; W/Closed PCV System. 10066 

1964; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1964; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1964; Oil Breather Cap; W/3-2-Bbl. Carb. 10064 

1964; Oil Filler Cap; W/Closed PCV System. 10066 

V-8 427 (Canada) 

1969-1968; Oil Filler Cap. 10066 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/O 

Calif. Emission System. 10064 

V-8 454 (Canada) 

1970; Oil Filler Cap. 10066 


Lemans 
4-Cyl. 1.6 L 

1993-1988; OE Type Radiator Cap. 10261 20 

1993-1988; OE Equivalent Fuel Cap. 10817 

1993-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1988; Regular Locking Fuel Cap. 10591 

1993-1988; Pre-Vent Locking Fuel Cap. 10501 

1993-1988; Oil Filler Cap. 10106 

4-Cvl. 2.0 L 

1990-1989; OE Equivalent Fuel Cap. 10817 

1990-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1989; Regular Locking Fuel Cap. 10591 

1990-1989; Pre-Vent Locking Fuel Cap. 10501 

1990-1989; Oil Filler Cap. 10106 

6-Cyl. 250 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Pontiac - Continued 

Pontiac - Continued 

Lemans - Continued 

Lemans - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 250 - Continued 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1971 ;Lev-R-Vent Radiator Cap. 10330 16 

1974-1971; OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10072 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

6-Cyl. 250 (Canada) 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

V-6 200 (Canada) 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

V-6 231 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-6 3.8 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-8 260 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10817 

1976; Pre-Vent Non-Locking Fuel Cap. 10819 

1976; Regular Locking Fuel Cap. 10591 

1976; Pre-Vent Locking Fuel Cap. 10501 

1976; Oil Filler Cap. 10066 

1976; Oil Breather Cap. 10078 

V-8 267 (Canada) 

1979; Lev-R-Vent Radiator Cap. 10331 16 

1979; OE Type Radiator Cap. 10231 16 

1979; OE Equivalent Fuel Cap. 10817 

1979; Pre-Vent Non-Locking Fuel Cap. 10819 

1979; Regular Locking Fuel Cap. 10591 

1979; Pre-Vent Locking Fuel Cap. 10501 

1979; Oil Filler Cap. 10066 

V-8 301 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 


V-8 301 - Continued 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-8 305 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-8 305 (Canada) 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10817 

1976; Pre-Vent Non-Locking Fuel Cap. 10819 

1976; Regular Locking Fuel Cap. 10591 

1976; Pre-Vent Locking Fuel Cap. 10501 

1976; Oil Filler Cap. 10066 

V-8 350 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap; Eng. VIN R. 10078 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971; OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

V-8 4.3 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Pontiac - Continued 

Pontiac - Continued 

Lemans - Continued 

Lemans - Continued 


Application 


Part 

Number 


PSI 


V-8 4.4 L (Canada) 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

V-8 4.9 L 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-8 400 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1976-1975; Lev-R-Vent Radiator Cap. 10330 16 

1976-1975; OE Type Radiator Cap. 10230 16 

1976-1975; OE Equivalent Fuel Cap. 10817 

1976-1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1976-1975; Regular Locking Fuel Cap. 10591 

1976-1975; Pre-Vent Locking Fuel Cap. 10501 

1976-1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971; OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10066 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

V-8 403 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap. 10078 

V-8 455 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; OE Equivalent Fuel Cap. 10817 

1976; Pre-Vent Non-Locking Fuel Cap. 10819 

1976; Regular Locking Fuel Cap. 10591 

1976; Pre-Vent Locking Fuel Cap. 10501 

1976; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 


V-8 455 - Continued 

1974-1971 ;OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10066 

V-8 5.0 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

1980; Oil Filler Cap. 10066 

V-8 5.0 L (Canada) 

1981; Lev-R-Vent Radiator Cap. 10331 16 

1981; OE Type Radiator Cap. 10231 16 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10066 


Parisienne 

6-Cyl. (Canada) 

1962; Lev-R-Vent Radiator Cap. 10330 16 

1962; OE Type Radiator Cap. 10230 16 

6-Cyl. 230 (Canada) 

1965-1963; Lev-R-Venf Radiator Cap. 10330 16 

1965-1963; OE Type Radiator Cap. 10230 16 

6-Cyl. 250 (Canada) 

1970-1966; Lev-R-Venf Radiator Cap. 10330 16 

1970-1966; OE Type Radiator Cap. 10230 16 

V-6 3.8 L 

1984; Lev-R-Vent Radiator Cap. 10331 16 

1984; OE Type Radiator Cap. 10231 16 

1984; Coolant Recovery Tank Cap. 10236 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap. 10066 

1983; Lev-R-Vent Radiator Cap. 10331 16 

1983; OE Type Radiator Cap. 10231 16 

1983; Coolant Recovery Tank Cap. 10236 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

V-6 3.8 L (Canada) 

1985; Lev-R-Vent Radiator Cap. 10331 16 

1985; OE Type Radiator Cap. 10231 16 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 

V-6 4.3 L 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10066 

V-8 283 (Canada) 

1967-1966; Lev-R-Vent Radiator Cap. 10330 16 

1967-1966; OE Type Radiator Cap. 10230 16 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/O 

Calif. Emission System. 10064 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Pontiac - Continued 


Parisienne - Continued 


Part 

Number 


PSI 


Application 


Pontiac - Continued 


Parisienne - Continued 


Part 

Number 


PSI 


V-8 283 (Canada) - Continued 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1965; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1965; Oil Filler Cap; W/Closed PCV System. 10066 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1964; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1964; Oil Breather Cap; W 3-2-Bbi. Carb. 10064 

1964; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Lev-R-Vent Radiator Cap. 10330 16 

1963; OE Type Radiator Cap. 10230 16 

1963; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1963; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Oil Breather Cap; W 3-2-Bbi. Carb. 10064 

1962; Lev-R-Vent Radiator Cap. 10330 16 

1962; OE Type Radiator Cap. 10230 16 

1962; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1962; Oil Filler Cap; W/Closed PCV System. 10066 

1961; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1961; Oil Filler Cap; W/Closed PCV System. 10066 

V-8 327 (Canada) 

1969-1968; Lev-R-Vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; Oil Filler Cap. 10066 

1967-1966; Lev-R-Vent Radiator Cap. 10330 16 

1967-1966; OE Type Radiator Cap. 10230 16 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/O 

Calif. Emission System. 10064 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1965; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1965; Oil Filler Cap; W/Closed PCV System. 10066 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1964; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1964; Oil Breather Cap; W 3-2-B::.. Carb. 10064 

1964; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Lev-R-Vent Radiator Cap. 10330 16 

1963; OE Type Radiator Cap. 10230 16 

1963; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1963; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Oil Breather Cap; W 3-2-B::.. Carb. 10064 

1962; Lev-R-Vent Radiator Cap. 10330 16 

1962; OE Type Radiator Cap. 10230 16 

1962; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1962; Oil Filler Cap; W/Closed PCV System. 10066 

1961; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1961; Oil Filler Cap; W/Closed PCV System. 10066 

V-8 348 (Canada) 

1961; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1961; Oil Filler Cap; W/Closed PCV System. 10066 


V-8 350 (Canada) 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1970-1969; Lev-R-Vent Radiator Cap. 10330 16 

1970-1969; OE Type Radiator Cap. 10230 16 

1970-1969; Oil Filler Cap. 10066 

V-8 396 (Canada) 

1969-1968; Lev-R-vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; Oil Filler Cap. 10066 

1967-1966; Lev-R-Vent Radiator Cap. 10330 16 

1967-1966; OE Type Radiator Cap. 10230 16 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/O 

Calif. Emission System. 10064 

V-8 400 (Canada) 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; Oil Filler Cap. 10066 

V-8 409 (Canada) 

1965; Lev-R-Vent Radiator Cap. 10330 16 

1965; OE Type Radiator Cap. 10230 16 

1965; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1965; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1965; Oil Filler Cap; W/Closed PCV System. 10066 

1964; Lev-R-Vent Radiator Cap. 10330 16 

1964; OE Type Radiator Cap. 10230 16 

1964; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1964; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1964; Oil Breather Cap; W/3-2-Bbl. Carb. 10064 

1964; Oil Filler Cap; W/Closed PCV System. 10066 

V-8 427 (Canada) 

1969-1968; Lev-R-vent Radiator Cap. 10330 16 

1969-1968; OE Type Radiator Cap. 10230 16 

1969-1968; Oil Filler Cap. 10066 

1967-1966; Lev-R-Vent Radiator Cap. 10330 16 

1967-1966; OE Type Radiator Cap. 10230 16 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/O 

Calif. Emission System. 10064 

V-8 454 (Canada) 

1970; Lev-R-Vent Radiator Cap. 10330 16 

1970; OE Type Radiator Cap. 10230 16 

1970; Oil Filler Cap. 10066 

V-8 455 (Canada) 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

V-8 5.0 L 

1986; Lev-R-Vent Radiator Cap. 10331 16 

1986; OE Type Radiator Cap. 10231 16 

1986; Coolant Recovery Tank Cap. 10236 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap; Eng. VIN H. 10066 

1986; Oil Filler Cap; Eng. VIN Y. 10077 

1985-1983; Lev-R-Vent Radiator Cap. 10331 16 

1985-1983; OE Type Radiator Cap. 10231 16 

1985-1983; Coolant Recovery Tank Cap. 10236 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Pontiac - Continued 

Pontiac - Continued 

Parisienne - Continued 

Phoenix - Continued 


Application 


Part 

Number 


PSI 


V-8 5.0 L - Continued 

1985-1983; Oil Filler Cap. 10066 

V-8 5.7 L Diesel 

1985; Lev-R-Vent Radiator Cap. 10331 

1985; OE Type Radiator Cap. 10231 

1985; Coolant Recovery Tank Cap. 10236 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1983; Lev-R-Vent Radiator Cap. 10331 16 

1984-1983; OE Type Radiator Cap. 10231 16 

1984-1983; Coolant Recovery Tank Cap. 10236 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Diesel Regular Locking Fuel Cap. 10591D 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1983; Oil Breather Cap. 10078 


Phoenix 

4-Cyl-151 

1978-1977; Lev-R-Vent Radiator Cap. 10331 16 

1978-1977; OE Type Radiator Cap. 10231 16 

1978-1977; Coolant Recovery Tank Cap. 10236 

1978-1977; OE Equivalent Fuel Cap. 10817 

1978-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1978-1977; Regular Locking Fuel Cap. 10591 

1978-1977; Pre-Vent Locking Fuel Cap. 10501 

1978- 1977; Oil Filler Cap. 10066 

4-Cyl. 2.5 L 

1984; OE Type Radiator Cap. 10231 16 

1984; Coolant Recovery Tank Cap. 10236 

1984; Thermostat Housing Cap. 10232 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Oil Filler Cap. 10066 

1983-1982; OE Type Radiator Cap. 10231 16 

1983-1982; Coolant Recovery Tank Cap. 10236 

1983-1982; Thermostat Housing Cap; Eng. VIN R. 10232 

1983-1982; OE Equivalent Fuel Cap. 10817 

1983-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1983-1982; Regular Locking Fuel Cap. 10591 

1983-1982; Pre-Vent Locking Fuel Cap. 10501 

1983- 1982; Oil Filler Cap. 10066 

1981-1980; Lev-R-Vent Radiator Cap. 10331 16 

1981-1980; OE Type Radiator Cap. 10231 16 

1981-1980; Coolant Recovery Tank Cap. 10236 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10066 

V-6 2.8 L 

1984- 1980; Lev-R-Vent Radiator Cap. 10331 16 

1984-1980; OE Type Radiator Cap. 10231 16 

1984-1980; Coolant Recovery Tank Cap. 10236 

1984-1980; OE Equivalent Fuel Cap. 10817 

1984-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1980; Regular Locking Fuel Cap. 10591 

1984-1980; Pre-Vent Locking Fuel Cap. 10501 

1984-1980; Oil Filler Cap. 10077 

V-6 231 

1979- 1977; Lev-R-Vent Radiator Cap. 10331 16 


V-6 231 - Continued 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-8 301 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

V-8 305 

1979-1977; Lev-R-Vent Radiator Cap. 10331 16 

1979-1977; OE Type Radiator Cap. 10231 16 

1979-1977; Coolant Recovery Tank Cap. 10236 

1979-1977; OE Equivalent Fuel Cap. 10817 

1979-1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1977; Regular Locking Fuel Cap. 10591 

1979-1977; Pre-Vent Locking Fuel Cap. 10501 

1979-1977; Oil Filler Cap. 10066 

V-8 350 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Coolant Recovery Tank Cap. 10236 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1979-1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

1977; Oil Breather Cap; Eng. VIN R. 10078 


Safari 
V-8 5.0 L 

1989-1987; Lev-R-Vent Radiator Cap. 10331 16 

1989-1987; OE Type Radiator Cap. 10231 16 

1989-1987; OE Equivalent Fuel Cap. 10817 

1989-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1987; Regular Locking Fuel Cap. 10591 

1989-1987; Pre-Vent Locking Fuel Cap. 10501 

1989-1987; Oil Filler Cap. 10066 


Series 27; Series 28 

8-Cyl. 249 

1942-1941; Oil Breather Cap. 10061 

Series 29 

8-Cyl. 249 

1941; Oil Breather Cap. 10061 


Star Chief 

8-Cyl. 268 

1954; OE Equivalent Fuel Cap. 10640 

1954; Regular Locking Fuel Cap. 10491 

1954; Oil Breather Cap. 10061 

V-8 287 

1955; OE Equivalent Fuel Cap. 10640 

1955; Regular Locking Fuel Cap. 10491 

1955; Oil Breather Cap. 10064 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Pontiac - Continued 


Star Chief - Continued 


Part 

Number 


PSI 


Application 


Pontiac - Continued 


Strato-Chief - Continued 


Part 

Number 


PSI 


V-8 317 

1956; OE Equivalent Fuel Cap. 10640 

1956; Regular Locking Fuel Cap. 10491 

1956; Oil Breather Cap. 10064 

V-8 347 

1957; OE Equivalent Fuel Cap. 10640 

1957; Regular Locking Fuel Cap. 10491 

1957; Oil Breather Cap. 10064 

V-8 370 

1958; OE Equivalent Fuel Cap. 10640 

1958; Regular Locking Fuel Cap. 10491 

1958; Oil Breather Cap. 10061 

V-8 389 

1966; OE Equivalent Fuel Cap. 10632 

1966; Regular Locking Fuel Cap. 10571 

1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1966; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

1965; OE Equivalent Fuel Cap. 10632 

1965; Regular Locking Fuel Cap. 10571 

1965; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1965; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1965; Oil Filler Cap; W/Closed PCV System. 10066 

1964; OE Equivalent Fuel Cap. 10640 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1964; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1964; Oil Breather Cap; W/3-2-Bbl. Carb. 10064 

1964; Oil Filler Cap; W/Closed PCV System. 10066 

1963; OE Equivalent Fuel Cap. 10640 

1963; Regular Locking Fuel Cap. 10491 

1963; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1963; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Oil Breather Cap; W 3-2-Bbi. Carb. 10064 

1962-1961; OE Equivalent Fuel Cap. 10640 

1962-1961; Regular Locking Fuel Cap. 10491 

1962-1961; Oil Breather Cap; W/O Closed PCV System; W/O 

3-2-Bbl. Carb. 10064 

1962-1961; Oil Filler Cap; W/Closed PCV System. 10066 

1960-1959; OE Equivalent Fuel Cap. 10640 

1960-1959; Regular Locking Fuel Cap. 10491 

1960-1959; Oil Breather Cap; W/O 3-2-Bbl. Carb. 10064 

V-8 421 

1966; OE Equivalent Fuel Cap. 10632 

1966; Regular Locking Fuel Cap. 10571 

1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1966; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System. 10064 

1965; OE Equivalent Fuel Cap. 10632 

1965; Regular Locking Fuel Cap. 10571 

1964; OE Equivalent Fuel Cap. 10640 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/Calif. Emission System; W/H.O. Eng. 10070 
1964; Oil Breather Cap; W/O Calif. Emission System; W/H.O. 

Eng. 10061 

1963; OE Equivalent Fuel Cap. 10640 

1963; Regular Locking Fuel Cap. 10491 

1963; Oil Breather Cap; W/H.O. Eng. 10061 

Strato-Chief 

V-8 283 (Canada) 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/O 

Calif. Emission System. 10064 


V-8 283 (Canada) - Continued 

1965; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1965; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1965; Oil Filler Cap; W/Closed PCV System. 10066 

1964; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1964; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1964; Oil Breather Cap; W/3-2-Bbl. Carb. 10064 

1964; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1963; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Oil Breather Cap; W/3-2-Bbl. Carb. 10064 

1962-1961; Oil Breather Cap; W/O Closed PCV System; W/O 

3-2-Bbl. Carb. 10064 

1962-1961; Oil Filler Cap; W/Closed PCV System. 10066 

V-8 327 (Canada) 

1969-1968; Oil Filler Cap. 10066 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/O 

Calif. Emission System. 10064 

1965; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1965; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1965; Oil Filler Cap; W/Closed PCV System. 10066 

1964; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1964; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1964; Oil Breather Cap; W/3-2-Bbl. Carb. 10064 

1964; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1963; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Oil Breather Cap; W/3-2-Bbl. Carb. 10064 

1962-1961; Oil Breather Cap; W/O Closed PCV System; W/O 

3-2-Bbl. Carb. 10064 

1962-1961; Oil Filler Cap; W/Closed PCV System. 10066 

V-8 348 (Canada) 

1961; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1961; Oil Filler Cap; W/Closed PCV System. 10066 

V-8 350 (Canada) 

1969; Oil Filler Cap. 10066 

V-8 396 (Canada) 

1969-1968; Oil Filler Cap. 10066 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/O 

Calif. Emission System. 10064 

V-8 409 (Canada) 

1965; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1965; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1965; Oil Filler Cap; W/Closed PCV System. 10066 

1964; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1964; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1964; Oil Breather Cap; W/3-2-Bbl. Carb. 10064 

1964; Oil Filler Cap; W/Closed PCV System. 10066 

V-8 427 (Canada) 

1969-1968; Oil Filler Cap. 10066 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/O 

Calif. Emission System. 10064 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Pontiac - Continued 

Pontiac - Continued 

Streamliner 

Sunbird - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 239 

1951; OE Equivalent Fuel Cap. 10640 

1951; Regular Locking Fuel Cap. 10491 

1951; Oil Breather Cap. 10061 

1950-1949; Lev-R-Vent Radiator Cap. 10308 4 

1950-1949; OE Type Radiator Cap. 10208 4 

1950-1949; OE Equivalent Fuel Cap. 10640 

1950-1949; Regular Locking Fuel Cap. 10491 

1950-1949; Oil Breather Cap. 10061 

1948-1946; OE Type Radiator Cap. 10205 4 

1948-1946; OE Equivalent Fuel Cap. 10640 

1948-1946; Regular Locking Fuel Cap. 10491 

1948-1946; Oil Breather Cap. 10061 

8-Cyl. 249 

1949; Lev-R-Vent Radiator Cap. 10308 4 

1949; OE Type Radiator Cap. 10208 4 

1949; OE Equivalent Fuel Cap. 10640 

1949; Regular Locking Fuel Cap. 10491 

1949; Oil Breather Cap. 10061 

1948-1946; OE Type Radiator Cap. 10205 4 

1948-1946; OE Equivalent Fuel Cap. 10640 

1948-1946; Regular Locking Fuel Cap. 10491 

1948-1946; Oil Breather Cap. 10061 

8-Cyl. 268 

1951; OE Equivalent Fuel Cap. 10640 

1951; Regular Locking Fuel Cap. 10491 

1951; Oil Breather Cap. 10061 

1950; Lev-R-Vent Radiator Cap. 10308 4 

1950; OE Type Radiator Cap. 10208 4 

1950; OE Equivalent Fuel Cap. 10640 

1950; Regular Locking Fuel Cap. 10491 

1950; Oil Breather Cap. 10061 


Sunbird 

4-Cyl. 1.8 L 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; Thermostat Housing Cap. 10232 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10106 

4-Cyl. 140 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Regular Locking Fuel Cap. 10573 

1977; Oil Filler Cap. 10066 

1976; Lev-R-Vent Radiator Cap. 10331 16 

1976; OE Type Radiator Cap. 10231 16 

1976; OE Equivalent Fuel Cap. 10713 

1976; Regular Locking Fuel Cap. 10572 

1976; Oil Filler Cap. 10066 

4-Cyl. 151 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Regular Locking Fuel Cap; Coupe, Hatchback. 10573 

1979-1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Regular Locking Fuel Cap. 10573 

1977; Oil Filler Cap. 10066 

4-Cyl. 2.0 L 

1994-1992; OE Type Radiator Cap. 10231 16 

1994-1992; Thermostat Housing Cap. 10232 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Oil Filler Cap. 10106 

1991; OE Type Radiator Cap. 10231 16 

1991; Coolant Recovery Tank Cap. 10236 

1991; Thermostat Housing Cap. 10232 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 


4-Cyl. 2.0 L- Continued 

1991; Pre-Vent Locking Fuel Cap. 10501 

1991; Oil Filler Cap. 10106 

1990; OE Type Radiator Cap. 10231 16 

1990; Coolant Recovery Tank Cap. 10236 

1990; Thermostat Housing Cap. 10232 

1990; OE Equivalent Fuel Cap. 10817 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10106 

1989; Lev-R-Vent Radiator Cap. 10331 16 

1989; OE Type Radiator Cap. 10231 16 

1989; Coolant Recovery Tank Cap. 10236 

1989; Thermostat Housing Cap. 10232 

1989; OE Equivalent Fuel Cap. 10817 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1989; Regular Locking Fuel Cap. 10591 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap. 10106 

1988-1987; OE Type Radiator Cap. 10231 16 

1988-1987; Coolant Recovery Tank Cap. 10236 

1988-1987; Thermostat Housing Cap. 10232 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap. 10106 

1986-1985; Lev-R-Vent Radiator Cap. 10331 16 

1986-1985; OE Type Radiator Cap. 10231 16 

1986-1985; Coolant Recovery Tank Cap. 10236 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10066 

4-Cyl. 2.5 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Regular Locking Fuel Cap. 10573 

1980; Oil Filler Cap. 10066 

V-6 231 

1979-1978; Lev-R-Vent Radiator Cap. 10331 16 

1979-1978; OE Type Radiator Cap. 10231 16 

1979-1978; Regular Locking Fuel Cap; Coupe, Hatchback. 10573 

1979-1978; Oil Filler Cap. 10066 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Regular Locking Fuel Cap. 10573 

1977; Oil Filler Cap. 10066 

1976; Lev-R-Vent Radiator Cap. 10331 16 

1976; OE Type Radiator Cap. 10231 16 

1976; OE Equivalent Fuel Cap. 10713 

1976; Regular Locking Fuel Cap. 10572 

1976; Oil Filler Cap. 10066 

V-6 3.1 L 

1994-1992; Lev-R-Vent Radiator Cap. 10330 16 

1994-1992; OE Type Radiator Cap. 10230 16 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Oil Filler Cap. 10096 

1991; Lev-R-Vent Radiator Cap. 10330 16 

1991; OE Type Radiator Cap. 10230 16 

1991; Coolant Recovery Tank Cap. 10236 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1991; Pre-Vent Locking Fuel Cap. 10501 

1991; Oil Filler Cap. 10096 

V-6 3.8 L 

1980; Lev-R-Vent Radiator Cap. 10331 16 

1980; OE Type Radiator Cap. 10231 16 

1980; Regular Locking Fuel Cap. 10573 

1980; Oil Filler Cap. 10066 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


A PP |ication Number 


Pontiac - Continued 


Tempest - Continued 

V-8 326- Continued 

1967-1966; OE Equivalent Fuel Cap; Wagon. 10646 

1967-1966; Regular Locking Fuel Cap; Wagon. 10492 

1967-1966; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1967-1966; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System. 10070 

1967-1966; Oil Breather Cap; W/O Closed PCV System; W/O 

Calif. Emission System. 10064 

1965; Lev-R-Vent Radiator Cap. 10330 

1965; OE Type Radiator Cap. 10230 

1965; OE Equivalent Fuel Cap; Wagon. 10646 

1965; Regular Locking Fuel Cap; Wagon. 10492 

1965; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1965; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1965; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1965; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1965; Oil Filler Cap; W/Closed PCV System. 10066 

1964; Lev-R-Vent Radiator Cap. 10330 

1964; OE Type Radiator Cap. 10230 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

1964; Oil Breather Cap; W/O Closed PCV System; W/Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10070 

1964; Oil Breather Cap; W/O Closed PCV System; W/O Calif. 

Emission System; W/O 3-2-Bbl. Carb. 10064 

1964; Oil Breather Cap; W 3-2-Bbl. Carb. 10064 

1964; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Lev-R-Vent Radiator Cap. 10330 

1963; OE Type Radiator Cap. 10230 

1963; OE Equivalent Fuel Cap; Exc. Wagon. 10640 

1963; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1963; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 

Carb. 10064 

1963; Oil Filler Cap; W/Closed PCV System. 10066 

1963; Oil Breather Cap; W 3-2-Bci. Carb. 10064 

V-8 350 

1970; Lev-R-Vent Radiator Cap. 10330 

1970; OE Type Radiator Cap. 10230 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 

1969-1968; Lev-R-Vent Radiator Cap. 10330 

1969-1968; OE Type Radiator Cap. 10230 

1969-1968; OE Equivalent Fuel Cap; Wagon. 10646 

1969-1968; Regular Locking Fuel Cap; Wagon. 10492 

1969-1968; OE Equivalent Fuel Cap; Exc. Wagon. 10632 

1969-1968; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1969-1968; Oil Filler Cap. 10066 

V-8 389 

1964; OE Equivalent Fuel Cap. 10646 

1964; Regular Locking Fuel Cap. 10492 

V-8 400 

1970; Lev-R-Vent Radiator Cap. 10330 

1970; OE Type Radiator Cap. 10230 

1970; OE Equivalent Fuel Cap; Wagon; W/O Calif. Emission 

System. 10646 

1970; Regular Locking Fuel Cap; Wagon; W/O Calif. Emission 

System. 10492 

1970; OE Equivalent Fuel Cap; Wagon; W/Calif. Emission 

System. 10806 

1970; Regular Locking Fuel Cap; Wagon; W/Calif. Emission 

System. 10583 

1970; OE Equivalent Fuel Cap; Exc. Wagon. 10632 


A PP |ication Number 


Pontiac - Continued 


Tempest - Continued 
V-8 400 - Continued 

1970; Regular Locking Fuel Cap; Exc. Wagon. 10571 

1970; Oil Filler Cap. 10066 


Torpedo 

6-Cyl. 239; 8-Cyl. 249 

1948-1946; OE Type Radiator Cap. 10205 4 

1948-1946; OE Equivalent Fuel Cap. 10640 

1948-1946; Regular Locking Fuel Cap. 10491 

1948-1946; Oil Breather Cap. 10061 


Trans Sport 

V-6 3.1 L 

1994-1991; Lev-R-Vent Radiator Cap. 10331 16 

1994-1991 ;OE Type Radiator Cap. 10231 16 

1994-1991; OE Equivalent Fuel Cap. 10817 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Regular Locking Fuel Cap. 10591 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10072 

1990; Lev-R-Vent Radiator Cap. 10331 16 

1990; OE Type Radiator Cap. 10231 16 

1990; Coolant Recovery Tank Cap. 10236 

1990; OE Equivalent Fuel Cap. 10817 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10072 

V-6 3 8 L 

1994-1992; Lev-R-Vent Radiator Cap. 10331 16 

1994-1992; OE Type Radiator Cap. 10231 16 

1994-1992; Coolant Recovery Tank Cap. 10236 

1994-1992; OE Equivalent Fuel Cap. 10817 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Regular Locking Fuel Cap. 10591 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Oil Filler Cap. 10099 


Ventura 

4-Cyl. 151 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Coolant Recovery Tank Cap. 10236 

1977; OE Equivalent Fuel Cap. 10817 

1977; Pre-Vent Non-Locking Fuel Cap. 10819 

1977; Regular Locking Fuel Cap. 10591 

1977; Pre-Vent Locking Fuel Cap. 10501 

1977; Oil Filler Cap. 10066 

6-Cyl. 250 

1976; Lev-R-Vent Radiator Cap. 10330 16 

1976; OE Type Radiator Cap. 10230 16 

1976; Coolant Recovery Tank Cap. 10236 

1976; OE Equivalent Fuel Cap. 10817 

1976; Pre-Vent Non-Locking Fuel Cap. 10819 

1976; Regular Locking Fuel Cap. 10591 

1976; Pre-Vent Locking Fuel Cap. 10501 

1976; Oil Filler Cap. 10066 

1975; Lev-R-Vent Radiator Cap. 10330 16 

1975; OE Type Radiator Cap. 10230 16 

1975; OE Equivalent Fuel Cap. 10817 

1975; Pre-Vent Non-Locking Fuel Cap. 10819 

1975; Regular Locking Fuel Cap. 10591 

1975; Pre-Vent Locking Fuel Cap. 10501 

1975; Oil Filler Cap. 10066 

1974-1971; Lev-R-Vent Radiator Cap. 10330 16 

1974-1971; OE Type Radiator Cap. 10230 16 

1974-1971; OE Equivalent Fuel Cap. 10807 

1974-1971; Regular Locking Fuel Cap. 10571 

1974-1971; Oil Filler Cap. 10072 

V-6 231 

1977; Lev-R-Vent Radiator Cap. 10331 16 

1977; OE Type Radiator Cap. 10231 16 

1977; Coolant Recovery Tank Cap. 10236 


PSI 

■ 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 

16 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Pontiac - Continued 

Ventura - Continued 

V-6 231 - Continued 



1977; OE Equivalent Fuel Cap. 

. 10817 


1977; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1977; Regular Locking Fuel Cap. 

. 10591 


1977; Pre-Vent Locking Fuel Cap. 

. 10501 


1977; Oil Filler Cap. 

. 10066 


V-8 260 



1976; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1976; OE Type Radiator Cap. 

. 10230 

16 

1976; Coolant Recovery Tank Cap. 

. 10236 


1976; OE Equivalent Fuel Cap. 

. 10817 


1976; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1976; Regular Locking Fuel Cap. 

. 10591 


1976; Pre-Vent Locking Fuel Cap. 

. 10501 


1976; Oil Filler Cap. 

. 10066 


1976; Oil Breather Cap. 

. 10078 


1975; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1975; OE Type Radiator Cap. 

. 10230 

16 

1975; OE Equivalent Fuel Cap. 

. 10817 


1975; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1975; Regular Locking Fuel Cap. 

. 10591 


1975; Pre-Vent Locking Fuel Cap. 

. 10501 


1975 ; Oil Filler Cap. 

. 10066 


1975 ; Oil Breather Cap. 

. 10078 


V-8 301; V-8 305 



1977 ; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1977 ; OE Type Radiator Cap. 

. 10231 

16 

1977 ; Coolant Recovery Tank Cap. 

. 10236 


1977 ; OE Equivalent Fuel Cap. 

. 10817 


1977 ; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1977 ; Regular Locking Fuel Cap. 

. 10591 


1977 ; Pre-Vent Locking Fuel Cap. 

. 10501 


1977 ; Oil Filler Cap. 

. 10066 


V-8 307 



1972 - 1971 ; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1972 - 1971 ; OE Type Radiator Cap. 

. 10230 

16 

1972-1971 ; OE Equivalent Fuel Cap. 

. 10807 


1972 - 1971 ; Regular Locking Fuel Cap. 

. 10571 


1972 - 1971 ; Oil Filler Cap. 

. 10072 


V-8 307 (Canada) 



1973 ; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1973 ; OE Type Radiator Cap. 

. 10230 

16 

1973 ; OE Equivalent Fuel Cap. 

. 10807 


1973 ; Regular Locking Fuel Cap. 

. 10571 


V-8 350 



1977 ; Lev-R-Vent Radiator Cap. 

. 10331 

16 

1977 ; OE Type Radiator Cap. 

. 10231 

16 

1977 ; Coolant Recovery Tank Cap. 

. 10236 


1977 ; OE Equivalent Fuel Cap. 

. 10817 


1977 ; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1977 ; Regular Locking Fuel Cap. 

. 10591 


1977 ; Pre-Vent Locking Fuel Cap. 

. 10501 


1977 ; Oil Filler Cap. 

. 10066 


1977 ; Oil Breather Cap; Eng. VIN R. 

. 10078 


1976 ; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1976 ; OE Type Radiator Cap. 

. 10230 

16 

1976 ; Coolant Recovery Tank Cap. 

. 10236 


1976 ; OE Equivalent Fuel Cap. 

. 10817 


1976 ; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1976 ; Regular Locking Fuel Cap. 

. 10591 


1976 ; Pre-Vent Locking Fuel Cap. 

. 10501 


1976 ; Oil Filler Cap. 

. 10066 


1975 ; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1975 ; OE Type Radiator Cap. 

. 10230 

16 

1975 ; OE Equivalent Fuel Cap. 

. 10817 


1975 ; Pre-Vent Non-Locking Fuel Cap. 

. 10819 


1975 ; Regular Locking Fuel Cap. 

. 10591 


1975 ; Pre-Vent Locking Fuel Cap. 

. 10501 


1975 ; Oil Filler Cap. 

. 10066 


1974 - 1972 ; Lev-R-Vent Radiator Cap. 

. 10330 

16 

1974 - 1972 ; OE Type Radiator Cap. 

. 10230 

16 

1974 - 1972 ; OE Equivalent Fuel Cap. 

. 10807 



Application 

Part 

Number 

PSI 

Pontiac - Continued 

1 Ventura ■ Continued 

V-8 350 - Continued 



1974-1972; Regular Locking Fuel Cap. 

10571 


1974-1972; Oil Filler Cap. 

10066 


V-8 389 



1961; Lev-R-Vent Radiator Cap. 

10329 

13 

1961; OE Type Radiator Cap. 

10229 

13 

1961; OE Equivalent Fuel Cap. 

10640 


1961; Regular Locking Fuel Cap. 

10491 


1961; Oil Filler Cap; W/Closed PCV System. 

10066 


1961; Oil Breather Cap; W/O Closed PCV System; W/O 3-2-Bbl. 



Carb. 

10064 


1960; Lev-R-Vent Radiator Cap. 

10329 

13 

1960; OE Type Radiator Cap. 

10229 

13 

1960; OE Equivalent Fuel Cap. 

10640 


1960; Regular Locking Fuel Cap. 

10491 


1960; Oil Breather Cap; W/O 3-2-Bbl. Carb. 

10064 


Porsche 

1911 

6-Cyl. 3.0 L 



1983-1982; OE Equivalent Fuel Cap. 

10826 


1983-1982; Regular Locking Fuel Cap. 

10596 


6-Cvl. 3.2 L 



1989-1984; OE Equivalent Fuel Cap. 

10826 


1989-1984; Regular Locking Fuel Cap. 

10596 


6-Cyl. 3.3 L 



1992-1991; OE Equivalent Fuel Cap. 

10826 


1992-1991; Regular Locking Fuel Cap. 

10596 


1989-1986; OE Equivalent Fuel Cap. 

10826 


1989-1986; Regular Locking Fuel Cap. 

10596 


6-Cyl. 3.6 L 



1994-1989; OE Equivalent Fuel Cap. 

10826 


1994-1989; Regular Locking Fuel Cap. 

10596 


924 

4-Cyl. 121 



1979-1977; Lev-R-Vent Radiator Cap. 

10329 

13 

1979-1977; OE Type Radiator Cap. 

10229 

13 

1979-1977; Regular Locking Fuel Cap. 

10585 


4-Cyl. 2.0 L 



1982; Lev-R-Vent Radiator Cap; W/Turbo. 

10329 

13 

1982; OE Type Radiator Cap; W/Turbo. 

10229 

13 

1982; Lev-R-Vent Radiator Cap; W/O Turbo. 

10330 

16 

1982; OE Type Radiator Cap; W/O Turbo. 

10230 

16 

1982; OE Equivalent Fuel Cap. 

10817 


1982; Pre-Vent Non-Locking Fuel Cap. 

10819 


1982; Regular Locking Fuel Cap. 

10591 


1982; Pre-Vent Locking Fuel Cap. 

10501 


1982; Oil Filler Cap. 

10079 


1981; OE Type Radiator Cap; W/Turbo. 

10225 

20 

1981; Lev-R-Vent Radiator Cap; W/O Turbo. 

10330 

16 

1981; OE Type Radiator Cap; W/O Turbo. 

10230 

16 

1981; OE Equivalent Fuel Cap. 

10817 


1981; Pre-Vent Non-Locking Fuel Cap. 

10819 


1981; Regular Locking Fuel Cap. 

10591 


1981; Pre-Vent Locking Fuel Cap. 

10501 


1981; Oil Filler Cap. 

10079 


1980; OE Type Radiator Cap. 

10225 

20 

1980; OE Equivalent Fuel Cap. 

10817 


1980; Pre-Vent Non-Locking Fuel Cap. 

10819 


1980; Regular Locking Fuel Cap. 

10591 


1980; Pre-Vent Locking Fuel Cap. 

10501 


1980; Oil Filler Cap. 

10079 


4-Cyl. 2.5 L 



1988-1987; Lev-R-Vent Radiator Cap. 

10330 

16 

1988-1987; OE Type Radiator Cap. 

10230 

16 

1988-1987; OE Equivalent Fuel Cap. 

10826 


1988-1987; Regular Locking Fuel Cap. 

10596 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Porsche - Continued 

928 

V-8 273 

1979-1978; Lev-R-Vent Radiator Cap. 

10329 

13 

1979-1978; OE Type Radiator Cap. 

10229 

13 

V-8 4.5 L 

1982-1980; Lev-R-Vent Radiator Cap. 

10329 

13 

1982-1980; OE Type Radiator Cap. 

10229 

13 

V-8 4.7 L 

1984-1983; Lev-R-Vent Radiator Cap. 

10329 

13 

1984-1983; OE Type Radiator Cap. 

10229 

13 

V-8 5.0 L 

1991-1985; Lev-R-Vent Radiator Cap. 

10329 

13 

1991-1985; OE Type Radiator Cap. 

10229 

13 

V-8 5.4 L 

1994-1993; Lev-R-Vent Radiator Cap. 

10329 

13 

1994-1993; OE Type Radiator Cap. 

10229 

13 

944 

4-Cyl. 2.5 L 

1989-1985; Lev-R-Vent Radiator Cap. 

10330 

16 

1989-1985; OE Type Radiator Cap. 

10230 

16 

1989-1985; OE Equivalent Fuel Cap. 

1989-1985; Regular Locking Fuel Cap. 

10826 

10596 

1984-1983; Lev-R-Vent Radiator Cap. 

10329 

13 

1984-1983; OE Type Radiator Cap. 

10229 

13 

1984-1983; OE Equivalent Fuel Cap. 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 

10817 

10819 

1984-1983; Regular Locking Fuel Cap. 

10591 


1984-1983; Pre-Vent Locking Fuel Cap. 

10501 


4-Cvl. 2.7 L 

1989; Lev-R-Vent Radiator Cap. 

10330 

16 

1989; OE Type Radiator Cap. 

10230 

16 

1989; OE Equivalent Fuel Cap. 

1989; Regular Locking Fuel Cap. 

10826 

10596 

4-Cyl. 3.0 L 

1991-1989; Lev-R-Vent Radiator Cap. 

10330 

16 

1991-1989; OE Type Radiator Cap. 

10230 

16 

1991-1989; OE Equivalent Fuel Cap. 

1991-1989; Regular Locking Fuel Cap. 

10826 

10596 

968 

4-Cyl. 3.0 L 

1994-1992; Lev-R-Vent Radiator Cap. 

10330 

16 

1994-1992; OE Type Radiator Cap. 

10230 

16 

1994-1992; OE Equivalent Fuel Cap. 

1994-1992; Regular Locking Fuel Cap. 

10826 

10596 

Rambler 

Ambassador 

6-Cyl. 232 

1965; Lev-R-Vent Radiator Cap. 

10329 

13 

1965; OE Type Radiator Cap. 

10229 

13 

1965; Oil Breather Cap; W/Calif. Emission System. 

10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 

10064 


V-8 287 

1965; Lev-R-Vent Radiator Cap. 

10329 

13 

1965; OE Type Radiator Cap. 

10229 

13 

V-8 327 

1965; Lev-R-Vent Radiator Cap. 

10329 

13 

1965; OE Type Radiator Cap. 

10229 

13 

1964; Lev-R-Vent Radiator Cap. 

10329 

13 

1964; OE Type Radiator Cap. 

10229 

13 

1964; Oil Breather Cap; W/Calif. Emission System. 

10070 

1964; Oil Breather Cap; W/O Dipstick; W/Almnm. Eng.; W/O 
Calif. Emission System. 

10061 


1963-1959; Lev-R-Vent Radiator Cap. 

10329 

13 

1963-1959; OE Type Radiator Cap. 

10229 

13 

1963-1959; Oil Breather Cap; W/O Dipstick; W/Almnm. Eng. 

1958; Lev-R-Vent Radiator Cap. 

10061 

10328 

7 

1958; OE Type Radiator Cap. 

10228 

7 

1958; Oil Breather Cap; W/O Dipstick; W/Almnm. Eng. 

10061 



Application 


Rambler - Continued 


Part 

Number 


PSI 


6-Cyl. 196 

1965; Lev-R-Vent Radiator Cap. 

10329 

13 

1965; OE Type Radiator Cap. 

10229 

13 

1965; Oil Breather Cap; W/Calif. Emission System. 

10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 

1964; Lev-R-Vent Radiator Cap. 

10064 

10329 

13 

1964; OE Type Radiator Cap. 

10229 

13 

1964; Oil Breather Cap; W/Calif. Emission System. 

10070 

1964; Oil Breather Cap; W/O Dipstick; W/Almnm. Eng.; W/O 
Calif. Emission System. 

10061 


1963-1959; Lev-R-Vent Radiator Cap. 

10329 

13 

1963-1959; OE Type Radiator Cap. 

10229 

13 

1963-1959; Oil Breather Cap; W/O Dipstick; W/Almnm. Eng. 

1958; Lev-R-Vent Radiator Cap. 

10061 

10328 

7 

1958; OE Type Radiator Cap. 

10228 

7 

1958; Oil Breather Cap; W/O Dipstick; W/Almnm. Eng. 

10061 


6-Cyl. 232 

1965; Lev-R-Vent Radiator Cap. 

10329 

13 

1965; OE Type Radiator Cap. 

10229 

13 

1965; Oil Breather Cap; W/Calif. Emission System. 

10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 

10064 


Marlin 

6-Cyl. 232 

1965; Lev-R-Vent Radiator Cap. 

10329 

13 

1965; OE Type Radiator Cap. 

10229 

13 

1965; Oil Breather Cap; W/Calif. Emission System. 

10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 

10064 


V-8 287; V-8 327 

1965; Lev-R-Vent Radiator Cap. 

10329 

13 

1965; OE Type Radiator Cap. 

10229 

13 

Metropolitan 

4-Cyl. 91 

1962-1961; Lev-R-Vent Radiator Cap. 

10329 

13 

1962-1961; OE Type Radiator Cap. 

10229 

13 

1962-1961; OE Equivalent Fuel Cap. 

1962-1961; Regular Locking Fuel Cap. 

10623 

10491 

1960-1958; OE Type Radiator Cap. 

10206 

7 

1960-1958; OE Equivalent Fuel Cap. 

1960-1958; Regular Locking Fuel Cap. 

10623 

10491 


Rambler 

6-Cyl. 196 

1960-1959; Lev-R-Vent Radiator Cap. 

10329 

13 

1960-1959; OE Type Radiator Cap. 

10229 

13 

1960-1959; OE Equivalent Fuel Cap. 

1960-1959; Regular Locking Fuel Cap. 

10624 

10483 

1960-1959; Oil Breather Cap; W/O Dipstick; W/Almnm. Eng. 

1958; Lev-R-Vent Radiator Cap. 

10061 

10328 

7 

1958; OE Type Radiator Cap. 

10228 

7 

1958; OE Equivalent Fuel Cap. 

1958; Regular Locking Fuel Cap. 

1958; Oil Breather Cap; W/O Dipstick; W/Almnm. Eng. 

10624 

10483 

10061 


Rambler Classic 

6-Cyl. 196 

1964; Lev-R-Vent Radiator Cap. 

10329 

13 

1964; OE Type Radiator Cap. 

10229 

13 

1964; Oil Breather Cap; W/Calif. Emission System. 

10070 

1964; Oil Breather Cap; W/O Dipstick; W/Almnm. Eng.; W/O 
Calif. Emission System. 

10061 


1963-1961; Lev-R-Vent Radiator Cap. 

10329 

13 

1963-1961; OE Type Radiator Cap. 

10229 

13 

1963-1961; Oil Breather Cap; W/O Dipstick; W/Almnm. Eng. 

10061 

6-Cyl. 199 

1965; Lev-R-Vent Radiator Cap. 

10329 

13 

1965; OE Type Radiator Cap. 

10229 

13 

1965; Oil Breather Cap; W/Calif. Emission System. 

10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 

10064 


6-Cyl. 232 

1965; Lev-R-Vent Radiator Cap. 

10329 

13 

1965; OE Type Radiator Cap. 

10229 

13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Rambler - Continued 

Renault - Continued 

Rambler Classic - Continued 

Alliance - Continued 


Application 


Part 

Number 


PSI 


6-Cvl. 232 - Continued 

1965; Oil Breather Cap; W/Calif. Emission System. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System. 10064 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Dipstick; W/Almnm. Eng.; W/O 

Calif. Emission System. 10061 

V-8 250 

1961; Lev-R-Vent Radiator Cap. 10329 13 

1961; OE Type Radiator Cap. 10229 13 

1961; Oil Breather Cap; W/O Dipstick; W/Almnm. Eng. 10061 

V-8 287 

1965; Lev-R-Vent Radiator Cap. 10329 13 

1965; OE Type Radiator Cap. 10229 13 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Dipstick; W/Almnm. Eng.; W/O 

Calif. Emission System. 10061 

1963; Lev-R-Vent Radiator Cap. 10329 13 

1963; OE Type Radiator Cap. 10229 13 

1963; Oil Breather Cap; W/O Dipstick; W/Almnm. Eng. 10061 

V-8 327 

1965; Lev-R-Vent Radiator Cap. 10329 13 

1965; OE Type Radiator Cap. 10229 13 

Rebel 

V-8 250 

1960-1959; Lev-R-Vent Radiator Cap. 10329 13 

1960-1959; OE Type Radiator Cap. 10229 13 

1960-1959; Oil Breather Cap; W/O Dipstick; W/Almnm. Eng. 10061 

1958; Lev-R-Vent Radiator Cap. 10328 7 

1958; OE Type Radiator Cap. 10228 7 

1958; Oil Breather Cap; W/O Dipstick; W/Almnm. Eng. 10061 



4-Cvl. 46 

1961; Lev-R-Vent Radiator Cap. 10308 4 

1961; OE Type Radiator Cap. 10208 4 

1961; OE Equivalent Fuel Cap. 10646 

1961; Regular Locking Fuel Cap. 10492 

181 

4-Cyl. 1.6 L 

1983-1981; OE Equivalent Fuel Cap. 10806 

1983-1981; Regular Locking Fuel Cap. 10583 


Alliance 

4-Cyl. 1.4 L 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1985-1983; Lev-R-Vent Radiator Cap. 10329 13 

1985-1983; OE Type Radiator Cap. 10229 13 

1985-1983; OE Equivalent Fuel Cap. 10817 

1985-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1983; Regular Locking Fuel Cap. 10591 

1985-1983; Pre-Vent Locking Fuel Cap. 10501 

4-Cyl. 1.7 L 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1985; Lev-R-Vent Radiator Cap. 10329 13 

1985; OE Type Radiator Cap. 10229 13 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 


4-Cyl. 2.0 L 

1987; OE Equivalent Fuel Cap. 10817 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Regular Locking Fuel Cap. 10591 

1987; Pre-Vent Locking Fuel Cap. 10501 


Caravelle 

4-Cyl. 52 

1961; Lev-R-Vent Radiator Cap. 10308 4 

1961; OE Type Radiator Cap. 10208 4 

1961; OE Equivalent Fuel Cap. 10646 

1961; Regular Locking Fuel Cap. 10492 

4-Cyl. 58 

1966; OE Equivalent Fuel Cap. 10646 

1966; Regular Locking Fuel Cap. 10492 

1963; OE Equivalent Fuel Cap. 10646 

1963; Regular Locking Fuel Cap. 10492 

4-Cyl. 68 

1967-1964; OE Equivalent Fuel Cap. 10646 

1967-1964; Regular Locking Fuel Cap. 10492 


Dauphine 
4-Cyl. 52 

1966-1962; OE Equivalent Fuel Cap. 10646 

1966-1962; Regular Locking Fuel Cap. 10492 

1961; Lev-R-Vent Radiator Cap. 10308 4 

1961; OE Type Radiator Cap. 10208 4 

1961; OE Equivalent Fuel Cap. 10646 

1961; Regular Locking Fuel Cap. 10492 

1960; OE Equivalent Fuel Cap. 10646 

1960; Regular Locking Fuel Cap. 10492 


Encore 

4-Cyl. 1.4 L 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Lev-R-Vent Radiator Cap. 10329 13 

1985-1984; OE Type Radiator Cap. 10229 13 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

4-Cyl. 1.7 L 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1985; Lev-R-Vent Radiator Cap. 10329 13 

1985; OE Type Radiator Cap. 10229 13 

1985; OE Equivalent Fuel Cap. 10817 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Regular Locking Fuel Cap. 10591 

1985; Pre-Vent Locking Fuel Cap. 10501 


Fuego 

4-Cyl. 1.6 L 

1984- 1983; OE Equivalent Fuel Cap. 10806 

1982; OE Equivalent Fuel Cap. 10806 

1982; Regular Locking Fuel Cap. 10583 

4-Cyl. 2.2 L 

1985- 1984; OE Equivalent Fuel Cap. 10806 

R8 

4-Cyl. 58 

1966; OE Equivalent Fuel Cap. 10646 

1966; Regular Locking Fuel Cap. 10492 

1963; OE Equivalent Fuel Cap. 10646 

1963; Regular Locking Fuel Cap. 10492 

4-Cyl. 68 

1966; OE Equivalent Fuel Cap. 10646 

1966; Regular Locking Fuel Cap. 10492 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Renault - Continued 

Saab - Continued 

R10 

900 - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 68 

1969-1967; OE Equivalent Fuel Cap. 10646 

1969-1967; Regular Locking Fuel Cap. 10492 

4-Cvl. 79 

1971; Oil Filler Cap. 10066 

1969-1968; OE Equivalent Fuel Cap. 10646 

1969-1968; Regular Locking Fuel Cap. 10492 

R16 

4-Cyl. 95 

1970; OE Equivalent Fuel Cap; W/O Calif. Emission System. 10646 

1970; Regular Locking Fuel Cap; W/O Calif. Emission System .. 10492 

1969; OE Equivalent Fuel Cap. 10646 

1969; Regular Locking Fuel Cap. 10492 


Sportwagon 

4-Cyl. 2.2 L 

1986-1984; OE Equivalent Fuel Cap. 10806 

1986-1984; Regular Locking Fuel Cap. 10583 


Rover 


2000 

4-Cyl. 121 

1968-1967; Lev-R-Vent Radiator Cap. 10308 4 

1968-1967; OE Type Radiator Cap. 10208 4 

3500 

V-8 3.5 L 

1980; Lev-R-Vent Radiator Cap. 10330 16 

1980; OE Type Radiator Cap. 10230 16 

Land Rover 

4-Cyl. 140; 4-Cyl. 140 Diesel 

1968-1967; Lev-R-Vent Radiator Cap. 10308 4 

1968-1967; OE Type Radiator Cap. 10208 4 



3-Cyl. 51 


1967-1961; OE Equivalent Fuel Cap. 10623 

1967- 1961; Regular Locking Fuel Cap. 10491 

V-4 91 

1968- 1967; Lev-R-Vent Radiator Cap. 10308 4 

1968-1967; OE Type Radiator Cap. 10208 4 

1968-1967; OE Equivalent Fuel Cap. 10623 

1968-1967; Regular Locking Fuel Cap. 10491 

99 

4-Cyl. 121 

1979-1975; Lev-R-Vent Radiator Cap. 10330 16 

1979-1975; OE Type Radiator Cap. 10230 16 

4-Cyl. 2.0 L 

1980; Lev-R-Vent Radiator Cap. 10330 16 

1980; OE Type Radiator Cap. 10230 16 

900 

4-Cyl. 2.0 L 

1994; OE Type Radiator Cap. 10259 20 

1994; OE Equivalent Fuel Cap. 10825 

1994; Regular Locking Fuel Cap. 10595 

1993-1990; OE Type Radiator Cap. 10260 15 

1993-1990; OE Equivalent Fuel Cap. 10825 

1993-1990; Regular Locking Fuel Cap. 10595 

1989-1988; OE Type Radiator Cap. 10260 15 

1989-1988; OE Equivalent Fuel Cap. 10817 

1989-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1988; Regular Locking Fuel Cap. 10591 

1989-1988; Pre-Vent Locking Fuel Cap. 10501 

1987-1980; OE Equivalent Fuel Cap. 10817 

1987-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1980; Regular Locking Fuel Cap. 10591 

1987-1980; Pre-Vent Locking Fuel Cap. 10501 


4-Cyl. 2.1 L 

1994; OE Type Radiator Cap. 10259 20 

1994; OE Equivalent Fuel Cap. 10825 

1994; Regular Locking Fuel Cap. 10595 

1993-1991 ;OE Type Radiator Cap. 10260 15 

1993-1991; OE Equivalent Fuel Cap. 10825 

1993- 1991; Regular Locking Fuel Cap. 10595 

4-Cyl. 2.3 L; V-6 2.5 L 

1994; OE Type Radiator Cap. 10259 20 

1994; OE Equivalent Fuel Cap. 10825 

1994; Regular Locking Fuel Cap. 10595 

9000 

4-Cyl. 2.0 L 

1990; OE Type Radiator Cap. 10260 15 

1990; OE Equivalent Fuel Cap. 10825 

1990; Regular Locking Fuel Cap. 10595 

1989-1988; OE Type Radiator Cap. 10260 15 

1989-1988; OE Equivalent Fuel Cap. 10817 

1989-1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1988; Regular Locking Fuel Cap. 10591 

1989-1988; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Regular Locking Fuel Cap. 10591 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

4-Cyl. 2.3 L 

1994- 1990; OE Type Radiator Cap. 10260 15 

1994-1990; OE Equivalent Fuel Cap. 10825 

1994-1990; Regular Locking Fuel Cap. 10595 


Monte Carlo 

V-4 91 

1967; Lev-R-Vent Radiator Cap. 10308 4 

1967; OE Type Radiator Cap. 10208 4 

1967; OE Equivalent Fuel Cap. 10623 

1967; Regular Locking Fuel Cap. 10491 


Sonett 

V-4 91 

1968; Lev-R-Vent Radiator Cap. 10308 4 

1968; OE Type Radiator Cap. 10208 4 

1968; OE Equivalent Fuel Cap. 10623 

1968; Regular Locking Fuel Cap. 10491 


Saturn 


S-Series 

4-Cyl. 1.9 L 

1994-1993; OE Type Radiator Cap. 10240 15 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10099 

1992; OE Type Radiator Cap. 10240 15 

1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1992; Pre-Vent Locking Fuel Cap. 10501 

1992; Oil Filler Cap; Early. 10141 

1992; Oil Filler Cap; Late. 10099 

1991; OE Type Radiator Cap. 10240 15 

1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1991; Pre-Vent Locking Fuel Cap. 10501 

1991; Oil Filler Cap. 10141 



4-Cyl. 58 


1967-1963; Lev-R-Vent Radiator Cap. 10328 7 

1967-1963; OE Type Radiator Cap. 10228 7 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

PSI 

Sterling 

825 

V-6 2.5 L 



1988-1987; OE Equivalent Fuel Cap. 

10810 


1988-1987; Regular Locking Fuel Cap. 

10582 


1988-1987; Oil Filler Cap. 

10081 


827 

V-6 2.7 L 



1991-1989; OE Equivalent Fuel Cap. 

10810 


1991-1989; Regular Locking Fuel Cap. 

10582 


1991-1989; Oil Filler Cap. 

10081 


Studebaker 

53 

6-Cyl. 205 



1931-1930; OE Equivalent Fuel Cap. 

10640 


1931-1930; Regular Locking Fuel Cap. 

10491 


54 

6-Cyl. 205 



1931; OE Equivalent Fuel Cap. 

10640 


1931; Regular Locking Fuel Cap. 

10491 


55 

6-Cyl. 230 



1932; OE Equivalent Fuel Cap. 

10640 


1932; Regular Locking Fuel Cap. 

10491 


56 

6-Cyl. 230 



1933; OE Equivalent Fuel Cap. 

10640 


1933; Regular Locking Fuel Cap. 

10491 


Avanti 

V-8 289 



1964-1963; Lev-R-Vent Radiator Cap. 

10329 

13 

1964-1963; OE Type Radiator Cap. 

10229 

13 

1964-1963; OE Equivalent Fuel Cap. 

10623 


V-8 304 



1964; Lev-R-Vent Radiator Cap. 

10329 

13 

1964; OE Type Radiator Cap. 

10229 

13 

1964; OE Equivalent Fuel Cap. 

10623 


Champion 

6-Cyl. 164 



1940-1939; OE Equivalent Fuel Cap. 

10640 


1940-1939; Regular Locking Fuel Cap. 

10491 


6-Cyl. 170 



1954-1952; OE Type Radiator Cap. 

10206 

7 

1954-1952; OE Equivalent Fuel Cap. 

10640 


1954-1952; Regular Locking Fuel Cap. 

10491 


1954-1952; Oil Breather Cap; Exc. where oil filter interferes. 

10061 


1951-1946; OE Equivalent Fuel Cap. 

10640 


1951-1946; Regular Locking Fuel Cap. 

10491 


1951-1946; Oil Breather Cap; Exc. where oil filter interferes. 

10061 


1942-1941; OE Equivalent Fuel Cap. 

10640 


1942-1941; Regular Locking Fuel Cap. 

10491 


1942-1941; Oil Breather Cap; Exc. where oil filter interferes. 

10061 


6-Cyl. 186 



1958-1956; OE Equivalent Fuel Cap. 

10640 


1958-1956; Regular Locking Fuel Cap. 

10491 


1958-1956; Oil Breather Cap; Exc. where oil filter interferes. 

10061 


1955; Lev-R-Vent Radiator Cap. 

10329 

13 

1955; OE Type Radiator Cap. 

10229 

13 

1955; OE Equivalent Fuel Cap. 

10640 


1955; Regular Locking Fuel Cap. 

10491 


1955; Oil Breather Cap; Exc. where oil filter interferes. 

10061 


Commander 

6-Cyl. 194 



1966-1965; OE Equivalent Fuel Cap. 

10624 


1966-1965; Regular Locking Fuel Cap. 

10483 



Part 

Number 


Application 


Studebaker - Continued 


Commander - Continued 

6-Cvl. 194- Continued 

1966-1965; Oil Breather Cap; W/Calif. Emission System; Exc. 

where oil filter interferes. 10070 

1966-1965; Oil Breather Cap; W/O Calif. Emission System; Exc. 

where oil filter interferes. 10061 

6-Cyl. 226 

1948-1947; OE Equivalent Fuel Cap. 10640 

1948-1947; Regular Locking Fuel Cap. 10491 

1948-1947; Oil Breather Cap; Exc. where oil filter interferes. 10061 

1942-1941; OE Equivalent Fuel Cap. 10640 

1942-1941; Regular Locking Fuel Cap. 10491 

1942-1941; Oil Breather Cap; Exc. where oil filter interferes. 10061 

1940-1938; OE Equivalent Fuel Cap. 10640 

1940-1938; Regular Locking Fuel Cap. 10491 

6-Cyl. 230 

1966; Oil Breather Cap; W/Calif. Emission System; Exc. where 

oil filter interferes. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System; Exc. where 

oil filter interferes. 10061 

6-Cyl. 246 

1950-1949; OE Equivalent Fuel Cap. 10640 

1950-1949; Regular Locking Fuel Cap. 10491 

1950-1949; Oil Breather Cap; Exc. where oil filter interferes. 10061 

6-Cyl. 248 

1930-1929; OE Equivalent Fuel Cap. 10640 

1930-1929; Regular Locking Fuel Cap. 10491 

6-Cyl. 354 

1928; OE Equivalent Fuel Cap. 10640 

1928; Regular Locking Fuel Cap. 10491 

8-Cyl. 221 

1934; OE Equivalent Fuel Cap. 10640 

1934; Regular Locking Fuel Cap. 10491 

8-Cyl. 235 

1933; OE Equivalent Fuel Cap. 10640 

1933; Regular Locking Fuel Cap. 10491 

8-Cyl. 250 

1935; OE Equivalent Fuel Cap. 10640 

1935; Regular Locking Fuel Cap. 10491 

1932-1929; OE Equivalent Fuel Cap. 10640 

1932-1929; Regular Locking Fuel Cap. 10491 

V-8 224 

1955; OE Type Radiator Cap; Early. 10206 

1955; Lev-R-Vent Radiator Cap; Late. 10329 

1955; OE Type Radiator Cap; Late. 10229 

1955; OE Equivalent Fuel Cap. 10640 

1955; Regular Locking Fuel Cap. 10491 

1955; Oil Breather Cap; Exc. where oil filter interferes. 10061 

V-8 233 

1954-1952; OE Type Radiator Cap. 10206 

1954-1952; OE Equivalent Fuel Cap. 10640 

1954-1952; Regular Locking Fuel Cap. 10491 

1954-1952; Oil Breather Cap; Exc. where oil filter interferes. 10061 

1951; OE Equivalent Fuel Cap. 10640 

1951; Regular Locking Fuel Cap. 10491 

1951; Oil Breather Cap; Exc. where oil filter interferes. 10061 

V-8 259 

1958-1956; OE Equivalent Fuel Cap. 10640 

1958-1956; Regular Locking Fuel Cap. 10491 

1958-1956; Oil Breather Cap; Exc. where oil filter interferes. 10061 

1955; OE Type Radiator Cap; Early. 10206 

1955; Lev-R-Vent Radiator Cap; Late. 10329 

1955; OE Type Radiator Cap; Late. 10229 

1955; OE Equivalent Fuel Cap. 10640 

1955; Regular Locking Fuel Cap. 10491 

1955; Oil Breather Cap; Exc. where oil filter interferes. 10061 

V-8 283 

1966; Oil Breather Cap; W/Calif. Emission System; Exc. where 

oil filter interferes. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System; Exc. where 

oil filter interferes. 10061 

1965; OE Equivalent Fuel Cap. 10624 


PSI 


7 

13 

13 


7 

13 

13 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Studebaker - Continued 

Studebaker - Continued 

Commander - Continued 

El Pickup 


Application 


Part 

Number 


PSI 


V-8 283 - Continued 

1965; Regular Locking Fuel Cap. 10483 

1965; Oil Breather Cap; W/Calif. Emission System; Exc. where 

oil filter interferes. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System; Exc. where 

oil filter interferes. 10061 


Cruiser 


1966; Oil Breather Cap; W/Calif. Emission System; Exc. where 

oil filter interferes. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System; Exc. where 

oil filter interferes. 10061 

1965; OE Equivalent Fuel Cap. 10624 

1965; Regular Locking Fuel Cap. 10483 

1965; Oil Breather Cap; W/Calif. Emission System; Exc. where 

oil filter interferes. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System; Exc. where 

oil filter interferes. 10061 

6-Cyl. 230 

1966; Oil Breather Cap; W/Calif. Emission System; Exc. where 

oil filter interferes. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System; Exc. where 

oil filter interferes. 10061 

V-8 283 

1966; Oil Breather Cap; W/Calif. Emission System; Exc. where 

oil filter interferes. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System; Exc. where 

oil filter interferes. 10061 

1965; OE Equivalent Fuel Cap. 10624 

1965; Regular Locking Fuel Cap. 10483 

1965; Oil Breather Cap; W/Calif. Emission System; Exc. where 

oil filter interferes. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System; Exc. where 

oil filter interferes. 10061 


Daytona 


1966; Oil Breather Cap; W/Calif. Emission System; Exc. where 

oil filter interferes. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System; Exc. where 

oil filter interferes. 10061 

V-8 283 

1966; Oil Breather Cap; W/Calif. Emission System; Exc. where 

oil filter interferes. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System; Exc. where 

oil filter interferes. 10061 

1965; OE Equivalent Fuel Cap. 10624 

1965; Regular Locking Fuel Cap. 10483 

1965; Oil Breather Cap; W/Calif. Emission System; Exc. where 

oil filter interferes. 10070 

1965; Oil Breather Cap; W/O Calif. Emission System; Exc. where 

oil filter interferes. 10061 


Dictator 

6-Cyl. 205 

1935-1934; OE Equivalent Fuel Cap. 10640 

1935-1934; Regular Locking Fuel Cap. 10491 

6-Cvl. 218 

1937-1936; OE Equivalent Fuel Cap. 10640 

1937-1936; Regular Locking Fuel Cap. 10491 

6-Cyl. 221 

1930; OE Equivalent Fuel Cap. 10640 

1930; Regular Locking Fuel Cap. 10491 

6-Cyl. 242 

1929-1928; OE Equivalent Fuel Cap. 10640 

1929-1928; Regular Locking Fuel Cap. 10491 

8-Cyl. 221 

1932-1930; OE Equivalent Fuel Cap. 10640 

1932-1930; Regular Locking Fuel Cap. 10491 


6-Cyl. 170 

1959; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck. 10328 7 

1959; OE Type Radiator Cap; W/3/4" Deep Filler Neck. 10228 7 

1959; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

1959; Oil Breather Cap. 10061 

6-Cyl. 186 

1958; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck. 10328 7 

1958; OE Type Radiator Cap; W/3/4" Deep Filler Neck. 10228 7 

1958; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1958; OE Equivalent Fuel Cap. 10623 

1958; Regular Locking Fuel Cap. 10491 

1958; Oil Breather Cap. 10061 

E2 Pickup 

V-8 259 

1959; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck. 10328 7 

1959; OE Type Radiator Cap; W/3/4" Deep Filler Neck. 10228 7 

1959; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

1959; Oil Breather Cap. 10061 

E3 Pickup 

6-Cyl. 246 

1959; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck. 10328 7 

1959; OE Type Radiator Cap; W/3/4" Deep Filler Neck. 10228 7 

1959; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1959; OE Equivalent Fuel Cap. 10623 

1959; Regular Locking Fuel Cap. 10491 

1959; Oil Breather Cap. 10061 

E5 Pickup 

6-Cyl. 170 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap. 10623 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1961; Lev-R-Vent Radiator Cap. 10329 13 

1963-1961; OE Type Radiator Cap. 10229 13 

1963-1961; OE Equivalent Fuel Cap. 10623 

1963-1961; Regular Locking Fuel Cap. 10491 

1963-1961; Oil Breather Cap. 10061 

1960; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck. 10328 7 

1960; OE Type Radiator Cap; W/3/4" Deep Filler Neck. 10228 7 

1960; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1960; OE Equivalent Fuel Cap. 10623 

1960; Regular Locking Fuel Cap. 10491 

1960; Oil Breather Cap. 10061 

6-Cyl. 186 

1958-1955; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck . 10328 7 

1958-1955; OE Type Radiator Cap; W/3/4” Deep Filler Neck. 10228 7 

1958-1955; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1958-1955; OE Equivalent Fuel Cap. 10623 

1958-1955; Regular Locking Fuel Cap. 10491 

1958-1955; Oil Breather Cap. 10061 

E6 Pickup 

6-Cyl. 246 

I960; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck. 10328 7 

1960; OE Type Radiator Cap; W/3/4" Deep Filler Neck. 10228 7 

1960; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1960; OE Equivalent Fuel Cap. 10623 

1960; Regular Locking Fuel Cap. 10491 

1960; Oil Breather Cap. 10061 

1958-1955; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck . 10328 7 

1958-1955; OE Type Radiator Cap; W/3/4” Deep Filler Neck. 10228 7 

1958-1955; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1958-1955; OE Equivalent Fuel Cap. 10623 

1958-1955; Regular Locking Fuel Cap. 10491 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Studebaker - Continued 


E6 Pickup - Continued 

6-Cyl. 246 - Continued 

951 


1958-1955; Oil Breather Cap . 


Part 

Number 


10061 


PSI 


E7 Pickup 


Application 


Studebaker - Continued 


E10 Pickup - Continued 

6-Cyl. 186- Continued 

1955; Oil Breather Cap. 


Part 

Number 


10061 


PSI 


Ell Pickup 


V-8 224 

1956-1955; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck . 10328 7 

1956-1955; OE Type Radiator Cap; W/3/4” Deep Filler Neck. 10228 7 

1956-1955; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1956-1955; OE Equivalent Fuel Cap. 10623 

1956-1955; Regular Locking Fuel Cap. 10491 

1956-1955; Oil Breather Cap. 10061 

V-8 259 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap. 10623 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1961; Lev-R-Vent Radiator Cap. 10329 13 

1963-1961; OE Type Radiator Cap. 10229 13 

1963-1961; OE Equivalent Fuel Cap. 10623 

1963-1961; Regular Locking Fuel Cap. 10491 

1963-1961; Oil Breather Cap. 10061 

1960; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck. 10328 7 

1960; OE Type Radiator Cap; W/3/4" Deep Filler Neck. 10228 7 

1960; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1960; OE Equivalent Fuel Cap. 10623 

1960; Regular Locking Fuel Cap. 10491 

1960; Oil Breather Cap. 10061 

1958-1957; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck . 10328 7 

1958-1957; OE Type Radiator Cap; W/3/4” Deep Filler Neck. 10228 7 

1958-1957; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1958-1957; OE Equivalent Fuel Cap. 10623 

1958-1957; Regular Locking Fuel Cap. 10491 

1958-1957; Oil Breather Cap. 10061 

V-8 289 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap. 10623 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1961; Lev-R-Vent Radiator Cap. 10329 13 

1963-1961; OE Type Radiator Cap. 10229 13 

1963-1961; OE Equivalent Fuel Cap. 10623 

1963-1961; Regular Locking Fuel Cap. 10491 

1963-1961; Oil Breather Cap. 10061 

1960-1959; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck . 10328 7 

1960-1959; OE Type Radiator Cap; W/3/4” Deep Filler Neck. 10228 7 

1960-1959; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1960-1959; OE Equivalent Fuel Cap. 10623 

1960-1959; Regular Locking Fuel Cap. 10491 

1960-1959; Oil Breather Cap. 10061 

E10 Pickup 

6-Cyl. 170 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap. 10623 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1961; Lev-R-Vent Radiator Cap. 10329 

1963-1961; OE Type Radiator Cap. 10229 

1963-1961; OE Equivalent Fuel Cap. 10623 

1963-1961; Regular Locking Fuel Cap. 10491 

1963-1961; Oil Breather Cap. 10061 

6-Cyl. 186 

1955; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck. 10328 

1955; OE Type Radiator Cap; W/3/4" Deep Filler Neck. 10228 

1955; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 

1955; OE Equivalent Fuel Cap. 10623 

1955; Regular Locking Fuel Cap. 10491 


6-Cyl. 246 

1960-1956; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck . 10328 7 

1960-1956; OE Type Radiator Cap; W/3/4” Deep Filler Neck. 10228 7 

1960-1956; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1960-1956; OE Equivalent Fuel Cap. 10623 

1960-1956; Regular Locking Fuel Cap. 10491 

1960-1956; Oil Breather Cap. 10061 


E12 Pickup 

V-8 224 

1956-1955; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck . 10328 7 

1956-1955; OE Type Radiator Cap; W/3/4” Deep Filler Neck. 10228 7 

1956-1955; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1956-1955; OE Equivalent Fuel Cap. 10623 

1956-1955; Regular Locking Fuel Cap. 10491 

1956-1955; Oil Breather Cap. 10061 

V-8 259 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap. 10623 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1961; Lev-R-Vent Radiator Cap. 10329 13 

1963-1961; OE Type Radiator Cap. 10229 13 

1963-1961; OE Equivalent Fuel Cap. 10623 

1963-1961; Regular Locking Fuel Cap. 10491 

1963-1961; Oil Breather Cap. 10061 

1960; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck. 10328 7 

1960; OE Type Radiator Cap; W/3/4" Deep Filler Neck. 10228 7 

1960; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1960; OE Equivalent Fuel Cap. 10623 

1960; Regular Locking Fuel Cap. 10491 

1960; Oil Breather Cap. 10061 

1958-1957; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck . 10328 7 

1958-1957; OE Type Radiator Cap; W/3/4” Deep Filler Neck. 10228 7 

1958-1957; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1958-1957; OE Equivalent Fuel Cap. 10623 

1958-1957; Regular Locking Fuel Cap. 10491 

1958-1957; Oil Breather Cap. 10061 

V-8 289 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap. 10623 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/Calif. Emission System. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System. 10061 

1963-1961; Lev-R-Vent Radiator Cap. 10329 13 

1963-1961; OE Type Radiator Cap. 10229 13 

1963-1961; OE Equivalent Fuel Cap. 10623 

1963-1961; Regular Locking Fuel Cap. 10491 

1963-1961; Oil Breather Cap. 10061 

1960-1959; Lev-R-Vent Radiator Cap; W/3/4" Deep Filler Neck . 10328 7 

1960-1959; OE Type Radiator Cap; W/3/4” Deep Filler Neck. 10228 7 

1960-1959; OE Type Radiator Cap; W/1" Deep Filler Neck. 10206 7 

1960-1959; OE Equivalent Fuel Cap. 10623 

1960-1959; Regular Locking Fuel Cap. 10491 

1960-1959; Oil Breather Cap. 10061 

\l Flight Hawk 

6-Cyl. 186 

1956; Lev-R-Vent Radiator Cap. 10329 13 

1956; OE Type Radiator Cap. 10229 13 

1956; OE Equivalent Fuel Cap. 10640 

j 1956; Regular Locking Fuel Cap. 10491 

1 1956; Oil Breather Cap; Exc. where oil filter interferes. 10061 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Studebaker - Continued 


Golden Hawk 


Part 

Number 


PSI 


Application 


Studebaker - Continued 


Lark - Continued 


Part 

Number 


PSI 


V-8 289 

1958-1957; Lev-R-Vent Radiator Cap. 10329 13 

1958-1957; OE Type Radiator Cap. 10229 13 

1958-1957; OE Equivalent Fuel Cap. 10640 

1958-1957; Regular Locking Fuel Cap. 10491 

1958-1957; Oil Breather Cap; Exc. where oil filter interferes. 10061 

V-8 352 

1956; Lev-R-Vent Radiator Cap. 10329 13 

1956; OE Type Radiator Cap. 10229 13 

1956; OE Equivalent Fuel Cap. 10640 

1956; Regular Locking Fuel Cap. 10491 

1956; Oil Breather Cap; Exc. where oil filter interferes. 10061 


Gran Turismo Hawk 

6-Cyl. 170; V-8 259 

1962; Lev-R-Vent Radiator Cap. 10329 13 

1962; OE Type Radiator Cap. 10229 13 

1962; OE Equivalent Fuel Cap; Wagon. 10624 

1962; Regular Locking Fuel Cap; Wagon. 10483 

1962; OE Equivalent Fuel Cap; Exc. Wagon. 10623 

1962; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1962; Oil Breather Cap; Exc. where oil filter interferes. 10061 

V-8 289 

1964; Lev-R-Vent Radiator Cap. 10329 13 

1964; OE Type Radiator Cap. 10229 13 

1964; OE Equivalent Fuel Cap. 10623 

1964; Regular Locking Fuel Cap. 10491 

1964; Oil Breather Cap; W/Calif. Emission System; Exc. where 

oil filter interferes. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System; Exc. where 

oil filter interferes. 10061 

1963-1962; Lev-R-Vent Radiator Cap. 10329 13 

1963-1962; OE Type Radiator Cap. 10229 13 

1963-1962; OE Equivalent Fuel Cap. 10623 

1963-1962; Regular Locking Fuel Cap. 10491 

1963-1962; Oil Breather Cap; Exc. where oil filter interferes. 10061 

Hawk 

6-Cyl. 170; V-8 259 

1961-1960; Lev-R-Vent Radiator Cap. 10329 13 

1961 -1960; OE Type Radiator Cap. 10229 13 

1961-1960; OE Equivalent Fuel Cap; Wagon. 10624 

1961-1960; Regular Locking Fuel Cap; Wagon. 10483 

1961-1960; OE Equivalent Fuel Cap; Exc. Wagon. 10623 

1961-1960; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1961-1960; Oil Breather Cap; Exc. where oil filter interferes. 10061 

V-8 289 

1961-1960; Lev-R-Vent Radiator Cap. 10329 13 

1961 -1960; OE Type Radiator Cap. 10229 13 

1961-1960; Oil Breather Cap; Exc. where oil filter interferes. 10061 

Lark 

6-Cyl. 170; V-8 259 

1964; OE Equivalent Fuel Cap. 10624 

1964; Regular Locking Fuel Cap. 10483 

1964; Oil Breather Cap; W/Calif. Emission System; Exc. where 

oil filter interferes. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System; Exc. where 

oil filter interferes. 10061 

1963-1962; Lev-R-Vent Radiator Cap. 10329 13 

1963-1962; OE Type Radiator Cap. 10229 13 

1963-1962; OE Equivalent Fuel Cap. 10624 

1963-1962; Regular Locking Fuel Cap. 10483 

1963-1962; Oil Breather Cap; Exc. where oil filter interferes. 10061 

1961-1959; Lev-R-Vent Radiator Cap. 10329 13 

1961 -1959; OE Type Radiator Cap. 10229 13 

1961-1959; OE Equivalent Fuel Cap; Wagon. 10624 

1961-1959; Regular Locking Fuel Cap; Wagon. 10483 

1961-1959; OE Equivalent Fuel Cap; Exc. Wagon. 10623 

1961-1959; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1961-1959; Oil Breather Cap; Exc. where oil filter interferes. 10061 

V-8 289 

1964; OE Equivalent Fuel Cap. 10624 


V-8 289 - Continued 

1964; Regular Locking Fuel Cap. 10483 

1964; Oil Breather Cap; W/Calif. Emission System; Exc. where 

oil filter interferes. 10070 

1964; Oil Breather Cap; W/O Calif. Emission System; Exc. where 

oil filter interferes. 10061 

1963-1962; Lev-R-Vent Radiator Cap. 10329 13 

1963-1962; OE Type Radiator Cap. 10229 13 

1963-1962; OE Equivalent Fuel Cap. 10624 

1963-1962; Regular Locking Fuel Cap. 10483 

1963-1962; Oil Breather Cap; Exc. where oil filter interferes. 10061 

1961; Lev-R-Vent Radiator Cap. 10329 13 

1961; OE Type Radiator Cap. 10229 13 

1961; OE Equivalent Fuel Cap; Wagon. 10624 

1961; Regular Locking Fuel Cap; Wagon. 10483 

1961; OE Equivalent Fuel Cap; Exc. Wagon. 10623 

1961; Regular Locking Fuel Cap; Exc. Wagon. 10491 

1961; Oil Breather Cap; Exc. where oil filter interferes. 10061 


Power Hawk 
V-8 259 

1956; Lev-R-Vent Radiator Cap. 10329 13 

1956; OE Type Radiator Cap. 10229 13 

1956; OE Equivalent Fuel Cap. 10640 

1956; Regular Locking Fuel Cap. 10491 

1956; Oil Breather Cap; Exc. where oil filter interferes. 10061 


President 

6-Cyl. 354 

1928; OE Equivalent Fuel Cap. 10640 

1928; Regular Locking Fuel Cap. 10491 

8-Cyl. 250 

1942-1941; OE Equivalent Fuel Cap. 10640 

1942-1941; Regular Locking Fuel Cap. 10491 

1942-1941; Oil Breather Cap; Exc. where oil filter interferes. 10061 

1940-1933; OE Equivalent Fuel Cap. 10640 

1940-1933; Regular Locking Fuel Cap. 10491 

8-Cyl. 312 

1928; OE Equivalent Fuel Cap. 10640 

1928; Regular Locking Fuel Cap. 10491 

8-Cyl. 337 

1933-1928; OE Equivalent Fuel Cap. 10640 

1933-1928; Regular Locking Fuel Cap. 10491 

V-8 259 

1955; Lev-R-Vent Radiator Cap. 10329 13 

1955; OE Type Radiator Cap. 10229 13 

1955; OE Equivalent Fuel Cap. 10640 

1955; Regular Locking Fuel Cap. 10491 

1955; Oil Breather Cap; Exc. where oil filter interferes. 10061 

V-8 289 

1958-1956; OE Equivalent Fuel Cap. 10640 

1958-1956; Regular Locking Fuel Cap. 10491 

1958-1956; Oil Breather Cap; Exc. where oil filter interferes. 10061 


R5 Pickup 
6-Cyl. 170 

1954-1951; OE Equivalent Fuel Cap. 10623 

1954-1951; Regular Locking Fuel Cap. 10491 

R6 Pickup 

6-Cyl. 246 

1954-1951; OE Equivalent Fuel Cap. 10623 

1954-1951; Regular Locking Fuel Cap. 10491 

R10 Pickup 
6-Cyl. 170 

1954-1951; OE Equivalent Fuel Cap. 10623 

1954-1951; Regular Locking Fuel Cap. 10491 

R11 Pickup 

6-Cyl. 246 

1954-1951; OE Equivalent Fuel Cap. 10623 

1954-1951; Regular Locking Fuel Cap. 10491 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Studebaker - Continued 

Subaru - Continued 

Silver Hawk 

! DL 


Application 


Part 

Number 


PSI 


6-Cyl. 170 

1959; Lev-R-Vent Radiator Cap. 10329 13 

1959; OE Type Radiator Cap. 10229 13 

1959; Oil Breather Cap; Exc. where oil filter interferes. 10061 

6-Cvl. 186 

1958-1957; Lev-R-Vent Radiator Cap. 10329 13 

1958-1957; OE Type Radiator Cap. 10229 13 

1958-1957; OE Equivalent Fuel Cap. 10640 

1958-1957; Regular Locking Fuel Cap. 10491 

1958-1957; Oil Breather Cap; Exc. where oil filter interferes. 10061 

V-8 259 

1959; Lev-R-Vent Radiator Cap. 10329 13 

1959; OE Type Radiator Cap. 10229 13 

1959; Oil Breather Cap; Exc. where oil filter interferes. 10061 

1958-1957; Lev-R-Vent Radiator Cap. 10329 13 

1958-1957; OE Type Radiator Cap. 10229 13 

1958-1957; OE Equivalent Fuel Cap. 10640 

1958-1957; Regular Locking Fuel Cap. 10491 

1958-1957; Oil Breather Cap; Exc. where oil filter interferes. 10061 

V-8 289 

1958-1957; Lev-R-Vent Radiator Cap. 10329 13 

1958-1957; OE Type Radiator Cap. 10229 13 

1958-1957; OE Equivalent Fuel Cap. 10640 

1958-1957; Regular Locking Fuel Cap. 10491 

1958-1957; Oil Breather Cap; Exc. where oil filter interferes. 10061 

Skyhawk 

V-8 289 

1956; Lev-R-Vent Radiator Cap. 10329 13 

1956; OE Type Radiator Cap. 10229 13 

1956; OE Equivalent Fuel Cap. 10640 

1956; Regular Locking Fuel Cap. 10491 

1956; Oil Breather Cap; Exc. where oil filter interferes. 10061 


Wagonaire 


1966; Oil Breather Cap; W/Calif. Emission System; Exc. where 

oil filter interferes. 10070 

1966; Oil Breather Cap; W/O Calif. Emission System; Exc. where 

oil filter interferes. 10061 



2-Cyl. 22 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

Brat 

4-Cyl. 1.6 L 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10806 

1980; Regular Locking Fuel Cap. 10583 

1980; Oil Filler Cap. 10093 

4-Cyl. 1.8 L 

1987-1983; Lev-R-Vent Radiator Cap. ^10327 13 

1987-1983; OE Type Radiator Cap. 10227 13 

1987-1983; OE Equivalent Fuel Cap. 10806 

1987-1983; Regular Locking Fuel Cap. 10583 

1987-1983; Oil Filler Cap. 10093 

1982-1980; Lev-R-Vent Radiator Cap. 10329 13 

1982-1980; OE Type Radiator Cap. 10229 13 

1982-1980; OE Equivalent Fuel Cap. 10806 

1982-1980; Regular Locking Fuel Cap. 10583 

1982-1980; Oil Filler Cap. 10093 

4-Cyl. 97 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10806 

1979-1978; Regular Locking Fuel Cap. 10583 

1979-1978; Oil Filler Cap. 10093 


4-Cyl. 1.6 L 

1984-1983; Lev-R-Vent Radiator Cap. ^10327 13 

1984-1983; OE Type Radiator Cap. 10227 13 

1984-1983; OE Equivalent Fuel Cap. 10806 

1984-1983; Regular Locking Fuel Cap. 10583 

1984-1983; Oil Filler Cap. 10093 

1982-1980; Lev-R-Vent Radiator Cap. 10329 13 

1982-1980; OE Type Radiator Cap. 10229 13 

1982-1980; OE Equivalent Fuel Cap. 10806 

1982-1980; Regular Locking Fuel Cap. 10583 

1982-1980; Oil Filler Cap. 10093 

4-Cyl. 1.8 L 

1989-1987; Lev-R-Vent Radiator Cap. ✓10327 13 

1989-1987; OE Type Radiator Cap. 10227 13 

1989-1987; OE Equivalent Fuel Cap. 10825 

1989-1987; Regular Locking Fuel Cap. 10595 

1989-1987; Oil Filler Cap. 10093 

1986-1985; Lev-R-Vent Radiator Cap. ^10327 13 

1986-1985; OE Type Radiator Cap. 10227 13 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10093 

1984-1983; Lev-R-Vent Radiator Cap. ^10327 13 

1984-1983; OE Type Radiator Cap. 10227 13 

1984-1983; OE Equivalent Fuel Cap. 10806 

1984-1983; Regular Locking Fuel Cap. 10583 

1984-1983; Oil Filler Cap. 10093 

1982-1980; Lev-R-Vent Radiator Cap. 10329 13 

1982-1980; OE Type Radiator Cap. 10229 13 

1982-1980; OE Equivalent Fuel Cap. 10806 

1982-1980; Regular Locking Fuel Cap. 10583 

1982-1980; Oil Filler Cap. 10093 

4-Cyl. 83 

1976-1974; Lev-R-Vent Radiator Cap. 10329 13 

1976-1974; OE Type Radiator Cap. 10229 13 

1976-1974; OE Equivalent Fuel Cap. 10829 

1976-1974; Regular Locking Fuel Cap. 10583 

1976- 1974; Oil Filler Cap. 10093 

1973; Lev-R-Vent Radiator Cap. 10329 13 

1973; OE Type Radiator Cap. 10229 13 

1973; Oil Filler Cap. 10093 

4-Cyl. 97 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10806 

1979-1978; Regular Locking Fuel Cap. 10583 

1979-1978; Oil Filler Cap. 10093 

1977- 1976; Lev-R-Vent Radiator Cap. 10329 13 

1977-1976; OE Type Radiator Cap. 10229 13 

1977-1976; OE Equivalent Fuel Cap. 10829 

1977-1976; Regular Locking Fuel Cap. 10583 

1977-1976; Oil Filler Cap. 10093 

FE 

4-Cyl. 97 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10806 

1979; Regular Locking Fuel Cap. 10583 

1979; Oil Filler Cap. 10093 

FF-1 Star 

4-Cyl. 66 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; Oil Filler Cap. 10093 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

4-Cyl. 77 

1972; Lev-R-Vent Radiator Cap. 10329 13 

1972; OE Type Radiator Cap. 10229 13 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Subaru - Continued 

Subaru - Continued 

Legacy - Continued 

SVX - Continued 


Application 


Part 

Number 


PSI 


4-Cvl. 2.2 L- Continued 

1994-1990; Regular Locking Fuel Cap. 10591 

1994-1990; Pre-Vent Locking Fuel Cap. 10501 

1994-1990; Oil Filler Cap. 10110 


Loyale 

4-Cyl. 1.8 L 

1994-1990; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1990; OE Type Radiator Cap. 10227 13 

1994-1990; OE Equivalent Fuel Cap. 10825 

1994-1990; Regular Locking Fuel Cap. 10595 

1994-1990; Oil Filler Cap. 10093 

RX 

4-Cyl. 1.8 L 

1989-1987; Lev-R-Vent Radiator Cap. ✓10327 13 

1989-1987; OE Type Radiator Cap. 10227 13 

1989-1987; OE Equivalent Fuel Cap. 10825 

1989-1987; Regular Locking Fuel Cap. 10595 

1989-1987; Oil Filler Cap. 10093 

1986-1985; Lev-R-Vent Radiator Cap. ^10327 13 

1986-1985; OE Type Radiator Cap. 10227 13 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10093 


Standard 

4-Cyl. 1.6 L 

1987-1983; Lev-R-Vent Radiator Cap. ^10327 13 

1987-1983; OE Type Radiator Cap. 10227 13 

1987-1983; OE Equivalent Fuel Cap. 10806 

1987-1983; Regular Locking Fuel Cap. 10583 

1987-1983; Oil Filler Cap. 10093 

1982-1980; Lev-R-Vent Radiator Cap. 10329 13 

1982-1980; OE Type Radiator Cap. 10229 13 

1982-1980; OE Equivalent Fuel Cap. 10806 

1982-1980; Regular Locking Fuel Cap. 10583 

1982-1980; Oil Filler Cap. 10093 

4-Cyl. 1.8 L 

1987; Lev-R-Vent Radiator Cap. ✓10327 13 

1987; OE Type Radiator Cap. 10227 13 

1987; OE Equivalent Fuel Cap. 10825 

1987; Regular Locking Fuel Cap. 10595 

1987; Oil Filler Cap. 10093 

1982-1981; Lev-R-Vent Radiator Cap. 10329 13 

1982-1981; OE Type Radiator Cap. 10229 13 

1982-1981; OE Equivalent Fuel Cap. 10806 

1982-1981; Regular Locking Fuel Cap. 10583 

1982-1981; Oil Filler Cap. 10093 

4-Cyl. 83 

1976; Lev-R-Vent Radiator Cap. 10329 13 

1976; OE Type Radiator Cap. 10229 13 

1976; OE Equivalent Fuel Cap. 10829 

1976; Regular Locking Fuel Cap. 10583 

1976; Oil Filler Cap. 10093 

4-Cyl. 97 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap. 10806 

1979-1978; Regular Locking Fuel Cap. 10583 

1979-1978; Oil Filler Cap. 10093 

1977; Lev-R-Vent Radiator Cap. 10329 13 

1977; OE Type Radiator Cap. 10229 13 

1977; OE Equivalent Fuel Cap. 10829 

1977; Regular Locking Fuel Cap. 10583 

1977; Oil Filler Cap. 10093 

svx 

6-Cyl. 3.3 L 

1994-1992; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1992; OE Type Radiator Cap. 10227 13 


6-Cyl. 3.3 L- Continued 

1994-1992; OE Equivalent Fuel Cap. 10817 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Regular Locking Fuel Cap. 10591 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Oil Filler Cap. 10110 

XT 

4-Cyl. 1.8 L 

1991-1987; Lev-R-Vent Radiator Cap. ✓10327 13 

1991 -1987; OE Type Radiator Cap. 10227 13 

1991 -1987; OE Equivalent Fuel Cap. 10825 

1991-1987; Regular Locking Fuel Cap. 10595 

1991-1987; Oil Filler Cap. 10093 

1986-1985; Lev-R-Vent Radiator Cap. \/\0327 13 

1986-1985; OE Type Radiator Cap. 10227 13 

1986-1985; OE Equivalent Fuel Cap. 10817 

1986-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1985; Regular Locking Fuel Cap. 10591 

1986-1985; Pre-Vent Locking Fuel Cap. 10501 

1986-1985; Oil Filler Cap. 10093 

6-Cyl. 2.7 L 

1991-1988; Lev-R-Vent Radiator Cap. ^10327 13 

1991 -1988; OE Type Radiator Cap. 10227 13 

1991 -1988; OE Equivalent Fuel Cap. 10825 

1991-1988; Regular Locking Fuel Cap. 10595 

1991-1988; Oil Filler Cap. 10093 


Sunbeam 


Alpine 
4-Cyl. 105 

1967-1964; OE Type Radiator Cap. 10206 7 

4-Cyl. 91 

1963-1960; OE Type Radiator Cap. 10206 7 

4-Cyl. 97 

1967-1960; OE Type Radiator Cap. 10206 7 


Rapier 

4-Cyl. 105 

1968-1964; Lev-R-Vent Radiator Cap. 10328 7 

1968-1964; OE Type Radiator Cap. 10228 7 

4-Cyl. 91 

1963; Lev-R-Vent Radiator Cap. 10328 7 

1963; OE Type Radiator Cap. 10228 7 

4-Cyl. 97 

1967-1963; Lev-R-Vent Radiator Cap. 10328 7 

1967-1963; OE Type Radiator Cap. 10228 7 


Suzuki 


Samurai 

4-Cyl. 1.3 L 

1994-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1989; OE Type Radiator Cap. 10227 13 

1994-1989; OE Equivalent Fuel Cap. 10817 

1994-1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1989; Regular Locking Fuel Cap. 10591 

1994-1989; Pre-Vent Locking Fuel Cap. 10501 

1994-1989; Oil Filler Cap. 10083 

1988; Lev-R-Vent Radiator Cap. ✓10327 13 

1988; OE Type Radiator Cap. 10227 13 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap; Late. 10083 

1988; Oil Filler Cap; Early. 10103 

1987-1986; Lev-R-Vent Radiator Cap. \/\0327 13 

1987-1986; OE Type Radiator Cap. 10227 13 

1987-1986; OE Equivalent Fuel Cap. 10817 

1987-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1987-1986; Regular Locking Fuel Cap. 10591 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Suzuki - Continued 

Toyota 

Samurai - Continued 

4 Runner 


Application 


Part 

Number 


PSI 


4-Cyl. 1.3 L- Continued 

1987-1986; Pre-Vent Locking Fuel Cap. 10501 

1987-1986; Oil Filler Cap. 10103 


Sidekick 

4-Cyl. 1.3 L 

1989; Lev-R-Vent Radiator Cap. ✓10327 13 

1989; OE Type Radiator Cap. 10227 13 

1989; OE Equivalent Fuel Cap. 10825 

1989; Regular Locking Fuel Cap. 10595 

1989; Oil Filler Cap. 10083 

4-Cyl. 1.6 L 

1994-1992; OE Type Radiator Cap. 10242 16 

1994-1992; OE Equivalent Fuel Cap. 10825 

1994-1992; Regular Locking Fuel Cap. 10595 

1994-1992; Oil Filler Cap; W/8-Valve Eng. 10083 

1994-1992; Oil Filler Cap; W/16-Valve Eng. 10081 

1991; Lev-R-Vent Radiator Cap-Door; 2-Door. ✓10327 13 

1991; OE Type Radiator Cap-Door; 2-Door. 10227 13 

1991; OE Type Radiator Cap-Door; 4-Door. 10242 16 

1991; OE Equivalent Fuel Cap. 10825 

1991; Regular Locking Fuel Cap. 10595 

1991; Oil Filler Cap. 10083 

1990-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1990-1989; OE Type Radiator Cap. 10227 13 

1990-1989; OE Equivalent Fuel Cap. 10825 

1990-1989; Regular Locking Fuel Cap. 10595 

1990-1989; Oil Filler Cap. 10083 

SJ410 

3-Cyl. 1.0 L (Canada) 

1985-1983; Lev-R-Vent Radiator Cap. ^10327 13 

1985-1983; OE Type Radiator Cap. 10227 13 

Swift 

3- Cyl. 1.0 L (Canada) 

1994-1993; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1993; OE Type Radiator Cap. 10227 13 

1994-1993; OE Equivalent Fuel Cap. 10817 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1992; Lev-R-Vent Radiator Cap. ✓10327 13 

1992; OE Type Radiator Cap. 10227 13 

1992; OE Equivalent Fuel Cap. 10817 

1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1992; Regular Locking Fuel Cap. 10591 

1992; Pre-Vent Locking Fuel Cap. 10501 

1992; Oil Filler Cap. 10081 

4- Cyl. 1.3 L 

1994; Lev-R-Vent Radiator Cap. ✓10327 13 

1994; OE Type Radiator Cap. 10227 13 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap; W/SOHC Eng. 10083 

1994; Oil Filler Cap; W/DOHC Eng. 10081 

1993-1990; Lev-R-Vent Radiator Cap. ^10327 13 

1993-1990; OE Type Radiator Cap. 10227 13 

1993-1990; OE Equivalent Fuel Cap. 10817 

1993-1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1990; Regular Locking Fuel Cap. 10591 

1993-1990; Pre-Vent Locking Fuel Cap. 10501 

1993-1990; Oil Filler Cap. 10081 

1989; Lev-R-Vent Radiator Cap. ✓10327 13 

1989; OE Type Radiator Cap. 10227 13 

1989; OE Equivalent Fuel Cap. 10817 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1989; Regular Locking Fuel Cap. 10591 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap. 10083 


4-Cvl. 2.4 L 

1994-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1989; OE Type Radiator Cap. 10227 13 

1994-1989; OE Equivalent Fuel Cap. 10825 

1994-1989; Regular Locking Fuel Cap. 10595 

1994-1989; Oil Filler Cap. 10080 

1988-1986; Lev-R-Vent Radiator Cap. ^10327 13 

1988-1986; OE Type Radiator Cap. 10227 13 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10080 

1985-1984; Lev-R-Vent Radiator Cap. 10329 13 

1985-1984; OE Type Radiator Cap. 10229 13 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Oil Filler Cap. 10080 

V-6 3.0 L 

1994-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1989; OE Type Radiator Cap. 10227 13 

1994-1989; OE Equivalent Fuel Cap. 10825 

1994-1989; Regular Locking Fuel Cap. 10595 

1994-1989; Oil Filler Cap. 10080 

1988; Lev-R-Vent Radiator Cap. ✓10327 13 

1988; OE Type Radiator Cap. 10227 13 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10080 


Camry 

4-Cyl. 1.8 L Diesel 

1986-1984; Lev-R-Vent Radiator Cap. ^10327 13 

1986-1984; OE Type Radiator Cap. 10227 13 

1986-1984; OE Equivalent Fuel Cap. 10817 

1986-1984; Diesel Regular Non-Locking Fuel Cap. 10830D 

1986-1984; Regular Locking Fuel Cap. 10591 

1986-1984; Diesel Regular Locking Fuel Cap. 10591D 

1986-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1984; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1986-1984; Pre-Vent Locking Fuel Cap. 10501 

1986-1984; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

4-Cyl. 2.0 L 

1991-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1991 -1989; OE Type Radiator Cap. 10227 13 

1991 -1989; OE Equivalent Fuel Cap. 10825 

1991-1989; Regular Locking Fuel Cap. 10595 

1991-1989; Oil Filler Cap. 10080 

1988-1983; Lev-R-Vent Radiator Cap. ^10327 13 

1988-1983; OE Type Radiator Cap. 10227 13 

1988-1983; OE Equivalent Fuel Cap. 10817 

1988-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1983; Regular Locking Fuel Cap. 10591 

1988-1983; Pre-Vent Locking Fuel Cap. 10501 

1988-1983; Oil Filler Cap. 10080 

4-Cyl. 2.0 L Diesel 

1986; Lev-R-Vent Radiator Cap. ^10327 13 

1986; OE Type Radiator Cap. 10227 13 

1986; OE Equivalent Fuel Cap. 10817 

1986; Diesel Regular Non-Locking Fuel Cap. 10830D 

1986; Regular Locking Fuel Cap. 10591 

1986; Diesel Regular Locking Fuel Cap. 10591D 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1986; Oil Filler Cap. 10088 

4-Cyl. 2.2 L 

1994-1992; OE Type Radiator Cap. 10241 13 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 



✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Toyota - Continued 

Toyota - Continued 

Celica - Continued 

Corolla - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 2.8 L 

1985-1984; Lev-R-Vent Radiator Cap. 10329 13 

1985-1984; OE Type Radiator Cap. 10229 13 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Oil Filler Cap. 10080 

1983-1981; Lev-R-Vent Radiator Cap. 10329 13 

1983-1981; OE Type Radiator Cap. 10229 13 

1983-1981; OE Equivalent Fuel Cap. 10806 

1983-1981; Regular Locking Fuel Cap. 10583 

1983-1981; Oil Filler Cap. 10080 


Corolla 

4-Cyl. 1.6 L 

1994; OE Type Radiator Cap. 10241 13 

1994; OE Equivalent Fuel Cap. 10825 

1994; Regular Locking Fuel Cap. 10595 

1994; Oil Filler Cap. 10080 

1993; Lev-R-Vent Radiator Cap; Wagon. ✓10327 13 

1993; OE Type Radiator Cap; Wagon. 10227 13 

1993; OE Equivalent Fuel Cap. 10825 

1993; Regular Locking Fuel Cap. 10595 

1993; Oil Filler Cap. 10080 

1992-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1992-1989; OE Type Radiator Cap. 10227 13 

1992-1989; OE Equivalent Fuel Cap. 10825 

1992-1989; Regular Locking Fuel Cap. 10595 

1992-1989; Oil Filler Cap. 10080 

1988-1984; Lev-R-Vent Radiator Cap. ^10327 13 

1988-1984; OE Type Radiator Cap. 10227 13 

1988-1984; OE Equivalent Fuel Cap. 10817 

1988-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1984; Regular Locking Fuel Cap. 10591 

1988-1984; Pre-Vent Locking Fuel Cap. 10501 

1988-1984; Oil Filler Cap. 10080 

1983; Lev-R-Vent Radiator Cap. ✓10327 13 

1983; OE Type Radiator Cap. 10227 13 

1983; OE Equivalent Fuel Cap; Late. 10817 

1983; Pre-Vent Non-Locking Fuel Cap; Late. 10819 

1983; Regular Locking Fuel Cap; Late. 10591 

1983; Pre-Vent Locking Fuel Cap; Late. 10501 

1983; Oil Filler Cap. 10080 

4-Cyl. 1.8 L 

1994-1993; OE Type Radiator Cap. 10241 13 

1994-1993; OE Equivalent Fuel Cap. 10825 

1994-1993; Regular Locking Fuel Cap. 10595 

1994-1993; Oil Filler Cap. 10080 

1982-1980; Lev-R-Vent Radiator Cap. 10329 13 

1982-1980; OE Type Radiator Cap. 10229 13 

1982-1980; OE Equivalent Fuel Cap. 10806 

1982-1980; Regular Locking Fuel Cap. 10583 

1982-1980; Oil Filler Cap. 10080 

4-Cyl. 1.8 L Diesel 

1985; Lev-R-Vent Radiator Cap. ✓10327 13 

1985; OE Type Radiator Cap. 10227 13 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1985; Oil Filler Cap. 10088 

1984; Lev-R-Vent Radiator Cap. ✓10327 13 

1984; OE Type Radiator Cap. 10227 13 

1984; OE Equivalent Fuel Cap. 10817 

1984; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984; Regular Locking Fuel Cap. 10591 

1984; Diesel Regular Locking Fuel Cap. 10591D 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 


4-Cyl. 1.8 L Diesel - Continued 

1984; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

4-Cyl. 66 

1969; Lev-R-Vent Radiator Cap. 10328 7 

1969; OE Type Radiator Cap. 10228 7 

1968; Lev-R-Vent Radiator Cap. 10308 4 

1968; OE Type Radiator Cap. 10208 4 

4-Cyl. 71 

1979-1977; Lev-R-Vent Radiator Cap. 10329 13 

1979-1977; OE Type Radiator Cap. 10229 13 

1979-1977; OE Equivalent Fuel Cap. 10727 

1979-1977; Regular Locking Fuel Cap. 10592 

1979-1977; Oil Filler Cap. 10092 

1974-1971; Lev-R-Vent Radiator Cap. 10328 7 

1974-1971 ;OE Type Radiator Cap. 10228 7 

1974-1971; OE Equivalent Fuel Cap; Coupe, Wagon. 10727 

1974-1971; Regular Locking Fuel Cap; Coupe, Wagon. 10592 

1974-1971; OE Equivalent Fuel Cap; Sedan. 10806 

1974-1971; Regular Locking Fuel Cap; Sedan. 10583 

1974-1971; Oil Filler Cap. 10080 

1970; Lev-R-Vent Radiator Cap. 10328 7 

1970; OE Type Radiator Cap. 10228 7 

1970; OE Equivalent Fuel Cap. 10806 

1970; Regular Locking Fuel Cap. 10583 

1970; Oil Filler Cap. 10080 

4-Cyl. 97 

1979-1975; Lev-R-Vent Radiator Cap. 10329 13 

1979-1975; OE Type Radiator Cap. 10229 13 

1979-1975; OE Equivalent Fuel Cap. 10727 

1979-1975; Regular Locking Fuel Cap. 10592 

1979-1975; Oil Filler Cap. 10092 

1974-1971; Lev-R-Vent Radiator Cap. 10329 13 

1974-1971 ;OE Type Radiator Cap. 10229 13 

1974-1971; OE Equivalent Fuel Cap; Coupe, Wagon. 10727 

1974-1971; Regular Locking Fuel Cap; Coupe, Wagon. 10592 

1974-1971; OE Equivalent Fuel Cap; Sedan. 10806 

1974-1971; Regular Locking Fuel Cap; Sedan. 10583 

1974-1971; Oil Filler Cap. 10080 


Corona 
4-Cyl. 113 

1971; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10806 

1971; Regular Locking Fuel Cap. 10583 

1971; Oil Filler Cap. 10083 

1970; OE Equivalent Fuel Cap. 10806 

1970; Regular Locking Fuel Cap. 10583 

1970; Oil Filler Cap. 10083 

1969; OE Equivalent Fuel Cap. 10806 

1969; Regular Locking Fuel Cap. 10583 

4-Cyl. 116 

1970-1969; OE Equivalent Fuel Cap. 10806 

1970-1969; Regular Locking Fuel Cap. 10583 

1968; Lev-R-Vent Radiator Cap. 10308 4 

1968; OE Type Radiator Cap. 10208 4 

4-Cyl. 120 

1974; Lev-R-Vent Radiator Cap. 10329 13 

1974; OE Type Radiator Cap. 10229 13 

1974; OE Equivalent Fuel Cap. 10727 

1974; Regular Locking Fuel Cap. 10592 

1974; Oil Filler Cap. 10083 

1973-1972; Lev-R-Vent Radiator Cap. 10329 13 

1973-1972; OE Type Radiator Cap. 10229 13 

1973-1972; OE Equivalent Fuel Cap; Sedan. 10806 

1973-1972; Regular Locking Fuel Cap; Sedan. 10583 

1973-1972; OE Equivalent Fuel Cap; Wagon. 10727 

1973-1972; Regular Locking Fuel Cap; Wagon. 10592 

1973-1972; Oil Filler Cap. 10083 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Toyota - Continued 

Toyota - Continued 

Corona - Continued 

Cressida - Continued 


Application 


Part 

Number 


PSI 


4-Cvl. 134 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10806 

1979; Oil Filler Cap. 10080 

1978-1977; Lev-R-Vent Radiator Cap. 10329 13 

1978-1977; OE Type Radiator Cap. 10229 13 

1978-1977; OE Equivalent Fuel Cap. 10727 

1978-1977; Regular Locking Fuel Cap. 10592 

1978-1977; Oil Filler Cap. 10080 

1976-1975; Lev-R-Vent Radiator Cap. 10329 13 

1976-1975; OE Type Radiator Cap. 10229 13 

1976-1975; OE Equivalent Fuel Cap. 10727 

1976-1975; Regular Locking Fuel Cap. 10592 

1976-1975; Oil Filler Cap. 10083 

4-Cvl. 2.2 L 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10806 

1980; Oil Filler Cap. 10080 

4-Cvl. 2.4 L 

1982-1981; Lev-R-Vent Radiator Cap. 10329 13 

1982-1981 ;OE Type Radiator Cap. 10229 13 

1982-1981; OE Equivalent Fuel Cap. 10806 

1982-1981; Regular Locking Fuel Cap. 10583 

1982-1981; Oil Filler Cap. 10080 


Cressida 

6-Cv 1.156 

1979-1978; Lev-R-Vent Radiator Cap. 10329 13 

1979-1978; OE Type Radiator Cap. 10229 13 

1979-1978; OE Equivalent Fuel Cap; Sedan. 10806 

1979-1978; Regular Locking Fuel Cap; Sedan. 10583 

1979-1978; OE Equivalent Fuel Cap; Wagon. 10727 

1979-1978; Regular Locking Fuel Cap; Wagon. 10592 

1979-1978; Oil Filler Cap. 10080 

6-Cyl. 2.6 L 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10806 

1980; Regular Locking Fuel Cap. 10583 

1980; Oil Filler Cap. 10080 

6-Cyl. 2.8 L 

1988-1985; Lev-R-Vent Radiator Cap. ^10327 13 

1988-1985; OE Type Radiator Cap. 10227 13 

1988-1985; OE Equivalent Fuel Cap. 10817 

1988-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1985; Regular Locking Fuel Cap. 10591 

1988-1985; Pre-Vent Locking Fuel Cap. 10501 

1988-1985; Oil Filler Cap. 10080 

1984-1983; Lev-R-Vent Radiator Cap. 10329 13 

1984-1983; OE Type Radiator Cap. 10229 13 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Oil Filler Cap. 10080 

1982-1981; Lev-R-Vent Radiator Cap. 10329 13 

1982-1981 ;OE Type Radiator Cap. 10229 13 

1982-1981; OE Equivalent Fuel Cap. 10806 

1982-1981; Regular Locking Fuel Cap. 10583 

1982-1981; Oil Filler Cap. 10080 

6-Cyl. 3.0 L 

1992-1990; Lev-R-Vent Radiator Cap. ^10327 13 

1992-1990; OE Type Radiator Cap. 10227 13 

1992-1990; OE Equivalent Fuel Cap. 10825 

1992-1990; Regular Locking Fuel Cap. 10595 

1992-1990; Oil Filler Cap. 10080 

1989; Lev-R-Vent Radiator Cap. ✓10327 13 

1989; OE Type Radiator Cap. 10227 13 

1989; OE Equivalent Fuel Cap. 10817 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 


6-Cyl. 3.0 L- Continued 

1989; Regular Locking Fuel Cap. 10591 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap. 10080 


Crown 
6-Cyl. 137 

19*1; Lev-R-Vent Radiator Cap. 10329 13 

1971; OE Type Radiator Cap. 10229 13 

1971; OE Equivalent Fuel Cap. 10806 

1971; Regular Locking Fuel Cap. 10583 

1971; Oil Filler Cap. 10083 

1970-1969; Lev-R-Vent Radiator Cap. 10329 13 

1970-1969; OE Type Radiator Cap. 10229 13 

1970-1969; Oil Filler Cap. 10083 

1968; Lev-R-Vent Radiator Cap; Wagon. 10328 7 

1968; OE Type Radiator Cap; Wagon. 10228 7 

1968; Lev-R-Vent Radiator Cap; Exc. Wagon. 10308 4 

1968; OE Type Radiator Cap; Exc. Wagon. 10208 4 

1968; Oil Filler Cap. 10083 

6-Cyl. 156 

1972; Lev-R-Vent Radiator Cap. 10329 13 

1972; OE Type Radiator Cap. 10229 13 

1972; OE Equivalent Fuel Cap. 10806 

1972; Regular Locking Fuel Cap. 10583 

1972; Oil Filler Cap. 10083 


Land Cruiser 

6-Cyl. 237 

1974-1972; Lev-R-Vent Radiator Cap. 10329 13 

1974-1972; OE Type Radiator Cap. 10229 13 

1974-1972; Oil Filler Cap. 10080 

1971-1969; Lev-R-Vent Radiator Cap. 10329 13 

1971 -1969; OE Type Radiator Cap. 10229 13 

6-Cyl. 258 

1979; Lev-R-Vent Radiator Cap. 10329 13 

1979; OE Type Radiator Cap. 10229 13 

1979; Regular Locking Fuel Cap. 10583 

1979; Oil Filler Cap. 10080 

1978; Lev-R-Vent Radiator Cap. 10329 13 

1978; OE Type Radiator Cap. 10229 13 

1978; OE Equivalent Fuel Cap. 10806 

1978; Regular Locking Fuel Cap. 10583 

1978; Oil Filler Cap. 10092 

1977-1976; Lev-R-Vent Radiator Cap. 10329 13 

1977-1976; OE Type Radiator Cap. 10229 13 

1977-1976; OE Equivalent Fuel Cap. 10806 

1977-1976; Oil Filler Cap. 10092 

1975; Lev-R-Vent Radiator Cap. 10329 13 

1975; OE Type Radiator Cap. 10229 13 

1975; Oil Filler Cap. 10092 

6-Cyl. 4.0 L 

1992-1991; Lev-R-Vent Radiator Cap. ^10327 13 

1992-1991; OE Type Radiator Cap. 10227 13 

1992-1991; OE Equivalent Fuel Cap. 10825 

1992-1991; Regular Locking Fuel Cap. 10595 

1992-1991; Oil Filler Cap. 10112 

1990; Lev-R-Vent Radiator Cap. ✓10327 13 

1990; OE Type Radiator Cap. 10227 13 

1990; OE Equivalent Fuel Cap; Late. 10825 

1990; Regular Locking Fuel Cap; Late. 10595 

1990; Oil Filler Cap. 10112 

1989-1988; Lev-R-Vent Radiator Cap. ^10327 13 

1989-1988; OE Type Radiator Cap. 10227 13 

1989-1988; OE Equivalent Fuel Cap. 10806 

1989-1988; Regular Locking Fuel Cap. 10583 

1989-1988; Oil Filler Cap. 10112 

6-Cyl. 4.2 L 

1987; OE Type Radiator Cap. 10227 13 

1987; OE Equivalent Fuel Cap. 10806 

1987; Regular Locking Fuel Cap. 10583 

1987; Oil Filler Cap. 10080 

1986-1985; Lev-R-Vent Radiator Cap. 10329 13 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Toyota - Continued 

Toyota - Continued 

Land Cruiser - Continued 

Pickup - Continued 


Application 


Part 

Number 


PSI 


6-Cyl. 4.2 L- Continued 

1986-1985; OE Type Radiator Cap. 10229 13 

1986-1985; OE Equivalent Fuel Cap. 10806 

1986-1985; Oil Filler Cap. 10080 

1984-1983; Lev-R-Vent Radiator Cap. 10329 13 

1984-1983; OE Type Radiator Cap. 10229 13 

1984-1983; Regular Locking Fuel Cap. 10583 

1984-1983; Oil Filler Cap. 10080 

1982; Lev-R-Vent Radiator Cap. 10329 13 

1982; OE Type Radiator Cap. 10229 13 

1982; OE Equivalent Fuel Cap. 10806 

1982; Regular Locking Fuel Cap. 10583 

1982; Oil Filler Cap. 10080 

1981-1980; Lev-R-Vent Radiator Cap. 10329 13 

1981 -1980; OE Type Radiator Cap. 10229 13 

1981-1980; Regular Locking Fuel Cap. 10583 

1981-1980; Oil Filler Cap. 10080 

6-Cyl. 4.5 L 

1994; Lev-R-Vent Radiator Cap. ✓10327 13 

1994; OE Type Radiator Cap. 10227 13 

1994; OE Equivalent Fuel Cap. 10825 

1994; Regular Locking Fuel Cap. 10595 

1994; Oil Filler Cap. 10080 

1993; Lev-R-Vent Radiator Cap. ✓10327 13 

1993; OE Type Radiator Cap. 10227 13 

1993; OE Equivalent Fuel Cap. 10825 

1993; Regular Locking Fuel Cap. 10595 

1993; Oil Filler Cap. 10112 

Mark II 

6-Cyl. 137 

1972; Lev-R-Vent Radiator Cap. 10329 13 

1972; OE Type Radiator Cap. 10229 13 

1972; OE Equivalent Fuel Cap. 10806 

1972; Regular Locking Fuel Cap. 10583 

1972; Oil Filler Cap. 10083 

6-Cyl. 156 

1976-1973; Lev-R-Vent Radiator Cap. 10329 13 

1976-1973; OE Type Radiator Cap. 10229 13 

1976-1973; OE Equivalent Fuel Cap. 10806 

1976-1973; Oil Filler Cap. 10083 

MR2 

4-Cyl. 1.6 L 

1989; Lev-R-Vent Radiator Cap. ✓10327 13 

1989; OE Type Radiator Cap. 10227 13 

1989; OE Equivalent Fuel Cap. 10825 

1989; Regular Locking Fuel Cap. 10595 

1989; Oil Filler Cap. 10080 

1988-1985; Lev-R-Vent Radiator Cap. ^10327 13 

1988-1985; OE Type Radiator Cap. 10227 13 

1988-1985; OE Equivalent Fuel Cap. 10817 

1988-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1985; Regular Locking Fuel Cap. 10591 

1988-1985; Pre-Vent Locking Fuel Cap. 10501 

1988-1985; Oil Filler Cap. 10080 

4-Cyl. 2.0 L; 4-Cyl. 2.2 L 

1994-1991; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1991 ;OE Type Radiator Cap. 10227 13 

1994-1991; OE Equivalent Fuel Cap. 10825 

1994-1991; Regular Locking Fuel Cap. 10595 

1994-1991; Oil Filler Cap. 10080 


Paseo 
4-Cyl. 1.5 L 

1994-1992; OE Type Radiator Cap. 10241 13 

1994-1992; OE Equivalent Fuel Cap. 10825 

1994-1992; Regular Locking Fuel Cap. 10595 

1994-1992; Oil Filler Cap. 10080 


Pickup 

4-Cy 1.113 

1971-1970; Lev-R-Vent Radiator Cap. 10329 13 


4-Cyl. 113 - Continued 

1971 -1970; OE Type Radiator Cap. 10229 13 

1971-1970; OE Equivalent Fuel Cap. 10806 

1971-1970; Regular Locking Fuel Cap. 10583 

1971-1970; Oil Filler Cap. 10083 

4-Cyl. 116 

19*0-1969; Lev-R-Vent Radiator Cap. 10329 13 

1970-1969; OE Type Radiator Cap. 10229 13 

4-Cyl. 120 

1974-1972; Lev-R-Vent Radiator Cap. 10329 13 

1974-1972; OE Type Radiator Cap. 10229 13 

1974-1972; OE Equivalent Fuel Cap. 10806 

1974-1972; Regular Locking Fuel Cap. 10583 

1974-1972; Oil Filler Cap. 10083 

4-Cyl. 134 

1979-1977; Lev-R-Vent Radiator Cap. 10329 13 

1979-1977; OE Type Radiator Cap. 10229 13 

1979-1977; OE Equivalent Fuel Cap. 10806 

1979-1977; Regular Locking Fuel Cap. 10583 

1979-1977; Oil Filler Cap. 10080 

1976-1975; Lev-R-Vent Radiator Cap. 10329 13 

1976-1975; OE Type Radiator Cap. 10229 13 

1976-1975; OE Equivalent Fuel Cap. 10806 

1976-1975; Regular Locking Fuel Cap. 10583 

1976-1975; Oil Filler Cap. 10083 

4-Cyl. 2.2 L 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 

1980; OE Equivalent Fuel Cap. 10806 

1980; Regular Locking Fuel Cap. 10583 

1980; Oil Filler Cap. 10080 

4-Cyl. 2.2 L Diesel 

1983-1981; Lev-R-Vent Radiator Cap. 10329 13 

1983-1981; OE Type Radiator Cap. 10229 13 

1983-1981; OE Equivalent Fuel Cap. 10806 

1983-1981; Regular Locking Fuel Cap. 10583 

1983-1981; Oil Filler Cap. 10088 

4-Cyl. 2.4 L 

1994-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1989; OE Type Radiator Cap. 10227 13 

1994-1989; OE Equivalent Fuel Cap. 10825 

1994-1989; Regular Locking Fuel Cap. 10595 

1994-1989; Oil Filler Cap. 10080 

1988-1986; Lev-R-Vent Radiator Cap. ^10327 13 

1988-1986; OE Type Radiator Cap. 10227 13 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10080 

1985-1984; Lev-R-Vent Radiator Cap. 10329 13 

1985-1984; OE Type Radiator Cap. 10229 13 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Oil Filler Cap. 10080 

1983-1981; Lev-R-Vent Radiator Cap. 10329 13 

1983-1981; OE Type Radiator Cap. 10229 13 

1983-1981; OE Equivalent Fuel Cap. 10806 

1983-1981; Regular Locking Fuel Cap. 10583 

1983-1981; Oil Filler Cap. 10080 

4-Cyl. 2.4 L Diesel 

1986; Lev-R-Vent Radiator Cap. ✓10327 13 

1986; OE Type Radiator Cap. 10227 13 

1986; OE Equivalent Fuel Cap. 10817 

1986; Diesel Regular Non-Locking Fuel Cap. 10830D 

1986; Regular Locking Fuel Cap. 10591 

1986; Diesel Regular Locking Fuel Cap. 10591D 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1986; Pre-Vent Locking Fuel Cap. 10501 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application Number PSI 

Application Humber PSI 

Toyota - Continued 

Toyota - Continued 

Pickup - Continued 

Supra ■ Continued 


4-Cvl. 2.4 L Diesel - Continued 

1986; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1986; Oil Filler Cap. 10088 

1985-1984; Lev-R-Vent Radiator Cap. 10329 13 

1985-1984; OE Type Radiator Cap. 10229 13 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Diesel Regular Locking Fuel Cap. 10591D 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1985-1984; Oil Filler Cap. 10080 

4-Cyl. 2.4 L Diesel (Canada) 

1987; OE Equivalent Fuel Cap. 10817 

1987; Diesel Regular Non-Locking Fuel Cap. 10830D 

1987; Regular Locking Fuel Cap. 10591 

1987; Diesel Regular Locking Fuel Cap. 10591D 

1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1987; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1987; Pre-Vent Locking Fuel Cap. 10501 

1987; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

V-630 L 

1994-1989; Lev-R-Vent Radiator Cap. 0327 13 

1994-1989; OE Type Radiator Cap. 10227 13 

1994-1989; OE Equivalent Fuel Cap. 10825 

1994-1989; Regular Locking Fuel Cap. 10595 

1994-1989; Oil Filler Cap. 10080 

1988; Lev-R-Vent Radiator Cap. ✓10327 13 

1988; OE Type Radiator Cap. 10227 13 

1988; OE Equivalent Fuel Cap. 10817 

1988; Pre-Vent Non-Locking Fuel Cap. 10819 

1988; Regular Locking Fuel Cap. 10591 

1988; Pre-Vent Locking Fuel Cap. 10501 

1988; Oil Filler Cap. 10080 


Previa 
4-Cyl. 2.4 L 

1994-1991; Lev-R-Vent Radiator Cap. ^10327 13 

1994-1991 ;OE Type Radiator Cap. 10227 13 

1994-1991; OE Equivalent Fuel Cap. 10825 

1994-1991; Regular Locking Fuel Cap. 10595 

1994-1991; Oil Filler Cap. 10112 

Starlet 
4-Cyl. 1.3 L 

1984-1983; Lev-R-Vent Radiator Cap. ^10327 13 

1984-1983; OE Type Radiator Cap. 10227 13 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Oil Filler Cap. 10080 

1982-1981; Lev-R-Vent Radiator Cap. 10329 13 

1982-1981; OE Type Radiator Cap. 10229 13 

1982-1981; OE Equivalent Fuel Cap. 10806 

1982-1981; Regular Locking Fuel Cap. 10583 

1982-1981; Oil Filler Cap. 10080 


Supra 

6-Cyl. 2.8 L 

1986; Lev-R-Vent Radiator Cap. ✓10327 13 

1986; OE Type Radiator Cap. 10227 13 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10080 

6-Cyl. 3.0 L 

1994; OE Type Radiator Cap. 10242 16 

1994; OE Equivalent Fuel Cap. 10825 

1994; Regular Locking Fuel Cap. 10595 


6-Cyl. 3.0 L- Continued 

1994; Oil Filler Cap. 10113 

1993; Lev-R-Vent Radiator Cap; Eng. Designation 7MGE. ✓10327 13 

1993; OE Type Radiator Cap; Eng. Designation 7MGE. 10227 13 

1993; OE Type Radiator Cap; Eng. Designation 7MGTE. 10241 13 

1993; OE Equivalent Fuel Cap. 10825 

1993; Regular Locking Fuel Cap. 10595 

1992-1990; Lev-R-Vent Radiator Cap; Eng. Designation 7MGE . ✓10327 13 

1992-1990; OE Type Radiator Cap; Eng. Designation 7MGE. 10227 13 

1992-1990; OE Type Radiator Cap; Eng. Designation 7MGTE ... 10241 13 

1992-1990; OE Equivalent Fuel Cap. 10825 

1992-1990; Regular Locking Fuel Cap. 10595 

1992-1990; Oil Filler Cap. 10080 

1989; Lev-R-Vent Radiator Cap. ✓10327 13 

1989; OE Type Radiator Cap. 10227 13 

1989; OE Equivalent Fuel Cap. 10825 

1989; Regular Locking Fuel Cap. 10595 

1989; Oil Filler Cap. 10080 

1988-1986; Lev-R-Vent Radiator Cap. ^10327 13 

1988-1986; OE Type Radiator Cap. 10227 13 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10080 

T100 

4-Cyl. 2.7 L 

1994; Lev-R-Vent Radiator Cap; W/Auto. Trans. ✓10327 13 

1994; OE Type Radiator Cap; W/Auto. Trans. 10227 13 

1994; OE Type Radiator Cap; W/Man. Trans. 10241 13 

1994; OE Equivalent Fuel Cap. 10825 

1994; Regular Locking Fuel Cap. 10595 

1994; Oil Filler Cap. 10080 

V-6 3.0 L 

1994-1993; OE Type Radiator Cap; W/Auto. Trans. 10241 13 

1994-1993; OE Type Radiator Cap; W/Man. Trans. 10227 13 

1994-1993; OE Equivalent Fuel Cap. 10825 

1994-1993; Regular Locking Fuel Cap. 10595 

1994-1993; Oil Filler Cap. 10080 


Tercel 
4-Cyl. 1.5 L 

1994-1991 ;OE Type Radiator Cap. 10241 13 

1994-1991; OE Equivalent Fuel Cap. 10825 

1994-1991; Regular Locking Fuel Cap. 10595 

1994-1991; Oil Filler Cap. 10112 

1990-1989; Lev-R-Vent Radiator Cap. ^10327 13 

1990-1989; OE Type Radiator Cap. 10227 13 

1990-1989; OE Equivalent Fuel Cap. 10825 

1990-1989; Regular Locking Fuel Cap. 10595 

1990-1989; Oil Filler Cap. 10112 

1988-1987; Lev-R-Vent Radiator Cap. ✓10327 13 

1988-1987; OE Type Radiator Cap. 10227 13 

1988-1987; OE Equivalent Fuel Cap. 10817 

1988-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1987; Regular Locking Fuel Cap. 10591 

1988-1987; Pre-Vent Locking Fuel Cap. 10501 

1988-1987; Oil Filler Cap; Eng. Designation 3AC. 10080 

1988-1987; Oil Filler Cap; Eng. Designation 3E. 10112 

1986-1983; Lev-R-Vent Radiator Cap. ^10327 13 

1986-1983; OE Type Radiator Cap. 10227 13 

1986-1983; OE Equivalent Fuel Cap. 10817 

1986-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1986-1983; Regular Locking Fuel Cap. 10591 

1986-1983; Pre-Vent Locking Fuel Cap. 10501 

1986-1983; Oil Filler Cap. 10080 

1982-1981; Lev-R-Vent Radiator Cap. 10329 13 

1982-1981; OE Type Radiator Cap. 10229 13 

1982-1981; OE Equivalent Fuel Cap. 10806 

1982-1981; Regular Locking Fuel Cap. 10583 

1982-1981; Oil Filler Cap. 10080 

1980; Lev-R-Vent Radiator Cap. 10329 13 

1980; OE Type Radiator Cap. 10229 13 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


iToyota - Continued 

Volkswagen - Continued 

Tercel - Continued 

Cabriolet - Continued 

4-Cyl. 1.5 L- Continued 

1980; OE Equivalent Fuel Cap. 10806 

4-Cyl. 1.8 L- Continued 

1989-1985; Regular Locking Fuel Cap. 10592 

1980; Oil Filler Cap. 10080 

1989-1985; Oil Filler Cap. 10079 

Van 

Corrado 


Application 


Part 

Number 


PSI 


4-Cyl. 2.0 L 

1985-1984; Lev-R-Vent Radiator Cap. ^10327 13 

1985-1984; OE Type Radiator Cap. 10227 13 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Oil Filler Cap. 10112 

4-Cvl. 2.2 L 

1989; Lev-R-Vent Radiator Cap. ✓10327 13 

1989; OE Type Radiator Cap. 10227 13 

1989; OE Equivalent Fuel Cap. 10825 

1989; Regular Locking Fuel Cap. 10595 

1989; Oil Filler Cap. 10112 

1988-1986; Lev-R-Vent Radiator Cap. ^10327 13 

1988-1986; OE Type Radiator Cap. 10227 13 

1988-1986; OE Equivalent Fuel Cap. 10817 

1988-1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1988-1986; Regular Locking Fuel Cap. 10591 

1988-1986; Pre-Vent Locking Fuel Cap. 10501 

1988-1986; Oil Filler Cap. 10112 



6-Cyl. 122 


1968-1967; Lev-R-Vent Radiator Cap. 10328 7 

1968-1967; OE Type Radiator Cap. 10228 7 

Spitfire 

4-Cyl. 1.5 L 

1980; OE Type Radiator Cap. 10229 13 

4-Cyl. 79 

1972-1971; OE Type Radiator Cap. 10228 7 

4-Cyl. 91 

1979-1976; OE Type Radiator Cap. 10229 13 

1975-1973; OE Type Radiator Cap. 10228 7 

TR4 

4-Cyl. 121; 4-Cyl. 130 

1964-1962; Lev-R-Vent Radiator Cap. 10308 4 

1964-1962; OE Type Radiator Cap. 10208 4 


Volkswagen 


Beetle 

4-Cyl. 92 


1969-1968; OE Equivalent Fuel Cap. 10725 

1969-1968; Regular Locking Fuel Cap. 10563 

4-Cyl. 97 

1979-1976; OE Equivalent Fuel Cap. 10724 

1979-1976; Oil Filler Cap. 10079 

1975; OE Equivalent Fuel Cap. 10724 

1974-1973; OE Equivalent Fuel Cap. 10724 

1974-1973; Oil Filler Cap. 10079 

1972-1971; OE Equivalent Fuel Cap. 10724 

1972-1971; Regular Locking Fuel Cap. 10584 

1972-1971; Oil Filler Cap. 10079 

1970; OE Equivalent Fuel Cap. 10725 

1970; Regular Locking Fuel Cap. 10563 


Cabriolet 

4-Cyl. 1.8 L 

1993-1990; OE Type Radiator Cap. 10225 20 

1993-1990; OE Equivalent Fuel Cap. 10811 

1993-1990; Regular Locking Fuel Cap. 10592 

1993-1990; Oil Filler Cap. 10079 

1989-1985; OE Type Radiator Cap. 10225 20 


4-Cyl. 1.8 L 

1992-1990; OE Type Radiator Cap. 10243 20 

1992-1990; OE Equivalent Fuel Cap. 10835 

1992-1990; Regular Locking Fuel Cap. 10505 

1992-1990; Oil Filler Cap. 10079 

V-6 2 8 L 

1994-1992; OE Type Radiator Cap. 10243 20 

1994-1992; OE Equivalent Fuel Cap. 10835 

1994-1992; Regular Locking Fuel Cap. 10505 

1994-1992; Oil Filler Cap. 10079 


Dasher 

4-Cyl. 1.5 L Diesel 

1980; OE Type Radiator Cap. 10225 20 

1980; OE Equivalent Fuel Cap. 10724 

1980; Regular Locking Fuel Cap. 10584 

1980; Oil Filler Cap. 10079 

4-Cyl. 1.6 L 

1980; OE Type Radiator Cap. 10225 20 

1980; OE Equivalent Fuel Cap. 10724 

1980; Regular Locking Fuel Cap. 10584 

1980; Oil Filler Cap. 10079 

4-Cyl. 1.6 L Diesel 

1981; OE Type Radiator Cap. 10225 20 

1981; OE Equivalent Fuel Cap. 10724 

1981; Regular Locking Fuel Cap. 10584 

1981; Oil Filler Cap. 10079 

4-Cyl. 90 

1975-1974; OE Type Radiator Cap. 10229 13 

1975-1974; Oil Filler Cap. 10079 

4-Cyl. 90 Diesel 

1979; OE Type Radiator Cap. 10229 13 

1979; OE Equivalent Fuel Cap. 10724 

1979; Regular Locking Fuel Cap. 10584 

1979; Oil Filler Cap. 10079 

4-Cyl. 97 

1979-1976; OE Type Radiator Cap. 10229 13 

1979-1976; OE Equivalent Fuel Cap. 10724 

1979-1976; Regular Locking Fuel Cap. 10584 

1979-1976; Oil Filler Cap. 10079 


Eurovan 

5-Cyl. 2.5 L 

1994-1993; OE Type Radiator Cap. 10243 20 


Fastback 

4-Cyl. 97 

1972-1969; OE Equivalent Fuel Cap. 10725 

1972-1969; Regular Locking Fuel Cap. 10563 

4-Cyl. 98 

1968; OE Equivalent Fuel Cap. 10725 

1968; Regular Locking Fuel Cap. 10563 

Fox 

4-Cyl. 1.8 L 

1993-1987; OE Type Radiator Cap. 10225 20 

1993-1987; OE Equivalent Fuel Cap. 10817 

1993-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1987; Regular Locking Fuel Cap. 10591 

1993-1987; Pre-Vent Locking Fuel Cap. 10501 

1993-1987; Oil Filler Cap. 10079 

Golf 

4-Cyl. 1.6 L Diesel 

1987-1985; OE Type Radiator Cap. 10225 20 

1987-1985; OE Equivalent Fuel Cap. 10835 

1987-1985; Regular Locking Fuel Cap. 10505 


✓ Check Hood Clearance prior to installing this Cap. 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Volvo - Continued 

Volvo - Continued 

240 - Continued 

260 - Continued 


Application 


Part 

Number 


PSI 


4-Cyl. 130 - Continued 

1978; Regular Locking Fuel Cap. 10591 

1978; Pre-Vent Locking Fuel Cap. 10501 

1978; Oil Filler Cap. 10129 

1977-1976; OE Type Radiator Cap. 10245 11 

4-Cyl. 2.1 L 

1985-1980; OE Type Radiator Cap. 10245 11 

1985-1980; OE Equivalent Fuel Cap. 10817 

1985-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1980; Regular Locking Fuel Cap. 10591 

1985-1980; Pre-Vent Locking Fuel Cap. 10501 

1985-1980; Oil Filler Cap. 10142 

4-Cyl. 2.3 L 

1993-1985; OE Type Radiator Cap. 10245 11 

1993-1985; OE Equivalent Fuel Cap. 10817 

1993-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1993-1985; Regular Locking Fuel Cap. 10591 

1993-1985; Pre-Vent Locking Fuel Cap. 10501 

1993-1985; Oil Filler Cap. 10129 

1984-1983; OE Type Radiator Cap. 10245 11 

1984-1983; OE Equivalent Fuel Cap. 10817 

1984-1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1983; Regular Locking Fuel Cap. 10591 

1984-1983; Pre-Vent Locking Fuel Cap. 10501 

1984-1983; Oil Filler Cap. 10142 

6-Cyl. 2.4 L Diesel 

1985; OE Type Radiator Cap. 10244 22 

1984-1982; OE Type Radiator Cap. 10244 22 

1984-1982; OE Equivalent Fuel Cap. 10817 

1984-1982; Diesel Regular Non-Locking Fuel Cap. 10830D 

1984-1982; Regular Locking Fuel Cap. 10591 

1984-1982; Diesel Regular Locking Fuel Cap. 10591D 

1984-1982; Pre-Vent Non-Locking Fuel Cap. 10819 

1984-1982; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984-1982; Pre-Vent Locking Fuel Cap. 10501 

1984-1982; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984-1982; Oil Filler Cap. 10079 

1981 -1980; OE Type Radiator Cap. 10244 22 

1981-1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Oil Filler Cap. 10079 

260 

4-Cyl. 2.1 L 

1981; OE Type Radiator Cap. 10245 11 

1981; OE Equivalent Fuel Cap. 10817 

1981; Pre-Vent Non-Locking Fuel Cap. 10819 

1981; Regular Locking Fuel Cap. 10591 

1981; Pre-Vent Locking Fuel Cap. 10501 

1981; Oil Filler Cap. 10142 

1980; OE Type Radiator Cap. 10245 11 

1980; OE Equivalent Fuel Cap. 10817 

1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1980; Regular Locking Fuel Cap. 10591 

1980; Pre-Vent Locking Fuel Cap. 10501 

6-Cyl. 2.4 L Diesel 

1981 -1980; OE Type Radiator Cap. 10244 22 

1981 -1980; OE Equivalent Fuel Cap. 10817 

1981-1980; Diesel Regular Non-Locking Fuel Cap. 10830D 

1981-1980; Regular Locking Fuel Cap. 10591 

1981-1980; Diesel Regular Locking Fuel Cap. 10591D 

1981-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1981-1980; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1981-1980; Pre-Vent Locking Fuel Cap. 10501 

1981-1980; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1981-1980; Oil Filler Cap. 10079 

V-6163 

1979-1978; OE Type Radiator Cap. 10245 11 

1979-1978; OE Equivalent Fuel Cap. 10817 

1979-1978; Pre-Vent Non-Locking Fuel Cap. 10819 


V-6 163 - Continued 

1979-1978; Regular Locking Fuel Cap. 10591 

1979-1978; Pre-Vent Locking Fuel Cap. 10501 

1976; OE Type Radiator Cap. 10245 11 

V-6 2 8 L 

1982-1980; OE Type Radiator Cap. 10245 11 

1982-1980; OE Equivalent Fuel Cap. 10817 

1982-1980; Pre-Vent Non-Locking Fuel Cap. 10819 

1982-1980; Regular Locking Fuel Cap. 10591 

1982-1980; Pre-Vent Locking Fuel Cap. 10501 

740 

4-Cyl. 2.3 L 

1992-1985; OE Type Radiator Cap. 10244 22 

1992-1985; OE Equivalent Fuel Cap. 10817 

1992-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1992-1985; Regular Locking Fuel Cap. 10591 

1992-1985; Pre-Vent Locking Fuel Cap. 10501 

1992-1985; Oil Filler Cap. 10129 

6-Cyl. 2.4 L Diesel 

1986; OE Type Radiator Cap. 10244 22 

1986; OE Equivalent Fuel Cap. 10817 

1986; Diesel Regular Non-Locking Fuel Cap. 10830D 

1986; Regular Locking Fuel Cap. 10591 

1986; Diesel Regular Locking Fuel Cap. 10591D 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1986; Oil Filler Cap. 10079 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

760 

4-Cyl. 2.3 L 

1990-1987; OE Type Radiator Cap. 10244 22 

1990-1987; OE Equivalent Fuel Cap. 10817 

1990-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1987; Regular Locking Fuel Cap. 10591 

1990-1987; Pre-Vent Locking Fuel Cap. 10501 

1990-1987; Oil Filler Cap. 10129 

1986; OE Type Radiator Cap. 10244 22 

1986; OE Equivalent Fuel Cap. 10817 

1986; Pre-Vent Non-Locking Fuel Cap. 10819 

1986; Regular Locking Fuel Cap. 10591 

1986; Pre-Vent Locking Fuel Cap. 10501 

1986; Oil Filler Cap. 10079 

1985-1984; OE Type Radiator Cap. 10244 22 

1985-1984; OE Equivalent Fuel Cap. 10817 

1985-1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1985-1984; Regular Locking Fuel Cap. 10591 

1985-1984; Pre-Vent Locking Fuel Cap. 10501 

1985-1984; Oil Filler Cap. 10129 

6-Cyl. 2.4 L Diesel 

1985; OE Type Radiator Cap. 10244 22 

1985; OE Equivalent Fuel Cap. 10817 

1985; Diesel Regular Non-Locking Fuel Cap. 10830D 

1985; Regular Locking Fuel Cap. 10591 

1985; Diesel Regular Locking Fuel Cap. 10591D 

1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1985; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1985; Pre-Vent Locking Fuel Cap. 10501 

1985; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1985; Oil Filler Cap. 10079 

1984; OE Type Radiator Cap. 10245 11 

1984; OE Equivalent Fuel Cap. 10817 

1984; Diesel Regular Non-Locking Fuel Cap. 10830D 
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Caps for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


PSI 


Volvo - Continued 

Volvo - Continued 

760 - Continued 

850 - Continued 


Application 


Part 

Number 


PSI 


6-Cvl. 2.4 L Diesel - Continued 

1984; Regular Locking Fuel Cap. 10591 

1984; Diesel Regular Locking Fuel Cap. 10591D 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1984; Pre-Vent Locking Fuel Cap. 10501 

1984; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1984; Oil Filler Cap. 10079 

1983; OE Type Radiator Cap. 10244 22 

1983; OE Equivalent Fuel Cap. 10817 

1983; Diesel Regular Non-Locking Fuel Cap. 10830D 

1983; Regular Locking Fuel Cap. 10591 

1983; Diesel Regular Locking Fuel Cap. 10591D 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Diesel Pre-Vent Non-Locking Fuel Cap. 10819D 

1983; Pre-Vent Locking Fuel Cap. 10501 

1983; Diesel Only Pre-Vent Locking Fuel Cap. 10501D 

1983; Oil Filler Cap. 10079 

V-6 2.8 L 

1990; OE Type Radiator Cap. 10244 22 

1990; OE Equivalent Fuel Cap. 10817 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1990; Oil Filler Cap. 10129 

1989-1985; OE Type Radiator Cap. 10244 22 

1989-1985; OE Equivalent Fuel Cap. 10817 

1989-1985; Pre-Vent Non-Locking Fuel Cap. 10819 

1989-1985; Regular Locking Fuel Cap. 10591 

1989- 1985; Pre-Vent Locking Fuel Cap. 10501 

1984; OE Type Radiator Cap. 10245 11 

1984; OE Equivalent Fuel Cap. 10817 

1984; Pre-Vent Non-Locking Fuel Cap. 10819 

1984; Regular Locking Fuel Cap. 10591 

1984; Pre-Vent Locking Fuel Cap. 10501 

1983; OE Type Radiator Cap. 10244 22 

1983; OE Equivalent Fuel Cap. 10817 

1983; Pre-Vent Non-Locking Fuel Cap. 10819 

1983; Regular Locking Fuel Cap. 10591 

1983; Pre-Vent Locking Fuel Cap. 10501 

780 

4- Cyl. 2.3 L 

1991; OE Type Radiator Cap. 10244 22 

1990; OE Type Radiator Cap. 10244 22 

1990; OE Equivalent Fuel Cap. 10817 

1990; Pre-Vent Non-Locking Fuel Cap. 10819 

1990; Regular Locking Fuel Cap. 10591 

1990; Pre-Vent Locking Fuel Cap. 10501 

1989; OE Type Radiator Cap. 10244 22 

1989; OE Equivalent Fuel Cap. 10817 

1989; Pre-Vent Non-Locking Fuel Cap. 10819 

1989; Regular Locking Fuel Cap. 10591 

1989; Pre-Vent Locking Fuel Cap. 10501 

1989; Oil Filler Cap. 10129 

V-6 2 8 L 

1990- 1987; OE Type Radiator Cap. 10244 22 

1990-1987; OE Equivalent Fuel Cap. 10817 

1990-1987; Pre-Vent Non-Locking Fuel Cap. 10819 

1990-1987; Regular Locking Fuel Cap. 10591 

1990-1987; Pre-Vent Locking Fuel Cap. 10501 

850 

5- Cyl. 2.3 L 

1994; OE Type Radiator Cap. 10244 22 

1994; OE Equivalent Fuel Cap. 10817 

1994; Pre-Vent Non-Locking Fuel Cap. 10819 

1994; Regular Locking Fuel Cap. 10591 

1994; Pre-Vent Locking Fuel Cap. 10501 

1994; Oil Filler Cap. 10129 

5-Cyl. 2.4 L 

1994-1993; OE Type Radiator Cap. 10244 22 

1994-1993; OE Equivalent Fuel Cap. 10817 


5- Cyl. 2.4 L- Continued 

1994-1993; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1993; Regular Locking Fuel Cap. 10591 

1994-1993; Pre-Vent Locking Fuel Cap. 10501 

1994-1993; Oil Filler Cap. 10129 

940 

4-Cyl. 2.3 L 

1994-1991; OE Type Radiator Cap. 10244 22 

1994-1991; OE Equivalent Fuel Cap. 10817 

1994-1991; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1991; Regular Locking Fuel Cap. 10591 

1994-1991; Pre-Vent Locking Fuel Cap. 10501 

1994-1991; Oil Filler Cap. 10129 

960 

6- Cyl. 2.9 L 

1994-1992; OE Type Radiator Cap. 10244 22 

1994-1992; OE Equivalent Fuel Cap. 10817 

1994-1992; Pre-Vent Non-Locking Fuel Cap. 10819 

1994-1992; Regular Locking Fuel Cap. 10591 

1994-1992; Pre-Vent Locking Fuel Cap. 10501 

1994-1992; Oil Filler Cap. 10129 

1800 

4-Cyl. 121 

1970; Lev-R-Vent Radiator Cap. 10329 13 

1970; OE Type Radiator Cap. 10229 13 

1970; Regular Locking Fuel Cap. 10572 


Willys 


Ace 


6-Cyl. 226 

1955; Lev-R-Vent Radiator Cap. 10308 4 

1955; OE Type Radiator Cap. 10208 4 


Aero 

6-Cyl. 161 

1954; Lev-R-Vent Radiator Cap. 10308 4 

1954; OE Type Radiator Cap. 10208 4 

1953-1952; Lev-R-Vent Radiator Cap. 10328 7 

1953-1952; OE Type Radiator Cap. 10228 7 

6-Cyl. 226 

1954; Lev-R-Vent Radiator Cap. 10308 4 

1954; OE Type Radiator Cap. 10208 4 


Bermuda; Custom 
6-Cyl. 161; 6-Cyl. 226 

1955; Lev-R-Venf Radiator Cap. 10308 4 

1955; OE Type Radiator Cap. 10208 4 
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Thermostats for Passenger Cars and 
Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 

P°F 


Acura 

Acura - Continued 

Integra 

Vigor 


Application 


Part 

Number 


Tem 

P°F 


4-Cvl. 1.6 L 

1989-1986; Premium Thermostat. 4-45878 180 

-0-45879 195 

0-45877 170 

1989-1986; OE Type Thermostat. 413878 180 

0-13879 195 

1989-1986; Thermostat Seal. 25276 

1989-1986; Thermostat Seal (1 Pack). 27276 

4-Cyl. 1.7 L 

1993-1992; OE Exact Thermostat. 448158 180 

1993-1992; Premium Thermostat. 445878 180 

0-45879 195 
0-45877 170 

1993-1992; OE Type Thermostat. 413878 180 

0-13879 195 

1993-1992; Thermostat Seal. 25276 

1993- 1992; Thermostat Seal (1 Pack). 27276 

4-Cyl. 1.8 L 

1994- 1991; OE Exact Thermostat. 448158 180 

1994-1991; Premium Thermostat. 445878 180 

0-45879 195 
0-45877 170 

1994-1991 ;OE Type Thermostat. 413878 180 

0-13879 195 

1994-1991; Thermostat Seal. 25276 

1994-1991; Thermostat Seal (1 Pack). 27276 

1990; Premium Thermostat. 445878 180 

0-45879 195 
0-45877 170 

1990; OE Type Thermostat. 413878 180 

0-13879 195 

1990; Thermostat Seal. 25276 

1990; Thermostat Seal (1 Pack). 27276 


Legend 

V-6 2.5 L 

1987-1986; OE Type Thermostat. 414047 170 

0-14048 180 

1987-1986; Thermostat Seal. 25276 

1987-1986; Thermostat Seal (1 Pack). 27276 

V-6 2.7 L 

1990-1987; OE Type Thermostat. 414047 170 

0-14048 180 

1990-1987; Thermostat Seal. 25276 

1990-1987; Thermostat Seal (1 Pack). 27276 

V-6 3.2 L 

1994-1993; OE Exact Thermostat. 448227 170 

1994-1993; OE Type Thermostat. 414127 170 

0-14128 180 

1994-1993; Thermostat Seal. 25283 

1994-1993; Thermostat Seal (1 Pack). 27283 

1992-1991; OE Exact Thermostat. 448227 170 

1992-1991 ;OE Type Thermostat. 414128 180 

0-14127 170 

1992-1991; Thermostat Seal. 25283 

1992-1991; Thermostat Seal (1 Pack). 27283 

NSX 
V-6 3.0 L 

1994-1991; OE Exact Thermostat. 448227 170 

1994-1991 ;OE Type Thermostat. 414127 170 

0-14128 180 

1994-1991; Thermostat Seal. 25283 

1994-1991; Thermostat Seal (1 Pack). 27283 


5-Cyl. 2.5 L 

1994; OE Type Thermostat. 414128 180 

0-14127 170 

1994; Thermostat Seal. 25283 

1994; Thermostat Seal (1 Pack). 27283 

1993; OE Type Thermostat. 414127 170 

0-14128 180 

1993; Thermostat Seal. 25283 

1993; Thermostat Seal (1 Pack). 27283 

1992; OE Type Thermostat. 414128 180 

0-14127 170 

1992; Thermostat Seal. 25283 

1992; Thermostat Seal (1 Pack). 27283 



4-Cyl. 121 


1962-1961; Premium Thermostat. 445358 180 

0-45359 195 
0-45356 160 

1962-1961 ;OE Type Thermostat. 413358 180 

0-13352 205 
0-13359 195 
0-13356 160 

1962-1961; Economy Thermostat. 413008 180 

0-13009 195 
0-13006 160 

1962-1961; Thermostat Gasket. 25138 

1962-1961; Thermostat Gasket (1 Pack). 27138 

Alfetta 

4-Cyl. 120 

1977-1975; Premium Thermostat. 445378 180 

-045379 195 

1977-1975; OE Type Thermostat. 413378 180 

0-13379 195 
0-13376 160 

1977-1975; Thermostat Gasket. 25138 

1977-1975; Thermostat Gasket (1 Pack). 27138 

1977-1975; Thermostat Seal. 25269 

1977-1975; Thermostat Seal (1 Pack). 27269 

Beriina 

4-Cyl. 109 

1971-1969; Premium Thermostat. 445358 180 

0-45359 195 
0-45356 160 

1971-1969; OE Type Thermostat. 413358 180 

0-13352 205 
0-13359 195 
0-13356 160 

1971-1969; Economy Thermostat. 413008 180 

0-13009 195 
0-13006 160 

1971-1969; Thermostat Gasket. 25138 

1971-1969; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 120 

1974-1972; Premium Thermostat. 445358 180 

0-45359 195 
0-45356 160 

1974-1972; OE Type Thermostat. 413358 180 

0-13352 205 
0-13359 195 
0-13356 160 


4 OE Temperature. O- Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Alfa Romeo - Continued 

Alfa Romeo - Continued 

Berlina - Continued 

Spider Veloce - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 120 - Continued 

1974-1972; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1974-1972; Thermostat Gasket. 25138 

1974-1972; Thermostat Gasket (1 Pack). 27138 


Duetto 

4-Cvl. 96 

1968-1967; Premium Thermostat. 4-45358 180 

❖45359 195 
❖45356 160 

1968-1967; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1968-1967; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1968-1967; Thermostat Gasket. 25138 

1968-1967; Thermostat Gasket (1 Pack). 27138 

Giulia 

4-Cyl. 96 

1968-1962; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1968-1962; OE Type Thermostat. 4-13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1968-1962; Economy Thermostat. 4-13008 180 

❖13009 195 
❖13006 160 

1968-1962; Thermostat Gasket. 25138 

1968-1962; Thermostat Gasket (1 Pack). 27138 

Giulietta 

4-Cyl. 79 

1963-1961; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1963-1961; OE Type Thermostat. 4-13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1963-1961; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1963-1961; Thermostat Gasket. 25138 

1963-1961; Thermostat Gasket (1 Pack). 27138 

GTV-6 

V-6 2.5 L 

1982-1981; Premium Thermostat. 4-45358 180 

❖45359 195 
❖45356 160 

1982-1981; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1982-1981; Economy Thermostat. 4-13008 180 

❖13009 195 
❖13006 160 

1982-1981; Thermostat Gasket. 25138 

1982-1981; Thermostat Gasket (1 Pack). 27138 


Spider Veloce 
4-Cyl. 109 

1971-1969; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 


4-Cyl. 109 - Continued 

1971 -1969; OE Type Thermostat. 4-1 3358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1971-1969; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1971-1969; Thermostat Gasket. 25138 

1971-1969; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 120 

1976-1972; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1976-1972; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1976-1972; Economy Thermostat. 4-13008 180 

❖13009 195 
❖13006 160 

1976-1972; Thermostat Gasket. 25138 

1976-1972; Thermostat Gasket (1 Pack). 27138 

Sport 

4-Cyl. 120 

1979-1978; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1979-1978; OE Type Thermostat. 4-13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1979-1978; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1979-1978; Thermostat Gasket. 25138 

1979-1978; Thermostat Gasket (1 Pack). 27138 


AM General 


Hummer 

V-8 6.2 L Diesel 

1993-1992; OE Type Thermostat. 414039 195 

1993-1992; Thermostat Gasket. 25140 

1993-1992; Thermostat Gasket (1 Pack). 27140 

V-8 6.5 L Diesel 

1994; OE Type Thermostat. 414429 190 

1994; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 


American Motors 


Ambassador 

6-Cyl. 232 

1970-1968; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1970-1968; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970-1968; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1970-1968; Thermostat Gasket. 25160 

1970-1968; Thermostat Gasket (1 Pack). 27160 

1967-1966; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1967-1966; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 


4 OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


American Motors - Continued 

American Motors - Continued 

Ambassador - Continued 

Ambassador - Continued 


Application 


Part Tem 
Number p °F 


6-Cvl. 232 - Continued 

1967-1966; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

6-Cvl. 258 

1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1971; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1971; Thermostat Gasket. 25160 

1971; Thermostat Gasket (1 Pack). 27160 

V-8 287 

1966; Premium Thermostat. +45479 195 

❖45478 180 

1966; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1966; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1966; Thermostat Gasket. ©25140 

1966; Thermostat Gasket (1 Pack). ©27140 

V-8 290 

1969-1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969-1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969-1967; Thermostat Gasket. 25148 

1969-1967; Thermostat Gasket (1 Pack). 27148 

V-8 304 

1974-1971; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1974-1971; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1974-1971; Thermostat Gasket. 25148 

1974-1971; Thermostat Gasket (1 Pack). 27148 

1970; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1970; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket. 25148 

1970; Thermostat Gasket (1 Pack). 27148 

V-8 327 

1966; Premium Thermostat. +45478 180 

❖45479 195 

1966; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1966; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1966; Thermostat Gasket. ©25140 


V-8 327 - Continued 

1966; Thermostat Gasket (1 Pack). ©27140 

V-8 343 

1969-1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969-1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969-1967; Thermostat Gasket. 25148 

1969- 1967; Thermostat Gasket (1 Pack). 27148 

V-8 360 

1974-1971; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1974-1971; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1974-1971; Thermostat Gasket. 25148 

1974-1971; Thermostat Gasket (1 Pack). 27148 

1970; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1970; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket. 25148 

1970; Thermostat Gasket (1 Pack). 27148 

V-8 390 

1970- 1968; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1970-1968; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970-1968; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1970-1968; Thermostat Gasket. 25148 

1970-1968; Thermostat Gasket (1 Pack). 27148 

V-8 401 

1974-1971; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1974-1971 ;OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1974-1971; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1974-1971; Thermostat Gasket. 25148 

1974-1971; Thermostat Gasket (1 Pack). 27148 


American 

6-Cyl. 199; 6-Cyl. 232 

1968; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1968; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


♦ OE Temperature. 
©Two Required. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

American Motors - Continued 

American Motors - Continued 

American - Continued 

AMX - Continued 

6-Cyl. 199; 6-Cyl. 232 - Continued 



V-8 290 



1968; Economy Thermostat. 

♦ 13009 

195 

1969-1968; Premium Thermostat. 

♦45359 

195 


013008 

180 


❖45358 

180 


013006 

160 


❖45356 

160 

1968; Thermostat Gasket. 

25160 


1969-1968; OE Type Thermostat. 

♦13359 

195 

1968; Thermostat Gasket (1 Pack). 

27160 



❖13352 

205 

1967-1966; Premium Thermostat. 

... 045359 

195 


❖13358 

180 


045358 

180 


❖13356 

160 


045356 

160 

1969-1968; Economy Thermostat. 

.... 013009 

195 

1967-1966; OE Type Thermostat. 

♦ 13359 

195 


❖13008 

180 


013352 

205 


❖13006 

160 


013358 

180 

1969-1968; Thermostat Gasket. 

25148 



013356 

160 

1969-1968; Thermostat Gasket (1 Pack). 

27148 


1967-1966; Economy Thermostat. 

.... 013009 

195 

V-8 304 




013008 

180 

1979-1978; Premium Thermostat. 

... 045359 

195 


013006 

160 


❖45358 

180 

V-8 290 




❖45356 

160 

1968-1966; Premium Thermostat. 

♦45359 

195 

1979-1978; Economy Thermostat. 

.... 013009 

195 


045358 

180 


❖13008 

180 


045356 

160 


❖13006 

160 

1968-1966; OE Type Thermostat. 

♦ 13359 

195 

1979-1978; Thermostat Gasket. 

25148 



013352 

205 

1979-1978; Thermostat Gasket (1 Pack). 

27148 



013358 

180 

1974-1972; Premium Thermostat. 

... 045359 

195 


013356 

160 


❖45358 

180 

1968-1966; Economy Thermostat. 

.... 013009 

195 


❖45356 

160 


013008 

180 

1974-1972; Economy Thermostat. 

.... 013009 

195 


013006 

160 


❖13008 

180 

1968-1966; Thermostat Gasket. 

25148 



❖13006 

160 

1968-1966; Thermostat Gasket (1 Pack). 

27148 


1974-1972; Thermostat Gasket. 

25148 


V-8 343 



1974-1972; Thermostat Gasket (1 Pack). 

27148 


1967; Premium Thermostat. 

♦45359 

195 

V-8 343 




045358 

180 

1969-1968; Premium Thermostat. 

... 045359 

195 


045356 

160 


❖45358 

180 

1967; OE Type Thermostat. 

.... 013359 

195 


❖45356 

160 


013352 

205 

1969-1968; OE Type Thermostat. 

♦ 13359 

195 


013358 

180 


❖13352 

205 


013356 

160 


❖13358 

180 

1967; Economy Thermostat. 

.... 013009 

195 


❖13356 

160 


013008 

180 

1969-1968; Economy Thermostat. 

.... 013009 

195 


013006 

160 


❖13008 

180 

1967; Thermostat Gasket. 

25148 



❖13006 

160 

1967; Thermostat Gasket (1 Pack). 

27148 


1969-1968; Thermostat Gasket. 

25148 


AMX 



1969-1968; Thermostat Gasket (1 Pack). 

27148 


6-Cyl. 258 



V-8 360 

1974-1971; Premium Thermostat. 

045359 

195 

1979-1978; Premium Thermostat. 

... 045359 

195 


❖45358 

180 


045358 

180 


❖45356 

160 


045356 

160 

1974-1971; Economy Thermostat. 

.... 013009 

195 

1979-1978; OE Type Thermostat. 

♦ 13359 

195 


❖13008 

180 


013352 

205 


❖13006 

160 


013358 

180 

1974-1971; Thermostat Gasket. 

25148 



013356 

160 

1974-1971; Thermostat Gasket (1 Pack). 

27148 


1979-1978; Economy Thermostat. 

.... 013009 

195 

1970; Premium Thermostat. 

♦45359 

195 


013008 

180 


❖45358 

180 


013006 

160 


❖45356 

160 

1979-1978; Thermostat Gasket. 

25160 


1970; OE Type Thermostat. 

.... 013359 

195 

1979-1978; Thermostat Gasket (1 Pack). 

27160 



❖13352 

205 

6-Cvl. 4.2 L 




❖13358 

180 

1980; Premium Thermostat. 

♦45359 

195 


❖13356 

160 


045358 

180 

1970; Economy Thermostat. 

.... 013009 

195 


045356 

160 


❖13008 

180 

1980; OE Type Thermostat. 

.... 013359 

195 


❖13006 

160 


013352 

205 

1970; Thermostat Gasket. 

25148 



013358 

180 

1970; Thermostat Gasket (1 Pack). 

27148 



013356 

160 

V-8 390 



1980; Economy Thermostat. 

.... 013009 

195 

1970-1968; Premium Thermostat. 

... 045359 

195 


013008 

180 


❖45358 

180 


013006 

160 


❖45356 

160 

1980; Thermostat Gasket. 

25160 


OF Tvnp ThprmnQtst 


195 

1980; Thermostat Gasket (1 Pack). 

27160 


1 31 V 1 3UO, Wl 1 y[Jc 1 1 Icl 11 lUoldl . 

_ T 1 JJJ<7 

❖13352 

205 





❖13358 

180 





❖13356 

160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


American Motors - Continued 

American Motors - Continued 

AMX- Continued 

Concord - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 390 - Continued 

1970-1968; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1970-1968; Thermostat Gasket. 25148 

1970-1968; Thermostat Gasket (1 Pack). 27148 

V-8 401 

1974-1971; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1974-1971 ;OE Type Thermostat. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1974-1971; Economy Thermostat. >13008 180 

❖13009 195 
❖13006 160 

1974-1971; Thermostat Gasket. 25148 

1974-1971; Thermostat Gasket (1 Pack). 27148 


Concord 

4-Cyl. 121 

1978; Premium Thermostat. >45379 195 

❖45378 180 

1978; OE Type Thermostat. >13379 195 

❖13378 180 
❖13376 160 

1978; Thermostat Seal. 25269 

1978; Thermostat Seal (1 Pack). 27269 

4-Cyl. 2.5 L 

1982-1980; Premium Thermostat. >45399 195 

❖45398 180 

1982-1980; OE Type Thermostat. >13399 195 

❖13398 180 

1982-1980; Thermostat Gasket. 25138 

1982- 1980; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 232 

1979-1978; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1979-1978; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1978; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979-1978; Thermostat Gasket. 25160 

1979-1978; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 258 

1979-1978; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1979-1978; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1978; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979-1978; Thermostat Gasket. 25160 

1979-1978; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 4.2 L 

1983- 1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1983-1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


6-Cyl. 4.2 L- Continued 

1983-1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1983-1980; Thermostat Gasket. 25160 

1983-1980; Thermostat Gasket (1 Pack). 27160 

V-8 304 

1979-1978; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1979-1978; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979-1978; Thermostat Gasket. 25148 

1979-1978; Thermostat Gasket (1 Pack). 27148 

Eagle 

4-Cyl. 2.5 L 

1984; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1984; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1984; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1984; Thermostat Gasket. 25160 

1984; Thermostat Gasket (1 Pack). 27160 

1983-1981; Premium Thermostat. >45399 195 

❖45398 180 

1983-1981; OE Type Thermostat. >13399 195 

❖13398 180 

1983-1981; Thermostat Gasket. 25138 

1983-1981; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 4.2 L 

1988-1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1988-1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1988-1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1988-1980; Thermostat Gasket. 25160 

1988-1980; Thermostat Gasket (1 Pack). 27160 


Gremlin 
4-Cyl. 121 

1978-1977; Premium Thermostat. >45379 195 

❖45378 180 

1978-1977; OE Type Thermostat. >13379 195 

❖13378 180 
❖13376 160 

1978-1977; Thermostat Seal. 25269 

1978-1977; Thermostat Seal (1 Pack). 27269 

6-Cyl. 199 

1970; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1970; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1 970; Thermostat Gasket. 25160 

1970; Thermostat Gasket (1 Pack). 27160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


American Motors - Continued 

American Motors - Continued 

Gremlin - Continued 

Hornet - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 232 

1978-1970; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1978-1970; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1978-1970; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1978-1970; Thermostat Gasket. 25160 

1978-1970; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 258 

1978-1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1978-1971 ;OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1978-1971; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1978-1971; Thermostat Gasket. 25160 

1978-1971; Thermostat Gasket (1 Pack). 27160 

V-8 304 

1976-1972; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1976-1972; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1976-1972; Thermostat Gasket. 25148 

1976-1972; Thermostat Gasket (1 Pack). 27148 


Hornet 

6-Cyl. 199 

1970; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1970; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket. 25160 

1970; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 232 

1977-1970; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1977-1970; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977-1970; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1977-1970; Thermostat Gasket. 25160 

1977-1970; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 258 

1977-1971; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1977-1971 ;OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


6-Cyl. 258 - Continued 

1977-1971; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1977-1971; Thermostat Gasket. 25160 

1977-1971; Thermostat Gasket (1 Pack). 27160 

V-8 304 

1977-1971; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1977-1971; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1977-1971; Thermostat Gasket. 25148 

1977-1971; Thermostat Gasket (1 Pack). 27148 

1970; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1970; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket. 25148 

1970; Thermostat Gasket (1 Pack). 27148 

V-8 360 

1974-1971; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1974-1971; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1974-1971; Thermostat Gasket. 25148 

1974-1971; Thermostat Gasket (1 Pack). 27148 


Javelin 
6-Cyl. 232 

1974-1968; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1974-1968; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1974-1968; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1974-1968; Thermostat Gasket. 25160 

1974-1968; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 258 

1974-1971; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1974-1971 ;OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1974-1971; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1974-1971; Thermostat Gasket. 25160 

1974-1971; Thermostat Gasket (1 Pack). 27160 

V-8 290 

1969-1968; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1969-1968; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

American Motors - Continued 

American Motors - Continued 

Javelin - Continued 

Javelin - Continued 

V-8 290 - Continued 



V-8 390 - Continued 



1969-1968; Economy Thermostat. 

♦ 13009 

195 

1970-1968; Thermostat Gasket (1 Pack). 

27148 



013008 

180 

V-8 401 




❖13006 

160 

1974-1971; Premium Thermostat. 

... ♦45358 

180 

1969-1968; Thermostat Gasket. 

25148 



>45359 

195 

1969-1968; Thermostat Gasket (1 Pack). 

27148 



❖45356 

160 

V-8 304 



1974-1971; OEType Thermostat. 

♦ 13358 

180 

1974-1971; Premium Thermostat. 

... ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13359 

195 


❖45356 

160 


❖13356 

160 

1974-1971; Economy Thermostat. 

.... ♦13009 

195 

1974-1971; Economy Thermostat. 

.... ♦13008 

180 


❖13008 

180 


❖13009 

195 


❖ 13006 

160 


❖13006 

160 

1974-1971; Thermostat Gasket. 

25148 


1974-1971; Thermostat Gasket. 

25148 


1974-1971; Thermostat Gasket (1 Pack). 

27148 


1974-1971; Thermostat Gasket (1 Pack). 

27148 


1970; Premium Thermostat. 

>45359 

>45358 

195 

ISO 

Marlin 


❖45356 

160 

6-Cvl. 232 



1970; OE Type Thermostat. 

.... ♦isssg 

195 

1967-1966; Premium Thermostat. 

... ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1967-1966; OE Type Thermostat. 

♦13359 

195 

1970; Economy Thermostat. 

.... ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1970; Thermostat Gasket. 

25148 


1967-1966; Economy Thermostat. 

.... ♦13009 

195 

1970; Thermostat Gasket (1 Pack). 

27148 



❖13008 

180 

V-8 343 




❖13006 

160 

1969-1968; Premium Thermostat. 

... ♦45359 

195 

V-8 287 




❖45358 

180 

1966; Premium Thermostat. 

♦45479 

195 


❖45356 

160 


❖45478 

180 

1969-1968; OE Type Thermostat. 

♦ 13359 

195 

1966; OE Type Thermostat. 

.... ♦13479 

195 


❖13352 

205 


❖13478 

180 


❖13358 

180 


❖13476 

160 


❖13356 

160 

1966; Economy Thermostat. 

.... ♦13079 

195 

1969-1968; Economy Thermostat. 

.... ♦13009 

195 


❖13078 

180 


❖ 13008 

180 


❖13076 

160 


❖ 13006 

160 

1966; Thermostat Gasket. 

... ©25140 


1969-1968; Thermostat Gasket. 

25148 


1966; Thermostat Gasket (1 Pack). 

.... ©27140 


1969-1968; Thermostat Gasket (1 Pack). 

27148 


V-8 290 



V-8 360 



1967; Premium Thermostat. 

♦45359 

195 

1974-1971; Premium Thermostat. 

... ♦45359 

195 


❖45358 

180 


❖45358 

180 


❖45356 

160 


❖45356 

160 

1967; OE Type Thermostat. 

.... ♦isssg 

195 

1974-1971; Economy Thermostat. 

.... ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1974-1971; Thermostat Gasket. 

25148 


1967; Economy Thermostat. 

.... ♦13009 

195 

1974-1971; Thermostat Gasket (1 Pack). 

27148 



❖13008 

180 

1970; Premium Thermostat. 

♦45359 

195 


❖13006 

160 


❖45358 

180 

1967; Thermostat Gasket. 

25148 



❖45356 

160 

1967; Thermostat Gasket (1 Pack). 

27148 


1970; OE Type Thermostat. 

.... ♦msg 

195 

V-8 327 




❖13352 

205 

1966; Premium Thermostat. 

♦45478 

180 


❖13358 

180 


❖45479 

195 


❖13356 

160 

1966; OE Type Thermostat. 

.... ♦13478 

180 

1970; Economy Thermostat. 

.... ♦13009 

195 


❖13479 

195 


❖ 13008 

180 


❖13476 

160 


❖13006 

160 

1966; Economy Thermostat. 

.... ♦13078 

180 

1970; Thermostat Gasket. 

25148 



❖13079 

195 

1970; Thermostat Gasket (1 Pack). 

27148 



❖13076 

160 

V-8 390 



1966; Thermostat Gasket. 

... ©25140 


1970-1968; Premium Thermostat. 

♦45359 

195 

1966; Thermostat Gasket (1 Pack). 

.... ©27140 



❖45358 

180 

V-8 343 




❖45356 

160 

1967; Premium Thermostat. 

♦45359 

195 

1970-1968; OE Type Thermostat. 

♦13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1967; OE Type Thermostat. 

.... ♦msg 

195 


❖13356 

160 


❖13352 

205 

1970-1968; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 




1970-1968; Thermostat Gasket. 

25148 






♦ OE Temperature. 
©Two Required. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


American Motors - Continued 

American Motors - Continued 

Marlin - Continued 

Pacer 


Application 


Part 

Number 


Tem 
P °F 


V-8 343 - Continued 

1967; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1967; Thermostat Gasket. 25148 

1967; Thermostat Gasket (1 Pack). 27148 


Matador 

6-Cyl. 232 

1974-1971; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1974-1971 ;OE Type Thermostat. >13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1974-1971; Economy Thermostat. >13009 195 

♦13008 180 
♦13006 160 

1974-1971; Thermostat Gasket. 25160 

1974-1971; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 258 

1978-1971; Premium Thermostat. >45359 195 

♦45358 180 
♦45356 160 

1978-1971; OE Type Thermostat. >13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1978-1971; Economy Thermostat. >13009 195 

♦13008 180 
♦13006 160 

1978-1971; Thermostat Gasket. 25160 

1978-1971; Thermostat Gasket (1 Pack). 27160 

V-8 304 

1977-1971; Premium Thermostat. >45359 195 

♦45358 180 
♦45356 160 

1977-1971; Economy Thermostat. >13009 195 

♦13008 180 
♦13006 160 

1977-1971; Thermostat Gasket. 25148 

1977- 1971; Thermostat Gasket (1 Pack). 27148 

V-8 360 

1978- 1971; Premium Thermostat. >45359 195 

♦45358 180 
♦45356 160 

1978-1971; Economy Thermostat. >13009 195 

♦13008 180 
♦13006 160 

1978-1971; Thermostat Gasket. 25148 

1978-1971; Thermostat Gasket (1 Pack). 27148 

V-8 401 

1976-1972; Premium Thermostat. >45358 180 

♦45359 195 
♦45356 160 

1976-1972; OE Type Thermostat. >13358 180 

♦13352 205 
♦13359 195 
♦13356 160 

1976-1972; Economy Thermostat. >13008 180 

♦13009 195 
♦13006 160 

1976-1972; Thermostat Gasket. 25148 

1976-1972; Thermostat Gasket (1 Pack). 27148 

1971; Premium Thermostat. >45358 180 

♦45359 195 
♦45356 160 

1971; Economy Thermostat. >13008 180 

♦13009 195 
♦13006 160 

1971; Thermostat Gasket. 25148 

1971; Thermostat Gasket (1 Pack). 27148 


6-Cyl. 232 

1978-1975; Premium Thermostat. >45359 195 

♦45358 180 
♦45356 160 

1978-1975; OE Type Thermostat. >13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1978-1975; Economy Thermostat. >13009 195 

♦13008 180 
♦13006 160 

1978-1975; Thermostat Gasket. 25160 

1978- 1975; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 258 

1979- 1975; Premium Thermostat. >45359 195 

♦45358 180 
♦45356 160 

1979-1975; OE Type Thermostat. >13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1979-1975; Economy Thermostat. >13009 195 

♦13008 180 
♦13006 160 

1979-1975; Thermostat Gasket. 25160 

1979-1975; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 4.2 L 

1980; Premium Thermostat. >45359 195 

♦45358 180 
♦45356 160 

1980; OE Type Thermostat. >13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1980; Economy Thermostat. >13009 195 

♦13008 180 
♦13006 160 

1980; Thermostat Gasket. 25160 

1980; Thermostat Gasket (1 Pack). 27160 

V-8 304 

1979-1978; Premium Thermostat. >45359 195 

♦45358 180 
♦45356 160 

1979-1978; Economy Thermostat. >13009 195 

♦13008 180 
♦13006 160 

1979-1978; Thermostat Gasket. 25148 

1979-1978; Thermostat Gasket (1 Pack). 27148 

Rambler 

6-Cyl. 199; 6-Cyl. 232 

1969; Premium Thermostat. >45359 195 

♦45358 180 
♦45356 160 

1969; OE Type Thermostat. >13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1969; Economy Thermostat. >13009 195 

♦13008 180 
♦13006 160 

1969; Thermostat Gasket. 25160 

1969; Thermostat Gasket (1 Pack). 27160 

V-8 290; V-8 390 

1969; Premium Thermostat. >45359 195 

♦45358 180 
♦45356 160 

1969; OE Type Thermostat. >13359 195 

♦13352 205 
♦13358 180 
♦13356 160 


> OE Temperature. 


♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


American Motors - Continued 

American Motors - Continued 

Rambler - Continued 

Rebel - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 290; V-8 390 - Continued 

1969; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1969; Thermostat Gasket. 25148 

1969; Thermostat Gasket (1 Pack). 27148 


Rambler Classic 

6-Cvl. 199; 6-Cyl. 232 

1966; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1966; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1966; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

V-8 287; V-8 290 

1966; Premium Thermostat. ♦45479 195 

♦45478 180 

1966; OE Type Thermostat. ♦13479 195 

♦13478 180 
♦13476 160 

1966; Economy Thermostat. ^13079 195 

♦13078 180 
♦13076 160 

1966; Thermostat Gasket. ©25140 

1966; Thermostat Gasket (1 Pack). ©27140 

V-8 327 

1966; Premium Thermostat. ^45478 180 

♦45479 195 

1966; OE Type Thermostat. ♦13478 180 

♦13479 195 
♦13476 160 

1966; Economy Thermostat. ^13078 180 

♦13079 195 
♦13076 160 

1966; Thermostat Gasket. ©25140 

1966; Thermostat Gasket (1 Pack). © 27140 

Rebel 

6-Cyl. 232 

1970-1968; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1970-1968; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1970-1968; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1970-1968; Thermostat Gasket. 25160 

1970-1968; Thermostat Gasket (1 Pack). 27160 

1967; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1967; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1967; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

V-8 290 

1969-1967; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 


V-8 290 - Continued 

1969-1967; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1969-1967; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1969-1967; Thermostat Gasket. 25148 

1969-1967; Thermostat Gasket (1 Pack). 27148 

V-8 304 

1970; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1970; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1970; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1970; Thermostat Gasket. 25148 

1970; Thermostat Gasket (1 Pack). 27148 

V-8 343 

1969-1967; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1969-1967; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1969-1967; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1969-1967; Thermostat Gasket. 25148 

1969- 1967; Thermostat Gasket (1 Pack). 27148 

V-8 360 

1970; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1970; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1970; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1970; Thermostat Gasket. 25148 

1970; Thermostat Gasket (1 Pack). 27148 

V-8 390 

1970- 1969; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1970-1969; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1970-1969; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1970-1969; Thermostat Gasket. 25148 

1970-1969; Thermostat Gasket (1 Pack). 27148 


Spirit 

4-Cyl. 121 

1979; Premium Thermostat. ♦45379 195 

♦45378 180 

1979; OE Type Thermostat. ♦ISSTO 195 

♦13378 180 
♦13376 160 

1979; Thermostat Seal. 25269 

1979; Thermostat Seal (1 Pack). 27269 


♦ OE Temperature. 
©Two Required. 


♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


American Motors - Continued 

Asuna - Continued 

Spirit - Continued 

Sunfire - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 2.5 L 

1982-1980; Premium Thermostat. +45399 195 

❖45398 180 

1982-1980; OE Type Thermostat. +13399 195 

❖13398 180 

1982-1980; Thermostat Gasket. 25138 

1982- 1980; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 232 

1979; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25160 

1979; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 258 

1979; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25160 

1979; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 4.2 L 

1983- 1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1983-1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1983-1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1983-1980; Thermostat Gasket. 25160 

1983-1980; Thermostat Gasket (1 Pack). 27160 

V-8 304 

1979; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25148 

1979; Thermostat Gasket (1 Pack). 27148 



4-Cyl. 1.6 L (Canada) 

1993; Premium Thermostat. +45349 195 

❖45348 180 

1993; OE Type Thermostat. +13349 195 

❖13348 180 

1993; Thermostat Gasket. 25168 

1993; Thermostat Gasket (1 Pack). 27168 

1993; Thermostat Seal. 25272 

1993; Thermostat Seal (1 Pack). 27272 

Sunfire 

4-Cyl. 1.8 L (Canada) 

1993; Premium Thermostat. +45859 195 

❖45858 180 


4-Cyl. 1.8 L (Canada) - Continued 

1993; OE Type Thermostat. +13859 195 

❖13858 180 

1993; Thermostat Gasket. 25173 

1993; Thermostat Gasket (1 Pack). 27173 


Sunrunner 

4-Cyl. 1.6 L (Canada) 

1993; OE Exact Thermostat. +048028 180 

1993; OE Type Thermostat. +13958 180 

❖13959 195 

1993; Thermostat Gasket (1 Pack); Use either gasket or seal to 

match OE design. 27168 

1993; Thermostat Gasket; Use either gasket or seal to match 

OE design. 25168 

1993; Thermostat Seal (1 Pack); Use either gasket or seal to 

match OE design. 27281 

1993; Thermostat Seal; Use either gasket or seal to match OE 

design. 25281 

1992; OE Type Thermostat. +13959 195 

❖13958 180 

1992; Thermostat Gasket. 25168 

1992; Thermostat Gasket (1 Pack). 27168 



4-Cvl. 2.0 L 


1990-1988; Premium Thermostat. +45379 195 

❖45378 180 

1990-1988; OE Type Thermostat. +13379 195 

❖13378 180 
❖13376 160 

1990-1988; Thermostat Seal. 25269 

1990- 1988; Thermostat Seal (1 Pack). 27269 

5-Cyl. 2.3 L 

1992-1988; OE Type Thermostat. +13588 176 

1992-1988; Thermostat Seal. 25271 

1992-1988; Thermostat Seal (1 Pack). 27271 

90 

4- Cyl. 2.0 L 

1988; Premium Thermostat. +45379 195 

❖45378 180 

1988; OE Type Thermostat. +13379 195 

❖13378 180 
❖13376 160 

1988; Thermostat Seal. 25269 

1988; Thermostat Seal (1 Pack). 27269 

5- Cyl. 2.3 L 

1991- 1988; OE Type Thermostat. +13588 176 

1991-1988; Thermostat Seal. 25271 

1991-1988; Thermostat Seal (1 Pack). 27271 

V-6 2.8 L 

1994-1993; OE Exact Thermostat. +048049 189 

1994-1993; Thermostat Seal. 25271 

1994-1993; Thermostat Seal (1 Pack). 27271 

100 

4-Cyl. 107 

1971; Premium Thermostat. +45378 180 

❖45379 195 

1971; OE Type Thermostat. +13378 180 

❖13379 195 
❖13376 160 

1971; Thermostat Seal. 25269 

1971; Thermostat Seal (1 Pack). 27269 

4-Cyl. 114 

1977-1972; Premium Thermostat. +45378 180 

-045379 195 

1977-1972; OE Type Thermostat. +13378 180 

❖13379 195 
❖13376 160 


♦ OE Temperature. ❖ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Audi - Continued 

Audi - Continued 

100-Continued 

5000 - Continued 


Application 


Part 

Number 


Tem 
P °F 


4- Cyl. 114- Continued 

1977-1972; Thermostat Seal. 25269 

1977-1972; Thermostat Seal (1 Pack). 27269 

5- Cyl. 2.3 L 

1991-1989; OE Type Thermostat. ♦ 13588 176 

1991-1989; Thermostat Seal. 25271 

1991-1989; Thermostat Seal (1 Pack). 27271 

V-6 2.8 L 

1994-1992; OE Type Thermostat. ♦14099 190 

1994-1992; Thermostat Seal. 25271 

1994-1992; Thermostat Seal (1 Pack). 27271 

200 

5-Cyl. 2.2 L 

1991-1989; OE Type Thermostat. + 13588 176 

1991-1989; Thermostat Seal. 25271 

1991-1989; Thermostat Seal (1 Pack). 27271 

4000 

4-Cyl. 1.6 L 

1980; Premium Thermostat. ♦45379 195 

❖45378 180 

1980; OE Type Thermostat. +13379 195 

❖13378 180 
❖13376 160 

1980; Thermostat Seal. 25269 

1980; Thermostat Seal (1 Pack). 27269 

4-Cyl. 1.6 L Diesel 

1983-1982; Premium Thermostat. +45378 180 

-045379 195 

1983-1982; OE Type Thermostat. +13378 180 

❖13379 195 
❖13376 160 

1983-1982; Thermostat Seal. 25269 

1983-1982; Thermostat Seal (1 Pack). 27269 

4-Cyl. 1.7 L 

1983-1981; Premium Thermostat. +45379 195 

❖45378 180 

1983-1981; OE Type Thermostat. +13379 195 

❖13378 180 
❖13376 160 

1983-1981; Thermostat Seal. 25269 

1983-1981; Thermostat Seal (1 Pack). 27269 

4- Cyl. 1.8 L 

1987-1986; OE Exact Thermostat. +48499 190 

1987-1986; OE Type Thermostat. +13879 195 

1987-1986; Thermostat Seal. 25271 

1987-1986; Thermostat Seal (1 Pack). 27271 

1985; OE Exact Thermostat. +48499 190 

1985; OE Type Thermostat. +13879 195 

1985; Thermostat Seal. 25269 

1985; Thermostat Seal (1 Pack). 27269 

1984; OE Exact Thermostat. +48499 190 

1984; Premium Thermostat. +45379 195 

❖45378 180 

1984; OE Type Thermostat. +13379 195 

❖13378 180 
❖13376 160 

1984; Thermostat Seal. 25269 

1984; Thermostat Seal (1 Pack). 27269 

5- Cyl. 2.2 L 

1987-1980; OE Type Thermostat. +13588 176 

1987-1980; Thermostat Seal. 25271 

1987-1980; Thermostat Seal (1 Pack). 27271 

5000 

5-Cyl. 121 Diesel 

1979; OE Type Thermostat. +13588 176 

1979; Thermostat Seal. 25271 

1979; Thermostat Seal (1 Pack). 27271 

5-Cyl. 131 

1979-1978; OE Type Thermostat. +13588 176 


5-Cyl. 131 - Continued 

1979-1978; Thermostat Seal. 25271 

1979-1978; Thermostat Seal (1 Pack). 27271 

5-Cyl. 2.0 L Diesel 

1983-1980; OE Type Thermostat. +13588 176 

1983-1980; Thermostat Seal. 25271 

1983-1980; Thermostat Seal (1 Pack). 27271 

5-Cyl. 2.2 L 

1988-1980; OE Type Thermostat. +13588 176 

1988-1980; Thermostat Seal. 25271 

1988-1980; Thermostat Seal (1 Pack). 27271 

5-Cyl. 2.3 L 

1988-1987; OE Type Thermostat. +13588 176 

1988-1987; Thermostat Seal. 25271 

1988-1987; Thermostat Seal (1 Pack). 27271 


Cabriolet 
V-6 2.8 L 

1994; OE Exact Thermostat. +048049 189 

1994; Thermostat Seal. 25271 

1994; Thermostat Seal (1 Pack). 27271 


Coupe 
5-Cyl. 2.2 L 

1987-1981 ;OE Type Thermostat. +13588 176 

1987-1981; Thermostat Seal. 25271 

1987-1981; Thermostat Seal (1 Pack). 27271 


Coupe Quattro 

5-Cyl. 2.3 L 

1991 -1990; OE Type Thermostat. +13588 176 

1991-1990; Thermostat Seal. 25271 

1991-1990; Thermostat Seal (1 Pack). 27271 

Fox 

4-Cyl. 90 

1974-1973; Premium Thermostat. +45378 180 

^45379 195 

1974-1973; OE Type Thermostat. +13378 180 

❖13379 195 
❖13376 160 

1974-1973; Thermostat Seal. 25269 

1974-1973; Thermostat Seal (1 Pack). 27269 

4- Cyl. 97 

1979-1975; Premium Thermostat. +45379 195 

❖45378 180 

1979-1975; OE Type Thermostat. +13379 195 

❖13378 180 
❖13376 160 

1979-1975; Thermostat Seal. 25269 

1979-1975; Thermostat Seal (1 Pack). 27269 

Quattro 

5- Cyl. 2.2 L 

1985-1983; OE Type Thermostat. +13588 176 

1985-1983; Thermostat Seal. 25271 

1985-1983; Thermostat Seal (1 Pack). 27271 

S4 

5-Cyl. 2.2 L 

1994-1992; OE Type Thermostat. +13588 176 

1994-1992; Thermostat Seal. 25271 

1994-1992; Thermostat Seal (1 Pack). 27271 

Super 90 

4-Cyl. 107 

1972-1971; Premium Thermostat. +45378 180 

^>45379 195 

1972-1971; OE Type Thermostat. +13378 180 

❖13379 195 
❖13376 160 

1972-1971; Thermostat Seal. 25269 

1972-1971; Thermostat Seal (1 Pack). 27269 


♦ OE Temperature. 
O Seal Included. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Audi - Continued 

Austin - Continued 

V8 Quattro 

America 


Application 


Part 

Number 


Tem 
P °F 


V-8 3.6 L 

1991-1990; OE Exact Thermostat. ♦048049 189 

1991-1990; Thermostat Seal. 25271 

1991-1990; Thermostat Seal (1 Pack). 27271 

V-8 4.2 L 

1994-1992; OE Exact Thermostat. ♦048049 189 

1994-1992; Thermostat Seal. 25271 

1994-1992; Thermostat Seal (1 Pack). 27271 



4-Cvl. 58 

1961-1960; Premium Thermostat. ♦45358 180 

045359 195 
045356 160 

1961-1960; OE Type Thermostat. ♦ISSSS 180 

♦13352 205 
♦13359 195 
♦13356 160 

1961-1960; Economy Thermostat. ♦13008 180 

♦13009 195 
♦13006 160 

1961-1960; Thermostat Gasket. 25173 

1961-1960; Thermostat Gasket (1 Pack). 27173 

A55 Cambridge 

4-Cvl. 91 

1961-1960; Premium Thermostat. ♦45358 180 

♦45359 195 
♦45356 160 

1961-1960; OE Type Thermostat. ♦ISSSS 180 

♦13352 205 
♦13359 195 
♦13356 160 

1961-1960; Economy Thermostat. ^13008 180 

♦13009 195 
♦13006 160 

1961-1960; Thermostat Gasket. 25173 

1961-1960; Thermostat Gasket (1 Pack). 27173 

A60 Cambridge 

4-Cvl. 99 

1964-1962; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1964-1962; OE Type Thermostat. ^13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1964-1962; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1964-1962; Thermostat Gasket. 25173 

1964-1962; Thermostat Gasket (1 Pack). 27173 

A99 

6-Cvl. 178 

1961-1960; Premium Thermostat. ♦45358 180 

♦45359 195 
♦45356 160 

1961-1960; OE Type Thermostat. ♦ISSSS 180 

♦13352 205 
♦13359 195 
♦13356 160 

1961-1960; Economy Thermostat. ^13008 180 

♦13009 195 
♦13006 160 

1961-1960; Thermostat Gasket. 25173 

1961-1960; Thermostat Gasket (1 Pack). 27173 


4-Cyl. 78 

1970-1968; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1970-1968; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1970-1968; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1970-1968; Thermostat Gasket. 25173 

1970-1968; Thermostat Gasket (1 Pack). 27173 


Mini 
4-Cyl. 52 

1966-1962; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1966-1962; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1966-1962; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1966-1962; Thermostat Gasket. 25173 

1966-1962; Thermostat Gasket (1 Pack). 27173 

1961-1960; Premium Thermostat. ♦45358 180 

♦45359 195 
♦45356 160 

1961-1960; OE Type Thermostat. ♦ISSSS 180 

♦13352 205 
♦13359 195 
♦13356 160 

1961-1960; Economy Thermostat. ^13008 180 

♦13009 195 
♦13006 160 

1961-1960; Thermostat Gasket. 25173 

1961-1960; Thermostat Gasket (1 Pack). 27173 


Mini Cooper 

4-Cyl. 59 

1964; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1964; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1964; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1964; Thermostat Gasket. 25173 

1964; Thermostat Gasket (1 Pack). 27173 

4-Cyl. 61 

1964-1962; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1964-1962; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1964-1962; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1964-1962; Thermostat Gasket. 25173 

1964-1962; Thermostat Gasket (1 Pack). 27173 

4-Cyl. 65; 4-Cyl. 78 

1964; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 


♦ OE Temperature. O Seal Included. 

♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application Number p™ 

Application Number p™ 

Austin - Continued 

Austin-Healey 

Mini Cooper - Continued 

100 

4-Cyl. 65; 4-Cvl. 78 - Continued 

1964; OE Type Thermostat. >13359 195 

4-Cy 1.162 

1956-1953; Premium Thermostat. >45358 180 

❖13352 205 
❖13358 180 
❖13356 160 

1964; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1964; Thermostat Gasket. 25173 

❖45359 195 
❖45356 160 

1956-1953; OE Type Thermostat. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1956-1953; Economy Thermostat. >13008 180 

1964; Thermostat Gasket (1 Pack). 27173 

❖13009 195 
❖13006 160 

Mini CooperS 

4-Cyl. 78 

1967-1965; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1967-1965; OE Type Thermostat. >13359 195 

1956-1953; Thermostat Gasket (1 Pack). 27173 

100-6 

6-Cyl. 161 

1959-1956; Premium Thermostat. >45358 180 

❖13352 205 
❖13358 180 
❖13356 160 

1967-1965; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1967-1965; Thermostat Gasket. 25173 

❖45359 195 
❖45356 160 

1959-1956; OE Type Thermostat. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1959-1956; Economy Thermostat. >13008 180 

1967-1965; Thermostat Gasket (1 Pack). 27173 

❖ 13009 195 
❖13006 160 

Mini Moke 

4-Cyl. 52 

1966; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1966; OE Type Thermostat. >13359 195 

1959-1956; Thermostat Gasket (1 Pack). 27173 

3000 

6-Cyl. 178 

1967-1962; Premium Thermostat. >45359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1966; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1966; Thermostat Gasket. 25173 

❖45358 180 
❖45356 160 

1967-1962; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967-1962; Economy Thermostat. >13009 195 

1966; Thermostat Gasket (1 Pack). 27173 

❖13008 180 
❖13006 160 

1967-1962'Thermostat Gasket 25173 

Princess 

6-Cyl. 238 

1964; Premium Thermostat. >45359 195 

1967-1962; Thermostat Gasket (1 Pack). 27173 

1961-1959; Premium Thermostat. >45358 180 

❖45358 180 
❖45356 160 

1964; OE Type Thermostat. >13359 195 

❖45359 195 
❖45356 160 

1961-1959; OE Type Thermostat. >13358 180 

❖13352 205 
❖13358 180 
❖13356 160 

1964; Economy Thermostat. >13009 195 

❖13352 205 
❖13359 195 
❖13356 160 

1961-1959; Economy Thermostat. >13008 180 

❖13008 180 
❖13006 160 

1964; Thermostat Gasket. 25173 

❖13009 195 
❖13006 160 

1961-1959' Thermostat Gasket 25173 

1964; Thermostat Gasket (1 Pack). 27173 

1961-1959; Thermostat Gasket (1 Pack). 27173 

Sprite 

Sprite 

4-Cyl. 78 

19/0-1968; Premium Thermostat. >45359 195 

4-Cyl. 58 

1963-1962; Premium Thermostat. ■♦•45359 195 

❖45358 180 
❖45356 160 

1970-1968; OE Type Thermostat. >13359 195 

❖45358 180 
❖45356 160 

1963-1962'OE Type Thermostat >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970-1968; Economy Thermostat. >13009 195 

❖13352 205 
❖13358 180 
❖13356 160 

1963-1962'Economy Thermostat >13009 195 

❖13008 180 
❖13006 160 

1970-1968; Thermostat Gasket. 25173 

❖13008 180 
❖13006 160 

1963-1962'Thermostat Gasket 25173 

1970-1968; Thermostat Gasket (1 Pack). 27173 

1963-1962; Thermostat Gasket (1 Pack). 27173 

1961-1958; Premium Thermostat. >45358 180 

❖45359 195 
❖45356 160 


> OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. -0 Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application Number p™ 

Application Number p™ 

BMW - Continued 

BMW - Continued 

528E - Continued 

635CSI - Continued 

6-Cyl. 2.7 L- Continued 

1988-1986; Thermostat Seal. 25271 

6-Cyl. 3.5 L- Continued 

1985; Thermostat Seal 1 Pack). 27271 

1988-1986; Thermostat Seal (1 Pack). 27271 

7331 

1985-1982; Thermostat Seal. 25271 

1985-1982' Thermostat Seal (1 Pack) 27271 

6-Cyl. 196 

1979-1978; OE Type Thermostat. 413558 180 


1979-1978; Thermostat Seal. 25271 

1979-1978; Thermostat Seal (1 Pack). 27271 

5281 

6-Cvl. 170 

1979; OE Type Thermostat. 4-13558 180 

1979; Thermostat Seal. 25271 

1979; Thermostat Seal (1 Pack). 27271 

6-Cyl. 2.8 L 

6-Cyl. 3.2 L 

1984-1980; OE Type Thermostat. 413558 180 

1984-1980; Thermostat Seal. 25271 

1984-1980; Thermostat Seal (1 Pack). 27271 

7351 

1981-1980; Thermostat Seal. 25271 

1981-1980; Thermostat Seal (1 Pack). 27271 

6-Cyl. 3.5 L 

1992-1985; OE Exact Thermostat. 4048038 176 

5301 

1992-1985; OE Type Thermostat. 413588 176 

1992-1985; Thermostat Seal. 25271 

6-Cyl. 182 

1978-1975; OE Type Thermostat. 413558 180 

1978-1975‘ Thermostat Seal 25271 

1992-1985; Thermostat Seal (1 Pack). 27271 

735IL 

1978-1975; Thermostat Seal (1 Pack). 27271 

V-8 3.0 L 

1994; OE Type Thermostat. 414188 180 

6-Cyl. 3.5 L 

1992-1988; OE Exact Thermostat. 4048038 176 

1992-1988; OE Type Thermostat. 413588 176 

1992-1988; Thermostat Seal. 25271 

1992-1988; Thermostat Seal (1 Pack). 27271 

5331 

6-Cyl. 3.2 L 

1984-1983; OE Type Thermostat. 413558 180 

1984-1983; Thermostat Seal. 25271 

1984-1983' Thermostat Seal (1 Pack) 27271 

7401; 740IL 

V-8 4.0 L 

1994-1993; OE Type Thermostat. 414188 180 


750IL 

5351 

6-Cvl. 3.5 L 

1993-1985; OE Exact Thermostat. 4048038 176 

V-12 5.0 L 

1994-1988; OE Type Thermostat. 414188 180 

1993-1985; OE Type Thermostat. 413588 176 

1993-1985; Thermostat Seal. 25271 

1993-1985; Thermostat Seal (1 Pack). 27271 

840CI 

V-8 4.0 L 

1994; OE Type Thermostat. 414188 180 

535IS 

850CI 

6-Cyl. 3.5 L 

1988; OE Exact Thermostat. 4048038 176 

1988; OE Type Thermostat. 413588 176 

1988; Thermostat Seal. 25271 

1988; Thermostat Seal (1 Pack). 27271 

V-12 5.0 L 

1994-1993; OE Type Thermostat. 414188 180 

850CSI 

V-12 5.6 L 

1994; OE Type Thermostat. 414188 180 

5401 

V-8 4.0 L 

1994; OE Type Thermostat. 414188 180 

8501 

V-12 5.0 L 

1992-1991 ;OE Type Thermostat. 414188 180 

630CSI 

6-Cyl. 182 

1978-1977; OE Type Thermostat. 413558 180 

1978-1977; Thermostat Seal. 25271 

1978-1977; Thermostat Seal (1 Pack). 27271 

1600 

4-Cyl. 96 

1971-1966; OE Type Thermostat. 413578 180 

1800 

633CSI 

6-Cyl. 196 

1979-1978; OE Type Thermostat. 413558 180 

1979-1978; Thermostat Seal. 25271 

1979-1978; Thermostat Seal (1 Pack). 27271 

6-Cyl. 3.2 L 

1984-1980; OE Type Thermostat. 413558 180 

1984-1980; Thermostat Seal. 25271 

4-Cyl. 108 

1971-1966; OE Type Thermostat. 413578 180 

1802 

4-Cyl. 108 

1971; OE Type Thermostat. 413578 180 

2000 

1984-1980; Thermostat Seal (1 Pack). 27271 

4-Cyl. 121 

1972-1966; OE Type Thermostat. 413578 180 

635CSI 

6-Cyl. 3.5 L 

1989-1986; OE Exact Thermostat. 4048038 176 

1989-1986; OE Type Thermostat. 413588 176 

2000TI 

4-Cyl. 121 

19o8‘OE Type Thermostat +13578 180 

1989-1986; Thermostat Seal. 25271 

1989-1986; Thermostat Seal (1 Pack). 27271 


2000TII 

1985; OE Type Thermostat. 413558 180 

1985; Thermostat Seal. 25271 

4-Cyl. 121 

1972-1969'OE Type Thermostat 413578 180 




♦ OE Temperature. O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


BMW - Continued 

Bricklin 

2002 

Isvi 


Application 


Part 

Number 


Tem 
P °F 


4-Cvl. 121 

1 976-1968; OE Type Thermostat. 413578 1 80 

2002TI 

4-Cvl. 121 

1971-1969; OE Type Thermostat. 4-13578 180 

2002TII 

4-Cvl. 121 

1975-1971 ;OE Type Thermostat. 413578 180 

2500 
6-Cy 1.152 

1971; OE Type Thermostat. 413558 180 

1971; Thermostat Seal. 25271 

1971; Thermostat Seal (1 Pack). 27271 

2800 

6-Cyl. 170 

1974-1971 ;OE Type Thermostat. 413558 180 

1974-1971 ; Thermostat Seal. 25271 

1974-1971 ; Thermostat Seal (1 Pack). 27271 

2800CS 
6-Cyl. 170 

19*1; OE Type Thermostat. 413558 180 

1971; Thermostat Seal. 25271 

1971; Thermostat Seal (1 Pack). 27271 


Bavaria 

6-Cyl. 170 

1971; OE Type Thermostat. 413558 180 

1971; Thermostat Seal. 25271 

1971; Thermostat Seal (1 Pack). 27271 

6-Cyl. 182 

1974-1972; OE Type Thermostat. 413558 180 

1974-1972; Thermostat Seal. 25271 

1974-1972; Thermostat Seal (1 Pack). 27271 

L6 

6-Cyl. 3.5 L 

1987; OE Exact Thermostat. 4048038 176 

1987; OE Type Thermostat. 413588 176 

1987; Thermostat Seal. 25271 

1987; Thermostat Seal (1 Pack). 27271 

L7 

6-Cyl. 3.5 L 

1987-1986; OE Exact Thermostat. 4048038 176 

1987-1986; OE Type Thermostat. 413588 176 

1987-1986; Thermostat Seal. 25271 

1987-1986; Thermostat Seal (1 Pack). 27271 

M5 

6-Cyl. 3.5 L 

1988; OE Type Thermostat. 413588 176 

1988; Thermostat Seal. 25271 

1988; Thermostat Seal (1 Pack). 27271 

6-Cyl. 3.6 L 

1993-1991 ;OE Type Thermostat. 413588 176 

1993-1991; Thermostat Seal. 25271 

1993-1991; Thermostat Seal (1 Pack). 27271 

M6 

6-Cyl. 3.5 L 

1988; OE Type Thermostat. 413588 176 

1988; Thermostat Seal. 25271 

1988; Thermostat Seal (1 Pack). 27271 

1987; OE Exact Thermostat. 4048038 176 

1987; OE Type Thermostat. 413588 176 

1987; Thermostat Seal. 25271 

1987; Thermostat Seal (1 Pack). 27271 


V-8 351 

1975; Premium Thermostat. 445359 195 

445358 180 
445356 160 

1975; OE Type Thermostat. 413359 195 

413352 205 
413358 180 
413356 160 

1975; Economy Thermostat. 413009 195 

413008 180 
413006 160 

1975; Thermostat Gasket. 25150 

1975; Thermostat Gasket (1 Pack). 27150 

1974; Premium Thermostat. 445359 195 

445358 180 
445356 160 

1974; OE Type Thermostat. 413359 195 

413352 205 
413358 180 
413356 160 

1974; Economy Thermostat. 413009 195 

413008 180 
413006 160 

1974; Thermostat Gasket. 25148 

1974; Thermostat Gasket (1 Pack). 27148 



6-Cyl. 250 

1975-1974; Premium Thermostat. 445359 195 

445358 180 
445356 160 

1975-1974; OE Type Thermostat. 413359 195 

413352 205 
413358 180 
413356 160 

1975-1974; Economy Thermostat. 413009 195 

413008 180 
413006 160 

1975-1974; Thermostat Gasket. 25138 

1975-1974; Thermostat Gasket (1 Pack). 27138 

1973; Premium Thermostat. 445359 195 

445358 180 
445356 160 

1973; OE Type Thermostat. 413359 195 

413352 205 
413358 180 
413356 160 

1973; Economy Thermostat. 413009 195 

413008 180 
413006 160 

1973; Thermostat Gasket. 25132 

1973; Thermostat Gasket (1 Pack). 27132 

V-8 260 

1975; Premium Thermostat. 445359 195 

445358 180 
445356 160 

1975; OE Type Thermostat. 413359 195 

413352 205 
413358 180 
413356 160 

1975; Economy Thermostat. 413009 195 

413008 180 
413006 160 

1975; Thermostat Gasket. 25132 

1975; Thermostat Gasket (1 Pack). 27132 

V-8 350 

1975-1973; Premium Thermostat. 445359 195 

445358 180 
445356 160 


4 OE Temperature. O Seal Included. 

4 Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. 0 Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Buick - Continued 

Buick - Continued 

Century - Continued 

Century - Continued 


Application 


Part Tem 
Number p °F 


V-6 2.8 L 

1989-1987; Premium Thermostat. ♦045899 195 

1989-1987; OE Type Thermostat. ♦013899 195 

1986; Premium Thermostat. ♦45359 195 

045358 180 
045356 160 

1986; OE Type Thermostat. 013359 195 

013352 205 
013358 180 
013356 160 

1986; Economy Thermostat. ♦13009 195 

013008 180 
013006 160 

1986; Thermostat Gasket. 25138 

1986; Thermostat Gasket (1 Pack). 27138 

V-6 2.8 L (Canada) 

1985-1982; Premium Thermostat. 045359 195 

045358 180 
045356 160 

1985-1982; OE Type Thermostat. 013359 195 

013352 205 
013358 180 
013356 160 

1985-1982; Economy Thermostat. 013009 195 

013008 180 
013006 160 

1985-1982; Thermostat Gasket. 25138 

1985-1982; Thermostat Gasket (1 Pack). 27138 

V-6 231 

1979-1975; Premium Thermostat. 045359 195 

045358 180 
045356 160 

1979-1975; OE Type Thermostat. 013359 195 

013352 205 
013358 180 
013356 160 

1979-1975; Economy Thermostat. 013009 195 

013008 180 
013006 160 

1979-1975; Thermostat Gasket. 25132 

1979-1975; Thermostat Gasket (1 Pack). 27132 

V-6 3.0 L 

1985-1982; Premium Thermostat. 045359 195 

045358 180 
045356 160 

1985-1982; OE Type Thermostat. 013359 195 

013352 205 
013358 180 
013356 160 

1985-1982; Economy Thermostat. 013009 195 

013008 180 
013006 160 

1985-1982; Thermostat Gasket. 25132 

1985-1982; Thermostat Gasket (1 Pack). 27132 

V-6 3.1 L 

1994; Premium Thermostat. 0045899 195 

1994; OE Type Thermostat. 0013899 195 

V-6 3.3 L 

1993-1989; Premium Thermostat. 045849 195 

045848 180 

1993-1989; OE Type Thermostat. 013849 195 

013848 180 

1993-1989; Thermostat Gasket. 25193 

1993-1989; Thermostat Seal. 25273 

1993-1989; Thermostat Seal (1 Pack). 27273 

V-6 3.8 L 

1988; Premium Thermostat. 045849 195 

045848 180 

1988; OE Type Thermostat. 013849 195 

013848 180 

1988; Thermostat Gasket. 25167 

1988; Thermostat Gasket (1 Pack). 27167 


V-6 3.8 L - Continued 

1988; Thermostat Seal. 25273 

1988; Thermostat Seal (1 Pack). 27273 

1987-1986; Premium Thermostat. 045849 195 

045848 180 

1987-1986; OE Type Thermostat. 013849 195 

013848 180 

1987-1986; Thermostat Seal. 25273 

1987-1986; Thermostat Seal (1 Pack). 27273 

1985-1984; Premium Thermostat. 045359 195 

045358 180 
045356 160 

1985-1984; OE Type Thermostat. 013359 195 

013352 205 
013358 180 
013356 160 

1985-1984; Economy Thermostat. 013009 195 

013008 180 
013006 160 

1985-1984; Thermostat Gasket. 25132 

1985-1984; Thermostat Gasket (1 Pack). 27132 

1981-1980; Premium Thermostat. 045359 195 

045358 180 
045356 160 

1981-1980; OE Type Thermostat. 013359 195 

013352 205 
013358 180 
013356 160 

1981-1980; Economy Thermostat. Ol 3009 195 

013008 180 
013006 160 

1981-1980; Thermostat Gasket. 25132 

1981-1980; Thermostat Gasket (1 Pack). 27132 

V-6 4.3 L Diesel 

1985-1982; Premium Thermostat. 045358 180 

045359 195 
045356 160 

1985-1982; OE Type Thermostat. 013358 180 

013352 205 
013359 195 
013356 160 

1985-1982; Economy Thermostat. 013008 180 

013009 195 
013006 160 

1985-1982; Thermostat Gasket. 25148 

1985-1982; Thermostat Gasket (1 Pack). 27148 

V-8 301 

1979; Premium Thermostat. 045359 195 

045358 180 
045356 160 

1979; OE Type Thermostat. 013359 195 

013352 205 
013358 180 
013356 160 

1979; Economy Thermostat. 013009 195 

013008 180 
013006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

V-8 305 

1979-1977; Premium Thermostat. 045359 195 

045358 180 
045356 160 

1979-1977; OE Type Thermostat. 013359 195 

013352 205 
013358 180 
013356 160 

1979-1977; Economy Thermostat. 013009 195 

013008 180 
013006 160 

1979-1977; Thermostat Gasket. 25138 

1979-1977; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. O Seal Included. 

O Alternate Temperature. 


332 







































































Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Buick - Continued 

Buick - Continued 

Century - Continued 

Century - Continued 


Application 


Part Tem 
Number p °F 


V-8 322 

1956-1954; Premium Thermostat. ♦45478 180 

0-45479 195 

1956-1954; OE Type Thermostat. ♦13478 180 

0-13479 195 
0-13476 160 

1956-1954; Economy Thermostat. ♦13078 180 

0-13079 195 
0-13076 160 

1956-1954; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 350 

1979-1978; Premium Thermostat. ♦45359 195 

0-45358 180 
0-45356 160 

1979-1978; OE Type Thermostat. ^13359 195 

0-13352 205 
0-13358 180 
0-13356 160 

1979-1978; Economy Thermostat. ♦13009 195 

0-13008 180 
0-13006 160 

1979-1978; Thermostat Gasket. 25138 

1979-1978; Thermostat Gasket (1 Pack). 27138 

1977; Premium Thermostat. ♦45359 195 

0-45358 180 
0-45356 160 

1977; OE Type Thermostat. ♦ISSSO 195 

0-13352 205 
0-13358 180 
0-13356 160 

1977; Economy Thermostat. ♦13009 195 

0-13008 180 
0-13006 160 

1977; Thermostat Gasket (1 Pack); Eng. VIN H, J. 27132 

1977; Thermostat Gasket; Eng. VIN H, J. 25132 

1977; Thermostat Gasket (1 Pack); Eng. VIN L. 27138 

1977; Thermostat Gasket; Eng. VIN L. 25138 

1977; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1977; Thermostat Gasket; Eng. VIN R. 25148 

1976-1973; Premium Thermostat. ♦45359 195 

0-45358 180 
0-45356 160 

1976-1973; OE Type Thermostat. ♦I3359 195 

0-13352 205 
0-13358 180 
0-13356 160 

1976-1973; Economy Thermostat. ♦13009 195 

0-13008 180 
0-13006 160 

1976-1973; Thermostat Gasket. 25132 

1976-1973; Thermostat Gasket (1 Pack). 27132 

V-8 364 

1958-1957; Premium Thermostat. ^45478 180 

0-45479 195 

1958-1957; OE Type Thermostat. ♦13478 180 

0-13479 195 
0-13476 160 

1958-1957; Economy Thermostat. ♦13078 180 

0-13079 195 
0-13076 160 

1958-1957; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 4.3 L 

1981-1980; Premium Thermostat. ♦45359 195 

0-45358 180 
0-45356 160 

1981-1980; OE Type Thermostat. ♦ISSSO 195 

0-13352 205 
0-13358 180 
0-13356 160 


V-8 4.3 L - Continued 

1981-1980; Economy Thermostat. ^13009 195 

0-13008 180 
0-13006 160 

1981-1980; Thermostat Gasket. 25132 

1981-1980; Thermostat Gasket (1 Pack). 27132 

V-8 4.4 L (Canada) 

1981; Premium Thermostat. ♦45359 195 

0-45358 180 
0-45356 160 

1981; OE Type Thermostat. ♦ISSSO 195 

0-13352 205 
0-13358 180 
0-13356 160 

1981; Economy Thermostat. ♦13009 195 

0-13008 180 
0-13006 160 

1981; Thermostat Gasket. 25138 

1981; Thermostat Gasket (1 Pack). 27138 

V-8 4.9 L 

1980; Premium Thermostat. ♦45359 195 

0-45358 180 
0-45356 160 

1980; OE Type Thermostat. ♦ISSSO 195 

0-13352 205 
0-13358 180 
0-13356 160 

1980; Economy Thermostat. ♦13009 195 

0-13008 180 
0-13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

V-8 403 

1977; Premium Thermostat. ♦45359 195 

0-45358 180 
0-45356 160 

1977; OE Type Thermostat. ♦ISSSO 195 

0-13352 205 
0-13358 180 
0-13356 160 

1977; Economy Thermostat. ♦13009 195 

0-13008 180 
0-13006 160 

1977; Thermostat Gasket. 25148 

1977; Thermostat Gasket (1 Pack). 27148 

V-8 455 

1974-1973; Premium Thermostat. ♦45359 195 

0-45358 180 
0-45356 160 

1974-1973; OE Type Thermostat. ♦ 13359 195 

0-13352 205 
0-13358 180 
0-13356 160 

1974-1973; Economy Thermostat. ♦13009 195 

0-13008 180 
0-13006 160 

1974-1973; Thermostat Gasket. 25132 

1974-1973; Thermostat Gasket (1 Pack). 27132 

V-8 5.0 L 

1980; Premium Thermostat. ♦45359 195 

0-45358 180 
0-45356 160 

1980; OE Type Thermostat. ♦ISSSO 195 

0-13352 205 
0-13358 180 
0-13356 160 

1980; Economy Thermostat. ♦13009 195 

0-13008 180 
0-13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. O- Alternate Temperature. 


333 
































































Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Buick - Continued 

Buick - Continued 

Century - Continued 

Electra - Continued 


Application 


Part Tem 
Number p °F 


V-8 5.0 L (Canada) 

1981; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1981; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1981; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1981; Thermostat Gasket. 25138 

1981 ; Thermostat Gasket (1 Pack). 27138 

V-8 5.7 L Diesel 

1981; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1981; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1981; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1981 ; Thermostat Gasket. 25148 

1981 ; Thermostat Gasket (1 Pack). 27148 


Electra 

V-6 3.0 L 

1985; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1985; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1985; Thermostat Gasket. 25132 

1985; Thermostat Gasket (1 Pack). 27132 

V-6 3.8 L 

1990-1988; Premium Thermostat. +45849 195 

❖45848 180 

1990-1988; OE Type Thermostat. +13849 195 

❖13848 180 

1990-1988; Thermostat Seal. 25277 

1990-1988; Thermostat Seal (1 Pack). 27277 

1987; Premium Thermostat. +45849 195 

❖45848 180 

1987; OE Type Thermostat. +13849 195 

❖13848 180 

1987; Thermostat Seal. 25273 

1987; Thermostat Seal (1 Pack). 27273 

1986; Premium Thermostat. +45849 195 

❖45848 180 

1986; OE Type Thermostat. +13849 195 

❖13848 180 

1986; Thermostat Gasket. 25167 

1986; Thermostat Gasket (1 Pack). 27167 

1986; Thermostat Seal. 25273 

1986; Thermostat Seal (1 Pack). 27273 

1985; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1985; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1985; Thermostat Gasket. 25132 


V-6 3.8 L - Continued 

1985; Thermostat Gasket (1 Pack). 27132 

V-6 4.1 L 

1984-1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1984-1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1984-1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1984-1980; Thermostat Gasket. 25132 

1984-1980; Thermostat Gasket (1 Pack). 27132 

V-6 4.3 L Diesel 

1985; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1985; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1985; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1985; Thermostat Gasket. 25148 

1985; Thermostat Gasket (1 Pack). 27148 

V-8 350 

1979-1978; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1978; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1978; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1978; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1979-1978; Thermostat Gasket; Eng. VIN R. 25148 

1979-1978; Thermostat Gasket (1 Pack); Eng. VIN X. 27132 

1979-1978; Thermostat Gasket; Eng. VIN X. 25132 

1977; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1977; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1977; Thermostat Gasket (1 Pack); Eng. VIN H, J. 27132 

1977; Thermostat Gasket; Eng. VIN H, J. 25132 

1977; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1977; Thermostat Gasket; Eng. VIN R. 25148 

V-8 4.9 L 

1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Buick - Continued 

Buick - Continued 

Electra - Continued 

Electra - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 401 


1966-1959; Premium Thermostat. 


>45478 

180 



>45479 

195 

1966-1959; OE Type Thermostat. 


>13478 

180 



>13479 

195 



>13476 

160 

1966-1959; Economy Thermostat. 


>13078 

180 



>13079 

195 



>13076 

160 

1966-1959; Thermostat Gasket (1 Pack); 3 1/4” 

x 3 1/2" Gasket 



Material. 


27103 


V-8 403 




1979-1977; Premium Thermostat. 


>45359 

195 



>45358 

180 



>45356 

160 

1979-1977; OE Type Thermostat. 


>13359 

195 



>13352 

205 



>13358 

180 



>13356 

160 

1979-1977; Economy Thermostat. 


>13009 

195 



>13008 

180 



>13006 

160 

1979-1977; Thermostat Gasket. 


25148 


1979-1977; Thermostat Gasket (1 Pack). 


27148 


V-8 425 




1966-1964; Premium Thermostat. 


>45478 

180 



>45479 

195 

1966-1964; OE Type Thermostat. 


>13478 

180 



>13479 

195 



>13476 

160 

1966-1964; Economy Thermostat. 


>13078 

180 



>13079 

195 



>13076 

160 

1966-1964; Thermostat Gasket (1 Pack); 3 1/4" 

x 3 1/2" Gasket 



Material. 


27103 


V-8 430 




1969-1967; Premium Thermostat. 


>45359 

195 



>45358 

180 



>45356 

160 

1969-1967; OE Type Thermostat. 


>13359 

195 



>13352 

205 



>13358 

180 



>13356 

160 

1969-1967; Economy Thermostat. 


>13009 

195 



>13008 

180 



>13006 

160 

1969-1967; Thermostat Gasket. 


25132 


1969-1967; Thermostat Gasket (1 Pack). 


27132 


V-8 455 




1976-1970; Premium Thermostat. 


>45359 

195 



>45358 

180 



>45356 

160 

1976-1970; OE Type Thermostat. 


>13359 

195 



>13352 

205 



>13358 

180 



>13356 

160 

1976-1970; Economy Thermostat. 


>13009 

195 



>13008 

180 



>13006 

160 

1976-1970; Thermostat Gasket. 


25132 


1976-1970; Thermostat Gasket (1 Pack). 


27132 


V-8 5.0 L 




1989-1981; Premium Thermostat. 


>45359 

195 



>45358 

180 



>45356 

160 

1989-1981; OEType Thermostat. 


>13359 

195 



>13352 

205 



>13358 

180 



>13356 

160 

1989-1981; Economy Thermostat. 


>13009 

195 



>13008 

180 



>13006 

160 


V-8 5.0 L - Continued 

1989-1981; Thermostat Gasket. 25148 

1989-1981; Thermostat Gasket (1 Pack). 27148 

V-8 5.7 L 

1980; Premium Thermostat. ♦45359 195 

-0-45358 180 
045356 160 

1980; OE Type Thermostat. > 13359 195 

013352 205 
013358 180 
013356 160 

1980; Economy Thermostat. >-13009 195 

013008 180 
013006 160 

1980; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1980; Thermostat Gasket; Eng. VIN R. 25148 

1980; Thermostat Gasket (1 Pack); Eng. VIN X . 27132 

1980; Thermostat Gasket; Eng. VIN X . 25132 

V-8 5.7 L (Canada) 

1981; Premium Thermostat. >45359 195 

045358 180 
045356 160 

1981; OE Type Thermostat. >13359 195 

013352 205 
013358 180 
013356 160 

1981; Economy Thermostat. >13009 195 

013008 180 
013006 160 

1981; Thermostat Gasket. 25148 

1981; Thermostat Gasket (1 Pack). 27148 

V-8 5.7 L Diesel 

1985-1980; Premium Thermostat. >45359 195 

045358 180 
045356 160 

1985-1980; OE Type Thermostat. >13359 195 

013352 205 
013358 180 
013356 160 

1985-1980; Economy Thermostat. >13009 195 

013008 180 
013006 160 

1985-1980; Thermostat Gasket. 25148 

1985-1980; Thermostat Gasket (1 Pack). 27148 

Estate Wagon 

V-8 350 

1979-1978; Premium Thermostat. >45359 195 

045358 180 
045356 160 

1979-1978; OE Type Thermostat. >13359 195 

013352 205 
013358 180 
013356 160 

1979-1978; Economy Thermostat. >13009 195 

013008 180 
013006 160 

1979-1978; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1979-1978; Thermostat Gasket; Eng. VIN R. 25148 

1979-1978; Thermostat Gasket (1 Pack); Eng. VIN X . 27132 

1979-1978; Thermostat Gasket; Eng. VIN X . 25132 

1977; Premium Thermostat. >45359 195 

045358 180 
045356 160 

1977; OE Type Thermostat. >13359 195 

013352 205 
013358 180 
013356 160 

1977; Economy Thermostat. >13009 195 

013008 180 
013006 160 

1977; Thermostat Gasket. 25148 

1977; Thermostat Gasket (1 Pack). 27148 


> OE Temperature. 


O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Buick - Continued 

Buick - Continued 

Estate Wagon - Continued 

Lesabre - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 350 - Continued 

1973-1972; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1973-1972; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1973-1972; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1973-1972; Thermostat Gasket. 25132 

1973-1972; Thermostat Gasket (1 Pack). 27132 

V-8 403 

1979-1977; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1977; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1977; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979-1977; Thermostat Gasket. 25148 

1979-1977; Thermostat Gasket (1 Pack). 27148 

V-8 455 

1976-1971; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1976-1971; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1971; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1976-1971; Thermostat Gasket. 25132 

1976-1971; Thermostat Gasket (1 Pack). 27132 


Invicta 
V-8 401 

1963-1959; Premium Thermostat. >45478 180 

❖45479 195 

1963-1959; OE Type Thermostat. >13478 180 

❖13479 195 
❖13476 160 

1963-1959; Economy Thermostat. >13078 180 

❖13079 195 
❖13076 160 

1963-1959; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 


Lesabre 

V-6 231 

1979-1976; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1979-1976; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1976; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979-1976; Thermostat Gasket. 25132 

1979-1976; Thermostat Gasket (1 Pack). 27132 

V-6 3.0 L 

1986; Premium Thermostat. >45849 195 

❖45848 180 

1986; OE Type Thermostat. >13849 195 

❖13848 180 

1986; Thermostat Gasket - Throttle Body. 25194 


V-6 3.0 L - Continued 

1986; Thermostat Gasket - Water Outlet Connector. 25193 

V-6 3.8 L 

1994-1992; Premium Thermostat. >45849 195 

❖45848 180 

1994-1992; OE Type Thermostat. >13849 195 

❖13848 180 

1994-1992; Thermostat Gasket. 25195 

1994-1992; Thermostat Seal. 25273 

1994-1992; Thermostat Seal (1 Pack). 27273 

1991-1989; Premium Thermostat. >45849 195 

❖45848 180 

1991 -1989; OE Type Thermostat. >13849 195 

❖13848 180 

1991-1989; Thermostat Seal. 25277 

1991-1989; Thermostat Seal (1 Pack). 27277 

1988; Premium Thermostat. >45849 195 

❖45848 180 

1988; OE Type Thermostat. >13849 195 

❖13848 180 

1988; Thermostat Gasket (1 Pack); Eng. VIN 3. 27167 

1988; Thermostat Gasket; Eng. VIN 3. 25167 

1988; Thermostat Seal (1 Pack); Eng. VIN 3 . 27273 

1988; Thermostat Seal; Eng. VIN 3 . 25273 

1988; Thermostat Seal (1 Pack); Eng. VIN C. 27277 

1988; Thermostat Seal; Eng. VIN C. 25277 

1987; Premium Thermostat. >45849 195 

❖45848 180 

1987; OE Type Thermostat. >13849 195 

❖13848 180 

1987; Thermostat Seal. 25273 

1987; Thermostat Seal (1 Pack). 27273 

1986; Premium Thermostat. >45849 195 

❖45848 180 

1986; OE Type Thermostat. >13849 195 

❖13848 180 

1986; Thermostat Gasket. 25167 

1986; Thermostat Gasket (1 Pack). 27167 

1986; Thermostat Seal. 25273 

1986; Thermostat Seal (1 Pack). 27273 

1985-1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1985-1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985-1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1985-1980; Thermostat Gasket. 25132 

1985-1980; Thermostat Gasket (1 Pack). 27132 

V-6 4.1 L 

1984-1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1984-1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1984-1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1984-1980; Thermostat Gasket. 25132 

1984-1980; Thermostat Gasket (1 Pack). 27132 

V-8 300 

1965-1964; Premium Thermostat. >45478 180 

❖45479 195 

1965-1964; OE Type Thermostat. >13478 180 

❖13479 195 
❖13476 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Buick - Continued 

Buick - Continued 

Lesabre - Continued 

Lesabre - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 300 - Continued 

1965-1964; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

1965-1964; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 301 

1979-1977; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1977; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1977; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1977; Thermostat Gasket. 25138 

1979-1977; Thermostat Gasket (1 Pack). 27138 

V-8 305 

1978; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1978; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1978; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1978; Thermostat Gasket. 25138 

1978; Thermostat Gasket (1 Pack). 27138 

V-8 340 

1967; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1967; OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25132 

1967; Thermostat Gasket (1 Pack). 27132 

1966; Premium Thermostat. ♦45478 180 

❖45479 195 

1966; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1966; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1966; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

V-8 350 

1979-1978; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1978; OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1978; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1978; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1979-1978; Thermostat Gasket; Eng. VIN R. 25148 

1979-1978; Thermostat Gasket (1 Pack); Eng. VIN X . 27132 

1979-1978; Thermostat Gasket; Eng. VIN X . 25132 

1977; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 


V-8 350 - Continued 

1977; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1977; Thermostat Gasket (1 Pack); Eng. VIN H, J. 27132 

1977; Thermostat Gasket; Eng. VIN H, J. 25132 

1977; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1977; Thermostat Gasket; Eng. VIN R. 25148 

1976-1968; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1976-1968; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1968; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1976-1968; Thermostat Gasket. 25132 

1976-1968; Thermostat Gasket (1 Pack). 27132 

V-8 364 

1961-1959; Premium Thermostat. ♦45478 180 

❖45479 195 

1961-1959; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1961-1959; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

1961-1959; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 4.4 L (Canada) 

1982-1981; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1982-1981; OE Type Thermostat. ^13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982-1981; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1982-1981; Thermostat Gasket. 25138 

1982-1981; Thermostat Gasket (1 Pack). 27138 

V-8 4.9 L 

1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

V-8 400 

1975; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1975; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1975; Thermostat Gasket. 25132 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Buick - Continued 

Buick - Continued 

Lesabre - Continued 

Lesabre - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 400 - Continued 

1975; Thermostat Gasket (1 Pack). 27132 

V-8 401 

1964-1962; Premium Thermostat. 4-45478 180 

045479 195 

1964-1962; OE Type Thermostat. 413478 180 

013479 195 
013476 160 

1964-1962; Economy Thermostat. 413078 180 

013079 195 
013076 160 

1964-1962; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

V-8 403 

1978-1977; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1978-1977; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1978-1977; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1978-1977; Thermostat Gasket. 25148 

1978-1977; Thermostat Gasket (1 Pack). 27148 

V-8 425 

1964; Premium Thermostat. 445478 180 

045479 195 

1964; OE Type Thermostat. 413478 180 

013479 195 
013476 160 

1964; Economy Thermostat. 413078 180 

013079 195 
013076 160 

1964; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

V-8 455 

1976-1970; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1976-1970; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1976-1970; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1976-1970; Thermostat Gasket. 25132 

1976-1970; Thermostat Gasket (1 Pack). 27132 

V-8 5.0 L 

1990-1981; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1990-1981; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1990-1981; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1990-1981; Thermostat Gasket. 25148 

1990-1981; Thermostat Gasket (1 Pack). 27148 

V-8 5.7 L 

1980; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1980; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 


V-8 5.7 L - Continued 

1980; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1980; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1980; Thermostat Gasket; Eng. VIN R. 25148 

1980; Thermostat Gasket (1 Pack); Eng. VIN X. 27132 

1980; Thermostat Gasket; Eng. VIN X. 25132 

V-8 5.7 L Diesel 

1985-1980; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1985-1980; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1985-1980; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1985-1980; Thermostat Gasket. 25148 

1985-1980; Thermostat Gasket (1 Pack). 27148 

Limited 

8-Cyl. 320 

1942-1936; Premium Thermostat. 445358 180 

045359 195 
045356 160 

1942-1936; OE Type Thermostat. 413358 180 

013352 205 
013359 195 
013356 160 

1942-1936; Economy Thermostat. 413008 180 

013009 195 
013006 160 

1942-1936; Thermostat Gasket. 25138 

1942-1936; Thermostat Gasket (1 Pack). 27138 

V-8 364 

1958; Premium Thermostat. 445478 180 

045479 195 

1958; OE Type Thermostat. 413478 180 

013479 195 
013476 160 

1958; Economy Thermostat. 413078 180 

013079 195 
013076 160 

1958; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 


Park Avenue 

V-6 3.8 L 

1994-1991; Premium Thermostat. 445849 195 

045848 180 

1994-1991 ;OE Type Thermostat. 413849 195 

013848 180 

1994-1991; Thermostat Gasket. 25195 

1994-1991; Thermostat Seal. 25273 

1994-1991; Thermostat Seal (1 Pack). 27273 

Reatta 

V-6 3.8 L 

1991; Premium Thermostat. 445849 195 

045848 180 

1991; OE Type Thermostat. 413849 195 

013848 180 

1991; Thermostat Gasket. 25195 

1991; Thermostat Seal. 25273 

1991; Thermostat Seal (1 Pack). 27273 

1990-1988; Premium Thermostat. 445849 195 

045848 180 

1990-1988; OE Type Thermostat. 413849 195 

013848 180 

1990-1988; Thermostat Seal. 25277 

1990-1988; Thermostat Seal (1 Pack). 27277 


4 OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Buick - Continued 

Buick - Continued 

Regal 

Regal - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 196 

1979-1978; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1978; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1978; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1978; Thermostat Gasket. 25132 

1979-1978; Thermostat Gasket (1 Pack). 27132 

V-6 2.8 L 

1989-1988; Premium Thermostat. ❖045899 195 

1989-1988; OE Type Thermostat. >-013899 195 

V-6 231 

1979-1975; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1979-1975; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1975; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979-1975; Thermostat Gasket. 25132 

1979-1975; Thermostat Gasket (1 Pack). 27132 

V-6 3.1 L 

1994-1989; Premium Thermostat. >045899 195 

1994-1989; OE Type Thermostat. >013899 195 

V-6 3.8 L 

1994-1990; Premium Thermostat. >45849 195 

❖45848 180 

1994-1990; OE Type Thermostat. >13849 195 

❖13848 180 

1994-1990; Thermostat Gasket. 25195 

1994-1990; Thermostat Seal. 25273 

1994-1990; Thermostat Seal (1 Pack). 27273 

1987; Premium Thermostat; W/Turbo. >45848 180 

❖45849 195 

1987; OE Type Thermostat; W/Turbo. >13848 180 

❖13849 195 

1987; Premium Thermostat; W/O Turbo. >45359 195 

❖45358 180 
❖45356 160 

1987; OE Type Thermostat; W/O Turbo. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1987; Economy Thermostat; W/O Turbo. >13009 195 

❖13008 180 
❖13006 160 

1987; Thermostat Gasket (1 Pack); W/O Turbo. 27132 

1987; Thermostat Gasket; W/O Turbo. 25132 

1987; Thermostat Seal (1 Pack); W/Turbo. 27273 

1987; Thermostat Seal; W/Turbo. 25273 

1986; Premium Thermostat; W/Turbo. >45848 180 

❖45849 195 

1986; OE Type Thermostat; W/Turbo. >13848 180 

❖13849 195 

1986; Premium Thermostat; W/O Turbo. >45359 195 

❖45358 180 
❖45356 160 

1986; OE Type Thermostat; W/O Turbo. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1986; Economy Thermostat; W/O Turbo. >13009 195 

❖13008 180 
❖13006 160 

1986; Thermostat Gasket (1 Pack); W/Turbo. 27167 


V-6 3.8 L - Continued 

1986; Thermostat Gasket; W/Turbo. 25167 

1986; Thermostat Gasket (1 Pack); W/O Turbo. 27132 

1986; Thermostat Gasket; W/O Turbo. 25132 

1986; Thermostat Seal (1 Pack); W/Turbo. 27273 

1986; Thermostat Seal; W/Turbo. 25273 

1985-1984; Premium Thermostat; W/Turbo. >45358 180 

❖45359 195 
❖45356 160 

1985-1984; OE Type Thermostat; W/Turbo. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1985-1984; Economy Thermostat; W/Turbo. >13008 180 

❖13009 195 
❖13006 160 

1985-1984; Premium Thermostat; W/O Turbo. >45359 195 

❖45358 180 
❖45356 160 

1985-1984; OE Type Thermostat; W/O Turbo. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985-1984; Economy Thermostat; W/O Turbo. >13009 195 

❖13008 180 
❖13006 160 

1985-1984; Thermostat Gasket. 25132 

1985-1984; Thermostat Gasket (1 Pack). 27132 

1983-1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1983-1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1983-1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1983-1980; Thermostat Gasket. 25132 

1983- 1980; Thermostat Gasket (1 Pack). 27132 

V-6 4.1 L 

1984- 1982; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1984-1982; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1984-1982; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1984-1982; Thermostat Gasket. 25132 

1984-1982; Thermostat Gasket (1 Pack). 27132 

V-6 4.3 L Diesel 

1985; Premium Thermostat. >45358 180 

❖45359 195 
❖45356 160 

1985; OE Type Thermostat. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1985; Economy Thermostat. >13008 180 

❖13009 195 
❖13006 160 

1985; Thermostat Gasket. 25148 

1985; Thermostat Gasket (1 Pack). 27148 

1984-1982; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1984-1982; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


> OE Temperature. ❖ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Buick - Continued 

Buick - Continued 

Regal - Continued 

Regal - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 4.3 L Diesel - Continued 

1984-1982; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1984-1982; Thermostat Gasket. 25148 

1984-1982; Thermostat Gasket (1 Pack). 27148 

V-8 301 

1979; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

V-8 305 

1979-1977; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1979-1977; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1977; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979-1977; Thermostat Gasket. 25138 

1979-1977; Thermostat Gasket (1 Pack). 27138 

V-8 350 

1977; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1977; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1977; Thermostat Gasket (1 Pack); Eng. VIN H, J. 27132 

1977; Thermostat Gasket; Eng. VIN H, J. 25132 

1977; Thermostat Gasket (1 Pack); Eng. VIN L. 27138 

1977; Thermostat Gasket; Eng. VIN L. 25138 

1977; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1977; Thermostat Gasket; Eng. VIN R. 25148 

1976-1973; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1976-1973; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1973; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1976-1973; Thermostat Gasket. 25132 

1976-1973; Thermostat Gasket (1 Pack). 27132 

V-8 4.3 L 

1981-1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1981-1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1981-1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1981-1980; Thermostat Gasket. 25132 


V-8 4.3 L - Continued 

1981- 1980; Thermostat Gasket (1 Pack). 27132 

V-8 4.4 L (Canada) 

1982- 1981; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1982-1981 ;OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982-1981; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1982-1981; Thermostat Gasket. 25138 

1982-1981; Thermostat Gasket (1 Pack). 27138 

V-8 4.9 L 

1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

V-8 455 

1974-1973; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1974-1973; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1974-1973; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1974-1973; Thermostat Gasket. 25132 

1974-1973; Thermostat Gasket (1 Pack). 27132 

V-8 5.0 L 

1987; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1987; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1987; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1987; Thermostat Gasket (1 Pack); Eng. VIN Y. 27148 

1987; Thermostat Gasket; Eng. VIN Y. 25148 

1986; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1986; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1986; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1986; Thermostat Gasket (1 Pack); Eng. VIN Y. 27148 

1986; Thermostat Gasket; Eng. VIN Y. 25148 

1986; Thermostat Gasket (1 Pack); Eng. VIN H. 27138 

1986; Thermostat Gasket; Eng. VIN H. 25138 

1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Buick - Continued 

Buick - Continued 

Regal - Continued 

Riviera - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 5.0 L - Continued 

1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

V-8 5.0 L (Canada) 

1985-1982; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1985-1982; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1985-1982; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1985-1982; Thermostat Gasket. 25138 

1985-1982; Thermostat Gasket (1 Pack). 27138 

V-8 5.7 L Diesel 

1983-1981; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1983-1981; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1983-1981; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1983-1981; Thermostat Gasket. 25148 

1983-1981; Thermostat Gasket (1 Pack). 27148 


Riviera 

V-6 231 

1979; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979; Thermostat Gasket. 25132 

1979; Thermostat Gasket (1 Pack). 27132 

V-6 3.8 L 

1993-1991; Premium Thermostat. +45849 195 

❖45848 180 

1993-1991; OE Type Thermostat. +13849 195 

+13848 180 

1993-1991; Thermostat Gasket. 25195 

1993-1991; Thermostat Seal. 25273 

1993-1991; Thermostat Seal (1 Pack). 27273 

1990-1988; Premium Thermostat. +45849 195 

❖45848 180 

1990-1988; OE Type Thermostat. +13849 195 

+13848 180 

1990-1988; Thermostat Seal. 25277 

1990-1988; Thermostat Seal (1 Pack). 27277 

1987; Premium Thermostat. +45849 195 

❖45848 180 

1987; OE Type Thermostat. +13849 195 

+13848 180 

1987; Thermostat Seal. 25273 

1987; Thermostat Seal (1 Pack). 27273 

1986; Premium Thermostat. +45849 195 

+45848 180 


V-6 3.8 L - Continued 

1986; OE Type Thermostat. +13849 195 

+13848 180 

1986; Thermostat Gasket. 25167 

1986; Thermostat Gasket (1 Pack). 27167 

1986; Thermostat Seal. 25273 

1986; Thermostat Seal (1 Pack). 27273 

1985-1984; Premium Thermostat. +45358 180 

+45359 195 
+45356 160 

1985-1984; OE Type Thermostat. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1985-1984; Economy Thermostat. +13008 180 

+13009 195 
+13006 160 

1985-1984; Thermostat Gasket. 25132 

1985-1984; Thermostat Gasket (1 Pack). 27132 

1983-1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1983-1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1983-1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1983-1980; Thermostat Gasket. 25132 

1983- 1980; Thermostat Gasket (1 Pack). 27132 

V-6 4.1 L 

1984- 1981; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1984-1981; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1984-1981; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1984-1981; Thermostat Gasket. 25132 

1984-1981; Thermostat Gasket (1 Pack). 27132 

V-8 350 

1979; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979; Thermostat Gasket. 25148 

1979; Thermostat Gasket (1 Pack). 27148 

1978; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1978; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1978; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1978; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1978; Thermostat Gasket; Eng. VIN R. 25148 

1978; Thermostat Gasket (1 Pack); Eng. VIN X. 27132 

1978; Thermostat Gasket; Eng. VIN X. 25132 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Buick - Continued 

Buick - Continued 

Riviera - Continued 

Riviera - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 350 - Continued 

1977; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1977; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1977; Thermostat Gasket (1 Pack); Eng. VIN J. 27132 

1977; Thermostat Gasket; Eng. VIN J. 25132 

1977; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1977; Thermostat Gasket; Eng. VIN R. 25148 

V-8 401 

1965-1963; Premium Thermostat. +45478 180 

❖45479 195 

1965-1963; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1965-1963; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1965- 1963; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 403 

1978-1977; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1978-1977; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1978-1977; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1978-1977; Thermostat Gasket. 25148 

1978-1977; Thermostat Gasket (1 Pack). 27148 

V-8 425 

1966- 1963; Premium Thermostat. +45478 180 

❖45479 195 

1966-1963; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1966-1963; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1966-1963; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 430 

1969-1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969-1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969-1967; Thermostat Gasket. 25132 

1969-1967; Thermostat Gasket (1 Pack). 27132 

V-8 455 

1976-1970; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1976-1970; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


V-8 455 - Continued 

1976-1970; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1976-1970; Thermostat Gasket. 25132 

1976-1970; Thermostat Gasket (1 Pack). 27132 

V-8 5.0 L 

1985-1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1985-1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985-1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1985-1980; Thermostat Gasket. 25148 

1985-1980; Thermostat Gasket (1 Pack). 27148 

V-8 5.7 L 

1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25148 

1980; Thermostat Gasket (1 Pack). 27148 

V-8 5.7 L Diesel 

1985-1981; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1985-1981; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985-1981; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1985-1981; Thermostat Gasket. 25148 

1985-1981; Thermostat Gasket (1 Pack). 27148 


Roadmaster 
8-Cyl. 320 

1952-1946; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1952-1946; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1952-1946; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1952-1946; Thermostat Gasket. 25138 

1952-1946; Thermostat Gasket (1 Pack). 27138 

1942-1936; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1942-1936; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1942-1936; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1942-1936; Thermostat Gasket. 25138 

1942-1936; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Buick - Continued 

Buick - Continued 

Roadmaster - Continued 

Series 40 - Continued 


Application 


Part Tem 
Number p °F 


V-8 322 


1956-1954; Premium Thermostat. 

. ♦45478 

180 


❖45479 

195 

1956-1954; OE Type Thermostat. 

. ♦13478 

180 


❖13479 

195 


❖13476 

160 

1956-1954; Economy Thermostat. 

. ♦13078 

180 


❖13079 

195 


❖13076 

160 

1956-1954; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2' 

Gasket 


Material. 

. 27103 


1953; Premium Thermostat. 

. ♦45478 

180 


❖45479 

195 

1953; OE Type Thermostat. 

. ♦13478 

180 


❖13479 

195 


❖13476 

160 

1953; Economy Thermostat. 

. ♦13078 

180 


❖13079 

195 


❖13076 

160 

1953; Thermostat Gasket. 

. 25140 


1953; Thermostat Gasket (1 Pack). 

. 27140 


V-8 364 



1958-1957; Premium Thermostat. 

. ♦45478 

180 


❖45479 

195 

1958-1957; OE Type Thermostat. 

. ♦13478 

180 


❖13479 

195 


❖13476 

160 

1958-1957; Economy Thermostat. 

. ♦13078 

180 


❖13079 

195 


❖13076 

160 

1958-1957; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2' 

Gasket 


Material. 

. 27103 


V-8 5.0 L 



1991; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1991; OE Type Thermostat. 

. ♦isssg 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1991; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1991; Thermostat Gasket. 

. 25184 


1991; Thermostat Gasket (1 Pack). 

. 27184 


V-8 5.7 L 



1994; Premium Thermostat. 

. ♦045218 

180 

1994; OE Type Thermostat. 

. ♦ )14218 

180 

1993-1992; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1993-1992; OE Type Thermostat. 

. +12355 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1993-1992; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1993-1992; Thermostat Gasket. 

. 25138 


1993-1992; Thermostat Gasket (1 Pack). 

. 27138 


Series 40 

8-Cyl. 233 



1935-1934; Premium Thermostat. 

. ♦45358 

180 


❖45359 

195 


❖45356 

160 

1935-1934; OE Type Thermostat. 

. ♦ 13358 

180 


❖13352 

205 


❖13359 

195 


❖13356 

160 

1935-1934; Economy Thermostat. 

. ♦13008 

180 


❖13009 

195 


❖13006 

160 


8-Cyl. 233 - Continued 

1935-1934; Thermostat Gasket. 25138 

1935-1934; Thermostat Gasket (1 Pack). 27138 

Series 50 

8-Cvl. 230 

1933; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1933; OE Type Thermostat. ♦13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1933; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1933; Thermostat Gasket. 25138 

1933; Thermostat Gasket (1 Pack). 27138 

8-Cyl. 235 

1935-1934; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1935-1934; OE Type Thermostat. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1935-1934; Economy Thermostat. ^13008 180 

❖13009 195 
❖13006 160 

1935-1934; Thermostat Gasket. 25138 

1935-1934; Thermostat Gasket (1 Pack). 27138 

Series 60 

8-Cyl. 273 

1933; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1933; OE Type Thermostat. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1933; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1933; Thermostat Gasket. 25138 

1933; Thermostat Gasket (1 Pack). 27138 

8-Cyl. 278 

1935-1934; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1935-1934; OE Type Thermostat. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1935-1934; Economy Thermostat. ^13008 180 

❖13009 195 
❖13006 160 

1935-1934; Thermostat Gasket. 25138 

1935-1934; Thermostat Gasket (1 Pack). 27138 

Series 80 

8-Cyl. 345 

1933; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1933; OE Type Thermostat. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1933; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1933; Thermostat Gasket. 25138 


♦ OE Temperature. 
O Seal Included. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. 0 Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Buick - Continued 

Buick - Continued 

Skylark - Continued 

Skylark - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 250 - Continued 

1971-1968; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1971-1968; Thermostat Gasket. 25132 

1971-1968; Thermostat Gasket (1 Pack). 27132 

V-6 2.8 L 

1985; Premium Thermostat; Eng. VIN W. ♦45349 195 

❖45348 180 

1985; OE Type Thermostat; Eng. VIN W. ♦13349 195 

❖13348 180 

1985; Premium Thermostat; Eng. VIN X. ♦45359 195 

❖45358 180 
❖45356 160 

1985; OE Type Thermostat; Eng. VIN X. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985; Economy Thermostat; Eng. VIN X. ♦13009 195 

❖13008 180 
❖13006 160 

1985; Thermostat Gasket (1 Pack); Eng. VIN W. 27168 

1985; Thermostat Gasket; Eng. VIN W. 25168 

1985; Thermostat Gasket (1 Pack); Eng. VIN X. 27138 

1985; Thermostat Gasket; Eng. VIN X. 25138 

1984-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1984-1980; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1984-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1984-1980; Thermostat Gasket. 25138 

1984-1980; Thermostat Gasket (1 Pack). 27138 

V-6 225 

1967-1964; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1967-1964; OE Type Thermostat. ♦ 13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1967-1964; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1967-1964; Thermostat Gasket. 25132 

1967-1964; Thermostat Gasket (1 Pack). 27132 

V-6 231 

1979-1975; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1975; OE Type Thermostat. ♦I3359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1975; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1975; Thermostat Gasket. 25132 

1979-1975; Thermostat Gasket (1 Pack). 27132 

V-6 3.0 L 

1988; Premium Thermostat. ♦45849 195 

❖45848 180 

1988; OE Type Thermostat. ♦13849 195 

❖13848 180 

1988; Thermostat Gasket - Throttle Body. 25194 

1988; Thermostat Gasket - Water Outlet Connector. 25193 

1987-1986; Premium Thermostat. ♦45849 195 

❖45848 180 


V-6 3.0 L - Continued 

1987-1986; OE Type Thermostat. ♦13849 195 

❖13848 180 

1987-1986; Thermostat Gasket; W/1 3/16” Hole Diameter 25193 

1987-1986; Thermostat Gasket; W/2 1/16" Hole Diameter 25194 

V-6 3.1 L 

1994; Premium Thermostat. ♦045899 195 

1994; OE Type Thermostat. ♦013899 195 

V-6 3.3 L 

1993-1989; Premium Thermostat. ^45849 195 

❖45848 180 

1993-1989; OE Type Thermostat. ♦13849 195 

❖13848 180 

1993-1989; Thermostat Gasket. 25167 

1993-1989; Thermostat Gasket (1 Pack). 27167 

1993-1989; Thermostat Seal. 25273 

1993-1989; Thermostat Seal (1 Pack). 27273 

V-8 215 

1963-1961; Premium Thermostat. ♦45478 180 

❖45479 195 

1963-1961; OE Type Thermostat. ^13478 180 

❖13479 195 
❖13476 160 

1963-1961; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

1963-1961; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 260 

1976-1975; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1976-1975; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1975; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1976-1975; Thermostat Gasket. 25132 

1976-1975; Thermostat Gasket (1 Pack). 27132 

V-8 300 

1967; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1967; OE Type Thermostat. ♦13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1967; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1967; Thermostat Gasket. 25132 

1967; Thermostat Gasket (1 Pack). 27132 

1966-1964; Premium Thermostat. ♦45478 180 

❖45479 195 

1966-1964; OE Type Thermostat. ^13478 180 

❖13479 195 
❖13476 160 

1966-1964; Economy Thermostat. ^13078 180 

❖13079 195 
❖13076 160 

1966-1964; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 301 

1977; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1977; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


♦ OE Temperature. 
O Seal Included. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Buick - Continued 

Buick - Continued 

Skylark - Continued 

Skylark - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 301 - Continued 

1977; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1977; Thermostat Gasket. 25138 

1977; Thermostat Gasket (1 Pack). 27138 

V-8 305 

1979-1977; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1979-1977; OE Type Thermostat. ♦ 13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1979-1977; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1979-1977; Thermostat Gasket. 25138 

1979-1977; Thermostat Gasket (1 Pack). 27138 

V-8 322 

1954; Premium Thermostat. ^45478 180 

♦45479 195 

1954; OE Type Thermostat. ♦13478 180 

♦13479 195 
♦13476 160 

1954; Economy Thermostat. ♦13078 180 

♦13079 195 
♦13076 160 

1954; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

V-8 340 

1967; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1967; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1967; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1967; Thermostat Gasket. 25132 

1967; Thermostat Gasket (1 Pack). 27132 

1966; Premium Thermostat. ^45478 180 

♦45479 195 

1966; OE Type Thermostat. ♦13478 180 

♦13479 195 
♦13476 160 

1966; Economy Thermostat. ^13078 180 

♦13079 195 
♦13076 160 

1966; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

V-8 350 

1979-1978; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1979-1978; OE Type Thermostat. ♦ 13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1979-1978; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1979-1978; Thermostat Gasket. 25138 

1979-1978; Thermostat Gasket (1 Pack). 27138 

1977; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1977; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 


V-8 350 - Continued 


1977; Economy Thermostat. 

. ♦13009 

195 


♦13008 

180 


♦13006 

160 

1977; Thermostat Gasket (1 Pack); Eng. VIN L. 

. 27138 


1977; Thermostat Gasket; Eng. VIN L. 

. 25138 


1977; Thermostat Gasket (1 Pack); Eng. VIN R. 

. 27148 


1977; Thermostat Gasket; Eng. VIN R. 

. 25148 


1976-1975; Premium Thermostat. 

. ♦45359 

195 


♦45358 

180 


♦45356 

160 

1976-1975; OE Type Thermostat. 

. ♦isssg 

195 


♦13352 

205 


♦13358 

180 


♦13356 

160 

1976-1975; Economy Thermostat. 

. ♦13009 

195 


♦13008 

180 


♦13006 

160 

1976-1975; Thermostat Gasket. 

. 25132 


1976-1975; Thermostat Gasket (1 Pack). 

. 27132 


1972-1968; Premium Thermostat. 

. ♦45359 

195 


♦45358 

180 


♦45356 

160 

1972-1968; OE Type Thermostat. 

. ♦13359 

195 


♦13352 

205 


♦13358 

180 


♦13356 

160 

1972-1968; Economy Thermostat. 

. ♦13009 

195 


♦13008 

180 


♦13006 

160 

1972-1968; Thermostat Gasket. 

. 25132 


1972-1968; Thermostat Gasket (1 Pack). 

. 27132 


V-8 400 



1969-1967; Premium Thermostat. 

. ♦45359 

195 


♦45358 

180 


♦45356 

160 

1969-1967; OE Type Thermostat. 

. ♦rasg 

195 


♦13352 

205 


♦13358 

180 


♦13356 

160 

1969-1967; Economy Thermostat. 

. ♦13009 

195 


♦13008 

180 


♦13006 

160 

1969-1967; Thermostat Gasket. 

. 25132 


1969-1967; Thermostat Gasket (1 Pack). 

. 27132 


1966-1965; Premium Thermostat. 

. ♦45478 

180 


♦45479 

195 

1966-1965; OE Type Thermostat. 

. ♦13478 

180 


♦13479 

195 


♦13476 

160 

1966-1965; Economy Thermostat. 

. ♦13078 

180 


♦13079 

195 


♦13076 

160 

1966-1965; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2' 

Gasket 


Material. 

. 27103 


V-8 455 



1972-1970; Premium Thermostat. 

. ♦45359 

195 


♦45358 

180 


♦45356 

160 

1972-1970; OE Type Thermostat. 

. ♦13359 

195 


♦13352 

205 


♦13358 

180 


♦13356 

160 

1972-1970; Economy Thermostat. 

. ♦13009 

195 


♦13008 

180 


♦13006 

160 

1972-1970; Thermostat Gasket. 

. 25132 


1972-1970; Thermostat Gasket (1 Pack). 

. 27132 


Somerset 

4-Cvl. 2.5 L 



1987-1986; Premium Thermostat. 

. ♦045819 

195 


♦045818 

180 


♦ OE Temperature. ♦ Alternate Temperature. 

O Seal Included. 


346 





































































Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. O Seal Included. 

❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Buick - Continued 

Buick - Continued 

Special - Continued 

Super-Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 264 - Continued 

1955-1954; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 300 

1967; Premium Thermostat. +45358 180 

-0-45359 195 
045356 160 

1967; OE Type Thermostat. +13358 180 

013352 205 
013359 195 
013356 160 

1967; Economy Thermostat. +13008 180 

013009 195 
013006 160 

1967; Thermostat Gasket. 25132 

1967; Thermostat Gasket (1 Pack). 27132 

1966-1964; Premium Thermostat. +45478 180 

045479 195 

1966-1964; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1966-1964; Economy Thermostat. +13078 180 

013079 195 
013076 160 

1966-1964; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 322 

1956; Premium Thermostat. +45478 180 

045479 195 

1956; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1956; Economy Thermostat. +13078 180 

013079 195 
013076 160 

1956; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

V-8 350 

1969-1968; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1969-1968; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1969-1968; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1969-1968; Thermostat Gasket. 25132 

1969-1968; Thermostat Gasket (1 Pack). 27132 

V-8 364 

1958-1957; Premium Thermostat. +45478 180 

045479 195 

1958-1957; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1958-1957; Economy Thermostat. +13078 180 

013079 195 
013076 160 

1958-1957; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 


Super 

8-Cyl. 248 

1949-1946; Premium Thermostat. +45358 180 

045359 195 
045356 160 

1949-1946; OE Type Thermostat. +13358 180 

013352 205 
013359 195 
013356 160 


8-Cyl. 248 - Continued 

1949-1946; Economy Thermostat. +13008 180 

013009 195 
013006 160 

1949-1946; Thermostat Gasket. 25138 

1949-1946; Thermostat Gasket (1 Pack). 27138 

1942-1940; Premium Thermostat. +45358 180 

045359 195 
045356 160 

1942-1940; OE Type Thermostat. +13358 180 

013352 205 
013359 195 
013356 160 

1942-1940; Economy Thermostat. +13008 180 

013009 195 
013006 160 

1942-1940; Thermostat Gasket. 25138 

1942-1940; Thermostat Gasket (1 Pack). 27138 

8-Cyl. 263 

1952-1950; Premium Thermostat. +45358 180 

045359 195 
045356 160 

1952-1950; OE Type Thermostat. +13358 180 

013352 205 
013359 195 
013356 160 

1952-1950; Economy Thermostat. +13008 180 

013009 195 
013006 160 

1952-1950; Thermostat Gasket. 25138 

1952-1950; Thermostat Gasket (1 Pack). 27138 

V-8 322 

1956-1954; Premium Thermostat. +45478 180 

045479 195 

1956-1954; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1956-1954; Economy Thermostat. +13078 180 

013079 195 
013076 160 

1956-1954; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

1953; Premium Thermostat. +45478 180 

045479 195 

1953; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1953; Economy Thermostat. +13078 180 

013079 195 
013076 160 

1953; Thermostat Gasket. 25140 

1953; Thermostat Gasket (1 Pack). 27140 

V-8 364 

1958-1957; Premium Thermostat. +45478 180 

045479 195 

1958-1957; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1958-1957; Economy Thermostat. +13078 180 

013079 195 
013076 160 

1958-1957; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

Wildcat 

V-8 401; V-8 425 

1966-1964; Premium Thermostat. +45478 180 

045479 195 

1966-1964; OE Type Thermostat. +13478 180 

013479 195 
013476 160 


♦ OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Buick - Continued 

Cadillac - Continued 

Wildcat - Continued 

Brougham - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 401; V-8 425 - Continued 

1966-1964; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

1966-1964; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 430 

1969-1967; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1969-1967; OE Type Thermostat. -f13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1967; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1969-1967; Thermostat Gasket. 25132 

1969-1967; Thermostat Gasket (1 Pack). 27132 

V-8 455 

1970; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1970; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket. 25132 

1970; Thermostat Gasket (1 Pack). 27132 



V-8 4.1 L 


1988-1987; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1988-1987; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1988-1987; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1988-1987; Thermostat Seal. 25278 

1988-1987; Thermostat Seal (1 Pack). 27278 

V-8 4.5 L 

1992-1989; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1992-1989; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1992-1989; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1992-1989; Thermostat Seal. 25278 

1992-1989; Thermostat Seal (1 Pack). 27278 

V-8 4.6 L 

1993; OE Type Thermostat. ♦014228 180 


Brougham 

V-8 5.0 L 

1992; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 


V-8 5.0 L - Continued 

1992; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1992; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1992; Thermostat Gasket. 25138 

1992; Thermostat Gasket (1 Pack). 27138 

1991; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1991; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1991; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1991; Thermostat Gasket. 25184 

1991; Thermostat Gasket (1 Pack). 27184 

1990-1987; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1990-1987; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1990-1987; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1990-1987; Thermostat Gasket. 25148 

1990-1987; Thermostat Gasket (1 Pack). 27148 

V-8 5.7 L 

1992-1990; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1992-1990; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1992-1990; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1992-1990; Thermostat Gasket. 25138 

1992-1990; Thermostat Gasket (1 Pack). 27138 


Calais 
V-8 429 

1967-1965; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1967-1965; OE Type Thermostat. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1967-1965; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1967-1965; Thermostat Gasket. 25138 

1967-1965; Thermostat Gasket (1 Pack). 27138 

V-8 472 

1974-1968; OE Type Thermostat. ^13459 195 

❖13458 180 

1974-1968; Thermostat Gasket. 25138 

1974-1968; Thermostat Gasket (1 Pack). 27138 

V-8 500 

1976-1975; OE Type Thermostat. ^13459 195 

❖13458 180 

1976-1975; Thermostat Gasket. 25138 

1976-1975; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. 
O Seal Included. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Cadillac - Continued 

Cadillac - Continued 

Cimarron 

Deville - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 1.8 L 

1982; Premium Thermostat. ♦45349 195 

❖45348 180 

1982; OE Type Thermostat. >-13349 195 

❖13348 180 

1982; Thermostat Gasket. 25168 

1982; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.0 L 

1986-1983; Premium Thermostat. ♦45349 195 

❖45348 180 

1986-1983; OE Type Thermostat. ♦13349 195 

❖13348 180 

1986-1983; Thermostat Gasket. 25168 

1986-1983; Thermostat Gasket (1 Pack). 27168 

V-6 2.8 L 

1988-1987; Premium Thermostat. ♦045899 195 

1988-1987; OE Type Thermostat. ♦ >13899 195 

1986-1985; Premium Thermostat. ♦45349 195 

❖45348 180 

1986-1985; OE Type Thermostat. ♦13349 195 

❖13348 180 

1986-1985; Thermostat Gasket. 25168 

1986-1985; Thermostat Gasket (1 Pack). 27168 

1986-1985; Thermostat Seal. 25272 

1986- 1985; Thermostat Seal (1 Pack). 27272 

Deville 

V-6 4.1 L 

1982-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1982-1980; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1982-1980; Thermostat Gasket. 25132 

1982-1980; Thermostat Gasket (1 Pack). 27132 

V-6 4.3 L Diesel 

1985; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1985; OE Type Thermostat. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1985; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1985; Thermostat Gasket. 25148 

1985; Thermostat Gasket (1 Pack). 27148 

V-8 350 Diesel 

1979; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25148 

1979; Thermostat Gasket (1 Pack). 27148 

V-8 4.1 L 

1987- 1985; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 


V-8 4.1 L - Continued 

1987-1985; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1987-1985; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1987-1985; Thermostat Seal. 25278 

1987-1985; Thermostat Seal (1 Pack). 27278 

1984-1983; OE Type Thermostat. ♦13749 195 

1984-1983; Thermostat Gasket. 25138 

1984-1983; Thermostat Gasket (1 Pack). 27138 

1982; OE Type Thermostat. ♦13749 195 

1982; Thermostat Gasket. 25168 

1982; Thermostat Gasket (1 Pack). 27168 

V-8 4.5 L 

1990-1988; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1990-1988; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1990-1988; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1990-1988; Thermostat Seal. 25278 

1990-1988; Thermostat Seal (1 Pack). 27278 

V-8 4.6 L 

1994; OE Type Thermostat. ♦014228 180 

V-8 4.9 L 

1994-1991; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1994-1991 ;OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1994-1991; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1991; Thermostat Seal. 25278 

1994-1991; Thermostat Seal (1 Pack). 27278 

V-8 425 

1979-1977; OE Type Thermostat. ^13459 195 

❖13458 180 

1979-1977; Thermostat Gasket. 25138 

1979-1977; Thermostat Gasket (1 Pack). 27138 

V-8 429 

1967-1965; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1967-1965; OE Type Thermostat. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1967-1965; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1967-1965; Thermostat Gasket. 25138 

1967-1965; Thermostat Gasket (1 Pack). 27138 

V-8 472 

1974-1968; OE Type Thermostat. ^13459 195 

❖13458 180 

1974-1968; Thermostat Gasket. 25138 

1974-1968; Thermostat Gasket (1 Pack). 27138 

V-8 5.7 L Diesel 

1984-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Cadillac - Continued 

Cadillac - Continued 

Deville - Continued 

Eldorado - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 5.7 L Diesel - Continued 

1984-1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1984-1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1984-1980; Thermostat Gasket. 25148 

1984-1980; Thermostat Gasket (1 Pack). 27148 

V-8 500 

1976-1974; OE Type Thermostat. +13459 195 

+13458 180 

1976-1974; Thermostat Gasket. 25138 

1976-1974; Thermostat Gasket (1 Pack). 27138 

V-8 6.0 L 

1981 -1 980; OE Type Thermostat. +13459 195 

+13458 180 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 


Eldorado 

V-6 4.1 L 

1982-1981; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1982-1981; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1982-1981; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1982-1981; Thermostat Gasket. 25132 

1982-1981; Thermostat Gasket (1 Pack). 27132 

V-8 350; V-8 350 Diesel 

1979; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979; Thermostat Gasket. 25148 

1979; Thermostat Gasket (1 Pack). 27148 

V-8 365 

1958-1957; Premium Thermostat. +45478 180 

+45479 195 

1958-1957; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1958-1957; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1958-1957; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 390 

1963; Premium Thermostat. +45358 180 

+45359 195 
+45356 160 

1963; OE Type Thermostat. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1963; Economy Thermostat. +13008 180 

+13009 195 
+13006 160 

1963; Thermostat Gasket. 25138 

1963; Thermostat Gasket (1 Pack). 27138 


V-8 390 - Continued 


1962-1959; Premium Thermostat. 

. +45478 

180 


+45479 

195 

1962-1959; OE Type Thermostat. 

. +13478 

180 


+13479 

195 


+13476 

160 

1962-1959; Economy Thermostat. 

. +13078 

180 


+13079 

195 


+13076 

160 

1962-1959; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" 

Gasket 


Material. 

. 27103 


V-8 4.1 L 



1987-1986; Premium Thermostat. 

. +45359 

195 


+45358 

180 


+45356 

160 

1987-1986; OE Type Thermostat. 

. +13359 

195 


+13352 

205 


+13358 

180 


+13356 

160 

1987-1986; Economy Thermostat. 

. +13009 

195 


+13008 

180 


+13006 

160 

1987-1986; Thermostat Seal. 

. 25278 


1987-1986; Thermostat Seal (1 Pack). 

. 27278 


1985-1982; OE Type Thermostat. 

. +13749 

195 

1985-1982; Thermostat Gasket. 

. 25168 


1985-1982; Thermostat Gasket (1 Pack). 

. 27168 


V-8 4.5 L 



1990-1988; Premium Thermostat. 

. +45359 

195 


+45358 

180 


+45356 

160 

1990-1988; OE Type Thermostat. 

. +13359 

195 


+13352 

205 


+13358 

180 


+13356 

160 

1990-1988; Economy Thermostat. 

. +13009 

195 


+13008 

180 


+13006 

160 

1990-1988; Thermostat Seal. 

. 25278 


1990-1988; Thermostat Seal (1 Pack). 

. 27278 


V-8 4.6 L 



1994-1993; OE Type Thermostat. 

. +014228 

180 

V-8 4.9 L 



1993-1991; Premium Thermostat. 

. +45359 

195 


+45358 

180 


+45356 

160 

1993-1991; OEType Thermostat. 

. +13359 

195 


+13352 

205 


+13358 

180 


+13356 

160 

1993-1991; Economy Thermostat. 

. +13009 

195 


+13008 

180 


+13006 

160 

1993-1991; Thermostat Seal. 

. 25278 


1993-1991; Thermostat Seal (1 Pack). 

. 27278 


V-8 425 



1978-1977; OE Type Thermostat. 

. +13459 

195 


+13458 

180 

1978-1977; Thermostat Gasket. 

. 25138 


1978-1977; Thermostat Gasket (1 Pack). 

. 27138 


V-8 429 



1967-1964; Premium Thermostat. 

. +45358 

180 


+45359 

195 


+45356 

160 

1967-1964; OE Type Thermostat. 

. +13358 

180 


+13352 

205 


+13359 

195 


+13356 

160 

1967-1964; Economy Thermostat. 

. +13008 

180 


+13009 

195 


+13006 

160 

1967-1964: Thermostat Gasket. 

. 25138 



♦ OE Temperature. 
O Seal Included. 


+ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Cadillac - Continued 

Cadillac - Continued 

Eldorado - Continued 

Fleetwood - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 429 - Continued 

1967-1964; Thermostat Gasket (1 Pack). 27138 

V-8 472 

1969-1968; OE Type Thermostat. >13458 180 

>13459 195 

1969-1968; Thermostat Gasket. 25138 

1969-1968; Thermostat Gasket (1 Pack). 27138 

V-8 5.7 L 

1980; Premium Thermostat. >45359 195 

>45358 180 
>45356 160 

1980; OE Type Thermostat. >13359 195 

>13352 205 
>13358 180 
>13356 160 

1980; Economy Thermostat. >13009 195 

>13008 180 
>13006 160 

1980; Thermostat Gasket. 25148 

1980; Thermostat Gasket (1 Pack). 27148 

V-8 5.7 L Diesel 

1985-1980; Premium Thermostat. >45359 195 

>45358 180 
>45356 160 

1985-1980; OE Type Thermostat. >13359 195 

>13352 205 
>13358 180 
>13356 160 

1985-1980; Economy Thermostat. >13009 195 

>13008 180 
>13006 160 

1985-1980; Thermostat Gasket. 25148 

1985-1980; Thermostat Gasket (1 Pack). 27148 

V-8 500 

1976-1970; OE Type Thermostat. >13459 195 

>13458 180 

1976-1970; Thermostat Gasket. 25138 

1976-1970; Thermostat Gasket (1 Pack). 27138 

V-8 6.0 L 

1981 -1980; OE Type Thermostat. >13459 195 

>13458 180 

1981-1980; Thermostat Gasket. 25188 

1981-1980; Thermostat Gasket (1 Pack). 27188 


Fleetwood 
V-6 4.1 L 

1982-1980; Premium Thermostat. >45359 195 

>45358 180 
>45356 160 

1982-1980; OE Type Thermostat. >13359 195 

>13352 205 
>13358 180 
>13356 160 

1982-1980; Economy Thermostat. >13009 195 

>13008 180 
>13006 160 

1982-1980; Thermostat Gasket. 25132 

1982-1980; Thermostat Gasket (1 Pack). 27132 

V-6 4.3 L Diesel 

1985; Premium Thermostat. >45358 180 

>45359 195 
>45356 160 

1985; OE Type Thermostat. >13358 180 

>13352 205 
>13359 195 
>13356 160 

1985; Economy Thermostat. >13008 180 

>13009 195 
>13006 160 

1985; Thermostat Gasket. 25148 

1985; Thermostat Gasket (1 Pack). 27148 


V-8 350 Diesel 

1979; Premium Thermostat. >45359 195 

>45358 180 
>45356 160 

1979; OE Type Thermostat. >13359 195 

>13352 205 
>13358 180 
>13356 160 

1979; Economy Thermostat. >13009 195 

>13008 180 
>13006 160 

1979; Thermostat Gasket. 25148 

1979; Thermostat Gasket (1 Pack). 27148 

V-8 4.1 L 

1987-1985; Premium Thermostat. >45359 195 

>45358 180 
>45356 160 

1987-1985; OE Type Thermostat. >13359 195 

>13352 205 
>13358 180 
>13356 160 

1987-1985; Economy Thermostat. >13009 195 

>13008 180 
>13006 160 

1987-1985; Thermostat Seal. 25278 

1987-1985; Thermostat Seal (1 Pack). 27278 

1984-1983; OE Type Thermostat. >13749 195 

1984-1983; Thermostat Gasket. 25138 

1984-1983; Thermostat Gasket (1 Pack). 27138 

1982; OE Type Thermostat. >13749 195 

1982; Thermostat Gasket. 25168 

1982; Thermostat Gasket (1 Pack). 27168 

V-8 4.5 L 

1990-1988; Premium Thermostat. >45359 195 

>45358 180 
>45356 160 

1990-1988; OE Type Thermostat. >13359 195 

>13352 205 
>13358 180 
>13356 160 

1990-1988; Economy Thermostat. >13009 195 

>13008 180 
>13006 160 

1990-1988; Thermostat Seal. 25278 

1990-1988; Thermostat Seal (1 Pack). 27278 

V-8 4.9 L 

1992-1991; Premium Thermostat. >45359 195 

>45358 180 
>45356 160 

1992-1991 ;OE Type Thermostat. >13359 195 

>13352 205 
>13358 180 
>13356 160 

1992-1991; Economy Thermostat. >13009 195 

>13008 180 
>13006 160 

1992-1991; Thermostat Seal. 25278 

1992-1991; Thermostat Seal (1 Pack). 27278 

V-8 425 

1979-1977; OE Type Thermostat. >13459 195 

>13458 180 

1979-1977; Thermostat Gasket. 25138 

1979-1977; Thermostat Gasket (1 Pack). 27138 

V-8 429 

1967-1966; Premium Thermostat. >45358 180 

>45359 195 
>45356 160 

1967-1966; OE Type Thermostat. >13358 180 

>13352 205 
>13359 195 
>13356 160 


> OE Temperature. > Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Cadillac - Continued 

Cadillac - Continued 

Fleetwood - Continued 

Fleetwood 75; Fleetwood Sixty Special - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 429 - Continued 

1967-1966; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1967-1966; Thermostat Gasket. 25138 

1967-1966; Thermostat Gasket (1 Pack). 27138 

V-8 472 

1974-1968; OE Type Thermostat. ♦13459 195 

❖13458 180 

1974-1968; Thermostat Gasket. 25138 

1974-1968; Thermostat Gasket (1 Pack). 27138 

V-8 5.0 L 

1986; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1986; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1986; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1986; Thermostat Gasket. 25148 

1986; Thermostat Gasket (1 Pack). 27148 

V-8 5.7 L 

1994; Premium Thermostat. +045218 180 

1994; OE Type Thermostat. +014218 180 

1993; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1993; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1993; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1993; Thermostat Gasket. 25138 

1993; Thermostat Gasket (1 Pack). 27138 

V-8 5.7 L Diesel 

1985-1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1985-1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985-1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1985-1980; Thermostat Gasket. 25148 

1985-1980; Thermostat Gasket (1 Pack). 27148 

V-8 500 

1976-1974; OE Type Thermostat. +13459 195 

❖13458 180 

1976-1974; Thermostat Gasket. 25138 

1976-1974; Thermostat Gasket (1 Pack). 27138 

V-8 6.0 L 

1984-1982; OE Type Thermostat. +13459 195 

❖13458 180 

1984-1982; Thermostat Gasket. 25188 

1984-1982; Thermostat Gasket (1 Pack). 27188 

1981-1980; OE Type Thermostat. +13459 195 

❖13458 180 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 

Fleetwood 75; Fleetwood Sixty Special 

V-8 331 

1955-1949; Premium Thermostat. +45478 180 

❖45479 195 


V-8 331 - Continued 

1955-1949; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1955-1949; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1955-1949; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 346 

1948-1946; Premium Thermostat. +45478 180 

❖45479 195 

1948-1946; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1948-1946; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

V-8 365 

1958-1956; Premium Thermostat. +45478 180 

❖45479 195 

1958-1956; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1958-1956; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1958-1956; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 390 

1963; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1963; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1963; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1963; Thermostat Gasket. 25138 

1963; Thermostat Gasket (1 Pack). 27138 

1962-1959; Premium Thermostat. +45478 180 

❖45479 195 

1962-1959; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1962-1959; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1962-1959; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 429 

1965-1964; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1965-1964; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1965-1964; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1965-1964; Thermostat Gasket. 25138 

1965-1964; Thermostat Gasket (1 Pack). 27138 

Series 60S 

V-8 346 

1942; Premium Thermostat. +45478 180 

❖45479 195 

1942; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 


♦ OE Temperature. 
O Seal Included. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Cadillac - Continued 

Cadillac - Continued 

Series 60S - Continued 

Series 62 - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 346 - Continued 


1942; Economy Thermostat. 

♦13078 

180 


0-13079 

195 


0-13076 

160 

Series 61 

V-8 331 



1951-1950; Premium Thermostat. 

♦45478 

180 


0-45479 

195 

1951-1950; OE Type Thermostat. 

♦ 13478 

180 


013479 

195 


013476 

160 

1951-1950; Economy Thermostat. 

♦ 13078 

180 


❖13079 

195 


❖13076 

160 

1951-1950; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 



Material. 

27103 


1949; Premium Thermostat. 

♦45478 

180 


❖45479 

195 

1949; OE Type Thermostat. 

♦ 13478 

180 


❖13479 

195 


❖ 13476 

160 

1949; Economy Thermostat. 

♦ 13078 

180 


❖13079 

195 


❖13076 

160 

V-8 346 



1948-1946; Premium Thermostat. 

♦45478 

180 


❖45479 

195 

1948-1946; OE Type Thermostat. 

♦13478 

180 


❖ 13479 

195 


❖13476 

160 

1948-1946; Economy Thermostat. 

♦ 13078 

180 


❖ 13079 

195 


❖13076 

160 

1942; Premium Thermostat. 

♦45478 

180 


❖45479 

195 

1942; OE Type Thermostat. 

♦13478 

180 


❖13479 

195 


❖13476 

160 

1942; Economy Thermostat. 

♦13078 

180 


❖13079 

195 


❖13076 

160 

Series 62 

V-8 331 



1955-1949; Premium Thermostat. 

♦45478 

180 


❖45479 

195 

1955-1949; OE Type Thermostat. 

♦ 13478 

180 


❖13479 

195 


❖ 13476 

160 

1955-1949; Economy Thermostat. 

♦ 13078 

180 


❖13079 

195 


❖13076 

160 

1955-1949; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


V-8 346 



1948-1946; Premium Thermostat. 

♦45478 

180 


❖45479 

195 

1948-1946; OE Type Thermostat. 

♦ 13478 

180 


❖ 13479 

195 


❖ 13476 

160 

1948-1946; Economy Thermostat. 

♦ 13078 

180 


❖13079 

195 


❖13076 

160 

1942; Premium Thermostat. 

♦45478 

180 


❖45479 

195 

1942; OE Type Thermostat. 

♦13478 

180 


❖ 13479 

195 


❖13476 

160 

1942; Economy Thermostat. 

♦ 13078 

180 


❖ 13079 

195 


❖13076 

160 


V-8 365 

1958-1956; Premium Thermostat. ♦45478 180 

0-45479 195 

1958-1956; OE Type Thermostat. ♦13478 180 

0-13479 195 
0-13476 160 

1958-1956; Economy Thermostat. ♦13078 180 

0-13079 195 
0-13076 160 

1958-1956; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 


Series 63; Series 67; Series 75 

V-8 346 

1942; Premium Thermostat. ♦45478 180 

0-45479 195 

1942; OE Type Thermostat. ♦13478 180 

0-13479 195 
0-13476 160 

1942; Economy Thermostat. ♦13078 180 

0-13079 195 
0-13076 160 

Series 6200 


V-8 390 


1963; Premium Thermostat. ♦45358 180 

0-45359 195 
0-45356 160 

1963; OE Type Thermostat. ♦ISSSS 180 

0-13352 205 
0-13359 195 
0-13356 160 

1963; Economy Thermostat. ♦13008 180 

0-13009 195 
0-13006 160 

1963; Thermostat Gasket. 25138 

1963; Thermostat Gasket (1 Pack). 27138 

1962-1959; Premium Thermostat. ♦45478 180 

0-45479 195 

1962-1959; OE Type Thermostat. ♦13478 180 

0-13479 195 
0-13476 160 

1962-1959; Economy Thermostat. ^13078 180 

0-13079 195 
0-13076 160 

1962-1959; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 429 

1964; Premium Thermostat. ♦45358 180 

0-45359 195 
0-45356 160 

1964; OE Type Thermostat. ♦ISSSS 180 

0-13352 205 
0-13359 195 
0-13356 160 

1964; Economy Thermostat. ♦13008 180 

0-13009 195 
0-13006 160 

1964; Thermostat Gasket. 25138 

1964; Thermostat Gasket (1 Pack). 27138 

Seville 

V-6 4.1 L 

1982-1981; Premium Thermostat. ♦45359 195 

0-45358 180 
0-45356 160 

1982-1981; OE Type Thermostat. ^13359 195 

0-13352 205 
0-13358 180 
0-13356 160 

1982-1981; Economy Thermostat. ♦13009 195 

0-13008 180 
0-13006 160 

1982-1981; Thermostat Gasket. 25132 


♦ OE Temperature. 


O- Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Cadillac - Continued 

Cadillac - Continued 

Seville - Continued 

Seville - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 4.1 L - Continued 

1982-1981; Thermostat Gasket (1 Pack). 27132 

V-8 350 

1979-1976; Premium Thermostat. 4-45359 195 

-0-45358 180 
045356 160 

1979-1976; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1979-1976; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1979-1976; Thermostat Gasket. 25148 

1979-1976; Thermostat Gasket (1 Pack). 27148 

V-8 350 Diesel 

1979-1978; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1979-1978; OE Type Thermostat. 4-13359 195 

013352 205 
013358 180 
013356 160 

1979-1978; Economy Thermostat. 4-13009 195 

013008 180 
013006 160 

1979-1978; Thermostat Gasket. 25148 

1979-1978; Thermostat Gasket (1 Pack). 27148 

V-8 4.1 L 

1987-1986; OE Type Thermostat. 413749 195 

1987-1986; Thermostat Gasket. 25168 

1987-1986; Thermostat Gasket (1 Pack). 27168 

1987-1986; Thermostat Seal. 25278 

1987-1986; Thermostat Seal (1 Pack). 27278 

1985-1983; OE Type Thermostat. 4-13749 195 

1985-1983; Thermostat Gasket. 25138 

1985-1983; Thermostat Gasket (1 Pack). 27138 

1982; OE Type Thermostat. 4-13749 195 

1982; Thermostat Gasket. 25168 

1982; Thermostat Gasket (1 Pack). 27168 

V-8 4.5 L 

1990-1988; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1990-1988; OE Type Thermostat. 4-13359 195 

013352 205 
013358 180 
013356 160 

1990-1988; Economy Thermostat. 4-13009 195 

013008 180 
013006 160 

1990-1988; Thermostat Seal. 25278 

1990-1988; Thermostat Seal (1 Pack). 27278 

V-8 4.6 L 

1994-1993; OE Type Thermostat. 4-014228 180 

V-8 4.9 L 

1993-1991; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1993-1991; OE Type Thermostat. 4-13359 195 

013352 205 
013358 180 
013356 160 

1993-1991; Economy Thermostat. 4-13009 195 

013008 180 
013006 160 

1993-1991; Thermostat Seal. 25278 

1993-1991; Thermostat Seal (1 Pack). 27278 

V-8 5.7 L 

1980; Premium Thermostat. 4-45359 195 

045358 180 
045356 160 


V-8 5.7 L - Continued 

1980; OE Type Thermostat. 4-13359 195 

013352 205 
013358 180 
013356 160 

1980; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1980; Thermostat Gasket. 25148 

1980; Thermostat Gasket (1 Pack). 27148 

V-8 5.7 L Diesel 

1985-1980; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1985-1980; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1985-1980; Economy Thermostat. 4-13009 195 

013008 180 
013006 160 

1985-1980; Thermostat Gasket. 25148 

1985-1980; Thermostat Gasket (1 Pack). 27148 

V-8 6.0 L 

1981-1980; OE Type Thermostat. 413459 195 

013458 180 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 

Sixty Special 

V-8 4.9 L 

1993; Premium Thermostat. 4-45359 195 

045358 180 
045356 160 

1993; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1993; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1993; Thermostat Seal. 25278 

1993; Thermostat Seal (1 Pack). 27278 


Checker 


Aerobus 

V-8 318 

1964; Premium Thermostat. 4-45359 195 

045358 180 
045356 160 

1964; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1964; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1964; Thermostat Gasket. 25138 

1964; Thermostat Gasket (1 Pack). 27138 


Deluxe 

6-Cvl. 250; V-8 327; V-8 350 

1969; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1969; OE Type Thermostat. 4-13359 195 

013352 205 
013358 180 
013356 160 

1969; Economy Thermostat. 4-13009 195 

013008 180 
013006 160 


4 OE Temperature. 
O Seal Included. 


O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Checker - Continued 

Checker - Continued 

Deluxe - Continued 

Marathon - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cvl. 250; V-8 327; V-8 350 - Continued 

1969; Thermostat Gasket. 25138 

1969; Thermostat Gasket (1 Pack). 27138 


Marathon 


6-Cvl. 226 

1964; Premium Thermostat. 

♦45359 

195 


+45358 

180 


+45356 

160 

1964; OE Type Thermostat. 

♦ 13359 

195 

+13352 

205 


+13358 

180 


+13356 

160 

1964; Economy Thermostat. 

♦ 13009 

195 

+13008 

180 


+13006 

160 

1964; Thermostat Gasket. 

25138 


1964; Thermostat Gasket (1 Pack). 

27138 


1963-1961; Premium Thermostat. 

♦45358 

180 


+45359 

195 


+45356 

160 

1963-1961; OEType Thermostat. 

♦13358 

180 

+13352 

205 


+13359 

195 


+13356 

160 

1963-1961; Economy Thermostat. 

♦13008 

180 

+13009 

195 


+13006 

160 

1963-1961; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 

27103 


6-Cvl. 230 

1968-1965; Premium Thermostat. 

♦45359 

195 


+45358 

180 


+45356 

160 

1968-1965; OE Type Thermostat. 

♦ 13359 

195 

+13352 

205 


+13358 

180 


+13356 

160 

1968-1965; Economy Thermostat. 

♦13009 

195 

+13008 

180 


+13006 

160 

1968-1965; Thermostat Gasket. 

25138 


1968-1965; Thermostat Gasket (1 Pack). 

27138 


6-Cvl. 250 

1979-1969; Premium Thermostat. 

♦45359 

195 


+45358 

180 


+45356 

160 

1979-1969; OE Type Thermostat. 

♦13359 

195 

+13352 

205 


+13358 

180 


+13356 

160 

1979-1969; Economy Thermostat. 

♦ 13009 

195 

+13008 

180 


+13006 

160 

1979-1969; Thermostat Gasket. 

25138 


1979-1969; Thermostat Gasket (1 Pack). 

27138 


V-6 3.8 L; V-8 4.4 L 

1982-1980; Premium Thermostat. 

♦45359 

195 


+45358 

180 


+45356 

160 

1982-1980; OE Type Thermostat. 

♦13359 

195 

+13352 

205 


+13358 

180 


+13356 

160 

1982-1980; Economy Thermostat. 

♦13009 

195 

+13008 

180 


+13006 

160 

1982-1980; Thermostat Gasket. 

25138 


1982-1980; Thermostat Gasket (1 Pack). 

27138 


V-8 283 

1967-1965; Premium Thermostat. 

♦45359 

195 


+45358 

180 


+45356 

160 


V-8 283 - Continued 

1967-1965; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1967-1965; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1967-1965; Thermostat Gasket. 25138 

1967-1965; Thermostat Gasket (1 Pack). 27138 

V-8 305 

1979-1977; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1977; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979-1977; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1977; Thermostat Gasket. 25138 

1979-1977; Thermostat Gasket (1 Pack). 27138 

V-8 307 

1968; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1968; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1968; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1968; Thermostat Gasket. 25138 

1968; Thermostat Gasket (1 Pack). 27138 

V-8 327 

1969-1966; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1969-1966; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1969-1966; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1969-1966; Thermostat Gasket. 25138 

1969-1966; Thermostat Gasket (1 Pack). 27138 

V-8 350 

1979-1969; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1969; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979-1969; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1969; Thermostat Gasket. 25138 

1979-1969; Thermostat Gasket (1 Pack). 27138 

V-8 5.0 L 

1982-1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1982-1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Checker - Continued 

Chevrolet - Continued 

Marathon - Continued 

Astro - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 5.0 L - Continued 

1982-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1982-1980; Thermostat Gasket. 25138 

1982-1980; Thermostat Gasket (1 Pack). 27138 

V-8 5.7 L Diesel 

1982-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1982-1980; OE Type Thermostat. ♦ ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1982-1980; Thermostat Gasket. 25138 

1982-1980; Thermostat Gasket (1 Pack). 27138 


Superba 
6-Cvl. 226 

1963-1959; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1963-1959; OE Type Thermostat. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1963-1959; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1963-1959; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 


Chevrolet 


Astro 

4-Cyl. 2.5 L 

1990-1987; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1990-1987; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1990-1987; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1990-1987; Thermostat Gasket. 25138 

1990-1987; Thermostat Gasket (1 Pack). 27138 

1986-1985; Premium Thermostat. ♦45399 195 

❖45398 180 

1986-1985; OE Type Thermostat. ♦13399 195 

❖13398 180 

1986-1985; Thermostat Gasket. 25138 

1986-1985; Thermostat Gasket (1 Pack). 27138 

V-6 4.3 L 

1994-1993; Premium Thermostat; Eng. VIN W. ♦45849 195 

❖45848 180 

1994-1993; OE Type Thermostat; Eng. VIN W. ♦13849 195 

❖13848 180 

1994-1993; Premium Thermostat; Eng. VIN Z. ♦45359 195 

❖45358 180 
❖45356 160 

1994-1993; OE Type Thermostat; Eng. VIN Z. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1994-1993; Economy Thermostat; Eng. VIN Z. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1993; Thermostat Seal (1 Pack); Eng. VIN W. 27273 


V-6 4.3 L - Continued 

1994-1993; Thermostat Seal; Eng. VIN W. 25273 

1994-1993; Thermostat Seal (1 Pack); Eng. VIN Z. 27282 

1994-1993; Thermostat Seal; Eng. VIN Z. 25282 

1992; Premium Thermostat; Eng. VIN W. ♦45849 195 

❖45848 180 

1992; OE Type Thermostat; Eng. VIN W. ♦13849 195 

❖13848 180 

1992; Premium Thermostat; Eng. VIN Z. ♦45359 195 

❖45358 180 
❖45356 160 

1992; OE Type Thermostat; Eng. VIN Z. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1992; Economy Thermostat; Eng. VIN Z. ♦13009 195 

❖13008 180 
❖13006 160 

1992; Thermostat Gasket (1 Pack); Eng. VIN Z. 27153 

1992; Thermostat Gasket; Eng. VIN Z. 25153 

1992; Thermostat Seal (1 Pack); Eng. VIN W. 27273 

1992; Thermostat Seal; Eng. VIN W. 25273 

1991-1990; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1991-1990; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1991-1990; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1991-1990; Thermostat Gasket (1 Pack); Eng. VIN B. 27138 

1991-1990; Thermostat Gasket; Eng. VIN B. 25138 

1991-1990; Thermostat Gasket (1 Pack); Eng. VIN Z. 27153 

1991-1990; Thermostat Gasket; Eng. VIN Z. 25153 

1989-1986; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1989-1986; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1989-1986; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1989-1986; Thermostat Gasket. 25153 

1989-1986; Thermostat Gasket (1 Pack). 27153 

1985; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1985; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1985; Thermostat Gasket. 25138 

1985; Thermostat Gasket (1 Pack). 27138 


Beaumont 

6-Cyl. 194 (Canada) 

1966-1964; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1966-1964; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1966-1964; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1966-1964; Thermostat Gasket. 25138 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Chevrolet - Continued 

Chevrolet - Continued 

Beaumont - Continued 

Beaumont - Continued 


Application 


Part Tem 
Number p °F 


6-Cyl. 194 (Canada) - Continued 

1966-1964; Thermostat Gasket (1 Pack). 27138 

6-Cvl. 230 (Canada) 

1968-1964; Premium Tnermostat. ♦45359 195 

-0-45358 180 
045356 160 

1968-1964; OE Type Thermostat. 013359 195 

013352 205 
013358 180 
013356 160 

1968-1964; Economy Thermostat. ♦13009 195 

013008 180 
013006 160 

1968-1964; Thermostat Gasket. 25138 

1968- 1964; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 (Canada) 

1969- 1967; Premium Tnermostat. ♦45359 195 

045358 180 
045356 160 

1969-1967; OE Type Thermostat. 013359 195 

013352 205 
013358 180 
013356 160 

1969-1967; Economy Thermostat. Ol 3009 195 

013008 180 
013006 160 

1969-1967; Thermostat Gasket. 25138 

1969-1967; Thermostat Gasket (1 Pack). 27138 

V-8 283 (Canada) 

1967; Premium Thermostat. 045359 195 

045358 180 
045356 160 

1967; OE Type Thermostat. 013359 195 

013352 205 
013358 180 
013356 160 

1967; Economy Thermostat. 013009 195 

013008 180 
013006 160 

1967; Thermostat Gasket. 25138 

1967; Thermostat Gasket (1 Pack). 27138 

1966-1964; Premium Thermostat. 045358 180 

045359 195 
045356 160 

1966-1964; OE Type Thermostat. 013358 180 

013352 205 
013359 195 
013356 160 

1966-1964; Economy Thermostat. Ol 3008 180 

013009 195 
013006 160 

1966-1964; Thermostat Gasket. 25138 

1966- 1964; Thermostat Gasket (1 Pack). 27138 

V-8 307 (Canada) 

1969-1968; Premium Thermostat. 045359 195 

045358 180 
045356 160 

1969-1968; OE Type Thermostat. 013359 195 

013352 205 
013358 180 
013356 160 

1969-1968; Economy Thermostat. 013009 195 

013008 180 
013006 160 

1969-1968; Thermostat Gasket. 25138 

1969-1968; Thermostat Gasket (1 Pack). 27138 

V-8 327 (Canada) 

1967- 1964; Premium Thermostat; W/H.O. Eng. 045358 180 

045359 195 
045356 160 


V-8 327 (Canada) - Continued 

1967-1964; OE Type Thermostat; W/H.O. Eng. 013358 180 

013352 205 
013359 195 
013356 160 

1967-1964; Economy Thermostat; W/H.O. Eng. 013008 180 

013009 195 
013006 160 

1967-1964; Premium Thermostat; W/0 H.O. Eng. 045359 195 

045358 180 
045356 160 

1967-1964; OE Type Thermostat; W/0 H.O. Eng. 013359 195 

013352 205 
013358 180 
013356 160 

1967-1964; Economy Thermostat; W/0 H.O. Eng. 013009 195 

013008 180 
013006 160 

1967-1964; Thermostat Gasket. 25138 

1967-1964; Thermostat Gasket (1 Pack). 27138 

V-8 350 (Canada) 

1969-1968; Premium Thermostat. 045359 195 

045358 180 
045356 160 

1969-1968; OE Type Thermostat. 013359 195 

013352 205 
013358 180 
013356 160 

1969-1968; Economy Thermostat. 013009 195 

013008 180 
013006 160 

1969-1968; Thermostat Gasket. 25138 

1969-1968; Thermostat Gasket (1 Pack). 27138 

V-8 396 (Canada) 

1969-1967; Premium Thermostat. 045359 195 

045358 180 
045356 160 

1969-1967; OE Type Thermostat. 013359 195 

013352 205 
013358 180 
013356 160 

1969-1967; Economy Thermostat. 013009 195 

013008 180 
013006 160 

1969-1967; Thermostat Gasket. 25138 

1969-1967; Thermostat Gasket (1 Pack). 27138 

1966; Premium Thermostat. 045358 180 

045359 195 
045356 160 

1966; OE Type Thermostat. 013358 180 

013352 205 
013359 195 
013356 160 

1966; Economy Thermostat. 013008 180 

013009 195 
013006 160 

1966; Thermostat Gasket. 25138 

1966; Thermostat Gasket (1 Pack). 27138 

V-8 427 (Canada) 

1966; Premium Thermostat. 045358 180 

045359 195 
045356 160 

1966; OE Type Thermostat. 013358 180 

013352 205 
013359 195 
013356 160 

1966; Economy Thermostat. 013008 180 

013009 195 
013006 160 

1966; Thermostat Gasket. 25138 

1966; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Bel Air 

Bel Air-Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cvl. 230 

1965-1963; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1965-1963; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1965-1963; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1965-1963; Thermostat Gasket. 25138 

1965-1963; Thermostat Gasket (1 Pack). 27138 

6-Cvl. 235 

1962; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1962; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1962; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1962; Thermostat Gasket. 25138 

1962; Thermostat Gasket (1 Pack). 27138 

1961-1953; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1961-1953; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1961-1953; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1961-1953; Thermostat Gasket. 25138 

1961-1953; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 

1973-1965; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1973-1965; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1973-1965; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1973-1965; Thermostat Gasket. 25138 

1973-1965; Thermostat Gasket (1 Pack). 27138 

V-8 265 

1957-1955; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1957-1955; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1957-1955; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1957-1955; Thermostat Gasket. 25138 

1957-1955; Thermostat Gasket (1 Pack). 27138 

V-8 283 

1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


V-8 283 - Continued 

1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25138 

1967; Thermostat Gasket (1 Pack). 27138 

1966-1958; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1966-1958; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1966-1958; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1966-1958; Thermostat Gasket. 25138 

1966- 1958; Thermostat Gasket (1 Pack). 27138 

V-8 307 

1968; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1968; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1968; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1968; Thermostat Gasket. 25138 

1968; Thermostat Gasket (1 Pack). 27138 

V-8 327 

1969; Premium Thermostat; W/H.O. Eng. +45358 180 

❖45359 195 
❖45356 160 

1969; OE Type Thermostat; W/H.O. Eng. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1969; Economy Thermostat; W/H.O. Eng. +13008 180 

❖13009 195 
❖13006 160 

1969; Premium Thermostat; W/O H.O. Eng. +45359 195 

❖45358 180 
❖45356 160 

1969; OE Type Thermostat; W/O H.O. Eng. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969; Economy Thermostat; W/O H.O. Eng. +13009 195 

❖13008 180 
❖13006 160 

1969; Thermostat Gasket. 25138 

1969; Thermostat Gasket (1 Pack). 27138 

1968; Premium Thermostat; W/H.O. Eng. +45358 180 

❖45359 195 
❖45356 160 

1968; OE Type Thermostat; W/H.O. Eng. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1968; Economy Thermostat; W/H.O. Eng. +13008 180 

❖13009 195 
❖13006 160 

1968; Thermostat Gasket. 25138 

1968; Thermostat Gasket (1 Pack). 27138 

1967- 1962; Premium Thermostat; W/H.O. Eng. +45358 180 

❖45359 195 
❖45356 160 

1967-1962; OE Type Thermostat; W/H.O. Eng. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

Chevrolet - Continued 

Bel Air-Continued 

Bel Air-Continued 

V-8 327 - Continued 



V-8 396 - Continued 



1967-1962; Economy Thermostat; W/H.O. Eng. 

♦ 13008 

180 

1965; OE Type Thermostat. 

. ♦13359 

195 


❖13009 

195 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1967-1962; Premium Thermostat; W/O H.O. Eng. 

♦45359 

195 


❖13356 

160 


❖45358 

180 

1965; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1967-1962; OE Type Thermostat; W/O H.O. Eng. 

♦13359 

195 


❖13006 

160 


❖13352 

205 

1965; Thermostat Gasket. 

. 25138 



❖13358 

180 

1965; Thermostat Gasket (1 Pack). 

. 27138 



❖13356 

160 

V-8 400 



1967-1962; Economy Thermostat; W/O H.O. Eng. 

. ♦13009 

195 

1975-1970; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1967-1962; Thermostat Gasket. 

25138 




195 

1967-1962; Thermostat Gasket (1 Pack). 

27138 



❖13352 

205 

V-8 348 




❖13358 

180 

1961-1958; Premium Thermostat. 

. ♦45358 

180 


❖13356 

160 


❖45359 

195 

1975-1970; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1961-1958; OE Type Thermostat. 

♦ 13358 

180 


❖13006 

160 


❖13352 

205 

1975-1970; Thermostat Gasket. 

. 25138 



❖13359 

195 

1975-1970; Thermostat Gasket (1 Pack). 

. 27138 



❖13356 

160 

V-8 402 



1961-1958; Economy Thermostat. 

. ♦13008 

180 


-4-4*^ Q 

195 


❖13009 

195 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1961-1958; Thermostat Gasket. 

25138 




195 

1961-1958; Thermostat Gasket (1 Pack). 

27138 



❖13352 

205 

V-8 350 




❖13358 

180 

1975-1969; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1972-1971; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1975-1969; OE Type Thermostat. 

♦13359 

195 


❖13006 

160 


❖13352 

205 

1972-1971; Thermostat Gasket. 

. 25138 



❖13358 

180 

1972-1971; Thermostat Gasket (1 Pack). 

. 27138 



❖13356 

160 

V-8 409 



1975-1969; Economy Thermostat. 

. ♦13009 

195 


-4-45358 

180 


❖13008 

180 


❖45359 

195 


❖13006 

160 


❖45356 

160 

1975-1969; Thermostat Gasket. 

25138 



-4-18858 

180 

1975-1969; Thermostat Gasket (1 Pack). 

27138 



❖13352 

205 

V-8 396 




❖13359 

195 

1969-1967; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1965-1962; Economy Thermostat. 

. ♦13008 

180 


❖45356 

160 


❖13009 

195 

1969-1967; OE Type Thermostat. 

♦ 13359 

195 


❖13006 

160 


❖13352 

205 

1965-1962; Thermostat Gasket. 

. 25138 



❖13358 

180 

1965-1962; Thermostat Gasket (1 Pack). 

. 27138 



❖13356 

160 

V-8 427 



1969-1967; Economy Thermostat. 

. ♦13009 

195 


-4-4535Q 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1969-1967; Thermostat Gasket. 

25138 



-4-1885Q 

195 

1969-1967; Thermostat Gasket (1 Pack). 

27138 



❖13352 

205 

1966; Premium Thermostat. 

♦45358 

180 


4-13358 

180 


❖45359 

195 


❖13356 

160 


❖45356 

160 

1969-1967; Economy Thermostat. 

. ♦13009 

195 

1966; OE Type Thermostat. 

. ♦ 13358 

180 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13359 

195 

1969-1967; Thermostat Gasket. 

. 25138 



❖13356 

160 

1969-1967; Thermostat Gasket (1 Pack). 

. 27138 


1966; Economy Thermostat. 

. ♦13008 

180 

1966; Premium Thermostat. 

. ♦45358 

180 


❖13009 

195 


❖45359 

195 


❖13006 

160 


❖45356 

160 

1966; Thermostat Gasket. 

25138 


1966; OE Type Thermostat. 

. ♦13358 

180 

1966; Thermostat Gasket (1 Pack). 

27138 



❖13352 

205 

1965; Premium Thermostat. 

♦45359 

195 


413359 

195 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1966; Economy Thermostat. 

. ♦13008 

180 





❖13009 

195 





❖13006 

160 




1966; Thermostat Gasket. 

. 25138 



♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Chevrolet - Continued 

Chevrolet - Continued 

Bel Air-Continued 

Biscayne - Continued 


Application 


Part Tem 
Number p °F 


V-8 427 - Continued 

1966; Thermostat Gasket (1 Pack). 27138 

V-8 454 

1975-1970; Premium Thermostat. 4-45359 195 

-0-45358 180 
045356 160 

1975-1970; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1975-1970; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1975-1970; Thermostat Gasket. 25138 

1975-1970; Thermostat Gasket (1 Pack). 27138 

Beretta 

4-Cyl. 2.0 L 

1989-1987; Premium Thermostat. 4045889 195 

1989-1987; OE Type Thermostat. 4013889 195 

4-Cyl. 2.2 L 

1994-1992; Premium Thermostat. 445849 195 

045848 180 

1994-1992; OE Type Thermostat. 413849 195 

013848 180 

1994-1992; Thermostat Seal. 25272 

1994-1992; Thermostat Seal (1 Pack). 27272 

1991-1990; Premium Thermostat. 4045889 195 

1991-1990; OE Type Thermostat. 4013889 195 

4-Cyl. 2.3 L 

1994; Premium Thermostat. 445028 180 

1994; OE Type Thermostat. 414028 180 

1994; Thermostat Seal. 25272 

1994; Thermostat Seal (1 Pack). 27272 

1993-1990; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1993-1990; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1993-1990; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1993-1990; Thermostat Gasket. 25184 

1993- 1990; Thermostat Gasket (1 Pack). 27184 

V-6 2.8 L 

1989-1987; Premium Thermostat. 4045899 195 

1989-1987; OE Type Thermostat. 4013899 195 

V-6 3.1 L 

1994- 1990; Premium Thermostat. 4045899 195 

1994-1990; OE Type Thermostat. 4013899 195 


Biscayne 

6-Cyl. 230 

1965-1963; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1965-1963; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1965-1963; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1965-1963; Thermostat Gasket. 25138 

1965-1963; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 235 

1962; Premium Thermostat. 445359 195 

045358 180 
045356 160 


6-Cyl. 235 - Continued 

1962; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1962; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1962; Thermostat Gasket. 25138 

1962; Thermostat Gasket (1 Pack). 27138 

1961-1958; Premium Thermostat. 445358 180 

045359 195 
045356 160 

1961-1958; OE Type Thermostat. 413358 180 

013352 205 
013359 195 
013356 160 

1961-1958; Economy Thermostat. 413008 180 

013009 195 
013006 160 

1961-1958; Thermostat Gasket. 25138 

1961-1958; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 

1972-1965; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1972-1965; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1972-1965; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1972-1965; Thermostat Gasket. 25138 

1972-1965; Thermostat Gasket (1 Pack). 27138 

V-8 283 

1967; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1967; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1967; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1967; Thermostat Gasket. 25138 

1967; Thermostat Gasket (1 Pack). 27138 

1966-1958; Premium Thermostat. 445358 180 

045359 195 
045356 160 

1966-1958; OE Type Thermostat. 413358 180 

013352 205 
013359 195 
013356 160 

1966-1958; Economy Thermostat. 413008 180 

013009 195 
013006 160 

1966-1958; Thermostat Gasket. 25138 

1966-1958; Thermostat Gasket (1 Pack). 27138 

V-8 307 

1968; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1968; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1968; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1968; Thermostat Gasket. 25138 

1968; Thermostat Gasket (1 Pack). 27138 


O Alternate Temperature. 


4 OE Temperature. 
O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Biscayne - Continued 

Biscayne - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 327 

1969-1962; Premium Thermostat; W/H.O. Eng. ♦45358 180 


❖45359 195 
❖45356 160 

1969-1962; OE Type Thermostat; W/H.O. Eng. 4-13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1969-1962; Economy Thermostat; W/H.O. Eng. 4-13008 180 

❖13009 195 
❖13006 160 

1969-1962; Premium Thermostat; W/O H.O. Eng. 445359 195 

❖45358 180 
❖45356 160 

1969-1962; OE Type Thermostat; W/O H.O. Eng. 4-13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1962; Economy Thermostat; W/O H.O. Eng. 4-13009 195 

❖13008 180 
❖13006 160 

1969-1962; Thermostat Gasket. 25138 

1969-1962; Thermostat Gasket (1 Pack). 27138 

V-8 348 

1961-1958; Premium Thermostat. 4-45358 180 

❖45359 195 
❖45356 160 

1961-1958; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1961-1958; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1961-1958; Thermostat Gasket. 25138 

1961-1958; Thermostat Gasket (1 Pack). 27138 

V-8 350 

1972-1969; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1972-1969; OE Type Thermostat. 4-13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972-1969; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1972-1969; Thermostat Gasket. 25138 

1972-1969; Thermostat Gasket (1 Pack). 27138 

V-8 396 

1969-1965; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1969-1965; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1965; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1969-1965; Thermostat Gasket. 25138 

1969-1965; Thermostat Gasket (1 Pack). 27138 

V-8 400 

1972-1970; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1972-1970; OE Type Thermostat. 4-13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972-1970; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 


V-8 400 - Continued 

1972-1970; Thermostat Gasket. 25138 

1972-1970; Thermostat Gasket (1 Pack). 27138 

V-8 402 

1972-1971; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1972-1971 ;OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972-1971; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1972-1971; Thermostat Gasket. 25138 

1972-1971; Thermostat Gasket (1 Pack). 27138 

V-8 409 

1965-1962; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1965-1962; OE Type Thermostat. 4-13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1965-1962; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1965-1962; Thermostat Gasket. 25138 

1965-1962; Thermostat Gasket (1 Pack). 27138 

V-8 427 

1969-1966; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1969-1966; OE Type Thermostat. 4-13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1966; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1969-1966; Thermostat Gasket. 25138 

1969-1966; Thermostat Gasket (1 Pack). 27138 

V-8 454 

1972-1970; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1972-1970; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972-1970; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1972-1970; Thermostat Gasket. 25138 

1972-1970; Thermostat Gasket (1 Pack). 27138 

Blazer 

6-Cyl. 250 

1979; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1979; OE Type Thermostat. 4-13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25175 

1979; Thermostat Gasket (1 Pack). 27175 

1978-1976; Premium Thermostat. 4-45359 195 

❖45358 180 
❖45356 160 


4 OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

Chevrolet - Continued 

Blazer - Continued 

Blazer - Continued 

6-Cvl. 250 - Continued 



V-8 307 



1978-1976; OE Type Thermostat. 

. ♦13359 

195 

1973; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1973; OE Type Thermostat. 

. ♦■mss 

195 

1978-1976; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1978-1976; Thermostat Gasket. 

. 25138 


1973; Economy Thermostat. 

. ♦13009 

195 

1978-1976; Thermostat Gasket (1 Pack). 

. 27138 



❖13008 

180 

1975; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


❖45358 

180 

1973; Thermostat Gasket. 

. 25153 



❖45356 

160 

1973; Thermostat Gasket (1 Pack). 

. 27153 


1975; OE Type Thermostat. 

. ♦ 13359 

195 

1972; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1972; OE Type Thermostat. 

. ♦13359 

195 

1975; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1975; Thermostat Gasket. 

. 25153 


1972; Economy Thermostat. 

. ♦13009 

195 

1975; Thermostat Gasket (1 Pack). 

. 27153 



❖13008 

180 

1974-1970; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


❖45358 

180 

1972; Thermostat Gasket. 

. 25138 



❖45356 

160 

1972; Thermostat Gasket (1 Pack). 

. 27138 


1974-1970; OE Type Thermostat. 

. ♦ 13359 

195 

1971; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1971; OE Type Thermostat. 

. ♦isssg 

195 

1974-1970; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1974-1970; Thermostat Gasket. 

. 25138 


1971; Economy Thermostat. 

. ♦13009 

195 

1974-1970; Thermostat Gasket (1 Pack). 

. 27138 



❖13008 

180 

1969; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


❖45358 

180 

1971; Thermostat Gasket. 

. 25153 



❖45356 

160 

1971; Thermostat Gasket (1 Pack). 

. 27153 


1969; OE Type Thermostat. 

. ♦ 13359 

195 

1970; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1970; OE Type Thermostat. 

. ♦13359 

195 

1969; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1969; Thermostat Gasket. 

. 25153 


1970; Economy Thermostat. 

. ♦13009 

195 

1969; Thermostat Gasket (1 Pack). 

. 27153 



❖13008 

180 

6-Cvl. 4.1 L 




❖13006 

160 


+-A.W q 

IQS 

1970; Thermostat Gasket. 

. 25138 



❖45358 

180 

1970; Thermostat Gasket (1 Pack). 

. 27138 



❖45356 

160 

1969; Premium Thermostat. 

. ♦45359 

195 

1982-1980; OE Type Thermostat. 

. ♦ 13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1969; OE Type Thermostat. 

. ♦isssg 

195 


❖13356 

160 


❖13352 

205 

1982-1980; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1969; Economy Thermostat. 

. ♦13009 

195 

1982-1980; Thermostat Gasket. 

. 25175 



❖13008 

180 

1982-1980; Thermostat Gasket (1 Pack). 

. 27175 



❖13006 

160 

V-8 305 



1969; Thermostat Gasket. 

. 25153 




1969; Thermostat Gasket (1 Pack). 

. 27153 


1979-1977; Premium Thermostat. 

. ♦45359 

195 





❖45358 

180 

V-8 350 




❖45356 

160 

1979-1970; Premium Thermostat. 

. ♦45359 

195 

1979-1977; OE Type Thermostat. 

. ♦ 13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1979-1970; OE Type Thermostat. 

. ♦13359 

195 


❖13356 

160 


❖13352 

205 

1979-1977; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1979-1970; Economy Thermostat. 

. ♦13009 

195 

1979-1977; Thermostat Gasket. 

. 25153 



❖13008 

180 

1979-1977; Thermostat Gasket (1 Pack). 

. 27153 



❖13006 

160 




1979-1970; Thermostat Gasket. 

. 25138 



♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Blazer - Continued 

Blazer Compact 


Application 


Part 

Number 


Tem 
P °F 


V-8 350 - Continued 

1979-1970; Thermostat Gasket (1 Pack). 27138 

1969; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1969; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1969; Thermostat Gasket. 25153 

1969; Thermostat Gasket (1 Pack). 27153 

V-8 400 

1979-1975; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1979-1975; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1975; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979-1975; Thermostat Gasket. 25153 

1979-1975; Thermostat Gasket (1 Pack). 27153 

V-8 5.0 L 

1982-1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1982-1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982-1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1982-1980; Thermostat Gasket. 25153 

1982-1980; Thermostat Gasket (1 Pack). 27153 

V-8 5.7 L 

1982-1981; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1982-1981; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982-1981; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1982-1981; Thermostat Gasket. 25153 

1982-1981; Thermostat Gasket (1 Pack). 27153 

1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

V-8 6.2 L Diesel 

1982; OE Type Thermostat. >14429 190 

1982; Thermostat Gasket. 25140 

1982; Thermostat Gasket (1 Pack). 27140 


4-Cvl. 1.9 L 

1984-1983; Premium Thermostat. >45358 180 

❖45359 195 
❖45356 160 

1984-1983; OE Type Thermostat. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1984-1983; Economy Thermostat. >13008 180 

❖13009 195 
❖13006 160 

1984-1983; Thermostat Gasket. 25168 

1984-1983; Thermostat Gasket (1 Pack). 27168 

4-Cvl. 2.0 L 

1984-1983; Premium Thermostat. >45349 195 

❖45348 180 

1984-1983; OE Type Thermostat. >13349 195 

❖13348 180 

1984-1983; Thermostat Gasket. 25168 

1984-1983; Thermostat Gasket (1 Pack). 27168 

4-Cvl. 2.5 L 

1988-1987; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1988-1987; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1988-1987; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1988-1987; Thermostat Gasket. 25138 

1988- 1987; Thermostat Gasket (1 Pack). 27138 

1986-1985; Premium Thermostat. >45399 195 

❖45398 180 

1986-1985; OE Type Thermostat. >13399 195 

❖13398 180 

1986-1985; Thermostat Gasket. 25138 

1986-1985; Thermostat Gasket (1 Pack). 27138 

V-6 2.8 L 

1989- 1983; Premium Thermostat. >45349 195 

❖45348 180 

1989-1983; OE Type Thermostat. >13349 195 

❖13348 180 

1989-1983; Thermostat Gasket. 25168 

1989-1983; Thermostat Gasket (1 Pack). 27168 

V-6 4.3 L 

1994-1993; Premium Thermostat; Eng. VIN W. >45849 195 

❖45848 180 

1994-1993; OE Type Thermostat; Eng. VIN W. >13849 195 

❖13848 180 

1994-1993; Premium Thermostat; Eng. VIN Z. >45359 195 

❖45358 180 
❖45356 160 

1994-1993; OE Type Thermostat; Eng. VIN Z. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1994-1993; Economy Thermostat; Eng. VIN Z. >13009 195 

❖13008 180 
❖13006 160 

1994-1993; Thermostat Seal (1 Pack); Eng. VIN W. 27273 

1994-1993; Thermostat Seal; Eng. VIN W. 25273 

1994-1993; Thermostat Seal (1 Pack); Eng. VIN Z. 27282 

1994-1993; Thermostat Seal; Eng. VIN Z. 25282 

1992; Premium Thermostat; Eng. VIN W. >45849 195 

❖45848 180 

1992; OE Type Thermostat; Eng. VIN W. >13849 195 

❖13848 180 

1992; Premium Thermostat; Eng. VIN Z. >45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Blazer Compact - Continued 

Blazer Full Size - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 4.3 L - Continued 

1992; OE Type Thermostat; Eng. VINZ. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1992; Economy Thermostat; Eng. VIN Z. +13009 195 

+13008 180 
+13006 160 

1992; Thermostat Gasket (1 Pack); Eng. VIN Z. 27153 

1992; Thermostat Gasket; Eng. VIN Z. 25153 

1992; Thermostat Seal (1 Pack); Eng. VIN W. 27273 

1992; Thermostat Seal; Eng. VIN W. 25273 

1991-1988; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1991-1988; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1991-1988; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1991-1988; Thermostat Gasket. 25153 

1991-1988; Thermostat Gasket (1 Pack). 27153 

Blazer Full Size 

V-8 5.0 L 

1987-1983; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1987-1983; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1987-1983; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1987-1983; Thermostat Gasket. 25153 

1987- 1983; Thermostat Gasket (1 Pack). 27153 

V-8 5.7 L 

1994-1992; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1994-1992; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1994-1992; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1994-1992; Thermostat Seal. 25282 

1994-1992; Thermostat Seal (1 Pack). 27282 

1991-1989; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1991-1989; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1991-1989; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1991-1989; Thermostat Gasket. 25138 

1991-1989; Thermostat Gasket (1 Pack). 27138 

1988- 1983; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1988-1983; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 


V-8 5.7 L - Continued 

1988-1983; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1988-1983; Thermostat Gasket. 25153 

1988-1983; Thermostat Gasket (1 Pack). 27153 

V-8 6.2 L Diesel 

1991-1988; OE Type Thermostat. +14039 195 

1991-1988; Thermostat Gasket. 25140 

1991-1988; Thermostat Gasket (1 Pack). 27140 

1987-1983; OE Type Thermostat. +14429 190 

1987-1983; Thermostat Gasket. 25140 

1987-1983; Thermostat Gasket (1 Pack). 27140 

V-8 6.5 L Diesel 

1994; OE Type Thermostat. +14039 195 

1994; Thermostat Gasket. 25140 

1994; Thermostat Gasket (1 Pack). 27140 

C & K Series Pickup 

6-Cvl. 235 

1962-1960; Premium Thermostat. +45358 180 

+45359 195 
+45356 160 

1962-1960; OE Type Thermostat. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1962-1960; Economy Thermostat. +13008 180 

+13009 195 
+13006 160 

1962-1960; Thermostat Gasket. 25138 

1962-1960; Thermostat Gasket (1 Pack). 27138 

6-Cvl. 250 

1979; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979; Thermostat Gasket. 25175 

1979; Thermostat Gasket (1 Pack). 27175 

1978-1976; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1978-1976; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1978-1976; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1978-1976; Thermostat Gasket. 25138 

1978-1976; Thermostat Gasket (1 Pack). 27138 

1975-1973; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1975-1973; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1975-1973; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1975-1973; Thermostat Gasket. 25153 

1975-1973; Thermostat Gasket (1 Pack). 27153 

1972; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

C & K Series Pickup - Continued 

6-Cyl. 250 - Continued 



1972; OE Type Thermostat. 

. 4-13359 

195 


413352 

205 


413358 

180 


413356 

160 

1972; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1972; Thermostat Gasket. 

25138 


1972; Thermostat Gasket (1 Pack). 

27138 


1971-1966; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 

1971-1966; OE Type Thermostat. 

413359 

195 


413352 

205 


413358 

180 


413356 

160 

1971-1966; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1971-1966; Thermostat Gasket. 

25153 


1971-1966; Thermostat Gasket (1 Pack). 

27153 


6-Cvl. 261 



1961; Premium Thermostat. 

445358 

180 


445359 

195 


445356 

160 

1961; OE Type Thermostat. 

. 413358 

180 


413352 

205 


413359 

195 


413356 

160 

1961; Economy Thermostat. 

. 413008 

180 


413009 

195 


413006 

160 

1961; Thermostat Gasket. 

25138 


1961; Thermostat Gasket (1 Pack). 

27138 


6-Cyl. 292 



1979-1965; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 

1979-1965; OE Type Thermostat. 

413359 

195 


413352 

205 


413358 

180 


413356 

160 

1979-1965; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1979-1965; Thermostat Gasket. 

25153 


1979-1965; Thermostat Gasket (1 Pack). 

27153 


1964-1963; OE Type Thermostat. 

413928 

180 


413926 

160 

6-Cyl. 4.1 L 



1984-1980; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 

1984-1980; OE Type Thermostat. 

413359 

195 


413352 

205 


413358 

180 


413356 

160 

1984-1980; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1984-1980; Thermostat Gasket. 

25175 


1984-1980; Thermostat Gasket (1 Pack). 

27175 


6-Cyl. 4.8 L 



1986-1980; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 

1986-1980; OE Type Thermostat. 

413359 

195 


413352 

205 


413358 

180 


413356 

160 


Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

1 C & K Series Pickup - Continued 

6-Cyl. 4.8 L- Continued 



1986-1980; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1986-1980; Thermostat Gasket. 

25153 


1986-1980; Thermostat Gasket (1 Pack). 

27153 


V-6 4.3 L 



1994-1993; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 

1994-1993; OE Type Thermostat. 

413359 

195 


413352 

205 


413358 

180 


413356 

160 

1994-1993; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1994-1993; Thermostat Seal. 

25282 


1994-1993; Thermostat Seal (1 Pack). 

27282 


1992-1991; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 

1992-1991; OEType Thermostat. 

413359 

195 


413352 

205 


413358 

180 


413356 

160 

1992-1991; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1992-1991; Thermostat Gasket. 

25153 


1992-1991; Thermostat Gasket (1 Pack). 

27153 


1990; Premium Thermostat. 

445359 

195 


445358 

180 


445356 

160 

1990; OE Type Thermostat. 

. 413359 

195 


413352 

205 


413358 

180 


413356 

160 

1990; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1990; Thermostat Gasket. 

25138 


1990; Thermostat Gasket (1 Pack). 

27138 


1989-1988; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 

1989-1988; OE Type Thermostat. 

413359 

195 


413352 

205 


413358 

180 


413356 

160 

1989-1988; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1989-1988; Thermostat Gasket. 

25153 


1989-1988; Thermostat Gasket (1 Pack). 

27153 


1986-1985; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 

1986-1985; OE Type Thermostat. 

413359 

195 


413352 

205 


413358 

180 


413356 

160 

1986-1985; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1986-1985; Thermostat Gasket. 

25153 


1986-1985; Thermostat Gasket (1 Pack). 

27153 


V-8 283 



1967-1963; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 


4 OE Temperature. 


4 Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

C & K Series Pickup - Continued 

C & K Series Pickup - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 283 - Continued 

1967-1963; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1967-1963; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1967-1963; Thermostat Gasket. 25153 

1967- 1963; Thermostat Gasket (1 Pack). 27153 

1961-1960; OE Type Thermostat; W/Thermostat Gasket. +13928 180 

+13926 160 

1961-1960; Premium Thermostat; W/O By Pass Thermostat... +45358 180 

+45359 195 
+45356 160 

1961-1960; OE Type Thermostat; W/O By Pass Thermostat... +13358 180 

+13352 205 
+13359 195 
+13356 160 

1961-1960; Economy Thermostat; W/O By Pass Thermostat.. +13008 180 

+13009 195 
+13006 160 

1961-1960; Thermostat Gasket (1 Pack); W/O By Pass 

Thermostat. 27138 

1961-1960; Thermostat Gasket; W/O By Pass Thermostat. 25138 

V-8 305 

1979-1977; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1977; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979-1977; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1977; Thermostat Gasket. 25153 

1979-1977; Thermostat Gasket (1 Pack). 27153 

V-8 307 

1973-1968; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1973-1968; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1973-1968; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1973-1968; Thermostat Gasket. 25153 

1973-1968; Thermostat Gasket (1 Pack). 27153 

V-8 327 

1968- 1965; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1968-1965; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1968-1965; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1968-1965; Thermostat Gasket. 25153 

1968-1965; Thermostat Gasket (1 Pack). 27153 

V-8 350 

1979-1969; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1969; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 


V-8 350 - Continued 

1979-1969; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1969; Thermostat Gasket. 25153 

1979-1969; Thermostat Gasket (1 Pack). 27153 

V-8 350 Diesel 

1979-1978; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1978; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979-1978; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1978; Thermostat Gasket. 25148 

1979-1978; Thermostat Gasket (1 Pack). 27148 

V-8 396 

1970-1968; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1970-1968; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1970-1968; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1970-1968; Thermostat Gasket. 25153 

1970-1968; Thermostat Gasket (1 Pack). 27153 

V-8 400 

1979-1975; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1975; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979-1975; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1975; Thermostat Gasket. 25153 

1979-1975; Thermostat Gasket (1 Pack). 27153 

1970; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1970; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1970; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1970; Thermostat Gasket. 25153 

1970; Thermostat Gasket (1 Pack). 27153 

V-8 402 

1972-1971; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1972-1971; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1972-1971; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1972-1971; Thermostat Gasket. 25153 

1972-1971; Thermostat Gasket (1 Pack). 27153 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

C & K Series Pickup - Continued 

C & K Series Pickup - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 454 

1979-1973; Premium Thermostat. ♦45359 195 


❖45358 180 
❖45356 160 

1979-1973; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1973; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1973; Thermostat Gasket. 25153 

1979-1973; Thermostat Gasket (1 Pack). 27153 

V-8 5.0 L 

1994-1992; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1994-1992; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1994-1992; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1994-1992; Thermostat Seal. 25282 

1994-1992; Thermostat Seal (1 Pack). 27282 

1991-1988; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1991-1988; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1991-1988; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1991-1988; Thermostat Gasket. 25153 

1991-1988; Thermostat Gasket (1 Pack). 27153 

1986-1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1986-1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1986-1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1986-1980; Thermostat Gasket. 25153 

1986-1980; Thermostat Gasket (1 Pack). 27153 

V-8 5.7 L 

1994-1992; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1994-1992; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1994-1992; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1994-1992; Thermostat Seal. 25282 

1994-1992; Thermostat Seal (1 Pack). 27282 

1991-1988; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1991-1988; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1991-1988; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 


V-8 5.7 L - Continued 

1991-1988; Thermostat Gasket. 25138 

1991-1988; Thermostat Gasket (1 Pack). 27138 

1986-1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1986-1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1986-1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1986-1980; Thermostat Gasket. 25153 

1986-1980; Thermostat Gasket (1 Pack). 27153 

V-8 5.7 L Diesel 

1981-1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1981-1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1981-1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1981-1980; Thermostat Gasket. 25148 

1981-1980; Thermostat Gasket (1 Pack). 27148 

V-8 6.2 L Diesel 

1993-1988; OE Type Thermostat. >14039 195 

1993-1988; Thermostat Gasket. 25140 

1993- 1988; Thermostat Gasket (1 Pack). 27140 

1986-1982; OE Type Thermostat. >14429 190 

1986-1982; Thermostat Gasket. 25140 

1986-1982; Thermostat Gasket (1 Pack). 27140 

V-8 6.5 L Diesel 

1994- 1992; OE Type Thermostat. >14039 195 

1994-1992; Thermostat Gasket. 25140 

1994-1992; Thermostat Gasket (1 Pack). 27140 

V-8 6.6 L 

1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25153 

1980; Thermostat Gasket (1 Pack). 27153 

V-8 6.6 L (Canada) 

1981; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1981; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1981; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1981; Thermostat Gasket. 25148 

1981; Thermostat Gasket (1 Pack). 27148 

V-8 7.4 L 

1994-1992; Premium Thermostat. >45849 195 

❖45848 180 

1994-1992; OE Type Thermostat. >13849 195 

❖13848 180 

1994-1992; Thermostat Seal. 25272 

1994-1992; Thermostat Seal (1 Pack). 27272 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

C & K Series Pickup - Continued 

Camaro - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 7.4 L - Continued 

1991; Premium Thermostat. ♦45848 180 

❖45849 195 

1991; OE Type Thermostat. ♦13848 180 

❖13849 195 

1991; Thermostat Seal. 25272 

1991; Thermostat Seal (1 Pack). 27272 

1990-1988; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1990-1988; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1990-1988; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1990-1988; Thermostat Gasket. 25153 

1990-1988; Thermostat Gasket (1 Pack). 27153 

1986-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1986-1980; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1986-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1986-1980; Thermostat Gasket. 25153 

1986-1980; Thermostat Gasket (1 Pack). 27153 


Camaro 

4-Cyl. 2.5 L 

1986-1982; Premium Thermostat. ♦45399 195 

❖45398 180 

1986-1982; OE Type Thermostat. ♦13399 195 

❖13398 180 

1986-1982; Thermostat Gasket. 25138 

1986-1982; Thermostat Gasket (1 Pack). 27138 

6-Cvl. 230 

1969-1967; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1969-1967; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1967; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1969-1967; Thermostat Gasket. 25138 

1969-1967; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 

1979-1978; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1978; OE Type Thermostat. ^13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1978; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1978; Thermostat Gasket. 25138 

1979-1978; Thermostat Gasket (1 Pack). 27138 

1977; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1977; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 


6-Cyl. 250 - Continued 

1977; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1977; Thermostat Gasket. 25163 

1977; Thermostat Gasket (1 Pack). 27163 

1976-1967; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1976-1967; OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1967; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1976-1967; Thermostat Gasket. 25138 

1976-1967; Thermostat Gasket (1 Pack). 27138 

V-6 2.8 L 

1989; Premium Thermostat. ♦45849 195 

❖45848 180 

1989; OE Type Thermostat. ♦13849 195 

❖13848 180 

1989; Thermostat Seal. 25272 

1989; Thermostat Seal (1 Pack). 27272 

1988-1982; Premium Thermostat. ♦45349 195 

❖45348 180 

1988-1982; OE Type Thermostat. ♦13349 195 

❖13348 180 

1988-1982; Thermostat Gasket. 25168 

1988-1982; Thermostat Gasket (1 Pack). 27168 

V-6 3.1 L 

1992; Premium Thermostat. ♦45849 195 

❖45848 180 

1992; OE Type Thermostat. ♦13849 195 

❖13848 180 

1992; Thermostat Gasket. 25167 

1992; Thermostat Gasket (1 Pack). 27167 

1991-1990; Premium Thermostat. ♦45849 195 

❖45848 180 

1991 -1990; OE Type Thermostat. ♦13849 195 

❖13848 180 

1991-1990; Thermostat Seal. 25272 

1991-1990; Thermostat Seal (1 Pack). 27272 

V-6 3.4 L 

1994-1993; Premium Thermostat. ♦45849 195 

❖45848 180 

1994-1993; OE Type Thermostat. ♦13849 195 

❖13848 180 

1994-1993; Thermostat Seal. 25272 

1994-1993; Thermostat Seal (1 Pack). 27272 

V-6 3.8 L 

1981-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1981-1980; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1981-1980; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1981-1980; Thermostat Gasket (1 Pack); Eng. VIN A. 27132 

1981-1980; Thermostat Gasket; Eng. VIN A. 25132 

1981-1980; Thermostat Gasket (1 Pack); Eng. VIN K. 27138 

1981-1980; Thermostat Gasket; Eng. VIN K. 25138 

V-8 302 

1969-1967; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

Chevrolet - Continued 

Camaro- Continued 

Camaro - Continued 

V-8 302 - Continued 



V-8 396 



1969-1967; OE Type Thermostat. 

♦13359 

195 

1969-1967; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1969-1967; OE Type Thermostat. 

. ♦13359 

195 

1969-1967; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1969-1967; Thermostat Gasket. 

25138 


1969-1967; Economy Thermostat. 

. ♦13009 

195 

1969-1967; Thermostat Gasket (1 Pack). 

27138 



❖13008 

180 

V-8 305 




❖13006 

160 



IQ^ 

1969-1967; Thermostat Gasket. 

. 25138 



❖45358 

180 

1969-1967; Thermostat Gasket (1 Pack). 

. 27138 



❖45356 

160 

V-8 4.4 L 



1979-1976; OE Type Thermostat. 

♦ 13359 

195 

1981-1980; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1981-1980; OE Type Thermostat. 

. ♦13359 

195 

1979-1976; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖ 13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1979-1976; Thermostat Gasket. 

25138 


1981-1980; Economy Thermostat. 

. ♦13009 

195 

1979-1976; Thermostat Gasket (1 Pack). 

27138 



❖13008 

180 

V-8 307 




❖13006 

160 


<4-4^5 Q 

IQS 

1981-1980; Thermostat Gasket. 

. 25138 



❖45358 

180 

1981-1980; Thermostat Gasket (1 Pack). 

. 27138 



❖45356 

160 

V-8 400 



1973-1969; OE Type Thermostat. 

♦ 13359 

195 

1971; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1971; OE Type Thermostat. 

. ♦13359 

195 

1973-1969; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖ 13006 

160 


❖13356 

160 

1973-1969; Thermostat Gasket. 

25138 


1971; Economy Thermostat. 

. ♦13009 

195 

1973-1969; Thermostat Gasket (1 Pack). 

27138 



❖13008 

180 

V-8 327 




❖13006 

160 

1969-1967; Premium Thermostat; W/H.O. Eng. 

. ♦45358 

180 

1971; Thermostat Gasket. 

. 25138 



❖45359 

195 

1971; Thermostat Gasket (1 Pack). 

. 27138 



❖45356 

160 

V-8 402 



1969-1967; OE Type Thermostat; W/H.O. Eng. 

♦13358 

180 

1972-1970; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13359 

195 


❖45356 

160 


❖13356 

160 

1972-1970; OE Type Thermostat. 

. ♦13359 

195 

1969-1967; Economy Thermostat; W/H.O. Eng. 

♦ 13008 

180 


❖13352 

205 


❖13009 

195 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1969-1967; Premium Thermostat; W/O H.O. Eng. 

♦45359 

195 

1972-1970; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1969-1967; OE Type Thermostat; W/O H.O. Eng. 

♦13359 

195 

1972-1970; Thermostat Gasket. 

. 25138 



❖13352 

205 

1972-1970; Thermostat Gasket (1 Pack). 

. 27138 



❖13358 

180 

V-8 427 




❖13356 

160 

1969; Premium Thermostat. 

. ♦45359 

195 

1969-1967; Economy Thermostat; W/O H.O. Eng. 

. ♦13009 

195 


❖45358 

180 


❖ 13008 

180 


❖45356 

160 


❖13006 

160 

1969; OE Type Thermostat. 

. ♦13359 

195 

1969-1967; Thermostat Gasket. 

25138 



❖13352 

205 

1969-1967; Thermostat Gasket (1 Pack). 

27138 



❖13358 

180 

V-8 350 




❖13356 

160 

1979-1967; Premium Thermostat. 

♦45359 

195 

1969; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1979-1967; OE Type Thermostat. 

♦ 13359 

195 

1969; Thermostat Gasket. 

. 25138 



❖13352 

205 

1969; Thermostat Gasket (1 Pack). 

. 27138 



❖13358 

180 

1967; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1979-1967; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1967; OE Type Thermostat. 

. ♦13359 

195 


❖13006 

160 


❖13352 

205 

1979-1967; Thermostat Gasket. 

25138 



❖13358 

180 

1979-1967; Thermostat Gasket (1 Pack). 

27138 



❖13356 

160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

Chevrolet - Continued 

Camaro- Continued 

Caprice - Continued 

V-8 427 - Continued 



V-6 3.8 L - Continued 



1967; Economy Thermostat. 

. +13009 

195 

1984-1983; Thermostat Gasket; Eng. VIN 9. 

25138 



❖13008 

180 

1984-1983; Thermostat Gasket (1 Pack); Eng. VIN A. 

27132 



❖13006 

160 

1984-1983; Thermostat Gasket; Eng. VIN A. 

25132 


1967; Thermostat Gasket. 

25138 


1982-1980; Premium Thermostat. 

+45359 

195 

1967; Thermostat Gasket (1 Pack). 

27138 



❖45358 

180 

V-8 5.0 L 




❖45356 

160 



IQS 

1982-1980; OE Type Thermostat. 

♦13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1992-1980; OE Type Thermostat. 

+13359 

195 


❖13356 

160 


❖13352 

205 

1982-1980; Economy Thermostat. 

.... +13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1992-1980; Economy Thermostat. 

. +13009 

195 

1982-1980; Thermostat Gasket (1 Pack); Eng. VIN A. 

27132 



❖13008 

180 

1982-1980; Thermostat Gasket; Eng. VIN A. 

25132 



❖13006 

160 

1982-1980; Thermostat Gasket (1 Pack); Eng. VIN K. 

27138 


1992-1980; Thermostat Gasket. 

25138 


1982-1980; Thermostat Gasket; Eng. VIN K. 

25138 


1992-1980; Thermostat Gasket (1 Pack). 

27138 


V-6 3.8 L (Canada) 



V-8 5.7 L 



1985; Premium Thermostat. 

+45359 

195 

1994-1993; Premium Thermostat. 

. +045218 

180 


❖45358 

180 

1994-1993; OE Type Thermostat. 

. +014218 

180 


❖45356 

160 

1992-1987; Premium Thermostat. 

. +45359 

195 

1985; OE Type Thermostat. 

.... +13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1992-1987; OE Type Thermostat. 

+13359 

195 


❖13356 

160 


❖13352 

205 

1985; Economy Thermostat. 

.... +13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 


4-nnnq 

IQS 

1985; Thermostat Gasket. 

25138 



❖13008 

180 

1985; Thermostat Gasket (1 Pack). 

27138 



❖13006 

160 

V-6 4.3 L 



1992-1987; Thermostat Gasket. 

25138 


1993-1992; Premium Thermostat. 

♦45359 

195 

1992-1987; Thermostat Gasket (1 Pack). 

27138 



❖45358 

180 

1981-1980; Premium Thermostat. 

. +45359 

195 


❖45356 

160 


❖45358 

180 

1993-1992; OE Type Thermostat. 

♦ 13359 

195 


❖45356 

160 


❖13352 

205 

1981-1980; OE Type Thermostat. 

♦13359 

195 


❖13358 

180 


❖13352 

205 


❖13356 

160 


❖13358 

180 

1993-1992; Economy Thermostat. 

.... +13009 

195 


❖13356 

160 


❖13008 

180 

1981-1980; Economy Thermostat. 

. +13009 

195 


❖13006 

160 


❖13008 

180 

1993-1992; Thermostat Gasket. 

25138 



❖13006 

160 

1993-1992; Thermostat Gasket (1 Pack). 

27138 


1981-1980; Thermostat Gasket. 

25138 


1990-1985; Premium Thermostat. 

+45359 

195 

1981-1980; Thermostat Gasket (1 Pack). 

27138 



❖45358 

180 

Caprice 


^>45356 

♦13359 

160 

195 

6-Cyl. 250 




❖13352 

205 

1979-1977; Premium Thermostat. 

. +45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1990-1985; Economy Thermostat. 

.... +13009 

195 

1979-1977; OE Type Thermostat. 

+13359 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1990-1985; Thermostat Gasket. 

25138 



❖13356 

160 

1990-1985; Thermostat Gasket (1 Pack). 

27138 


1979-1977; Economy Thermostat. 

. +13009 

195 

V-8 283 




❖13008 

180 

1967; Premium Thermostat. 

+45359 

195 


❖13006 

160 


❖45358 

180 

1979-1977; Thermostat Gasket. 

25138 



♦45356 

160 

1979-1977; Thermostat Gasket (1 Pack). 

27138 


1967; OE Type Thermostat. 

.... +13359 

195 

V-6 3.8 L 




❖13352 

205 

1984-1983; Premium Thermostat. 

. +45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1967; Economy Thermostat. 

.... +13009 

195 

1984-1983; OE Type Thermostat. 

♦13359 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1967; Thermostat Gasket. 

25138 



❖13356 

160 

1967; Thermostat Gasket (1 Pack). 

27138 


1984-1983; Economy Thermostat. 

. +13009 

195 

1966; Premium Thermostat. 

♦45358 

180 


❖13008 

180 


❖45359 

195 


❖13006 

160 


❖45356 

160 

1984-1983; Thermostat Gasket (1 Pack); Eng. VIN 9. 

27138 






♦ OE Temperature. ❖ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

Chevrolet - Continued 

Caprice - Continued 

Caprice - Continued 

V-8 283 - Continued 



V-8 396 



1966; OE Type Thermostat. 

♦13358 

180 

1969-1966; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13359 

195 


❖45356 

160 


❖13356 

160 

1969-1966; OE Type Thermostat. 

. ♦13359 

195 

1966; Economy Thermostat. 

. ♦13008 

180 


❖13352 

205 


❖13009 

195 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1966; Thermostat Gasket. 

25138 


1969-1966; Economy Thermostat. 

. ♦13009 

195 

1966; Thermostat Gasket (1 Pack). 

27138 



❖13008 

180 

V-8 305 




❖13006 

160 



IQ^ 

1969-1966; Thermostat Gasket. 

. 25138 



❖45358 

180 

1969-1966; Thermostat Gasket (1 Pack). 

. 27138 



❖45356 

160 

V-8 4.3 L 



1979-1977; OE Type Thermostat. 

♦ 13359 

195 

1994; Premium Thermostat. 

. ♦045218 

180 


❖13352 

205 

1994; OE Type Thermostat. 

. ♦ >14218 

180 


❖13358 

180 

V-8 4.4 L 




❖13356 

160 

1982; Premium Thermostat. 

. ♦45358 

180 

1979-1977; Economy Thermostat. 

. ♦13009 

195 


❖45359 

195 


❖ 13008 

180 


❖45356 

160 


❖13006 

160 

1982; OE Type Thermostat. 

. ♦issss 

180 

1979-1977; Thermostat Gasket. 

25138 



❖13352 

205 

1979-1977; Thermostat Gasket (1 Pack). 

27138 



❖13359 

195 

V-8 307 




❖13356 

160 

1968; Premium Thermostat. 

♦45359 

195 

1982; Economy Thermostat. 

. ♦13008 

180 


❖45358 

180 


❖13009 

195 


❖45356 

160 


❖13006 

160 

1968; OE Type Thermostat. 

. ♦ 13359 

195 

1982; Thermostat Gasket. 

. 25138 



❖13352 

205 

1982; Thermostat Gasket (1 Pack). 

. 27138 



❖13358 

180 

1981-1980; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1968; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1981-1980; OE Type Thermostat. 

. ♦13359 

195 


❖ 13006 

160 


❖13352 

205 

1968; Thermostat Gasket. 

25138 



❖13358 

180 

1968; Thermostat Gasket (1 Pack). 

27138 



❖13356 

160 

V-8 327 



1981-1980; Economy Thermostat. 

. ♦13009 

195 

1969-1966; Premium Thermostat; W/H.O. Eng. 

. ♦45358 

180 


❖13008 

180 


❖45359 

195 


❖13006 

160 


❖45356 

160 

1981-1980; Thermostat Gasket. 

. 25138 


1969-1966; OE Type Thermostat; W/H.O. Eng. 

♦13358 

180 

1981-1980; Thermostat Gasket (1 Pack). 

. 27138 



❖13352 

205 

V-8 400 




❖13359 

195 

1976-1970; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1969-1966; Economy Thermostat; W/H.O. Eng. 

♦13008 

180 


❖45356 

160 


❖13009 

195 

1976-1970; OE Type Thermostat. 

. ♦13359 

195 


❖13006 

160 


❖13352 

205 

1969-1966; Premium Thermostat; W/O H.O. Eng. 

♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1976-1970; Economy Thermostat. 

. ♦13009 

195 

1969-1966; OE Type Thermostat; W/O H.O. Eng. 

♦13359 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1976-1970; Thermostat Gasket. 

. 25138 



❖13356 

160 

1976-1970; Thermostat Gasket (1 Pack). 

. 27138 


1969-1966; Economy Thermostat; W/O H.O. Eng. 

. ♦13009 

195 

V-8 402 




❖13008 

180 

1972-1971; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


❖45358 

180 

1969-1966; Thermostat Gasket. 

25138 



❖45356 

160 

1969-1966; Thermostat Gasket (1 Pack). 

27138 


1972-1971; OEType Thermostat. 

. ♦isssg 

195 

V-8 350 




❖13352 

205 

1979-1969; Premium Thermostat. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1972-1971; Economy Thermostat. 

. ♦13009 

195 

1979-1969; OE Type Thermostat. 

♦ 13359 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1972-1971; Thermostat Gasket. 

. 25138 



❖13356 

160 

1972-1971; Thermostat Gasket (1 Pack). 

. 27138 


1979-1969; Economy Thermostat. 

. ♦13009 

195 

V-8 427 




❖13008 

180 

1969-1966; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


^45358 

180 

1979-1969; Thermostat Gasket. 

25138 



^45356 

160 

1979-1969; Thermostat Gasket (1 Pack). 

27138 






♦ OE Temperature. 0 Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

Chevrolet - Continued 

Caprice - Continued 

Caprice - Continued 

V-8 427 - Continued 



V-8 5.0 L - Continued 



1969-1966; OE Type Thermostat. 

♦13359 

195 

1985-1980; Economy Thermostat. 

. O13009 

195 


0-13352 

205 


■0-13008 

180 


013358 

180 


■0-13006 

160 


013356 

160 

1985-1980; Thermostat Gasket. 

. 25138 


1969-1966; Economy Thermostat. 

.... 013009 

195 

1985-1980; Thermostat Gasket (1 Pack). 

. 27138 



013008 

180 

V-8 5.7 L 




013006 

160 

1994; Premium Thermostat. 

. 0045218 

180 

1969-1966; Thermostat Gasket. 

25138 


1994; OE Type Thermostat. 

. 0014218 

180 

1969-1966; Thermostat Gasket (1 Pack). 

27138 


1993-1985; Premium Thermostat. 

. 045359 

195 

V-8 454 




-0-45358 

180 

1976-1970; Premium Thermostat. 

... 045359 

195 


-0-45356 

160 


045358 

180 

1993-1985; OE Type Thermostat. 

. 013359 

195 


045356 

160 


-0-13352 

205 

1976-1970; OE Type Thermostat. 

♦ 13359 

195 


-0-13358 

180 


013352 

205 


-0-13356 

160 


013358 

180 

1993-1985; Economy Thermostat. 

. ♦13009 

195 


013356 

160 


■0-13008 

180 

1976-1970; Economy Thermostat. 

.... 013009 

195 


-0-13006 

160 


013008 

180 

1993-1985; Thermostat Gasket. 

. 25138 



013006 

160 

1993-1985; Thermostat Gasket (1 Pack). 

. 27138 


1976-1970; Thermostat Gasket. 

25138 


1982; Premium Thermostat. 

. 045359 

195 

1976-1970; Thermostat Gasket (1 Pack). 

27138 



-0-45358 

180 

V-8 5.0 L 




-0-45356 

160 

1993-1991; Premium Thermostat. 

... 045359 

195 

1982; OE Type Thermostat. 

. 013359 

195 


045358 

180 


-0-13352 

205 


045356 

160 


-0-13358 

180 

1993-1991; OEType Thermostat. 

♦ 13359 

195 


-0-13356 

160 


013352 

205 

1982; Economy Thermostat. 

. ♦13009 

195 


013358 

180 


-0-13008 

180 


013356 

160 


■0-13006 

160 


-t'nnoQ 

IQS 

1982; Thermostat Gasket. 

. 25138 



013008 

180 

1982; Thermostat Gasket (1 Pack). 

. 27138 



013006 

160 

1980; Premium Thermostat. 

. 045359 

195 

1993-1991; Thermostat Gasket. 

25138 



-0-45358 

180 

1993-1991; Thermostat Gasket (1 Pack). 

27138 



-0-45356 

160 

1990-1989; Premium Thermostat. 

... 045359 

195 

1980; OE Type Thermostat. 

. 013359 

195 


045358 

180 


-0-13352 

205 


045356 

160 


-0-13358 

180 

1990-1989; OE Type Thermostat. 

♦13359 

195 


-0-13356 

160 


013352 

205 

1980; Economy Thermostat. 

. ♦13009 

195 


013358 

180 


■0-13008 

180 


013356 

160 


-0-13006 

160 


•4-nnnQ 

IQS 

1980; Thermostat Gasket. 

. 25138 



013008 

180 

1980; Thermostat Gasket (1 Pack). 

. 27138 



013006 

160 

V-8 5.7 L Diesel 



1990-1989; Thermostat Gasket (1 Pack); Eng. VIN E. 

27138 


1985-1983; Premium Thermostat. 

. 045359 

195 

1990-1989; Thermostat Gasket; Eng. VIN E. 

25138 



-0-45358 

180 

1990-1989; Thermostat Gasket (1 Pack); Eng. VIN Y. 

27148 



-0-45356 

160 

1990-1989; Thermostat Gasket: Eng. VIN Y. 

25148 


1985-1983; OE Type Thermostat. 

. 013359 

195 

1988-1986; Premium Thermostat. 

... 045359 

195 


-0-13352 

205 


045358 

180 


-0-13358 

180 


045356 

160 


-0-13356 

160 

1988-1986; OE Type Thermostat. 

♦13359 

195 

1985-1983; Economy Thermostat. 

. ♦13009 

195 


013352 

205 


-0-13008 

180 


013358 

180 


■0-13006 

160 


013356 

160 

1985-1983; Thermostat Gasket. 

. 25138 


1988-1986; Economy Thermostat. 

♦13009 

195 

1985-1983; Thermostat Gasket (1 Pack). 

. 27138 



013008 

180 

1982; Premium Thermostat. 

. 045359 

195 


013006 

160 


-0-45358 

180 

1988-1986; Thermostat Gasket (1 Pack); Eng. VIN H. 

27138 



-0-45356 

160 

1988-1986; Thermostat Gasket; Eng. VIN H. 

25138 


1982; OE Type Thermostat. 

. 013359 

195 

1988-1986; Thermostat Gasket (1 Pack); Eng. VIN Y. 

27148 



-0-13352 

205 

1988-1986; Thermostat Gasket; Eng. VIN Y. 

25148 



-0-13358 

180 

1985-1980; Premium Thermostat. 

... 045359 

195 


-0-13356 

160 


045358 

180 

1982; Economy Thermostat. 

. ♦13009 

195 


045356 

160 


■0-13008 

180 

1985-1980; OE Type Thermostat. 

♦13359 

195 


-0-13006 

160 


013352 

205 

1982; Thermostat Gasket. 

. 25148 



013358 

180 

1982; Thermostat Gasket (1 Pack). 

. 27148 



013356 

160 

1981; Premium Thermostat. 

. 045359 

195 





-0-45358 

180 





-0-45356 

160 


♦ OE Temperature. 0 Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Caprice - Continued 

Celebrity - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 5.7 L Diesel - Continued 

1981; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1981; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1981; Thermostat Gasket. 25138 

1981; Thermostat Gasket (1 Pack). 27138 

1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1980; Thermostat Gasket. 25148 

1980; Thermostat Gasket (1 Pack). 27148 


Cavalier 

4-Cyl. 1.8 L 

1982; Premium Thermostat. +45349 195 

+45348 180 

1982; OE Type Thermostat. +13349 195 

+13348 180 

1982; Thermostat Gasket. 25168 

1982; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.0 L 

1989-1987; Premium Thermostat. +045889 195 

1989-1987; OE Type Thermostat. +013889 195 

1986-1983; Premium Thermostat. +45349 195 

+45348 180 

1986-1983; OE Type Thermostat. +13349 195 

+13348 180 

1986-1983; Thermostat Gasket. 25168 

1986-1983; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.2 L 

1994-1992; Premium Thermostat. +45849 195 

+45848 180 

1994-1992; OE Type Thermostat. +13849 195 

+13848 180 

1994-1992; Thermostat Seal. 25272 

1994-1992; Thermostat Seal (1 Pack). 27272 

1991-1990; Premium Thermostat. +045889 195 

1991-1990; OE Type Thermostat. +013889 195 

V-6 2.8 L 

1989-1987; Premium Thermostat. +045899 195 

1989-1987; OE Type Thermostat. +013899 195 

1986-1985; Premium Thermostat. +45349 195 

+45348 180 

1986-1985; OE Type Thermostat. +13349 195 

+13348 180 

1986-1985; Thermostat Gasket. 25168 

1986-1985; Thermostat Gasket (1 Pack). 27168 

1986-1985; Thermostat Seal. 25272 

1986-1985; Thermostat Seal (1 Pack). 27272 

V-6 3.1 L 

1994-1990; Premium Thermostat. +045899 195 

1994-1990; OE Type Thermostat. +013899 195 

Celebrity 

4-Cyl. 2.5 L 

1990; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1990; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 


4-Cyl. 2.5 L- Continued 

1990; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1990; Thermostat Gasket. 25168 

1990; Thermostat Gasket (1 Pack). 27168 

1990; Thermostat Seal. 25282 

1990; Thermostat Seal (1 Pack). 27282 

1989-1982; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1989-1982; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1989-1982; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1989-1982; Thermostat Gasket. 25138 

1989-1982; Thermostat Gasket (1 Pack). 27138 

1989-1982; Thermostat Seal. 25282 

1989-1982; Thermostat Seal (1 Pack). 27282 

V-6 2.8 L 

1989-1987; Premium Thermostat. +045899 195 

1989-1987; OE Type Thermostat. +013899 195 

1986-1985; Premium Thermostat; W/Fuel Inj. +45349 195 

+45348 180 

1986-1985; OE Type Thermostat; W/Fuel Inj. +13349 195 

+13348 180 

1986-1985; Premium Thermostat; W/O Fuel Inj. +45359 195 

+45358 180 
+45356 160 

1986-1985; OE Type Thermostat; W/O Fuel Inj. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1986-1985; Economy Thermostat; W/O Fuel Inj. +13009 195 

+13008 180 
+13006 160 

1986-1985; Thermostat Gasket (1 Pack); W/Fuel Inj. 27168 

1986-1985; Thermostat Gasket; W/Fuel Inj. 25168 

1986-1985; Thermostat Seal. 25272 

1986-1985; Thermostat Seal (1 Pack). 27272 

1986-1985; Thermostat Gasket (1 Pack); W/O Fuel Inj. 27138 

1986-1985; Thermostat Gasket; W/O Fuel Inj. 25138 

1984-1983; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1984-1983; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1984-1983; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1984-1983; Thermostat Gasket. 25138 

1984-1983; Thermostat Gasket (1 Pack). 27138 

1982; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1982; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1982; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1982; Thermostat Gasket. 25138 

1982; Thermostat Gasket (1 Pack). 27138 

1982; Thermostat Seal. 25282 

1982; Thermostat Seal (1 Pack). 27282 

V-6 3.1 L 

1990; Premium Thermostat. +045899 195 


♦ OE Temperature. + Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

Chevrolet - Continued 

Celebrity - Continued 

Chevelle - Continued 

V-6 3.1 L - Continued 



V-8 283 - Continued 



1990; OE Type Thermostat. 

. ♦013899 

195 

1966-1964; OE Type Thermostat. 

♦13358 

180 

V-6 4.3 L Diesel 




❖13352 

205 

1985-1982; Premium Thermostat. 

. ♦45358 

180 


❖13359 

195 


❖45359 

195 


❖13356 

160 


❖45356 

160 

1966-1964; Economy Thermostat. 

. ♦13008 

180 

1985-1982; OE Type Thermostat. 

. ♦ 13358 

180 


❖13009 

195 


❖13352 

205 


❖13006 

160 


<$>13359 

195 

1966-1964; Thermostat Gasket. 

25138 



❖13356 

160 

1966-1964; Thermostat Gasket (1 Pack). 

27138 


1985-1982; Economy Thermostat. 

. ♦13008 

180 

V-8 305 




❖ 13009 

195 

1976; Premium Thermostat. 

♦45359 

195 


❖ 13006 

160 


❖45358 

180 

1985-1982; Thermostat Gasket. 

. 25148 



❖45356 

160 

1985-1982; Thermostat Gasket (1 Pack). 

. 27148 


1976; OE Type Thermostat. 

. ♦13359 

195 

Chevelle 


^13352 

<$>13358 

205 

180 

6-Cvl. 194 




❖13356 

160 

1966-1964; Premium Thermostat. 

. ♦45359 

195 

1976; Economy Thermostat. 

♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1966-1964; OE Type Thermostat. 

. ♦13359 

195 

1976; Thermostat Gasket. 

25138 



❖13352 

205 

1976; Thermostat Gasket (1 Pack). 

27138 



❖13358 

180 

V-8 307 




❖13356 

160 

1973-1968; Premium Thermostat. 

♦45359 

195 

1966-1964; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1973-1968; OE Type Thermostat. 

♦ 13359 

195 

1966-1964; Thermostat Gasket. 

. 25138 



<$>13352 

205 

1966-1964; Thermostat Gasket (1 Pack). 

. 27138 



❖13358 

180 

6-Cvl. 230 




❖13356 

160 

1969-1964; Premium Thermostat. 

. ♦45359 

195 

1973-1968; Economy Thermostat. 

♦ 13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1969-1964; OE Type Thermostat. 

. ♦13359 

195 

1973-1968; Thermostat Gasket. 

25138 



❖13352 

205 

1973-1968; Thermostat Gasket (1 Pack). 

27138 



❖ 13358 

180 

V-8 327 




❖13356 

160 

1968-1964; Premium Thermostat; W/H.O. Eng. 

. ♦45358 

180 

1969-1964; Economy Thermostat. 

. ♦13009 

195 


❖45359 

195 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1968-1964; OE Type Thermostat; W/H.O. Eng. 

. ♦issss 

180 

1969-1964; Thermostat Gasket. 

. 25138 



<$>13352 

205 

1969-1964; Thermostat Gasket (1 Pack). 

. 27138 



❖13359 

195 

6-Cvl. 250 




❖13356 

160 

1973-1967; Premium Thermostat. 

. ♦45359 

195 

1968-1964; Economy Thermostat; W/H.O. Eng.... 

♦13008 

180 


❖45358 

180 


❖13009 

195 


❖45356 

160 


❖13006 

160 

1973-1967; OE Type Thermostat. 

. ♦ 13359 

195 

1968-1964; Premium Thermostat; W/O H.O. Eng.... 

♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1968-1964; OE Type Thermostat; W/O H.O. Eng. 

♦13359 

195 

1973-1967; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1973-1967; Thermostat Gasket. 

. 25138 


1968-1964; Economy Thermostat; W/O H.O. Eng.... 

♦13009 

195 

1973-1967; Thermostat Gasket (1 Pack). 

. 27138 



❖13008 

180 

V-8 283 




❖13006 

160 

1967; Premium Thermostat. 

. ♦45359 

195 

1968-1964; Thermostat Gasket. 

25138 



❖45358 

180 

1968-1964; Thermostat Gasket (1 Pack). 

27138 



❖45356 

160 

V-8 350 



1967; OE Type Thermostat. 

. ♦13359 

195 

1976-1969; Premium Thermostat. 

♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1976-1969; OE Type Thermostat. 

♦ 13359 

195 

1967; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖ 13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1967; Thermostat Gasket. 

. 25138 


1976-1969; Economy Thermostat. 

♦ 13009 

195 

1967; Thermostat Gasket (1 Pack). 

. 27138 



❖13008 

180 

1966-1964; Premium Thermostat. 

. ♦45358 

180 


❖13006 

160 


❖45359 

195 

1976-1969; Thermostat Gasket. 

25138 



❖45356 

160 

1976-1969; Thermostat Gasket (1 Pack). 

27138 



♦ OE Temperature. O Seal Included. 

❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Chevelle - Continued 

Chevette - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 396 

1969-1965; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1969-1965; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1965; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969-1965; Thermostat Gasket. 25138 

1969-1965; Thermostat Gasket (1 Pack). 27138 

V-8 400 

1976-1974; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1976-1974; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1974; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1976-1974; Thermostat Gasket. 25138 

1976-1974; Thermostat Gasket (1 Pack). 27138 

1971; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1971; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1971; Thermostat Gasket. 25138 

1971; Thermostat Gasket (1 Pack). 27138 

V-8 402 

1972-1970; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1972-1970; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972-1970; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1972-1970; Thermostat Gasket. 25138 

1972-1970; Thermostat Gasket (1 Pack). 27138 

V-8 454 

1975-1970; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1975-1970; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975-1970; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1975-1970; Thermostat Gasket. 25138 

1975-1970; Thermostat Gasket (1 Pack). 27138 

Chevette 

4-Cyl. 1.6 L 

1987-1980; OE Type Thermostat. +13389 195 

❖13388 180 

1987-1980; Thermostat Gasket. 25167 

1987-1980; Thermostat Gasket (1 Pack). 27167 


4-Cyl. 1.8 L Diesel 

1986-1981; OE Type Thermostat. +13778 180 

❖13779 195 

1986-1981; Thermostat Gasket. 25138 

1986-1981; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 85 

1977-1976; OE Type Thermostat. +13389 195 

❖13388 180 

1977-1976; Thermostat Gasket. 25167 

1977-1976; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 98 

1979-1976; OE Type Thermostat. +13389 195 

❖13388 180 

1979-1976; Thermostat Gasket. 25167 

1979-1976; Thermostat Gasket (1 Pack). 27167 

Chevy II 

4-Cyl. 153 

1968-1962; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1968-1962; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1968-1962; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1968-1962; Thermostat Gasket. 25138 

1968-1962; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 194 

1967-1962; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1967-1962; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967-1962; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1967-1962; Thermostat Gasket. 25138 

1967- 1962; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 230 

1968- 1964; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1968-1964; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1968-1964; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1968-1964; Thermostat Gasket. 25138 

1968-1964; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 

1968-1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1968-1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1968-1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1968-1967; Thermostat Gasket. 25138 

1968-1967; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

Chevy II - Continued 

V-8 283 



1967; Premium Thermostat. 

♦45359 

195 


0-45358 

180 


0-45356 

160 

1967; OE Type Thermostat. 

. >13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1967; Economy Thermostat. 

. >13009 

195 


0-13008 

180 


0-13006 

160 

1967; Thermostat Gasket. 

25138 


1967; Thermostat Gasket (1 Pack). 

27138 


1966-1964; Premium Thermostat. 

. >45358 

180 


0-45359 

195 


0-45356 

160 

1966-1964; OE Type Thermostat. 

♦ 13358 

180 


0-13352 

205 


0-13359 

195 


0-13356 

160 

1966-1964; Economy Thermostat. 

. >13008 

180 


0-13009 

195 


0-13006 

160 

1966-1964; Thermostat Gasket. 

25138 


1966-1964; Thermostat Gasket (1 Pack). 

27138 


V-8 307 



1968; Premium Thermostat. 

♦45359 

195 


0-45358 

180 


0-45356 

160 

1968; OE Type Thermostat. 

. >13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1968; Economy Thermostat. 

. >13009 

195 


0-13008 

180 


0-13006 

160 

1968; Thermostat Gasket. 

25138 


1968; Thermostat Gasket (1 Pack). 

27138 


V-8 327 



1968-1965; Premium Thermostat; W/H.O. Eng. 

. >45358 

180 


0-45359 

195 


0-45356 

160 

1968-1965; OE Type Thermostat; W/H.O. Eng. 

. >13358 

180 


0-13352 

205 


0-13359 

195 


0-13356 

160 

1968-1965; Economy Thermostat; W/H.O. Eng. 

♦13008 

180 


0-13009 

195 


0-13006 

160 

1968-1965; Premium Thermostat; W/O H.O. Eng. 

. >45359 

195 


0-45358 

180 


0-45356 

160 

1968-1965; OE Type Thermostat; W/O H.O. Eng. 

♦ 13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1968-1965; Economy Thermostat; W/O H.O. Eng. 

. >13009 

195 


0-13008 

180 


0-13006 

160 

1968-1965; Thermostat Gasket. 

25138 


1968-1965; Thermostat Gasket (1 Pack). 

27138 


V-8 350; V-8 396 



1968; Premium Thermostat. 

♦45359 

195 


0-45358 

180 


0-45356 

160 

1968; OE Type Thermostat. 

. >13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1968; Economy Thermostat. 

. >13009 

195 


0-13008 

180 


0-13006 

160 

1968; Thermostat Gasket. 

25138 






Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

1 Chevy II - Continued 

V-8 350; V-8 396 - Continued 



1968; Thermostat Gasket (1 Pack). 

. 27138 


Citation 

4-Cvl. 2.5 L 



1985-1982; Premium Thermostat. 

. >045819 

195 


❖045818 

180 

1985-1982; OE Type Thermostat. 

. >013819 

195 


❖013818 

180 

1981-1980; Premium Thermostat. 

. >45359 

195 


❖45358 

180 


❖45356 

160 

1981-1980; OE Type Thermostat. 

. >13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1981-1980; Economy Thermostat. 

. >13009 

195 


❖13008 

180 


❖13006 

160 

1981-1980; Thermostat Gasket. 

. 25138 


1981-1980; Thermostat Gasket (1 Pack). 

. 27138 


V-6 2.8 L 



1985; Premium Thermostat; W/Fuel Inj. 

. >45349 

195 


❖45348 

180 

1985; OE Type Thermostat; W/Fuel Inj. 

. >13349 

195 


❖13348 

180 

1985; Premium Thermostat; W/O Fuel Inj. 

. >45359 

195 


❖45358 

180 


❖45356 

160 

1985; OE Type Thermostat; W/O Fuel Inj. 

. >13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1985; Economy Thermostat; W/O Fuel Inj. 

. >13009 

195 


❖13008 

180 


❖13006 

160 

1985; Thermostat Gasket (1 Pack); W/Fuel Inj. 

. 27168 


1985; Thermostat Gasket; W/Fuel Inj. 

. 25168 


1985; Thermostat Seal. 

. 25272 


1985; Thermostat Seal (1 Pack). 

. 27272 


1985; Thermostat Gasket (1 Pack); W/O Fuel Inj. 

. 27138 


1985; Thermostat Gasket; W/O Fuel Inj. 

. 25138 


1984-1980; Premium Thermostat. 

. >45359 

195 


❖45358 

180 


❖45356 

160 

1984-1980; OE Type Thermostat. 

. >13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1984-1980; Economy Thermostat. 

. >13009 

195 


❖13008 

180 


❖13006 

160 

1984-1980; Thermostat Gasket. 

. 25138 


1984-1980; Thermostat Gasket (1 Pack). 

. 27138 


Corsica 

4-Cvl. 2.0 L 



1989-1987; Premium Thermostat. 

. >045889 

195 

1989-1987; OE Type Thermostat. 

. >013889 

195 

4-Cyl. 2.2 L 



1994-1992; Premium Thermostat. 

. >45849 

195 


❖45848 

180 

1994-1992; OE Type Thermostat. 

. >13849 

195 


❖13848 

180 

1994-1992; Thermostat Seal. 

. 25272 


1994-1992; Thermostat Seal (1 Pack). 

. 27272 


1991-1990; Premium Thermostat. 

. >045889 

195 

1991-1990; OE Type Thermostat. 

. >013889 

195 

V-6 2.8 L 



1989-1987; Premium Thermostat. 

. >045899 

195 

1989-1987; OE Type Thermostat. 

. >013899 

195 

V-6 3.1 L 



1994-1990; Premium Thermostat. 

. >045899 

195 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Corsica - Continued 

Corvette - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 3.1 L - Continued 

1994-1990; OE Type Thermostat. >-013899 195 

Corvair 95 

6-Cvl. 145 

1963; Premium Thermostat. >45358 180 

>45359 195 
>45356 160 

1963; OE Type Thermostat. >13358 180 

>13352 205 
>13359 195 
>13356 160 

1963; Economy Thermostat. >13008 180 

>13009 195 
>13006 160 

1963; Thermostat Gasket. 25138 

1963; Thermostat Gasket (1 Pack). 27138 

6-Cvl. 164 

1964; Premium Thermostat. >45358 180 

>45359 195 
>45356 160 

1964; OE Type Thermostat. >13358 180 

>13352 205 
>13359 195 
>13356 160 

1964; Economy Thermostat. >13008 180 

>13009 195 
>13006 160 

1964; Thermostat Gasket. 25138 

1964; Thermostat Gasket (1 Pack). 27138 

Corvette 

6-Cvl. 235 

1955-1953; Premium Thermostat. >45358 180 

>45359 195 
>45356 160 

1955-1953; OE Type Thermostat. >13358 180 

>13352 205 
>13359 195 
>13356 160 

1955-1953; Economy Thermostat. >13008 180 

>13009 195 
>13006 160 

1955-1953; Thermostat Gasket. 25138 

1955- 1953; Thermostat Gasket (1 Pack). 27138 

V-8 265 

1956- 1955; Premium Thermostat. >45358 180 

>45359 195 
>45356 160 

1956-1955; OE Type Thermostat. >13358 180 

>13352 205 
>13359 195 
>13356 160 

1956-1955; Economy Thermostat. >13008 180 

>13009 195 
>13006 160 

1956-1955; Thermostat Gasket. 25138 

1956-1955; Thermostat Gasket (1 Pack). 27138 

V-8 283 

1961-1958; Premium Thermostat. >45358 180 

>45359 195 
>45356 160 

1961-1958; OE Type Thermostat. >13358 180 

>13352 205 
>13359 195 
>13356 160 

1961-1958; Economy Thermostat. >13008 180 

>13009 195 
>13006 160 

1961-1958; Thermostat Gasket. 25138 

1961-1958; Thermostat Gasket (1 Pack). 27138 


V-8 327 

1968-1962; Premium Thermostat; W/H.O. Eng. >45358 180 

>45359 195 
>45356 160 

1968-1962; OE Type Thermostat; W/H.O. Eng. >13358 180 

>13352 205 
>13359 195 
>13356 160 

1968-1962; Economy Thermostat; W/H.O. Eng. >13008 180 

>13009 195 
>13006 160 

1968-1962; Premium Thermostat; W/O H.O. Eng. >45359 195 

>45358 180 
>45356 160 

1968-1962; OE Type Thermostat; W/O H.O. Eng. >13359 195 

>13352 205 
>13358 180 
>13356 160 

1968-1962; Economy Thermostat; W/O H.O. Eng. >13009 195 

>13008 180 
>13006 160 

1968-1962; Thermostat Gasket. 25138 

1968- 1962; Thermostat Gasket (1 Pack). 27138 

V-8 350 

1979-1969; Premium Thermostat. >45359 195 

>45358 180 
>45356 160 

1979-1969; OE Type Thermostat. >13359 195 

>13352 205 
>13358 180 
>13356 160 

1979-1969; Economy Thermostat. >13009 195 

>13008 180 
>13006 160 

1979-1969; Thermostat Gasket. 25138 

1979-1969; Thermostat Gasket (1 Pack). 27138 

V-8 396 

1965; Premium Thermostat. >45359 195 

>45358 180 
>45356 160 

1965; OE Type Thermostat. >13359 195 

>13352 205 
>13358 180 
>13356 160 

1965; Economy Thermostat. >13009 195 

>13008 180 
>13006 160 

1965; Thermostat Gasket. 25138 

1965; Thermostat Gasket (1 Pack). 27138 

V-8 427 

1969- 1966; Premium Thermostat. >45359 195 

>45358 180 
>45356 160 

1969-1966; OE Type Thermostat. >13359 195 

>13352 205 
>13358 180 
>13356 160 

1969-1966; Economy Thermostat. >13009 195 

>13008 180 
>13006 160 

1969-1966; Thermostat Gasket. 25138 

1969-1966; Thermostat Gasket (1 Pack). 27138 

V-8 454 

1974-1970; Premium Thermostat. >45359 195 

>45358 180 
>45356 160 

1974-1970; OE Type Thermostat. >13359 195 

>13352 205 
>13358 180 
>13356 160 

1974-1970; Economy Thermostat. >13009 195 

>13008 180 
>13006 160 


> OE Temperature. O Seal Included. 

> Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Corvette - Continued 

Deluxe 


Application 


Part 

Number 


Tem 
P °F 


V-8 454 - Continued 

1974-1970; Thermostat Gasket. 25138 

1974-1970; Thermostat Gasket (1 Pack). 27138 

V-8 5.0 L 

1980; Premium Thermostat. +45359 195 

-0-45358 180 
045356 160 

1980; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1980; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

V-8 5.7 L 

1994-1992; OE Type Thermostat; Eng. VINJ. +014068 180 

1994-1992; Premium Thermostat; Eng. VIN P. +045218 180 

1994-1992; OE Type Thermostat; Eng. VIN P. +014218 180 

1991-1990; Premium Thermostat; Eng. VIN 8 . +45359 195 

045358 180 
045356 160 

1991 -1990; OE Type Thermostat; Eng. VIN 8 . +13359 195 

013352 205 
013358 180 
013356 160 

1991-1990; Economy Thermostat; Eng. VIN 8 . +13009 195 

013008 180 
013006 160 

1991-1990; OE Type Thermostat; Eng. VINJ. +014068 180 

1991-1990; Thermostat Gasket (1 Pack); Eng. VIN 8. 27138 

1991-1990; Thermostat Gasket; Eng. VIN 8. 25138 

1989-1984; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1989-1984; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1989-1984; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1989-1984; Thermostat Gasket. 25138 

1989-1984; Thermostat Gasket (1 Pack). 27138 

1982-1980; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1982-1980; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1982-1980; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1982-1980; Thermostat Gasket. 25138 

1982-1980; Thermostat Gasket (1 Pack). 27138 

Del Ray 

6-Cyl. 235; V-8 283; V-8 348 

1958; Premium Thermostat. +45358 180 

045359 195 
045356 160 

1958; OE Type Thermostat. +13358 180 

013352 205 
013359 195 
013356 160 

1958; Economy Thermostat. +13008 180 

013009 195 
013006 160 

1958; Thermostat Gasket. 25138 

1958; Thermostat Gasket (1 Pack). 27138 


6-Cyl. 217 

1952-1949; Premium Thermostat. +45358 180 

045359 195 
045356 160 

1952-1949; OE Type Thermostat. +13358 180 

013352 205 
013359 195 
013356 160 

1952-1949; Economy Thermostat. +13008 180 

013009 195 
013006 160 

1952-1949; Thermostat Gasket. 25138 

1952-1949; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 235 

1952-1950; Premium Thermostat. +45358 180 

045359 195 
045356 160 

1952-1950; OE Type Thermostat. +13358 180 

013352 205 
013359 195 
013356 160 

1952-1950; Economy Thermostat. +13008 180 

013009 195 
013006 160 

1952-1950; Thermostat Gasket. 25138 

1952-1950; Thermostat Gasket (1 Pack). 27138 

Deluxe 210 

6-Cyl. 235 

1957-1953; Premium Thermostat. +45358 180 

045359 195 
045356 160 

1957-1953; OE Type Thermostat. +13358 180 

013352 205 
013359 195 
013356 160 

1957-1953; Economy Thermostat. +13008 180 

013009 195 
013006 160 

1957-1953; Thermostat Gasket. 25138 

1957-1953; Thermostat Gasket (1 Pack). 27138 

V-8 265 

1957-1955; Premium Thermostat. +45358 180 

045359 195 
045356 160 

1957-1955; OE Type Thermostat. +13358 180 

013352 205 
013359 195 
013356 160 

1957-1955; Economy Thermostat. +13008 180 

013009 195 
013006 160 

1957-1955; Thermostat Gasket. 25138 

1957-1955; Thermostat Gasket (1 Pack). 27138 


El Camino 
6-Cyl. 230 

1969-1967; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1969-1967; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1969-1967; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1969-1967; Thermostat Gasket. 25153 

1969-1967; Thermostat Gasket (1 Pack). 27153 

6-Cyl. 235 

1960-1959; Premium Thermostat. +45358 180 

045359 195 
045356 160 


♦ OE Temperature. 
O Seal Included. 


O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P °F 

Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

Chevrolet - Continued 

El Camino - Continued 

El Camino - Continued 

6-Cvl. 235- Continued 



V-6 231 



1960-1959; OE Type Thermostat. 

. ♦13358 

180 

1979-1978; Premium Thermostat. 

♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13359 

195 


❖45356 

160 


❖13356 

160 

1979-1978; OE Type Thermostat. 

♦13359 

195 

1960-1959; Economy Thermostat. 

. ♦13008 

180 


❖13352 

205 


❖13009 

195 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1960-1959; Thermostat Gasket. 

. 25138 


1979-1978; Economy Thermostat. 

♦13009 

195 

1960-1959; Thermostat Gasket (1 Pack). 

. 27138 



❖13008 

180 

6-Cyl. 250 




❖13006 

160 



1Q5 

1979-1978; Thermostat Gasket. 

25132 



❖45358 

180 

1979-1978; Thermostat Gasket (1 Pack). 

27132 



❖45356 

160 

V-6 3.8 L 



1977-1975; OE Type Thermostat. 

. ♦13359 

195 

1984-1983; Premium Thermostat. 

♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1984-1983; OE Type Thermostat. 

♦ 13359 

195 

1977-1975; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1977-1975; Thermostat Gasket. 

. 25138 


1984-1983; Economy Thermostat. 

.... ♦13009 

195 

1977-1975; Thermostat Gasket (1 Pack). 

. 27138 



❖13008 

180 

1973-1972; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


❖45358 

180 

1984-1983; Thermostat Gasket (1 Pack); Eng. VIN 9. 

27153 



❖45356 

160 

1984-1983; Thermostat Gasket; Eng. VIN 9. 

25153 


1973-1972; OE Type Thermostat. 

. ♦ 13359 

195 

1984-1983; Thermostat Gasket (1 Pack); Eng. VIN A. 

27132 



❖13352 

205 

1984-1983; Thermostat Gasket; Eng. VIN A. 

25132 



❖13358 

180 

1982-1980; Premium Thermostat. 

... ♦45359 

195 


❖13356 

160 


❖45358 

180 

1973-1972; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1982-1980; OE Type Thermostat. 

♦ 13359 

195 


❖13006 

160 


❖13352 

205 

1973-1972; Thermostat Gasket. 

. 25153 



❖13358 

180 

1973-1972; Thermostat Gasket (1 Pack). 

. 27153 



❖13356 

160 

1971-1970; Premium Thermostat. 

. ♦45359 

195 

1982-1980; Economy Thermostat. 

.... ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1971-1970; OE Type Thermostat. 

. ♦13359 

195 

1982-1980; Thermostat Gasket (1 Pack); Eng. VIN A. 

27132 



❖13352 

205 

1982-1980; Thermostat Gasket; Eng. VIN A. 

25132 



❖13358 

180 

1982-1980; Thermostat Gasket (1 Pack); Eng. VIN K. 

27138 



❖13356 

160 

1982-1980; Thermostat Gasket; Eng. VIN K. 

25138 


1971-1970; Economy Thermostat. 

. ♦13009 

195 

V-6 4.3 L 




❖13008 

180 

1987-1985; Premium Thermostat. 

... ♦45359 

195 


❖13006 

160 


❖45358 

180 

1971-1970; Thermostat Gasket. 

. 25138 



❖45356 

160 

1971-1970; Thermostat Gasket (1 Pack). 

. 27138 


1987-1985; OE Type Thermostat. 

♦13359 

195 

1969-1967; Premium Thermostat. 

. ♦45359 

195 


013352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1969-1967; OE Type Thermostat. 

. ♦ 13359 

195 


4-13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1987-1985; Thermostat Gasket. 

25138 


1969-1967; Economy Thermostat. 

. ♦13009 

195 

1987-1985; Thermostat Gasket (1 Pack). 

27138 



❖13008 

180 





<0-13006 

160 

V-8 267 



1969-1967; Thermostat Gasket. 

. 25153 


1979; Premium Thermostat. 

♦45359 

195 

1969-1967; Thermostat Gasket (1 Pack). 

. 27153 



045358 

045356 

180 

160 

V-6 200 



1979; OE Type Thermostat. 

.... ♦msg 

195 

1979-1978; Premium Thermostat. 

. ♦45359 

195 


013352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1979-1978; OE Type Thermostat. 

. ♦ 13359 

195 

1979; Economy Thermostat. 

.... ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1979 Thermostat Gasket. 

25138 


1979-1978; Economy Thermostat. 

. ♦13009 

195 

1979; Thermostat Gasket (1 Pack). 

27138 



❖13008 

180 





❖13006 

160 

V-8 283 



1979-1978; Thermostat Gasket. 

. 25138 


1967-1964; Premium Thermostat. 

.... ♦45359 

195 

1979-1978; Thermostat Gasket (1 Pack). 

. 27138 



❖45358 

❖45356 

180 

160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

El Camino - Continued 

El Camino - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 283 - Continued 

1967-1964; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967-1964; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1967-1964; Thermostat Gasket. 25153 

1967- 1964; Thermostat Gasket (1 Pack). 27153 

1960-1959; OE Type Thermostat; W/Thermostat Gasket. ♦13928 180 

❖13926 160 

1960-1959; Premium Thermostat; W/O By Pass Thermostat... ♦45358 180 

❖45359 195 
❖45356 160 

1960-1959; OE Type Thermostat; W/O By Pass Thermostat... ♦13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1960-1959; Economy Thermostat; W/O By Pass Thermostat.. >13008 180 

❖13009 195 
❖13006 160 

1960-1959; Thermostat Gasket (1 Pack); W/O By Pass 

Thermostat. 27138 

1960-1959; Thermostat Gasket; W/O By Pass Thermostat. 25138 

V-8 305 

1979-1976; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1979-1976; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1976; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979-1976; Thermostat Gasket. 25138 

1979-1976; Thermostat Gasket (1 Pack). 27138 

V-8 307 

1973-1970; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1973-1970; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1973-1970; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1973-1970; Thermostat Gasket. 25138 

1973-1970; Thermostat Gasket (1 Pack). 27138 

1969-1968; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1969-1968; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1968; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1969-1968; Thermostat Gasket. 25153 

1969-1968; Thermostat Gasket (1 Pack). 27153 

V-8 327 

1968- 1964; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1968-1964; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


V-8 327 - Continued 

1968-1964; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1968-1964; Thermostat Gasket. 25153 

1968-1964; Thermostat Gasket (1 Pack). 27153 

V-8 348 

1960-1959; OE Type Thermostat; W/Thermostat Gasket. >13928 180 

❖13926 160 

1960-1959; Premium Thermostat; W/O By Pass Thermostat... >45358 180 

❖45359 195 
❖45356 160 

1960-1959; OE Type Thermostat; W/O By Pass Thermostat... >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1960-1959; Economy Thermostat; W/O By Pass Thermostat.. >13008 180 

❖13009 195 
❖13006 160 

1960-1959; Thermostat Gasket (1 Pack); W/O By Pass 

Thermostat. 27138 

1960-1959; Thermostat Gasket; W/O By Pass Thermostat. 25138 

V-8 350 

1979-1975; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1979-1975; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1975; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979-1975; Thermostat Gasket. 25138 

1979-1975; Thermostat Gasket (1 Pack). 27138 

1974; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1974; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1974; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1974; Thermostat Gasket (1 Pack); Eng. VIN H. 27153 

1974; Thermostat Gasket; Eng. VIN H. 25153 

1974; Thermostat Gasket (1 Pack); Eng. VIN L. 27138 

1974; Thermostat Gasket; Eng. VIN L. 25138 

1973-1970; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1973-1970; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1973-1970; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1973-1970; Thermostat Gasket. 25138 

1973-1970; Thermostat Gasket (1 Pack). 27138 

1969; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1969; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1969; Thermostat Gasket. 25153 

1969; Thermostat Gasket (1 Pack). 27153 


> OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

El Camino - Continued 

El Camino - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 396 

1970; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1970; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket. 25138 

1970; Thermostat Gasket (1 Pack). 27138 

1969-1965; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969-1965; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1965; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969-1965; Thermostat Gasket. 25153 

1969-1965; Thermostat Gasket (1 Pack). 27153 

V-8 4.4 L 

1982-1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1982-1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982-1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1982-1980; Thermostat Gasket. 25138 

1982-1980; Thermostat Gasket (1 Pack). 27138 

V-8 400 

1976-1974; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1976-1974; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1974; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1976-1974; Thermostat Gasket. 25138 

1976-1974; Thermostat Gasket (1 Pack). 27138 

V-8 402 

1972-1971; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1972-1971; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972-1971; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1972-1971; Thermostat Gasket. 25138 

1972-1971; Thermostat Gasket (1 Pack). 27138 

1970; Thermostat Gasket. 25138 

1970; Thermostat Gasket (1 Pack). 27138 

V-8 454 

1975-1970; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 


V-8 454 - Continued 

1975-1970; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975-1970; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1975-1970; Thermostat Gasket. 25138 

1975-1970; Thermostat Gasket (1 Pack). 27138 

V-8 5.0 L 

1987-1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1987-1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1987-1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1987-1980; Thermostat Gasket. 25138 

1987-1980; Thermostat Gasket (1 Pack). 27138 

V-8 5.7 L Diesel 

1984-1983; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1984-1983; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1984-1983; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1984-1983; Thermostat Gasket. 25148 

1984-1983; Thermostat Gasket (1 Pack). 27148 

Fleetline 

6-Cyl. 217 

1948-1946; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1948-1946; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1948-1946; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1948-1946; Thermostat Gasket. 25138 

1948-1946; Thermostat Gasket (1 Pack). 27138 

1942-1941; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1942-1941; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1942-1941; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1942-1941; Thermostat Gasket. 25138 

1942-1941; Thermostat Gasket (1 Pack). 27138 


Fleetmaster 
6-Cyl. 217 

1948-1946; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1948-1946; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

Chevrolet - Continued 

Fleetmaster - Continued 

G Series Van - Continued 

6-Cyl. 217 - Continued 



6-Cyl. 250 - Continued 



1948-1946; Economy Thermostat. 

. ♦13008 

180 

1972; OE Type Thermostat. 

. ♦isssg 

195 


❖13009 

195 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1948-1946; Thermostat Gasket. 

. 25138 



❖13356 

160 

1948-1946; Thermostat Gasket (1 Pack). 

. 27138 


1972; Economy Thermostat. 

. ♦13009 

195 

1942; Premium Thermostat. 

. ♦45358 

180 


❖13008 

180 


❖45359 

195 


❖13006 

160 


❖45356 

160 

1972; Thermostat Gasket. 

. 25138 


1942; OE Type Thermostat. 

. ♦ 13358 

180 

1972; Thermostat Gasket (1 Pack). 

. 27138 



❖13352 

205 

1971-1966; Premium Thermostat. 

. ♦45359 

195 


❖13359 

195 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1942; Economy Thermostat. 

. ♦13008 

180 

1971-1966; OE Type Thermostat. 

. ♦13359 

195 


❖13009 

195 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1942; Thermostat Gasket. 

. 25138 



❖13356 

160 

1942; Thermostat Gasket (1 Pack). 

. 27138 


1971-1966; Economy Thermostat. 

. ♦13009 

195 

G Series Van 


<$►13008 
<013006 

180 

160 

4-Cv 1.153 



1971-1966; Thermostat Gasket. 

. 25153 


1965-1964; Premium Thermostat. 

. ♦45358 

180 

1971-1966; Thermostat Gasket (1 Pack). 

27153 



❖45359 

195 

6-Cyl. 292 




❖45356 

160 

19?8-1974; Premium Thermostat. 

. ♦45359 

195 

1965-1964; OE Type Thermostat. 

. ♦ 13358 

180 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13359 

195 

1978-1974; OE Type Thermostat. 

. ♦13359 

195 


❖13356 

160 


❖13352 

205 

1965-1964; Economy Thermostat. 

. ♦13008 

180 


❖13358 

180 


❖13009 

195 


❖13356 

160 


❖13006 

160 

1978-1974; Economy Thermostat. 

. ♦13009 

195 

6-Cvl. 230 




❖13008 

180 

1969-1967; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


❖45358 

180 

1978-1974; Thermostat Gasket. 

. 25153 



❖45356 

160 

1978-1974; Thermostat Gasket (1 Pack). 

. 27153 


1969-1967; OE Type Thermostat. 

. ♦ 13359 

195 

6-Cyl. 4.1 L 




❖13352 

205 

1984-1980; Premium Thermostat. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1969-1967; Economy Thermostat. 

. ♦13009 

195 



195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1969-1967; Thermostat Gasket. 

. 25153 



<013356 

160 

1969-1967; Thermostat Gasket (1 Pack). 

. 27153 


1984-1980; Economy Thermostat. 

. ♦13009 

195 

6-Cyl. 250 




❖13008 

180 

1979-1976; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


❖45358 

180 

1984-1980; Thermostat Gasket. 

. 25175 



❖45356 

160 

1984-1980; Thermostat Gasket (1 Pack). 

. 27175 


1979-1976; OE Type Thermostat. 

. ♦13359 

195 

V-6 4.3 L 




❖13352 

205 

1994-1993; Premium Thermostat. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1979-1976; Economy Thermostat. 

. ♦13009 

195 


♦ 13359 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1979-1976; Thermostat Gasket. 

. 25138 



013356 

160 

1979-1976; Thermostat Gasket (1 Pack). 

. 27138 


1994-1993; Economy Thermostat. 

. ♦13009 

195 

1975-1973; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1994-1993; Thermostat Seal. 

. 25282 


1975-1973; OE Type Thermostat. 

. ♦ 13359 

195 

1994-1993; Thermostat Seal (1 Pack). 

. 27282 



❖13352 

205 

1992-1985; Premium Thermostat. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1975-1973; Economy Thermostat. 

. ♦13009 

195 


♦13359 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1975-1973; Thermostat Gasket. 

. 25153 



013356 

160 

1975-1973; Thermostat Gasket (1 Pack). 

. 27153 


1992-1985; Economy Thermostat. 

. ♦13009 

195 

1972; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1992-1985; Thermostat Gasket. 

. 25153 





1992-1985; Thermostat Gasket (1 Pack). 

. 27153 



♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

Chevrolet - Continued 

G Series Van - Continued 

G Series Van - Continued 

V-8 283 



V-8 5.0 L - Continued 



1967; Premium Thermostat. 

. ♦45359 

195 

1994-1992; OE Type Thermostat. 

. ♦■msg 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1967; OE Type Thermostat. 

. ♦ 13359 

195 


❖13356 

160 


❖13352 

205 

1994-1992; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1967; Economy Thermostat. 

. ♦13009 

195 

1994-1992; Thermostat Seal. 

. 25282 



❖13008 

180 

1994-1992; Thermostat Seal (1 Pack). 

27282 



❖13006 

160 

1991-1980; Premium Thermostat. 

. ♦45359 

195 

1967; Thermostat Gasket. 

. 25153 



❖45358 

180 

1967; Thermostat Gasket (1 Pack). 

. 27153 



❖45356 

160 

V-8 305 



1991-1980; OE Type Thermostat. 

♦ 13359 

195 

1979-1977; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 


•tiasTO 

IQ'S 

1991-1980; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1991-1980; Thermostat Gasket. 

25153 


1979-1977; Economy Thermostat. 

. ♦13009 

195 

1991-1980; Thermostat Gasket (1 Pack). 

27153 



❖13008 

180 

V-8 5.7 L 




❖13006 

160 

1994-1992; Premium Thermostat. 

. ♦45359 

195 

1979-1977; Thermostat Gasket. 

. 25153 



❖45358 

180 

1979-1977; Thermostat Gasket (1 Pack). 

. 27153 



❖45356 

160 

V-8 307 



1994-1992; OE Type Thermostat. 

♦ 13359 

195 

1973-1968; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 



IQ'S 

1994-1992; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1994-1992; Thermostat Seal. 

25282 


1973-1968; Economy Thermostat. 

. ♦13009 

195 

1994-1992; Thermostat Seal (1 Pack). 

27282 



<013008 

ISO 

1991-1989; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


❖45358 

180 

1973-1968; Thermostat Gasket. 

. 25153 



❖45356 

160 

1973-1968; Thermostat Gasket (1 Pack). 

. 27153 


1991-1989; OE Type Thermostat. 

♦ 13359 

195 





❖13352 

205 

V-8 350 




<013358 

180 

1979-1970; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

❖45356 

180 

160 

1991-1989; Economy Thermostat. 

. ♦13009 

❖13008 

195 

180 

1979-1970; OE Type Thermostat. 

. ♦ 13359 

195 


❖13006 

160 


❖13352 

205 

1991-1989; Thermostat Gasket. 

25138 



vl 33 jo 

180 

1991-1989; Thermostat Gasket (1 Pack). 

27138 



<013356 

160 

1988; Premium Thermostat. 

. ♦45359 

195 

1979-1970; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 

1979-1970; Thermostat Gasket. 

❖13006 
. 25153 

160 

1988; OE Type Thermostat. 

. ♦13359 

<6-13352 

195 

205 

1979-1970; Thermostat Gasket (1 Pack). 

. 27153 



❖13358 

180 

V-8 400 




❖13356 

160 

1979-1975; Premium Thermostat. 

. ♦45359 

195 


4-13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1979-1975; OE Type Thermostat. 

. ♦13359 

195 


27138 



❖13352 

205 

1988; Thermostat Gasket; Eng. VIN K. 

25138 



❖13358 

180 

1988; Thermostat Gasket (1 Pack); Eng. VIN M. 

27153 



❖13356 

160 

1988; Thermostat Gasket; Eng. VIN M. 

25153 


1979-1975; Economy Thermostat. 

. ♦13009 

195 


27282 



❖13008 

180 

1988; Thermostat Seal; Eng. VIN M. 

25282 



❖13006 

160 

1987-1985; Premium Thermostat. 

. ♦45359 

195 

1979-1975; Thermostat Gasket. 

. 25153 



❖45358 

180 

1979-1975; Thermostat Gasket (1 Pack). 

. 27153 



❖45356 

160 

V-8 5.0 L 



1987-1985; OE Type Thermostat. 

♦ 13359 

195 

1994-1992; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 




1987-1985; Economy Thermostat. 

. ♦13009 

195 





❖13008 

180 





❖13006 

160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

Chevrolet - Continued 

Impala - Continued 

Impala - Continued 

V-6 3.8 L- Continued 



V-8 307 



1984-1983; Economy Thermostat. 

♦ 13009 

195 

1968; Premium Thermostat. 

♦45359 

195 


013008 

180 


❖45358 

180 


013006 

160 


❖45356 

160 

1984-1983; Thermostat Gasket (1 Pack); Eng. VIN 9. 

27138 


1968; OE Type Thermostat. 

. ♦■msg 

195 

1984-1983; Thermostat Gasket: Eng. VIN 9. 

25138 



❖13352 

205 

1984-1983; Thermostat Gasket (1 Pack); Eng. VIN A. 

27132 



❖13358 

180 

1984-1983; Thermostat Gasket; Eng. VIN A. 

25132 



❖13356 

160 

1982-1980; Premium Thermostat. 

♦45359 

195 

1968; Economy Thermostat. 

♦13009 

195 


045358 

180 


❖13008 

180 


045356 

160 


❖13006 

160 

1982-1980; OE Type Thermostat. 

♦13359 

195 

1968; Thermostat Gasket. 

25138 



013352 

205 

1968; Thermostat Gasket (1 Pack). 

27138 



013358 

180 

V-8 327 




013356 

160 

1969-1962; Premium Thermostat; W/H.O. Eng. 

. ♦45358 

180 

1982-1980; Economy Thermostat. 

.... 013009 

195 


❖45359 

195 


013008 

180 


❖45356 

160 


013006 

160 

1969-1962; OE Type Thermostat; W/H.O. Eng. 

. ♦mss 

180 

1982-1980; Thermostat Gasket (1 Pack); Eng. VIN A. 

27132 



❖13352 

205 

1982-1980; Thermostat Gasket: Eng. VIN A. 

25132 



❖13359 

195 

1982-1980; Thermostat Gasket (1 Pack); Eng. VIN K. 

27138 



❖13356 

160 

1982-1980; Thermostat Gasket; Eng. VIN K. 

25138 


1969-1962; Economy Thermostat; W/H.O. Eng. 

♦ 13008 

180 

V-6 3.8 L (Canada); V-6 4.3 L 




❖13009 

195 

1985; Premium Thermostat. 

♦45359 

195 


❖13006 

160 


045358 

180 

1969-1962; Premium Thermostat; W/0 H.O. Eng. 

. ♦45359 

195 


045356 

160 


❖45358 

180 

1985; OE Type Thermostat. 

.... 013359 

195 


❖45356 

160 


013352 

205 

1969-1962; OE Type Thermostat; W/0 H.O. Eng. 

♦ 13359 

195 


013358 

180 


❖13352 

205 


013356 

160 


❖13358 

180 

1985; Economy Thermostat. 

.... 013009 

195 


❖13356 

160 


013008 

180 

1969-1962; Economy Thermostat; W/0 H.O. Eng. 

. ♦13009 

195 


013006 

160 


❖13008 

180 

1985; Thermostat Gasket. 

25138 



❖13006 

160 

1985; Thermostat Gasket (1 Pack). 

27138 


1969-1962; Thermostat Gasket. 

25138 


V-8 283 



1969-1962; Thermostat Gasket (1 Pack). 

27138 


1967; Premium Thermostat. 

♦45359 

195 

V-8 348 




045358 

180 

1961-1959; Premium Thermostat. 

. ♦45358 

180 


045356 

160 


❖45359 

195 

1967; OE Type Thermostat. 

.... 013359 

195 


❖45356 

160 


013352 

205 

1961-1959; OE Type Thermostat. 

♦13358 

180 


013358 

180 


❖13352 

205 


013356 

160 


❖13359 

195 

1967; Economy Thermostat. 

.... 013009 

195 


❖13356 

160 


013008 

180 

1961-1959; Economy Thermostat. 

. ♦13008 

180 


013006 

160 


❖13009 

195 

1967; Thermostat Gasket. 

25138 



❖13006 

160 

1967; Thermostat Gasket (1 Pack). 

27138 


1961-1959; Thermostat Gasket. 

25138 


1966-1959; Premium Thermostat. 

♦45358 

180 

1961-1959; Thermostat Gasket (1 Pack). 

27138 



045359 

195 

V-8 350 




045356 

160 

1979-1969; Premium Thermostat. 

. ♦45359 

195 

1966-1959; OE Type Thermostat. 

♦ 13358 

180 


❖45358 

180 


013352 

205 


❖45356 

160 


013359 

195 

1979-1969; OE Type Thermostat. 

♦ 13359 

195 


013356 

160 


❖13352 

205 

1966-1959; Economy Thermostat. 

.... 013008 

180 


❖13358 

180 


013009 

195 


❖13356 

160 


013006 

160 

1979-1969; Economy Thermostat. 

. ♦13009 

195 

1966-1959; Thermostat Gasket. 

25138 



^13008 

180 

1966-1959; Thermostat Gasket (1 Pack). 

27138 



❖13006 

160 

V-8 305 



1979-1969; Thermostat Gasket. 

25138 


1979-1977; Premium Thermostat. 

♦45359 

195 

1979-1969; Thermostat Gasket (1 Pack). 

27138 



045358 

180 

V-8 396 




045356 

160 

1969-1965; Premium Thermostat. 

. ♦45359 

195 

1979-1977; OE Type Thermostat. 

♦13359 

195 


❖45358 

180 


013352 

205 


❖45356 

160 


013358 

180 

1969-1965; OE Type Thermostat. 

♦13359 

195 


013356 

160 


❖13352 

205 

1979-1977; Economy Thermostat. 

. 013009 

195 


❖13358 

180 


013008 

180 


❖13356 

160 


013006 

160 

1969-1965; Economy Thermostat. 

. ♦13009 

195 

1979-1977; Thermostat Gasket. 

25153 



❖13008 

180 

1979-1977; Thermostat Gasket (1 Pack). 

27153 



❖13006 

160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P °F 

Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

Chevrolet - Continued 

Impala - Continued 

Impala - Continued 

V-8 396 - Continued 



V-8 427 - Continued 



1969-1965; Thermostat Gasket. 

. 25138 


1969-1966; OE Type Thermostat. 

. ♦13359 

195 

1969-1965; Thermostat Gasket (1 Pack). 

. 27138 



❖13352 

205 

V-8 4.4 L 




❖13358 

180 

1982-1981; Premium Thermostat. 

. ♦45358 

180 


❖13356 

160 


❖45359 

195 

1969-1966; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1982-1981; OEType Thermostat. 

. ♦ 13358 

180 


❖13006 

160 


<0-13352 

205 

1969-1966; Thermostat Gasket. 

. 25138 



❖13359 

195 

1969-1966; Thermostat Gasket (1 Pack). 

. 27138 



❖13356 

160 

1963; Premium Thermostat. 

. ♦45358 

180 

1982-1981; Economy Thermostat. 

. ♦13008 

180 


❖45359 

195 


❖13009 

195 


❖45356 

160 


❖13006 

160 

1963; OE Type Thermostat. 

. ♦13358 

180 

1982-1981; Thermostat Gasket. 

. 25138 



❖13352 

205 

1982-1981; Thermostat Gasket (1 Pack). 

. 27138 



❖13359 

195 

1980; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1963; Economy Thermostat. 

. ♦13008 

180 


❖45356 

160 


❖13009 

195 

1980; OE Type Thermostat. 

. ♦ 13359 

195 


❖13006 

160 


❖13352 

205 

1963; Thermostat Gasket. 

. 25138 



❖13358 

180 

1963; Thermostat Gasket (1 Pack). 

. 27138 



❖13356 

160 

V-8 454 



1980; Economy Thermostat. 

. ♦13009 

195 

1976-1970; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1980; Thermostat Gasket. 

. 25138 


1976-1970; OE Type Thermostat. 

. ♦13359 

195 

1980; Thermostat Gasket (1 Pack). 

. 27138 



❖13352 

205 

V-8 400 




❖13358 

180 

1976-1970; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1976-1970; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1976-1970; OE Type Thermostat. 

. ♦ 13359 

195 


❖13006 

160 


-0-13352 

205 

1976-1970; Thermostat Gasket. 

. 25138 



❖13358 

180 

1976-1970; Thermostat Gasket (1 Pack). 

. 27138 



❖13356 

160 

V-8 5.0 L 



1976-1970; Economy Thermostat. 

. ♦13009 

195 

1985-1982; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1976-1970; Thermostat Gasket. 

. 25138 


1985-1982; OE Type Thermostat. 

. ♦13359 

195 

1976-1970; Thermostat Gasket (1 Pack). 

. 27138 



❖13352 

205 

V-8 402 




❖13358 

180 

1972-1971; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1985-1982; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1972-1971; OEType Thermostat. 

. ♦ 13359 

195 


❖13006 

160 


❖13352 

205 

1985-1982; Thermostat Gasket. 

. 25138 



❖13358 

180 

1985-1982; Thermostat Gasket (1 Pack). 

. 27138 



❖13356 

160 

1981-1980; Premium Thermostat. 

. ♦45359 

195 

1972-1971; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1981-1980; OE Type Thermostat. 

. ♦13359 

195 

1972-1971; Thermostat Gasket. 

. 25138 



❖13352 

205 

1972-1971; Thermostat Gasket (1 Pack). 

. 27138 



❖13358 

180 





❖13356 

160 

V-8 409 



1981-1980; Economy Thermostat. 

. ♦13009 

195 

1965-1961; Premium Thermostat. 

. ♦45358 

180 


❖13008 

180 


❖45359 

195 


❖13006 

160 


❖45356 

160 

1981-1980; Thermostat Gasket. 

. 25153 


1965-1961; OEType Thermostat. 

. ♦ 13358 

❖13352 

180 

205 

1981-1980; Thermostat Gasket (1 Pack). 

. 27153 



❖13359 

195 

V-8 5.7 L 




❖13356 

160 

1985-1980; Premium Thermostat. 

. ♦45359 

195 

1965-1961; Economy Thermostat. 

. ♦13008 

180 


❖45358 

180 


❖13009 

195 


❖45356 

160 


❖13006 

160 

1985-1980; OE Type Thermostat. 

. ♦13359 

195 

1965-1961; Thermostat Gasket. 

. 25138 



❖13352 

205 

1965-1961; Thermostat Gasket (1 Pack). 

. 27138 



❖13358 

180 





❖13356 

160 

V-8 427 



1985-1980; Economy Thermostat. 

. ♦13009 

195 

1969-1966; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1985-1980; Thermostat Gasket. 

. 25138 





1985-1980; Thermostat Gasket (1 Pack). 

. 27138 



♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. -0 Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Malibu - Continued 

Malibu - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 231 - Continued 

1979; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1979; Thermostat Gasket (1 Pack); Eng. VIN 2. 27138 

1979; Thermostat Gasket; Eng. VIN 2. 25138 

1979; Thermostat Gasket (1 Pack); Eng. VIN A. 27132 

1979; Thermostat Gasket; Eng. VIN A. 25132 

1978; Premium Thermostat. 445359 195 

♦45358 180 
♦45356 160 

1978; OE Type Thermostat. 413359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1978; Economy Thermostat. 413009 195 

♦13008 180 
♦13006 160 

1978; Thermostat Gasket. 25132 

1978; Thermostat Gasket (1 Pack). 27132 

V-6 3.8 L 

1983; Premium Thermostat. 445359 195 

♦45358 180 
♦45356 160 

1983; OE Type Thermostat. 413359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1983; Economy Thermostat. 413009 195 

♦13008 180 
♦13006 160 

1983; Thermostat Gasket (1 Pack); Eng. VIN 9. 27138 

1983; Thermostat Gasket; Eng. VIN 9. 25138 

1983; Thermostat Gasket (1 Pack); Eng. VIN A. 27132 

1983; Thermostat Gasket; Eng. VIN A. 25132 

1982-1980; Premium Thermostat. 445359 195 

♦45358 180 
♦45356 160 

1982-1980; OE Type Thermostat. 413359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1982-1980; Economy Thermostat. 413009 195 

♦13008 180 
♦13006 160 

1982-1980; Thermostat Gasket (1 Pack); Eng. VIN A. 27132 

1982-1980; Thermostat Gasket; Eng. VIN A. 25132 

1982-1980; Thermostat Gasket (1 Pack); Eng. VIN K. 27138 

1982- 1980; Thermostat Gasket; Eng. VIN K. 25138 

V-6 4.3 L Diesel 

1983- 1982; Premium Thermostat. 445359 195 

♦45358 180 
♦45356 160 

1983-1982; OE Type Thermostat. 413359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1983-1982; Economy Thermostat. 413009 195 

♦13008 180 
♦13006 160 

1983-1982; Thermostat Gasket. 25148 

1983-1982; Thermostat Gasket (1 Pack). 27148 

V-8 267 

1979; Premium Thermostat. 445359 195 

♦45358 180 
♦45356 160 

1979; OE Type Thermostat. 413359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1979; Economy Thermostat. 413009 195 

♦13008 180 
♦13006 160 


V-8 267 - Continued 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

V-8 305 

1979-1976; Premium Thermostat. 445359 195 

♦45358 180 
♦45356 160 

1979-1976; OE Type Thermostat. 413359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1979-1976; Economy Thermostat. 413009 195 

♦13008 180 
♦13006 160 

1979-1976; Thermostat Gasket. 25138 

1979-1976; Thermostat Gasket (1 Pack). 27138 

V-8 307 

1973; Premium Thermostat. 445359 195 

♦45358 180 
♦45356 160 

1973; OE Type Thermostat. 413359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1973; Economy Thermostat. 413009 195 

♦13008 180 
♦13006 160 

1973; Thermostat Gasket. 25153 

1973; Thermostat Gasket (1 Pack). 27153 

V-8 350 

1979-1973; Premium Thermostat. 445359 195 

♦45358 180 
♦45356 160 

1979-1973; OE Type Thermostat. 413359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1979-1973; Economy Thermostat. 413009 195 

♦13008 180 
♦13006 160 

1979-1973; Thermostat Gasket. 25138 

1979-1973; Thermostat Gasket (1 Pack). 27138 

V-8 4.4 L 

1982-1981; Premium Thermostat. 445358 180 

♦45359 195 
♦45356 160 

1982-1981 ;OE Type Thermostat. 413358 180 

♦13352 205 
♦13359 195 
♦13356 160 

1982-1981; Economy Thermostat. 413008 180 

♦13009 195 
♦13006 160 

1982-1981; Thermostat Gasket. 25138 

1982-1981; Thermostat Gasket (1 Pack). 27138 

1980; Premium Thermostat. 445359 195 

♦45358 180 
♦45356 160 

1980; OE Type Thermostat. 413359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1980; Economy Thermostat. 413009 195 

♦13008 180 
♦13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

V-8 400 

1976-1974; Premium Thermostat. 445359 195 

♦45358 180 
♦45356 160 


4 OE Temperature. ♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Chevrolet - Continued 

Chevrolet - Continued 

Malibu - Continued 

Master - Continued 


Application 


Part Tem 
Number p °F 


V-8 400 - Continued 


1976-1974; OE Type Thermostat. 

. ♦ 13359 

195 


♦13352 

205 


♦13358 

180 


♦13356 

160 

1976-1974; Economy Thermostat. 

. ♦13009 

195 


♦13008 

180 


♦13006 

160 

1976-1974; Thermostat Gasket. 

. 25138 


1976-1974; Thermostat Gasket (1 Pack). 

. 27138 


V-8 454 



1975-1973; Premium Thermostat. 

. ♦45359 

195 


♦45358 

180 


♦45356 

160 

1975-1973; OE Type Thermostat. 

. ♦ 13359 

195 


♦13352 

205 


♦13358 

180 


♦13356 

160 

1975-1973; Economy Thermostat. 

. ♦13009 

195 


♦13008 

180 


♦13006 

160 

1975-1973; Thermostat Gasket. 

. 25138 


1975-1973; Thermostat Gasket (1 Pack). 

. 27138 


V-8 5.0 L 



1983-1980; Premium Thermostat. 

. ♦45359 

195 


♦45358 

180 


♦45356 

160 

1983-1980; OE Type Thermostat. 

. ♦ 13359 

195 


♦13352 

205 


♦13358 

180 


♦13356 

160 

1983-1980; Economy Thermostat. 

. ♦13009 

195 


♦13008 

180 


♦13006 

160 

1983-1980; Thermostat Gasket. 

. 25138 


1983-1980; Thermostat Gasket (1 Pack). 

. 27138 


V-8 5.7 L 



1981-1980; Premium Thermostat. 

. ♦45359 

195 


♦45358 

180 


♦45356 

160 

1981-1980; OE Type Thermostat. 

. ♦ 13359 

195 


♦13352 

205 


♦13358 

180 


♦13356 

160 

1981-1980; Economy Thermostat. 

. ♦13009 

195 


♦13008 

180 


♦13006 

160 

1981-1980; Thermostat Gasket. 

. 25138 


1981-1980; Thermostat Gasket (1 Pack). 

. 27138 


V-8 5.7 L Diesel 



1983-1982; Premium Thermostat. 

. ♦45359 

195 


♦45358 

180 


♦45356 

160 

1983-1982; OE Type Thermostat. 

. ♦ 13359 

195 


♦13352 

205 


♦13358 

180 


♦13356 

160 

1983-1982; Economy Thermostat. 

. ♦13009 

195 


♦13008 

180 


♦13006 

160 

1983-1982; Thermostat Gasket. 

. 25148 


1983-1982; Thermostat Gasket (1 Pack). 

. 27148 


Master 

6-Cyl. 194 



1933; Premium Thermostat. 

. ♦45358 

180 


♦45359 

195 


♦45356 

160 

1933; OE Type Thermostat. 

. ♦ 13358 

180 


♦13352 

205 


♦13359 

195 


♦13356 

160 


6-Cvl. 194- Continued 

1933; Economy Thermostat. ♦13008 180 

♦13009 195 
♦13006 160 

1933; Thermostat Gasket. 25138 

1933; Thermostat Gasket (1 Pack). 27138 

6-Cvl. 207 

1934; Premium Thermostat. ♦45358 180 

♦45359 195 
♦45356 160 

1934; OE Type Thermostat. ♦ISSSS 180 

♦13352 205 
♦13359 195 
♦13356 160 

1934; Economy Thermostat. ♦13008 180 

♦13009 195 
♦13006 160 

1934; Thermostat Gasket. 25138 

1934; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 217 

1940-1937; Premium Thermostat. ♦45358 180 

♦45359 195 
♦45356 160 

1940-1937; OE Type Thermostat. ^13358 180 

♦13352 205 
♦13359 195 
♦13356 160 

1940-1937; Economy Thermostat. ♦13008 180 

♦13009 195 
♦13006 160 

1940-1937; Thermostat Gasket. 25138 

1940-1937; Thermostat Gasket (1 Pack). 27138 


Master Deluxe 

6-Cyl. 207 

1936-1935; Premium Thermostat. ♦45358 180 

♦45359 195 
♦45356 160 

1936-1935; OE Type Thermostat. ♦ISSSS 180 

♦13352 205 
♦13359 195 
♦13356 160 

1936-1935; Economy Thermostat. ♦13008 180 

♦13009 195 
♦13006 160 

1936-1935; Thermostat Gasket. 25138 

1936-1935; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 217 

1942-1937; Premium Thermostat. ♦45358 180 

♦45359 195 
♦45356 160 

1942-1937; OE Type Thermostat. ♦I3358 180 

♦13352 205 
♦13359 195 
♦13356 160 

1942-1937; Economy Thermostat. ♦13008 180 

♦13009 195 
♦13006 160 

1942-1937; Thermostat Gasket. 25138 

1942-1937; Thermostat Gasket (1 Pack). 27138 

Monte Carlo 

V-6 200 

1979-1978; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1979-1978; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1979-1978; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 


♦ OE Temperature. ♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Chevrolet - Continued 


Monte Carlo - Continued 


Part Tem 
Number p °F 


Application 


Chevrolet - Continued 


Monte Carlo - Continued 


Part Tem 
Number p °F 


V-6 200 - Continued 

1979-1978; Thermostat Gasket. 25138 

1979-1978; Thermostat Gasket (1 Pack). 27138 

V-6 231 

1979-1978; Premium Thermostat. 4-45359 195 

-0-45358 180 
045356 160 

1979-1978; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1979-1978; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1979-1978; Thermostat Gasket. 25132 

1979-1978; Thermostat Gasket (1 Pack). 27132 

V-6 3.8 L 

1984-1983; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1984-1983; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1984-1983; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1984-1983; Thermostat Gasket (1 Pack); Eng. VIN 9. 27138 

1984-1983; Thermostat Gasket; Eng. VIN 9. 25138 

1984-1983; Thermostat Gasket (1 Pack); Eng. VIN A. 27132 

1984-1983; Thermostat Gasket; Eng. VIN A. 25132 

1982; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1982; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1982; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1982; Thermostat Gasket (1 Pack); Eng. VIN A. 27132 

1982; Thermostat Gasket; Eng. VIN A. 25132 

1982; Thermostat Gasket (1 Pack); Eng. VIN K. 27138 

1982; Thermostat Gasket; Eng. VIN K. 25138 

1981-1980; Premium Thermostat; Eng. VIN A, K. 445359 195 

045358 180 
045356 160 

1981-1980; OE Type Thermostat; Eng. VIN A, K. 413359 195 

013352 205 
013358 180 
013356 160 

1981-1980; Economy Thermostat; Eng. VIN A, K. 413009 195 

013008 180 
013006 160 

1981-1980; Premium Thermostat; Eng. VIN 3 . 445849 195 

045848 180 

1981 -1980; OE Type Thermostat; Eng. VIN 3. 413849 195 

013848 180 

1981-1980; Thermostat Gasket (1 Pack); Eng. VIN A. 27132 

1981-1980; Thermostat Gasket; Eng. VIN A. 25132 

1981-1980; Thermostat Gasket (1 Pack); Eng. VIN K. 27138 

1981-1980; Thermostat Gasket; Eng. VIN K. 25138 

1981-1980; Thermostat Gasket (1 Pack); Eng. VIN 3. 27167 

1981-1980; Thermostat Gasket; Eng. VIN 3. 25167 

1981-1980; Thermostat Seal (1 Pack); Eng. VIN 3 . 27273 

1981-1980; Thermostat Seal; Eng. VIN 3 . 25273 

V-6 3.8 L (Canada) 

1987-1985; Premium Thermostat. 445359 195 

045358 180 
045356 160 


V-6 3.8 L (Canada) - Continued 

1987-1985; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1987-1985; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1987-1985; Thermostat Gasket. 25138 

1987- 1985; Thermostat Gasket (1 Pack). 27138 

V-6 4.3 L 

1988- 1985; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1988-1985; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1988-1985; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1988-1985; Thermostat Gasket. 25138 

1988-1985; Thermostat Gasket (1 Pack). 27138 

V-6 4.3 L Diesel 

1983-1982; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1983-1982; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1983-1982; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1983-1982; Thermostat Gasket. 25148 

1983-1982; Thermostat Gasket (1 Pack). 27148 

V-8 267 

1979; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1979; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1979; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

V-8 305 

1979-1976; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1979-1976; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1979-1976; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1979-1976; Thermostat Gasket. 25138 

1979-1976; Thermostat Gasket (1 Pack). 27138 

V-8 350 

1977-1970; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1977-1970; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 


4 OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

Chevrolet - Continued 

Monte Carlo - Continued 

Monte Carlo - Continued 

V-8 350 - Continued 



V-8 5.0 L 



1977-1970; Economy Thermostat. 

. ♦13009 

195 

1988-1980; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1977-1970; Thermostat Gasket. 

. 25138 


1988-1980; OE Type Thermostat. 

. ♦13359 

195 

1977-1970; Thermostat Gasket (1 Pack). 

. 27138 



❖13352 

205 

V-8 4.4 L 




❖13358 

180 

1982-1981; Premium Thermostat. 

. ♦45358 

180 


❖13356 

160 


❖45359 

195 

1988-1980; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1982-1981; OEType Thermostat. 

. ♦ 13358 

180 


❖13006 

160 


4-13352 

205 

1988-1980; Thermostat Gasket. 

. 25138 



❖13359 

195 

1988-1980; Thermostat Gasket (1 Pack). 

. 27138 



❖13356 

160 

V-8 5.7 L Diesel 



1982-1981; Economy Thermostat. 

. ♦13008 

180 

1984-1982; Premium Thermostat. 

. ♦45359 

195 


❖13009 

195 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1982-1981; Thermostat Gasket. 

. 25138 


1984-1982; OE Type Thermostat. 

. ♦13359 

195 

1982-1981; Thermostat Gasket (1 Pack). 

. 27138 



❖13352 

205 

1980; Premium Thermostat. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1984-1982; Economy Thermostat. 

. ♦13009 

195 

1980; OE Type Thermostat. 

. ♦ 13359 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1984-1982; Thermostat Gasket. 

. 25148 



❖13356 

160 

1984-1982; Thermostat Gasket (1 Pack). 

. 27148 


1980; Economy Thermostat. 

. ♦13009 

413008 

195 

ISO 

Monza 


❖13006 

160 

4-Cyl. 140 



1980; Thermostat Gasket. 

. 25138 


1977; Premium Thermostat. 

. ♦45358 

180 

1980; Thermostat Gasket (1 Pack). 

. 27138 



❖45359 

195 

V-8 400 




❖45356 

160 

1976-1970; Premium Thermostat. 

. ♦45359 

195 

1977; OE Type Thermostat. 

. ♦13358 

180 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13359 

195 

1976-1970; OE Type Thermostat. 

. ♦ 13359 

195 


❖13356 

160 


❖13352 

205 

1977; Economy Thermostat. 

. ♦13008 

180 


❖13358 

180 


❖13009 

195 


❖13356 

160 


❖13006 

160 


-4-1 ^nno 

195 

1977; Thermostat Gasket. 

. 25163 



413008 

180 

1977; Thermostat Gasket (1 Pack). 

. 27163 



❖13006 

160 

1976; Premium Thermostat. 

. ♦45359 

195 

1976-1970; Thermostat Gasket. 

. 25138 



❖45358 

180 

1976-1970; Thermostat Gasket (1 Pack). 

. 27138 



❖45356 

160 




1976; OE Type Thermostat. 

. ♦13359 

195 

V-8 402 




❖13352 

205 

1972-1970; Premium Thermostat. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1976; Economy Thermostat. 

. ♦13009 

195 

1972-1970; OE Type Thermostat. 

. ♦ 13359 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1976; Thermostat Gasket. 

. 25163 



❖13356 

160 

1976; Thermostat Gasket (1 Pack). 

. 27163 


1972-1970; Economy Thermostat. 

. ♦13009 

195 

1975; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1972-1970; Thermostat Gasket. 

. 25138 


1975; OE Type Thermostat. 

. ♦13359 

195 

1972-1970; Thermostat Gasket (1 Pack). 

. 27138 



❖13352 

205 

V-8 454 




❖13358 

180 

1975-1970; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1975; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1975-1970; OE Type Thermostat. 

. ♦ 13359 

195 


❖13006 

160 


❖13352 

205 

1975; Thermostat Gasket. 

. 25138 



❖13358 

180 

1975; Thermostat Gasket (1 Pack). 

. 27138 



❖13356 

160 

4-Cyl 151 



1975-1970; Economy Thermostat. 

. ♦13009 

195 

1979; Premium Thermostat. 

. ♦45399 

195 


❖13008 

180 


❖45398 

180 


❖13006 

160 

1979; OE Type Thermostat. 

. ♦13399 

195 

1975-1970; Thermostat Gasket. 

. 25138 



<$>13398 

180 

1975-1970; Thermostat Gasket (1 Pack). 

. 27138 


1979; Thermostat Gasket. 

. 25138 





1979; Thermostat Gasket (1 Pack). 

. 27138 



♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Monza - Continued 

Monza - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 151 - Continued 

1978; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1978; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1978; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1978; Thermostat Gasket. 25138 

1978; Thermostat Gasket (1 Pack). 27138 

4-Cvl. 2.5 L 

1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

V-6 196 

1979-1978; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1978; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1978; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1978; Thermostat Gasket. 25138 

1979-1978; Thermostat Gasket (1 Pack). 27138 

V-6 231 

1979-1978; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1978; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1978; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1978; Thermostat Gasket. 25132 

1979-1978; Thermostat Gasket (1 Pack). 27132 

V-6 3.8 L 

1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25132 

1980; Thermostat Gasket (1 Pack). 27132 

V-8 262 

1976-1975; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 


V-8 262 - Continued 

1976-1975; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1975; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1976-1975; Thermostat Gasket. 25138 

1976-1975; Thermostat Gasket (1 Pack). 27138 

V-8 305 

1979-1976; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1976; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1976; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1976; Thermostat Gasket. 25138 

1979-1976; Thermostat Gasket (1 Pack). 27138 

V-8 350 

1975; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1975; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1975; Thermostat Gasket. 25138 

1975; Thermostat Gasket (1 Pack). 27138 


Nova 
4-Cyl. 1.6 L 

1988-1985; Premium Thermostat. +45758 180 

1988-1985; OE Type Thermostat. +13758 180 

1988-1985; Thermostat Gasket. 25167 

1988-1985; Thermostat Gasket (1 Pack). 27167 

1988-1985; Thermostat Seal. 25280 

1988-1985; Thermostat Seal (1 Pack). 27280 

4-Cyl. 153; 6-Cyl. 230 

1970-1969; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1970-1969; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970-1969; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1970-1969; Thermostat Gasket. 25138 

1970-1969; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 

1979-1969; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1969; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1969; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1969; Thermostat Gasket. 25138 

1979-1969; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Nova - Continued 

Nova - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 262 

1975; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1975; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1975; Thermostat Gasket. 25138 

1975; Thermostat Gasket (1 Pack). 27138 

V-8 305 

1979-1976; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1976; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1976; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1976; Thermostat Gasket. 25138 

1979-1976; Thermostat Gasket (1 Pack). 27138 

V-8 307 

1973-1969; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1973-1969; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1973-1969; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1973-1969; Thermostat Gasket. 25138 

1973-1969; Thermostat Gasket (1 Pack). 27138 

V-8 350 

1979-1969; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1969; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1969; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1969; Thermostat Gasket. 25138 

1979-1969; Thermostat Gasket (1 Pack). 27138 

V-8 396 

1969; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969; Thermostat Gasket. 25138 

1969; Thermostat Gasket (1 Pack). 27138 

V-8 402 

1970; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 


V-8 402 - Continued 

1970; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket. 25138 

1970; Thermostat Gasket (1 Pack). 27138 

P Series Van 

4-Cv 1.153 

1965-1963; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1965-1963; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1965- 1963; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

4-Cvl. 3.9 L Diesel 

1991; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1991; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1991; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1991; Thermostat Gasket. 25153 

1991; Thermostat Gasket (1 Pack). 27153 

6-Cyl. 230 

1969-1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969-1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969-1967; Thermostat Gasket. 25153 

1969-1967; Thermostat Gasket (1 Pack). 27153 

1966- 1963; OE Type Thermostat; P20, P30 . +13928 180 

❖13926 160 

6-Cyl. 235 

1962-1960; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1962-1960; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1962-1960; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1962-1960; Thermostat Gasket. 25138 

1962-1960; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 

1974-1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1974-1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Chevrolet - Continued 

Chevrolet - Continued 

P Series Van - Continued 

P Series Van ■ Continued 

6-Cyl. 250 - Continued 



V-6 4.3 L 



1974-1967; Economy Thermostat. 

. ♦13009 

195 

1994-1993; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1974-1967; Thermostat Gasket. 

. 25153 


1994-1993; OE Type Thermostat. 

. ♦13359 

195 

1974-1967; Thermostat Gasket (1 Pack). 

. 27153 



❖13352 

205 

1966; OE Type Thermostat; P20, P30. 

. ♦13928 

180 


❖13358 

180 


❖13926 

160 


❖13356 

160 

1966; Premium Thermostat; P10. 

. ♦45359 

195 

1994-1993; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1966; OE Type Thermostat; P10. 

. ♦ 13359 

195 

1994-1993; Thermostat Seal. 

. 25282 



❖13352 

205 

1994-1993; Thermostat Seal (1 Pack). 

. 27282 



❖13358 

180 

1992-1990; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1966; Economy Thermostat; P10. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1992-1990; OE Type Thermostat. 

. ♦13359 

195 


❖13006 

160 


❖13352 

205 

1966; Thermostat Gasket (1 Pack); P10. 

. 27153 



❖13358 

180 

1966; Thermostat Gasket; P10. 

. 25153 



❖13356 

160 

6-Cyl. 292 



1992-1990; Economy Thermostat. 

. ♦13009 

195 

19?9-1975; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1992-1990; Thermostat Gasket. 

. 25153 


1979-1975; OE Type Thermostat. 

. ♦ 13359 

195 

1992-1990; Thermostat Gasket (1 Pack). 

. 27153 



❖13352 

205 

V-8 307 




❖13358 

180 

1970-1968; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1979-1975; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1970-1968; OE Type Thermostat. 

. ♦13359 

195 


❖13006 

160 


❖13352 

205 

1979-1975; Thermostat Gasket. 

. 25153 



❖13358 

180 

1979-1975; Thermostat Gasket (1 Pack). 

. 27153 



❖13356 

160 

1974; Premium Thermostat. 

. ♦45359 

195 

1970-1968; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1974; OE Type Thermostat. 

. ♦ 13359 

195 

1970-1968; Thermostat Gasket. 

. 25153 



❖13352 

205 

1970-1968; Thermostat Gasket (1 Pack). 

. 27153 



❖13358 

180 

V-8 327 




❖13356 

160 

1968; Premium Thermostat. 

. ♦45359 

195 

1974; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1968; OE Type Thermostat. 

. ♦13359 

195 

1974; Thermostat Seal. 

. 25282 



❖13352 

205 

1974; Thermostat Seal (1 Pack). 

. 27282 



❖13358 

180 

1973-1965; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1968; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1973-1965; OE Type Thermostat. 

. ♦ 13359 

195 


❖13006 

160 


❖13352 

205 

1968; Thermostat Gasket. 

. 25153 



❖13358 

180 

1968; Thermostat Gasket (1 Pack). 

. 27153 



❖13356 

160 




1973-1965; Economy Thermostat. 

. ♦13009 

195 

V-8 350 




❖13008 

180 

1979-1969; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


❖45358 

180 

1973-1965; Thermostat Gasket. 

. 25153 



❖45356 

160 

1973-1965; Thermostat Gasket (1 Pack). 

. 27153 


1979-1969; OE Type Thermostat. 

. ♦13359 

195 

1964-1963; OE Type Thermostat. 

. ♦13928 

❖13926 

180 

160 


013352 
<0*13358 

205 

180 





❖13356 

160 

6-Cyl. 4.8 L 



1979-1969; Economy Thermostat. 

. ♦13009 

195 

1989-1980; Premium Thermostat. 

. ♦45359 

195 


<013008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1979-1969; Thermostat Gasket. 

. 25153 


1989-1980; OE Type Thermostat. 

. ♦ 13359 

195 

1979-1969; Thermostat Gasket (1 Pack). 

. 27153 



❖13352 

205 





<013358 

180 

V-8 402 




❖13356 

160 

1972; Premium Thermostat. 

. ♦45359 

195 

1989-1980; Economy Thermostat. 

. ♦13009 

❖13008 

195 

180 


❖45358 

❖45356 

180 

160 


❖13006 

160 

1972 OE Type Thermostat. 

. ♦13359 

195 

1989-1980; Thermostat Gasket. 

. 25153 



❖13352 

A A OOCO 

205 

1989-1980; Thermostat Gasket (1 Pack). 

. 27153 



013358 
<013356 

180 

160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

P Series Van - Continued 

P Series Van - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 402 - Continued 

1972; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1972; Thermostat Gasket. 25153 

1972; Thermostat Gasket (1 Pack). 27153 

V-8 454 

1979-1973; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1979-1973; OE Type Thermostat. ♦ 13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1979-1973; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1979-1973; Thermostat Gasket. 25153 

1979-1973; Thermostat Gasket (1 Pack). 27153 

V-8 5.7 L 

1994-1992; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1994-1992; OE Type Thermostat. ^13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1994-1992; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1994-1992; Thermostat Seal. 25282 

1994-1992; Thermostat Seal (1 Pack). 27282 

1991-1989; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1991-1989; OE Type Thermostat. ♦13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1991-1989; Economy Thermostat. ^13009 195 

♦13008 180 
♦13006 160 

1991-1989; Thermostat Gasket. 25138 

1991-1989; Thermostat Gasket (1 Pack). 27138 

1988; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1988; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1988; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1988; Thermostat Gasket (1 Pack); Eng. VIN K. 27138 

1988; Thermostat Gasket; Eng. VIN K. 25138 

1988; Thermostat Gasket (1 Pack); Eng. VIN M . 27153 

1988; Thermostat Gasket; Eng. VIN M . 25153 

1987-1980; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1987-1980; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1987-1980; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1987-1980; Thermostat Gasket. 25153 

1987-1980; Thermostat Gasket (1 Pack). 27153 

V-8 6.2 L Diesel 

1993-1991; OE Type Thermostat. ♦14429 190 

1990; OE Type Thermostat. ♦14429 190 


V-8 6.2 L Diesel - Continued 

1990; Thermostat Gasket. 25140 

1990; Thermostat Gasket (1 Pack). 27140 

1989- 1982; OE Type Thermostat. ♦ 14429 190 

V-8 6.5 L Diesel 

1994; OE Type Thermostat. ^14039 195 

1994; Thermostat Gasket (1 Pack); Eng. VIN F . 27140 

1994; Thermostat Gasket; Eng. VIN F. 25140 

1994; Thermostat Seal (1 Pack); Eng. VIN Y. 27282 

1994; Thermostat Seal; Eng. VIN Y. 25282 

V-8 7.4 L 

1994-1991; Premium Thermostat. ♦45849 195 

♦45848 180 

1994-1991; OE Type Thermostat. ♦13849 195 

♦13848 180 

1994-1991; Thermostat Seal. 25272 

1994-1991; Thermostat Seal (1 Pack). 27272 

1990- 1985; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1990-1985; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1990-1985; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1990-1985; Thermostat Gasket. 25153 

1990-1985; Thermostat Gasket (1 Pack). 27153 

1984; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1984; OE Type Thermostat. ♦13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1984; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1984; Thermostat Gasket. 25138 

1984; Thermostat Gasket (1 Pack). 27138 

1983-1980; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1983-1980; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1983-1980; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1983-1980; Thermostat Gasket. 25153 

1983-1980; Thermostat Gasket (1 Pack). 27153 

R & V Series Pickup 

6-Cvl. 4.8 L 

1988-1987; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1988-1987; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1988-1987; Economy Thermostat. ^13009 195 

♦13008 180 
♦13006 160 

1988-1987; Thermostat Gasket. 25153 

1988-1987; Thermostat Gasket (1 Pack). 27153 

V-6 4.3 L; V-8 5.0 L 

1987; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 


♦ OE Temperature. 


♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

R & V Series Pickup - Continued 

S Series Pickup 


Application 


Part 

Number 


Tem 
P °F 


V-6 4.3 L; V-8 5.0 L - Continued 

1987; OE Type Thermostat. ♦13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1987; Economy Thermostat. >13009 195 

♦13008 180 
♦13006 160 

1987; Thermostat Gasket. 25153 

1987; Thermostat Gasket (1 Pack). 27153 

V-8 5.7 L 

1991-1989; Premium Thermostat. >45359 195 

♦45358 180 
♦45356 160 

1991-1989; OE Type Thermostat. >13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1991-1989; Economy Thermostat. >13009 195 

♦13008 180 
♦13006 160 

1991-1989; Thermostat Gasket. 25138 

1991-1989; Thermostat Gasket (1 Pack). 27138 

1988; Premium Thermostat. >45359 195 

♦45358 180 
♦45356 160 

1988; OE Type Thermostat. >13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1988; Economy Thermostat. >13009 195 

♦13008 180 
♦13006 160 

1988; Thermostat Gasket (1 Pack); Eng. VIN K. 27138 

1988; Thermostat Gasket; Eng. VIN K. 25138 

1988; Thermostat Gasket (1 Pack); Eng. VIN M . 27153 

1988; Thermostat Gasket; Eng. VIN M . 25153 

1987; Premium Thermostat. >45359 195 

♦45358 180 
♦45356 160 

1987; OE Type Thermostat. >13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1987; Economy Thermostat. >13009 195 

♦13008 180 
♦13006 160 

1987; Thermostat Gasket. 25153 

1987; Thermostat Gasket (1 Pack). 27153 

V-8 6.2 L Diesel 

1991-1987; OE Type Thermostat. >14429 190 

1991-1987; Thermostat Gasket. 25140 

1991-1987; Thermostat Gasket (1 Pack). 27140 

V-8 7.4 L 

1991; Premium Thermostat. >45849 195 

♦45848 180 

1991; OE Type Thermostat. >13849 195 

♦13848 180 

1991; Thermostat Seal. 25272 

1991; Thermostat Seal (1 Pack). 27272 

1990-1987; Premium Thermostat. >45359 195 

♦45358 180 
♦45356 160 

1990-1987; OE Type Thermostat. >13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1990-1987; Economy Thermostat. >13009 195 

♦13008 180 
♦13006 160 

1990-1987; Thermostat Gasket. 25153 

1990-1987; Thermostat Gasket (1 Pack). 27153 


4-Cyl. 1.9 L 

1985-1982; Premium Thermostat. >45358 180 

♦45359 195 
♦45356 160 

1985-1982; OE Type Thermostat. >13358 180 

♦13352 205 
♦13359 195 
♦13356 160 

1985-1982; Economy Thermostat. >13008 180 

♦13009 195 
♦13006 160 

1985-1982; Thermostat Gasket. 25168 

1985-1982; Thermostat Gasket (1 Pack). 27168 

4-Cvl. 2.0 L 

1984-1983; Premium Thermostat. >45349 195 

♦45348 180 

1984-1983; OE Type Thermostat. >13349 195 

♦13348 180 

1984-1983; Thermostat Gasket. 25168 

1984- 1983; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.2 L 

1994; Premium Thermostat. >45849 195 

♦45848 180 

1994; OE Type Thermostat. >13849 195 

♦13848 180 

1994; Thermostat Seal. 25272 

1994; Thermostat Seal (1 Pack). 27272 

4-Cyl. 2.2 L Diesel 

1985- 1983; Premium Thermostat. >45359 195 

♦45358 180 
♦45356 160 

1985-1983; OE Type Thermostat. >13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1985-1983; Economy Thermostat. >13009 195 

♦13008 180 
♦13006 160 

1985- 1983; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

4-Cyl. 2.5 L 

1993-1987; Premium Thermostat. >45359 195 

♦45358 180 
♦45356 160 

1993-1987; OE Type Thermostat. >13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1993-1987; Economy Thermostat. >13009 195 

♦13008 180 
♦13006 160 

1993-1987; Thermostat Gasket. 25138 

1993-1987; Thermostat Gasket (1 Pack). 27138 

1986- 1985; Premium Thermostat. >45399 195 

♦45398 180 

1986-1985; OE Type Thermostat. >13399 195 

♦13398 180 

1986-1985; Thermostat Gasket. 25138 

1986-1985; Thermostat Gasket (1 Pack). 27138 

V-6 2.8 L 

1993; Premium Thermostat. >45849 195 

♦45848 180 

1993; OE Type Thermostat. >13849 195 

♦13848 180 

1993; Thermostat Seal. 25272 

1993; Thermostat Seal (1 Pack). 27272 

1992-1991; Premium Thermostat. >45849 195 

♦45848 180 

1992-1991 ;OE Type Thermostat. >13849 195 

♦13848 180 

1992-1991; Thermostat Gasket. 25167 

1992-1991; Thermostat Gasket (1 Pack). 27167 


> OE Temperature. ♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

S Series Pickup - Continued 

Series 1200 - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 2.8 L - Continued 

1990; Premium Thermostat. ♦45849 195 

❖45848 180 

1990; OE Type Thermostat. >13849 195 

❖13848 180 

1990; Thermostat Seal. 25272 

1990; Thermostat Seal (1 Pack). 27272 

1989-1982; Premium Thermostat. >45349 195 

❖45348 180 

1989-1982; OE Type Thermostat. >13349 195 

❖13348 180 

1989-1982; Thermostat Gasket. 25168 

1989-1982; Thermostat Gasket (1 Pack). 27168 

V-6 4.3 L 

1994-1993; Premium Thermostat; Eng. VIN W. >45849 195 

❖45848 180 

1994-1993; OE Type Thermostat; Eng. VIN W. >13849 195 

❖13848 180 

1994-1993; Premium Thermostat; Eng. VIN Z. >45359 195 

❖45358 180 
❖45356 160 

1994-1993; OE Type Thermostat; Eng. VIN Z. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1994-1993; Economy Thermostat; Eng. VIN Z. >13009 195 

❖13008 180 
❖13006 160 

1994-1993; Thermostat Seal (1 Pack); Eng. VIN W. 27273 

1994-1993; Thermostat Seal; Eng. VIN W. 25273 

1994-1993; Thermostat Seal (1 Pack); Eng. VIN Z. 27282 

1994-1993; Thermostat Seal; Eng. VIN Z. 25282 

1992-1988; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1992-1988; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1992-1988; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1992-1988; Thermostat Gasket. 25153 

1992-1988; Thermostat Gasket (1 Pack). 27153 

Series 1100 

6-Cyl. 235 

1959-1958; Premium Thermostat. >45358 180 

❖45359 195 
❖45356 160 

1959-1958; OE Type Thermostat. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1959-1958; Economy Thermostat. >13008 180 

❖13009 195 
❖13006 160 

1959-1958; Thermostat Gasket. 25138 

1959-1958; Thermostat Gasket (1 Pack). 27138 

Series 1200 

V-8 283 

1959; OE Type Thermostat; W/Thermostat Gasket. >13928 180 

❖13926 160 

1959; Premium Thermostat; W/O By Pass Thermostat. >45358 180 

❖45359 195 
❖45356 160 

1959; OE Type Thermostat; W/O By Pass Thermostat. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1959; Economy Thermostat; W/O By Pass Thermostat. >13008 180 

❖13009 195 
❖13006 160 


V-8 283 - Continued 

1959; Thermostat Gasket (1 Pack); W/O By Pass Thermostat. 27138 

1959; Thermostat Gasket; W/O By Pass Thermostat. 25138 

1958; Premium Thermostat; W/Man. Trans. >45358 180 

❖45359 195 
❖45356 160 

1958; OE Type Thermostat; W/Man. Trans. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1958; Economy Thermostat; W/Man. Trans. >13008 180 

❖13009 195 
❖13006 160 

1958; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1958; Thermostat Gasket; W/Man. Trans. 25138 

V-8 348 

1959; OE Type Thermostat; W/Thermostat Gasket. >13928 180 

❖13926 160 

1959; Premium Thermostat; W/O By Pass Thermostat. >45358 180 

❖45359 195 
❖45356 160 

1959; OE Type Thermostat; W/O By Pass Thermostat. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1959; Economy Thermostat; W/O By Pass Thermostat. >13008 180 

❖13009 195 
❖13006 160 

1959; Thermostat Gasket (1 Pack); W/O By Pass Thermostat. 27138 

1959; Thermostat Gasket; W/O By Pass Thermostat. 25138 

Series 1500 

6-Cyl. 235 

1958-1955; Premium Thermostat. >45358 180 

❖45359 195 
❖45356 160 

1958-1955; OE Type Thermostat. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1958-1955; Economy Thermostat. >13008 180 

❖13009 195 
❖13006 160 

1958-1955; Thermostat Gasket. 25138 

1958-1955; Thermostat Gasket (1 Pack). 27138 

V-8 265 

1957-1956; Premium Thermostat; W/Man. Trans. >45358 180 

❖45359 195 
❖45356 160 

1957-1956; OE Type Thermostat; W/Man. Trans. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1957-1956; Economy Thermostat; W/Man. Trans. >13008 180 

❖13009 195 
❖13006 160 

1957-1956; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1957- 1956; Thermostat Gasket; W/Man. Trans. 25138 

V-8 283 

1958- 1957; Premium Thermostat; W/Man. Trans. >45358 180 

❖45359 195 
❖45356 160 

1958-1957; OE Type Thermostat; W/Man. Trans. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1958-1957; Economy Thermostat; W/Man. Trans. >13008 180 

❖13009 195 
❖13006 160 

1958-1957; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1958-1957; Thermostat Gasket; W/Man. Trans. 25138 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Series 3100; Series 3200 

Series 3400; Series 3500 - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 235 

1959-1955; Premium Thermostat. ♦45358 180 


❖45359 195 
❖45356 160 

1959-1955; OE Type Thermostat. ♦13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1959-1955; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1959-1955; Thermostat Gasket. 25138 

1959-1955; Thermostat Gasket (1 Pack). 27138 

V-8 265 

1957-1955; Premium Thermostat; W/Man. Trans. ♦45358 180 

❖45359 195 
❖45356 160 

1957-1955; OE Type Thermostat; W/Man. Trans. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1957-1955; Economy Thermostat; W/Man. Trans. ♦13008 180 

❖13009 195 
❖13006 160 

1957-1955; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1957-1955; Thermostat Gasket; W/Man. Trans. 25138 

V-8 283 

1959; OE Type Thermostat; W/Thermostat Gasket. ♦13928 180 

❖13926 160 

1959; Premium Thermostat; W/O By Pass Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1959; OE Type Thermostat; W/O By Pass Thermostat. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1959; Economy Thermostat; W/O By Pass Thermostat. ^13008 180 

❖13009 195 
❖13006 160 

1959; Thermostat Gasket (1 Pack); W/O By Pass Thermostat. 27138 

1959; Thermostat Gasket; W/O By Pass Thermostat. 25138 

1958; Premium Thermostat; W/Man. Trans. ♦45358 180 

❖45359 195 
❖45356 160 

1958; OE Type Thermostat; W/Man. Trans. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1958; Economy Thermostat; W/Man. Trans. ♦13008 180 

❖13009 195 
❖13006 160 

1958; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1958; Thermostat Gasket; W/Man. Trans. 25138 

Series 3400; Series 3500 

6-Cyl. 235 

1959-1955; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1959-1955; OE Type Thermostat. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1959-1955; Economy Thermostat. ^13008 180 

❖13009 195 
❖13006 160 

1959-1955; Thermostat Gasket. 25138 

1959-1955; Thermostat Gasket (1 Pack). 27138 

V-8 265 

1957-1956; Premium Thermostat; W/Man. Trans. ♦45358 180 

❖45359 195 
❖45356 160 


V-8 265- Continued 

1957-1956; OE Type Thermostat; W/Man. Trans. ♦13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1957-1956; Economy Thermostat; W/Man. Trans. ♦13008 180 

❖13009 195 
❖13006 160 

1957-1956; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1957-1956; Thermostat Gasket; W/Man. Trans. 25138 

V-8 283 

1959; OE Type Thermostat; W/Thermostat Gasket. ♦13928 180 

❖13926 160 

1959; Premium Thermostat; W/O By Pass Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1959; OE Type Thermostat; W/O By Pass Thermostat. ♦13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1959; Economy Thermostat; W/O By Pass Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1959; Thermostat Gasket (1 Pack); W/O By Pass Thermostat. 27138 

1959; Thermostat Gasket; W/O By Pass Thermostat. 25138 

1958; Premium Thermostat; W/Man. Trans. ♦45358 180 

❖45359 195 
❖45356 160 

1958; OE Type Thermostat; W/Man. Trans. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1958; Economy Thermostat; W/Man. Trans. ♦13008 180 

❖13009 195 
❖13006 160 

1958; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1958; Thermostat Gasket; W/Man. Trans. 25138 

Series 3600 

6-Cyl. 235 

1959-1955; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1959-1955; OE Type Thermostat. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1959-1955; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1959-1955; Thermostat Gasket. 25138 

1959-1955; Thermostat Gasket (1 Pack). 27138 

V-8 265 

1957-1955; Premium Thermostat; W/Man. Trans. ♦45358 180 

❖45359 195 
❖45356 160 

1957-1955; OE Type Thermostat; W/Man. Trans. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1957-1955; Economy Thermostat; W/Man. Trans. ♦13008 180 

❖13009 195 
❖13006 160 

1957-1955; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1957-1955; Thermostat Gasket; W/Man. Trans. 25138 

V-8 283 

1959; OE Type Thermostat; W/Thermostat Gasket. ♦13928 180 

❖13926 160 

1959; Premium Thermostat; W/O By Pass Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Series 3600 - Continued 

Series 3700 - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 283 - Continued 

1959; OE Type Thermostat; W/O By Pass Thermostat. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1959; Economy Thermostat; W/O By Pass Thermostat. +13008 180 

+13009 195 
+13006 160 

1959; Thermostat Gasket (1 Pack); W/O By Pass Thermostat. 27138 

1959; Thermostat Gasket; W/O By Pass Thermostat. 25138 

1958; Premium Thermostat; W/Man. Trans. +45358 180 

+45359 195 
+45356 160 

1958; OE Type Thermostat; W/Man. Trans. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1958; Economy Thermostat; W/Man. Trans. +13008 180 

+13009 195 
+13006 160 

1958; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1958; Thermostat Gasket; W/Man. Trans. 25138 

Series 3700 

6-Cyl. 235 

1959-1955; Premium Thermostat. +45358 180 

+45359 195 
+45356 160 

1959-1955; OE Type Thermostat. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1959-1955; Economy Thermostat. +13008 180 

+13009 195 
+13006 160 

1959-1955; Thermostat Gasket. 25138 

1959-1955; Thermostat Gasket (1 Pack). 27138 

V-8 265 

1957-1956; Premium Thermostat; W/Man. Trans. +45358 180 

+45359 195 
+45356 160 

1957-1956; OE Type Thermostat; W/Man. Trans. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1957-1956; Economy Thermostat; W/Man. Trans. +13008 180 

+13009 195 
+13006 160 

1957-1956; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1957-1956; Thermostat Gasket; W/Man. Trans. 25138 

V-8 283 

1959; OE Type Thermostat; W/Thermostat Gasket. +13928 180 

+13926 160 

1959; Premium Thermostat; W/O By Pass Thermostat. +45358 180 

+45359 195 
+45356 160 

1959; OE Type Thermostat; W/O By Pass Thermostat. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1959; Economy Thermostat; W/O By Pass Thermostat. +13008 180 

+13009 195 
+13006 160 

1959; Thermostat Gasket (1 Pack); W/O By Pass Thermostat. 27138 

1959; Thermostat Gasket; W/O By Pass Thermostat. 25138 

1958; Premium Thermostat; W/Man. Trans. +45358 180 

+45359 195 
+45356 160 

1958; OE Type Thermostat; W/Man. Trans. +13358 180 

+13352 205 
+13359 195 
+13356 160 


V-8 283 - Continued 

1958; Economy Thermostat; W/Man. Trans. +13008 180 

+13009 195 
+13006 160 

1958; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1958; Thermostat Gasket; W/Man. Trans. 25138 

Series 3800 

6-Cyl. 235 

1959-1955; Premium Thermostat. +45358 180 

+45359 195 
+45356 160 

1959-1955; OE Type Thermostat. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1959-1955; Economy Thermostat. +13008 180 

+13009 195 
+13006 160 

1959-1955; Thermostat Gasket. 25138 

1959-1955; Thermostat Gasket (1 Pack). 27138 

V-8 265 

1957-1955; Premium Thermostat; W/Man. Trans. +45358 180 

+45359 195 
+45356 160 

1957-1955; OE Type Thermostat; W/Man. Trans. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1957-1955; Economy Thermostat; W/Man. Trans. +13008 180 

+13009 195 
+13006 160 

1957-1955; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1957-1955; Thermostat Gasket; W/Man. Trans. 25138 

V-8 283 

1959; OE Type Thermostat; W/Thermostat Gasket. +13928 180 

+13926 160 

1959; Premium Thermostat; W/O By Pass Thermostat. +45358 180 

+45359 195 
+45356 160 

1959; OE Type Thermostat; W/O By Pass Thermostat. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1959; Economy Thermostat; W/O By Pass Thermostat. +13008 180 

+13009 195 
+13006 160 

1959; Thermostat Gasket (1 Pack); W/O By Pass Thermostat. 27138 

1959; Thermostat Gasket; W/O By Pass Thermostat. 25138 

1958; Premium Thermostat; W/Man. Trans. +45358 180 

+45359 195 
+45356 160 

1958; OE Type Thermostat; W/Man. Trans. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1958; Economy Thermostat; W/Man. Trans. +13008 180 

+13009 195 
+13006 160 

1958; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1958; Thermostat Gasket; W/Man. Trans. 25138 


Special 

6-Cyl. 217 

1952-1949; Premium Thermostat. +45358 180 

+45359 195 
+45356 160 

1952-1949; OE Type Thermostat. +13358 180 

+13352 205 
+13359 195 
+13356 160 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Special - Continued 

Sprint - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 217 - Continued 

1952-1949; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1952-1949; Thermostat Gasket. 25138 

1952-1949; Thermostat Gasket (1 Pack). 27138 


Special 150 

6-Cyl. 235 

1957-1953; Premium Thermostat. 4-45358 180 

❖45359 195 
❖45356 160 

1957-1953; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1957-1953; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1957-1953; Thermostat Gasket. 25138 

1957-1953; Thermostat Gasket (1 Pack). 27138 

V-8 265 

1957-1955; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1957-1955; OE Type Thermostat. 4-13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1957-1955; Economy Thermostat. 4-13008 180 

❖13009 195 
❖13006 160 

1957-1955; Thermostat Gasket. 25138 

1957-1955; Thermostat Gasket (1 Pack). 27138 


Special Deluxe 
6-Cyl. 217 

1941-1940; Premium Thermostat. 4-45358 180 

❖45359 195 
❖45356 160 

1941-1940; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1941-1940; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1941-1940; Thermostat Gasket. 25138 

1941-1940; Thermostat Gasket (1 Pack). 27138 


Spectrum 

4-Cyl. 1.5 L 

1988-1985; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1988-1985; OE Type Thermostat. 4-13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1988-1985; Economy Thermostat. 4-13008 180 

❖13009 195 
❖13006 160 

1988-1985; Thermostat Gasket. 25168 

1988-1985; Thermostat Gasket (1 Pack). 27168 

Sprint 

3-Cyl. 1.0 L 

1988-1987; Premium Thermostat. 445848 180 

❖45849 195 

1988-1987; OE Type Thermostat. 4-13848 180 

❖13849 195 

1988-1987; Thermostat Gasket. 25167 

1988-1987; Thermostat Gasket (1 Pack). 27167 


3-Cyl. 1.0 L- Continued 

1986-1985; Premium Thermostat. 445849 195 

❖45848 180 

1986-1985; OE Type Thermostat. 413849 195 

❖ 13848 180 

1986-1985; Thermostat Gasket. 25167 

1986-1985; Thermostat Gasket (1 Pack). 27167 

3-Cyl. 1.0 L (Canada) 

1992-1989; Premium Thermostat. 445848 180 

❖45849 195 

1992-1989; OE Type Thermostat. 413848 180 

❖ 13849 195 

1992-1989; Thermostat Gasket. 25167 

1992-1989; Thermostat Gasket (1 Pack). 27167 

Standard 

6-Cyl. 181 

1934-1933; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1934-1933; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1934-1933; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1934-1933; Thermostat Gasket. 25138 

1934-1933; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 207 

1936-1935; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1936-1935; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1936-1935; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1936-1935; Thermostat Gasket. 25138 

1936-1935; Thermostat Gasket (1 Pack). 27138 

Stylemaster 

6-Cyl. 217 

1948-1946; Premium Thermostat. 4-45358 180 

❖45359 195 
❖45356 160 

1948-1946; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1948-1946; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1948-1946; Thermostat Gasket. 25138 

1948-1946; Thermostat Gasket (1 Pack). 27138 


Suburban 

6-Cyl. 235 

1962-1960; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1962-1960; OE Type Thermostat. 4-13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1962-1960; Economy Thermostat. 4-13008 180 

❖13009 195 
❖13006 160 

1962-1960; Thermostat Gasket. 25138 

1962-1960; Thermostat Gasket (1 Pack). 27138 


4 OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Suburban - Continued 

Suburban - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 250 

1979-1976; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1976; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1976; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1976; Thermostat Gasket. 25138 

1979-1976; Thermostat Gasket (1 Pack). 27138 

1975-1973; Premium Thermostat. ❖45359 195 

❖45358 180 
❖45356 160 

1975-1973; OE Type Thermostat. + 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975-1973; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1975-1973; Thermostat Gasket. 25153 

1975-1973; Thermostat Gasket (1 Pack). 27153 

1972; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1972; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1972; Thermostat Gasket. 25138 

1972; Thermostat Gasket (1 Pack). 27138 

1971-1966; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1971-1966; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971-1966; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1971-1966; Thermostat Gasket. 25153 

1971-1966; Thermostat Gasket (1 Pack). 27153 

6-Cyl. 292 

1979-1965; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1965; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1965; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1965; Thermostat Gasket. 25153 

1979-1965; Thermostat Gasket (1 Pack). 27153 

1964-1963; OE Type Thermostat. +13928 180 

❖13926 160 

6-Cyl. 4.1 L 

1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


6-Cyl. 4.1 L- Continued 

1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

V-8 283 

1967-1963; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1967-1963; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967-1963; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1967-1963; Thermostat Gasket. 25153 

1967- 1963; Thermostat Gasket (1 Pack). 27153 

1961-1960; OE Type Thermostat; W/Thermostat Gasket. +13928 180 

❖13926 160 

1961-1960; Premium Thermostat; W/O By Pass Thermostat... +45358 180 

❖45359 195 
❖45356 160 

1961-1960; OE Type Thermostat; W/O By Pass Thermostat... +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1961-1960; Economy Thermostat; W/O By Pass Thermostat.. +13008 180 

❖13009 195 
❖13006 160 

1961-1960; Thermostat Gasket (1 Pack); W/O By Pass 

Thermostat. 27138 

1961-1960; Thermostat Gasket; W/O By Pass Thermostat. 25138 

V-8 305 

1979-1977; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1977; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1977; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1977; Thermostat Gasket. 25153 

1979-1977; Thermostat Gasket (1 Pack). 27153 

V-8 307 

1973-1968; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1973-1968; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1973-1968; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1973-1968; Thermostat Gasket. 25153 

1973-1968; Thermostat Gasket (1 Pack). 27153 

V-8 327 

1968- 1966; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1968-1966; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1968-1966; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1968-1966; Thermostat Gasket. 25153 

1968-1966; Thermostat Gasket (1 Pack). 27153 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Suburban - Continued 

Suburban - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 350 

1979-1978; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1978; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1978; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1978; Thermostat Gasket. 25148 

1979-1978; Thermostat Gasket (1 Pack). 27148 

1977-1969; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1977-1969; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977-1969; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1977-1969; Thermostat Gasket. 25153 

1977-1969; Thermostat Gasket (1 Pack). 27153 

V-8 350 Diesel 

1978; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1978; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1978; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1978; Thermostat Gasket. 25148 

1978; Thermostat Gasket (1 Pack). 27148 

V-8 396 

1970-1968; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1970-1968; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970-1968; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1970-1968; Thermostat Gasket. 25153 

1970-1968; Thermostat Gasket (1 Pack). 27153 

V-8 400 

1979-1975; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1979-1975; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1975; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979-1975; Thermostat Gasket. 25153 

1979-1975; Thermostat Gasket (1 Pack). 27153 

1970; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1970; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


V-8 400 - Continued 

1970; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket. 25153 

1970; Thermostat Gasket (1 Pack). 27153 

V-8 402 

1972-1971; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1972-1971 ;OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972-1971; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1972-1971; Thermostat Gasket. 25153 

1972-1971; Thermostat Gasket (1 Pack). 27153 

V-8 454 

1979-1973; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1979-1973; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1973; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979-1973; Thermostat Gasket. 25153 

1979-1973; Thermostat Gasket (1 Pack). 27153 

V-8 5.0 L 

1987-1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1987-1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1987-1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1987-1980; Thermostat Gasket. 25153 

1987-1980; Thermostat Gasket (1 Pack). 27153 

V-8 5.7 L 

1994-1992; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1994-1992; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1994-1992; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1994-1992; Thermostat Seal. 25282 

1994-1992; Thermostat Seal (1 Pack). 27282 

1991-1987; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1991 -1987; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1991-1987; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1991-1987; Thermostat Gasket. 25138 

1991-1987; Thermostat Gasket (1 Pack). 27138 

1986-1981; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chevrolet - Continued 

Chevrolet - Continued 

Suburban - Continued 

Vega 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 122 

1976-1975; Premium Thermostat. +45359 195 


V-8 5.7 L - Continued 

1986-1981; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1986-1981; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1986-1981; Thermostat Gasket. 25153 

1986-1981; Thermostat Gasket (1 Pack). 27153 

1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25148 

1980; Thermostat Gasket (1 Pack). 27148 

V-8 6.2 L Diesel 

1991-1982; OE Type Thermostat. +14429 190 

1991-1982; Thermostat Gasket. 25140 

1991-1982; Thermostat Gasket (1 Pack). 27140 

V-8 6.5 L Diesel 

1994; OE Type Thermostat. +14039 195 

1994; Thermostat Gasket. 25140 

1994; Thermostat Gasket (1 Pack). 27140 

V-8 6.6 L 

1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25153 

1980; Thermostat Gasket (1 Pack). 27153 

V-8 7.4 L 

1994-1991; Premium Thermostat. +45849 195 

❖45848 180 

1994-1991 ;OE Type Thermostat. +13849 195 

❖13848 180 

1994-1991; Thermostat Seal. 25272 

1994-1991; Thermostat Seal (1 Pack). 27272 

1990-1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1990-1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1990-1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1990-1980; Thermostat Gasket. 25153 

1990-1980; Thermostat Gasket (1 Pack). 27153 


Tracker 

4-Cyl. 1.6 L (Canada) 

1992-1989; OE Type Thermostat. +13959 195 

❖13958 180 

1992-1989; Thermostat Gasket. 25168 

1992-1989; Thermostat Gasket (1 Pack). 27168 


❖45358 180 
❖45356 160 

1976-1975; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1975; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1976-1975; Thermostat Gasket. 25138 

1976-1975; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 140 

1977; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1977; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1977; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1977; Thermostat Gasket. 25163 

1977; Thermostat Gasket (1 Pack). 27163 

1976; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1976; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1976; Thermostat Gasket. 25163 

1976; Thermostat Gasket (1 Pack). 27163 

1975-1973; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1975-1973; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975-1973; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1975-1973; Thermostat Gasket. 25138 

1975-1973; Thermostat Gasket (1 Pack). 27138 

1972-1971; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1972-1971; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972-1971; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1972-1971; Thermostat Gasket. 25163 

1972-1971; Thermostat Gasket (1 Pack). 27163 



V-8 383 

1966; Premium Thermostat. +45479 195 

❖45478 180 

1966; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chrysler - Continued 

Chrysler - Continued 

300 - Continued 

Cordoba - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 383 - Continued 

1966; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

1965-1962; Premium Thermostat. +45478 180 

+45479 195 

1965-1962; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1965-1962; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1965-1962; Thermostat Gasket. 25140 

1965-1962; Thermostat Gasket (1 Pack). 27140 

V-8 413 

1965-1959; Premium Thermostat. +45478 180 

+45479 195 

1965-1959; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1965-1959; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1965-1959; Thermostat Gasket. 25140 

1965-1959; Thermostat Gasket (1 Pack). 27140 

V-8 426 

1963; Premium Thermostat. +45478 180 

+45479 195 

1963; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1963; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1963; Thermostat Gasket. 25140 

1963; Thermostat Gasket (1 Pack). 27140 

V-8 440 

1971-1966; Premium Thermostat. +45479 195 

+45478 180 

1971 -1966; OE Type Thermostat. +13479 195 

+13478 180 
+13476 160 

1971-1966; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1971-1966; Thermostat Gasket. 25140 

1971-1966; Thermostat Gasket (1 Pack). 27140 


Concorde 
V-6 3.3 L; V-6 3.5 L 

1994-1993; Premium Thermostat. +45209 195 

1994-1993; OE Type Thermostat. +14209 195 

1994-1993; Thermostat Gasket. 25186 

1994-1993; Thermostat Gasket (1 Pack). 27186 


Conquest 

4-Cyl. 2.6 L 

1989-1987; Premium Thermostat. +45869 195 

+45868 180 

1989-1987; OE Type Thermostat. +13869 195 

+13868 180 

1989-1987; Thermostat Gasket. 25168 

1989-1987; Thermostat Gasket (1 Pack). 27168 

Cordoba 

6-Cyl. 3.7 L; V-8 5.2 L 

1983-1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 


6-Cyl. 3.7 L; V-8 5.2 L - Continued 


1983-1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1983-1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1983-1980; Thermostat Gasket. 25138 

1983-1980; Thermostat Gasket (1 Pack). 27138 

V-8 318 

1979; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978-1975; Premium Thermostat. +45479 195 

+45478 180 

1978-1975; OE Type Thermostat. +13479 195 

+13478 180 
+13476 160 

1978-1975; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1978-1975; Thermostat Gasket. 25140 

1978-1975; Thermostat Gasket (1 Pack). 27140 

V-8 360 

1979; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978-1975; Premium Thermostat. +45479 195 

+45478 180 

1978-1975; OE Type Thermostat. +13479 195 

+13478 180 
+13476 160 

1978-1975; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1978-1975; Thermostat Gasket. 25140 

1978-1975; Thermostat Gasket (1 Pack). 27140 

V-8 400 

1978-1975; Premium Thermostat. +45479 195 

+45478 180 

1978-1975; OE Type Thermostat. +13479 195 

+13478 180 
+13476 160 

1978-1975; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1978-1975; Thermostat Gasket. 25140 

1978-1975; Thermostat Gasket (1 Pack). 27140 

V-8 5.9 L 

1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chrysler - Continued 

Chrysler - Continued 

Cordoba - Continued 

Imperial - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 3.3 L 

1991-1990; Premium Thermostat. +45789 195 


V-8 5.9 L - Continued 

1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 


Crown Imperial 

8-Cyl. 323 

1947-1946; OE Type Thermostat. +13928 180 

❖13926 160 

1942-1940; OE Type Thermostat. +13928 180 

❖13926 160 

E Class 
4-Cvl. 2.2 L 

1984-1983; Premium Thermostat. +45789 195 

❖45788 180 

1984-1983; OE Type Thermostat. +13789 195 

❖13788 180 

1984-1983; Thermostat Gasket. 25167 

1984-1983; Thermostat Gasket (1 Pack). 27167 

4-Cvl. 2.6 L 

1984-1983; Premium Thermostat. +45869 195 

❖45868 180 

1984-1983; OE Type Thermostat. +13869 195 

❖13868 180 

1 984-1983; Thermostat Gasket. 25168 

1984-1983; Thermostat Gasket (1 Pack). 27168 


Executive 

4-Cvl. 2.6 L 

1984; Premium Thermostat. +45869 195 

❖45868 180 

1984; OE Type Thermostat. +13869 195 

❖13868 180 

1 984; Thermostat Gasket. 25168 

1984; Thermostat Gasket (1 Pack). 27168 

Fifth Avenue 

6-Cyl. 3.7 L 

1983; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1983; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1983; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1 983; Thermostat Gasket. 25138 

1983; Thermostat Gasket (1 Pack). 27138 

V-8 5.2 L 

1989-1983; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1989-1983; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1989-1983; Thermostat Gasket. 25138 

1989-1983; Thermostat Gasket (1 Pack). 27138 


Imperial 

8-Cyl. 323 

1950-1948; OE Type Thermostat. +13928 180 

❖13926 160 


❖45788 180 

1991-1990; OE Type Thermostat. +13789 195 

❖13788 180 

1991-1990; Thermostat Gasket. 25167 

1991- 1990; Thermostat Gasket (1 Pack). 27167 

V-6 3.8 L 

1993; Premium Thermostat. +45209 195 

1993; OE Type Thermostat. +14209 195 

1993; Thermostat Gasket. 25186 

1993; Thermostat Gasket (1 Pack). 27186 

1992- 1991; Premium Thermostat. +45789 195 

❖45788 180 

1992-1991 ;OE Type Thermostat. +13789 195 

❖13788 180 

1992-1991; Thermostat Gasket. 25167 

1992-1991; Thermostat Gasket (1 Pack). 27167 

V-8 331 

1954-1951; OE Type Thermostat. +13928 180 

❖13926 160 

V-8 413 

1965-1959; Premium Thermostat. +45478 180 

❖45479 195 

1965-1959; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1965-1959; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1965-1959; Thermostat Gasket. 25140 

1965-1959; Thermostat Gasket (1 Pack). 27140 

V-8 440 

1975-1966; Premium Thermostat. +45479 195 

❖45478 180 

1975-1966; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1975-1966; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1975-1966; Thermostat Gasket. 25140 

1975-1966; Thermostat Gasket (1 Pack). 27140 

V-8 5.2 L 

1983-1981; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1983-1981; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1983-1981; Thermostat Gasket. 25138 

1983-1981; Thermostat Gasket (1 Pack). 27138 

Intrepid 

V-6 3.3 L (Canada); V-6 3.5 L (Canada) 

1994-1993; Premium Thermostat. +45209 195 

1994-1993; OE Type Thermostat. +14209 195 

1994-1993; Thermostat Gasket. 25186 

1994-1993; Thermostat Gasket (1 Pack). 27186 


Laser 
4-Cvl. 2.2 L 

1986-1984; Premium Thermostat. +45789 195 

❖45788 180 

1986-1984; OE Type Thermostat. +13789 195 

❖13788 180 

1986-1984; Thermostat Gasket. 25167 

1986-1984; Thermostat Gasket (1 Pack). 27167 

4-Cvl. 2.5 L 

1986; Premium Thermostat. +45789 195 

❖45788 180 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chrysler - Continued 

Chrysler - Continued 

Laser - Continued 

Lebaron - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 2.5 L- Continued 

1986; OE Type Thermostat. +13789 195 

+13788 180 

1986; Thermostat Gasket. 25167 

1986; Thermostat Gasket (1 Pack). 27167 


Lebaron 

4-Cyl. 2.2 L 

1990-1982; Premium Thermostat. +45789 195 

+45788 180 

1990-1982; OE Type Thermostat. +13789 195 

+13788 180 

1990-1982; Thermostat Gasket. 25167 

1990-1982; Thermostat Gasket (1 Pack). 27167 

4-Cvl. 2.5 L 

1994-1986; Premium Thermostat. +45789 195 

+45788 180 

1994-1986; OE Type Thermostat. +13789 195 

+13788 180 

1994-1986; Thermostat Gasket. 25167 

1994-1986; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.6 L 

1985-1982; Premium Thermostat. +45869 195 

+45868 180 

1985-1982; OE Type Thermostat. +13869 195 

+13868 180 

1985-1982; Thermostat Gasket. 25168 

1985-1982; Thermostat Gasket (1 Pack). 27168 

6-Cyl. 225 

1979-1978; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1978; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979-1978; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1978; Thermostat Gasket. 25138 

1979-1978; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 3.7 L 

1981-1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1981-1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1981-1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 

V-6 3.0 L 

1994-1990; Premium Thermostat. +45869 195 

+45868 180 

1994-1990; OE Type Thermostat. +13869 195 

+13868 180 

1994-1990; Thermostat Gasket. 25168 

1994-1990; Thermostat Gasket (1 Pack). 27168 

V-8 318 

1979; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978-1977; Premium Thermostat. +45479 195 

+45478 180 


V-8 318 - Continued 

1978-1977; OE Type Thermostat. +13479 195 

+13478 180 
+13476 160 

1978-1977; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1978-1977; Thermostat Gasket. 25140 

1978-1977; Thermostat Gasket (1 Pack). 27140 

V-8 360 

1979; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978; Premium Thermostat. +45479 195 

+45478 180 

1978; OE Type Thermostat. +13479 195 

+13478 180 
+13476 160 

1978; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1978; Thermostat Gasket. 25140 

1978; Thermostat Gasket (1 Pack). 27140 

V-8 5.2 L 

1981-1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1981-1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 

LHS 

V-6 3.5 L 

1994; Premium Thermostat. +45209 195 

1994; OE Type Thermostat. +14209 195 

1994; Thermostat Gasket. 25186 

1994; Thermostat Gasket (1 Pack). 27186 

New Yorker 

4-Cyl. 2.2 L 

1988-1983; Premium Thermostat. +45789 195 

+45788 180 

1988-1983; OE Type Thermostat. +13789 195 

+13788 180 

1988-1983; Thermostat Gasket. 25167 

1988-1983; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.5 L 

1987-1986; Premium Thermostat. +45789 195 

+45788 180 

1987-1986; OE Type Thermostat. +13789 195 

+13788 180 

1987-1986; Thermostat Gasket. 25167 

1987-1986; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.6 L 

1985; Premium Thermostat. +45869 195 

+45868 180 

1985; OE Type Thermostat. +13869 195 

+13868 180 

1985; Thermostat Gasket. 25167 

1985; Thermostat Gasket (1 Pack). 27167 

1984-1983; Premium Thermostat. +45869 195 

+45868 180 

1984-1983; OE Type Thermostat. +13869 195 

+13868 180 

1984-1983; Thermostat Gasket. 25168 

1984-1983; Thermostat Gasket (1 Pack). 27168 


♦ OE Temperature. 


+ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Chrysler - Continued 

Chrysler - Continued 

New Yorker - Continued 

New Yorker - Continued 


Application 


Part Tem 
Number p °F 


6-Cyl. 3.7 L 

1982; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1982; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1982; Thermostat Gasket. 25138 

1982; Thermostat Gasket (1 Pack). 27138 

8-Cyl. 323 

1950-1946; OE Type Thermostat. +13928 180 

❖13926 160 

1942-1940; OE Type Thermostat. +13928 180 

❖13926 160 

V-6 3.0 L 

1989-1988; Premium Thermostat. +45869 195 

❖45868 180 

1989-1988; OE Type Thermostat. +13869 195 

❖13868 180 

1989-1988; Thermostat Gasket. 25168 

1989-1988; Thermostat Gasket (1 Pack). 27168 

V-6 3.3 L 

1993; Premium Thermostat. +45209 195 

1993; OE Type Thermostat. +14209 195 

1993; Thermostat Gasket. 25186 

1993; Thermostat Gasket (1 Pack). 27186 

1992-1990; Premium Thermostat. +45789 195 

❖45788 180 

1992-1990; OE Type Thermostat. +13789 195 

❖13788 180 

1992-1990; Thermostat Gasket. 25167 

1992-1990; Thermostat Gasket (1 Pack). 27167 

V-6 3.5 L 

1994; Premium Thermostat. +45209 195 

1994; OE Type Thermostat. +14209 195 

1994; Thermostat Gasket. 25186 

1994; Thermostat Gasket (1 Pack). 27186 

V-6 3.8 L 

1993; Premium Thermostat. +45209 195 

1993; OE Type Thermostat. +14209 195 

1993; Thermostat Gasket. 25186 

1993; Thermostat Gasket (1 Pack). 27186 

1992-1991 ; Premium Thermostat. +45789 195 

❖45788 180 

1992-1991 ; OE Type Thermostat. +13789 195 

❖13788 180 

1992-1991 ; Thermostat Gasket. 25167 

1992-1991; Thermostat Gasket (1 Pack). 27167 

V-8 318 

1979; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

V-8 331 

1954-1951 ;OE Type Thermostat. +13928 180 

❖13926 160 

V-8 360 

1979; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 


V-8 360 - Continued 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978-1977; Premium Thermostat. +45479 195 

❖45478 180 

1978-1977; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1978-1977; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1978-1977; Thermostat Gasket. 25140 

1978-1977; Thermostat Gasket (1 Pack). 27140 

V-8 383 

1967-1966; Premium Thermostat. +45479 195 

❖45478 180 

1967-1966; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1967-1966; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1967-1966; Thermostat Gasket. 25140 

1967-1966; Thermostat Gasket (1 Pack). 27140 

V-8 400 

1978-1975; Premium Thermostat. +45479 195 

❖45478 180 

1978-1975; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1978-1975; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1978-1975; Thermostat Gasket. 25140 

1978-1975; Thermostat Gasket (1 Pack). 27140 

V-8 413 

1965-1959; Premium Thermostat. +45478 180 

❖45479 195 

1965-1959; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1965-1959; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1965-1959; Thermostat Gasket. 25140 

1965-1959; Thermostat Gasket (1 Pack). 27140 

V-8 426 

1963; Premium Thermostat. +45478 180 

❖45479 195 

1963; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1963; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1963; Thermostat Gasket. 25140 

1963; Thermostat Gasket (1 Pack). 27140 

V-8 440 

1978-1966; Premium Thermostat. +45479 195 

❖45478 180 

1978-1966; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1978-1966; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1978-1966; Thermostat Gasket. 25140 

1978-1966; Thermostat Gasket (1 Pack). 27140 

V-8 5.2 L 

1982-1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Chrysler - Continued 

Chrysler - Continued 

New Yorker - Continued 

Newport - Continued 

V-8 5.2 L- Continued 



V-8 360 - Continued 



1982-1980; Economy Thermostat. 

. ♦13009 

195 

1972-1971; OE Type Thermostat. 

. ♦13479 

195 


❖13008 

180 


❖13478 

180 


❖13006 

160 


❖13476 

160 

1982-1980; Thermostat Gasket. 

. 25138 


1972-1971; Economy Thermostat. 

. ♦13079 

195 

1982-1980; Thermostat Gasket (1 Pack). 

. 27138 



❖13078 

180 

V-8 5.9 L 




❖13076 

160 

1980; Premium Thermostat. 

. ♦45359 

195 

1972-1971; Thermostat Gasket. 

. 25140 



❖45358 

180 

1972-1971; Thermostat Gasket (1 Pack). 

. 27140 



❖45356 

160 

V-8 361 



1980; Economy Thermostat. 

. ♦13009 

195 

1964-1961; Premium Thermostat. 

. ♦45478 

180 


❖13008 

180 


❖45479 

195 


❖13006 

160 

1964-1961; OEType Thermostat. 

. ♦13478 

180 

1980; Thermostat Gasket. 

. 25138 



❖13479 

195 

1980; Thermostat Gasket (1 Pack). 

. 27138 



❖13476 

160 

Newport 

1964-1961; Economy Thermostat. 

. ♦13078 

<013079 

180 

195 

6-Cyl. 225 




❖13076 

160 

1979; Premium Thermostat. 

. ♦45359 

195 

1964-1961; Thermostat Gasket. 

. 25140 



❖45358 

180 

1964-1961; Thermostat Gasket (1 Pack). 

. 27140 



❖45356 

160 

V-8 383 



1979; OE Type Thermostat. 

. ♦ 13359 

195 

1971-1966; Premium Thermostat. 

. ♦45479 

195 


❖13352 

205 


❖45478 

180 


❖13358 

180 

1971-1966; OE Type Thermostat. 

. ♦13479 

195 


❖13356 

160 


❖13478 

180 

1979; Economy Thermostat. 

. ♦13009 

195 


❖13476 

160 


❖13008 

❖13006 

180 

160 

1971-1966; Economy Thermostat. 

. ♦13079 

❖13078 

195 

180 

1979; Thermostat Gasket. 

. 25138 



013076 

160 

1979; Thermostat Gasket (1 Pack). 

. 27138 


1971-1966; Thermostat Gasket. 

. 25140 


6-Cvl. 3.7 L 



1971-1966; Thermostat Gasket (1 Pack). 

. 27140 


1981-1980; Premium Thermostat. 

. ♦45359 

195 

1965; Premium Thermostat. 

♦45478 

180 


❖45358 

180 


❖45479 

195 


❖45356 

160 

1965; OE Type Thermostat. 

. ♦13478 

180 

1981-1980; OE Type Thermostat. 

. ♦13359 

195 


❖13479 

195 


❖13352 

205 


❖13476 

160 


❖13358 

180 

1965; Economy Thermostat. 

. ♦13078 

180 


❖13356 

160 


❖13079 

195 

1981-1980; Economy Thermostat. 

. ♦13009 

195 


❖13076 

160 


❖13008 

180 

1965; Thermostat Gasket. 

. 25140 



❖13006 

160 

1965; Thermostat Gasket (1 Pack). 

. 27140 


1981-1980; Thermostat Gasket. 

. 25138 


V-8 400 



1981-1980; Thermostat Gasket (1 Pack). 

. 27138 


1978-1972; Premium Thermostat. 

. ♦45479 

195 

V-8 318 




❖45478 

180 

1979; Premium Thermostat. 

. ♦45359 

195 

1978-1972; OE Type Thermostat. 

. ♦13479 

195 


❖45358 

180 


❖13478 

180 


❖45356 

160 


❖13476 

160 

1979; Economy Thermostat. 

. ♦13009 

195 

1978-1972; Economy Thermostat. 

. ♦13079 

195 


❖13008 

180 


❖13078 

180 


❖13006 

160 


❖13076 

160 

1979; Thermostat Gasket. 

. 25138 


1978-1972; Thermostat Gasket. 

25140 


1979; Thermostat Gasket (1 Pack). 

. 27138 


1978-1972; Thermostat Gasket (1 Pack). 

. 27140 


V-8 360 



V-8 413 



1979; Premium Thermostat. 

. ♦45359 

195 

1964-1962; Premium Thermostat. 

. ♦45478 

180 


❖45358 

180 


❖45479 

195 


❖45356 

160 

1964-1962; OE Type Thermostat. 

. ♦13478 

180 

1979; Economy Thermostat. 

. ♦13009 

195 


❖13479 

195 


❖13008 

180 


❖13476 

160 


❖13006 

160 

1964-1962; Economy Thermostat. 

. ♦13078 

180 

1979; Thermostat Gasket. 

. 25138 



❖13079 

195 

1979; Thermostat Gasket (1 Pack). 

. 27138 



❖13076 

160 

1978-1974; Premium Thermostat. 

. ♦45479 

195 

1964-1962; Thermostat Gasket. 

25140 



❖45478 

180 

1964-1962; Thermostat Gasket (1 Pack). 

. 27140 


1978-1974; OE Type Thermostat. 

. ♦13479 

195 

V-8 426 




❖13478 

180 

1963; Premium Thermostat. 

. ^45478 

180 


❖13476 

160 


❖45479 

195 

1978-1974; Economy Thermostat. 

. ♦13079 

195 

1963; OE Type Thermostat. 

. ♦13478 

180 


❖13078 

180 


❖13479 

195 


❖13076 

160 


❖13476 

160 

1978-1974; Thermostat Gasket. 

. 25140 


1963; Economy Thermostat. 

. ♦13078 

180 

1978-1974; Thermostat Gasket (1 Pack). 

. 27140 



013079 

195 

1972-1971; Premium Thermostat. 

. ♦45479 

195 


013076 

160 


❖45478 

180 





♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Chrysler - Continued 

Chrysler - Continued 

Newport - Continued 

TC Maserati - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 3.0 L 

1991-1990; Premium Thermostat. ♦45869 195 


V-8 426 - Continued 

1963; Thermostat Gasket. 25140 

1963; Thermostat Gasket (1 Pack). 27140 

V-8 440 

1978-1966; Premium Thermostat. ♦45479 195 

-0-45478 180 

1978-1966; OE Type Thermostat. >13479 195 

0-13478 180 
0-13476 160 

1978-1966; Economy Thermostat. >13079 195 

0-13078 180 
0-13076 160 

1978-1966; Thermostat Gasket. 25140 

1978-1966; Thermostat Gasket (1 Pack). 27140 

V-8 5.2 L 

1981-1980; Premium Thermostat. >45359 195 

0-45358 180 
0-45356 160 

1981-1980; Economy Thermostat. >13009 195 

0-13008 180 
0-13006 160 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 

V-8 5.9 L 

1980; Premium Thermostat. >45359 195 

0-45358 180 
0-45356 160 

1980; Economy Thermostat. >13009 195 

0-13008 180 
0-13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

Saratoga 

8-Cyl. 323 

1950-1946; OE Type Thermostat. >13928 180 

0-13926 160 

1942-1940; OE Type Thermostat. >13928 180 

0-13926 160 

V-8 331 

1952-1951 ;OE Type Thermostat. >13928 180 

0-13926 160 

V-8 383 

1960-1959; Premium Thermostat. >45478 180 

0-45479 195 

1960-1959; OE Type Thermostat. >13478 180 

0-13479 195 
0-13476 160 

1960-1959; Economy Thermostat. >13078 180 

0-13079 195 
0-13076 160 

1960-1959; Thermostat Gasket. 25140 

1960-1959; Thermostat Gasket (1 Pack). 27140 

TC Maserati 

4-Cvl. 2.2 L 

1990; Premium Thermostat. >45349 195 

0-45348 180 

1990; OE Type Thermostat. >13349 195 

0-13348 180 

1990; Thermostat Seal. 25269 

1990; Thermostat Seal (1 Pack). 27269 

1989; Premium Thermostat. >45349 195 

0-45348 180 

1989; OE Type Thermostat. >13349 195 

0-13348 180 

1989; Thermostat Seal. 25269 

1989; Thermostat Seal (1 Pack). 27269 

1989; Thermostat Gasket. 25167 

1989; Thermostat Gasket (1 Pack). 27167 


0-45868 180 

1991-1990; OE Type Thermostat. >13869 195 

0-13868 180 

1991-1990; Thermostat Gasket. 25168 

1991-1990; Thermostat Gasket (1 Pack). 27168 

Town & Country 

4-Cyl. 2.2 L 

1988-1982; Premium Thermostat. >45789 195 

0-45788 180 

1988-1982; OE Type Thermostat. >13789 195 

0-13788 180 

1988-1982; Thermostat Gasket. 25167 

1988-1982; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.5 L 

1988-1986; Premium Thermostat. >45789 195 

0-45788 180 

1988-1986; OE Type Thermostat. >13789 195 

0-13788 180 

1988-1986; Thermostat Gasket. 25167 

1988-1986; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.6 L 

1985-1982; Premium Thermostat. >45869 195 

0-45868 180 

1985-1982; OE Type Thermostat. >13869 195 

0-13868 180 

1985-1982; Thermostat Gasket. 25168 

1985-1982; Thermostat Gasket (1 Pack). 27168 

6-Cyl. 225 

1979-1978; Premium Thermostat. >45359 195 

0-45358 180 
0-45356 160 

1979-1978; OE Type Thermostat. >13359 195 

0-13352 205 
0-13358 180 
0-13356 160 

1979-1978; Economy Thermostat. >13009 195 

0-13008 180 
0-13006 160 

1979-1978; Thermostat Gasket. 25138 

1979-1978; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 3.7 L 

1981-1980; Premium Thermostat. >45359 195 

0-45358 180 
0-45356 160 

1981-1980; OE Type Thermostat. >13359 195 

0-13352 205 
0-13358 180 
0-13356 160 

1981-1980; Economy Thermostat. >13009 195 

0-13008 180 
0-13006 160 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 

V-8 318 

1979; Premium Thermostat. >45359 195 

0-45358 180 
0-45356 160 

1979; Economy Thermostat. >13009 195 

0-13008 180 
0-13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978; Premium Thermostat. >45479 195 

0-45478 180 

1978; OE Type Thermostat. >13479 195 

0-13478 180 
0-13476 160 


♦ OE Temperature. O- Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application Number p™ 

Application Number p°F 

Chrysler - Continued 

Chrysler - Continued 

Town & Country - Continued 

Town & Country Van - Continued 


V-8 318 - Continued 

1978; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1978; Thermostat Gasket. 25140 

1978; Thermostat Gasket (1 Pack). 27140 

V-8 360 

1979-1978; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1978; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1978; Thermostat Gasket. 25138 

1979-1978; Thermostat Gasket (1 Pack). 27138 

V-8 383 

1971-1969; Premium Thermostat. +45479 195 

+45478 180 

1971-1969; OE Type Thermostat. +13479 195 

+13478 180 
+13476 160 

1971-1969; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1971-1969; Thermostat Gasket. 25140 

1971-1969; Thermostat Gasket (1 Pack). 27140 

V-8 400 

1977-1975; Premium Thermostat. +45479 195 

+45478 180 

1977-1975; OE Type Thermostat. +13479 195 

+13478 180 
+13476 160 

1977-1975; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1977-1975; Thermostat Gasket. 25140 

1977-1975; Thermostat Gasket (1 Pack). 27140 

1972; Premium Thermostat. +45479 195 

+45478 180 

1972; OE Type Thermostat. +13479 195 

+13478 180 
+13476 160 

1972; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1972; Thermostat Gasket. 25140 

1972; Thermostat Gasket (1 Pack). 27140 

V-8 440 

1977-1969; Premium Thermostat. +45479 195 

+45478 180 

1977-1969; OE Type Thermostat. +13479 195 

+13478 180 
+13476 160 

1977-1969; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1977-1969; Thermostat Gasket. 25140 

1977-1969; Thermostat Gasket (1 Pack). 27140 

V-8 5.2 L 

1981-1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1981-1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 

Town & Country Van 

V-6 3.0 L 

1990; OE Type Thermostat. +13869 195 

1990; Thermostat Gasket. 25168 


V-6 3.0 L - Continued 

1990; Thermostat Gasket (1 Pack). 27168 

V-6 3.3 L 

1993; Premium Thermostat. +45209 195 

1993; OE Type Thermostat. +14209 195 

1993; Thermostat Gasket. 25167 

1993; Thermostat Gasket (1 Pack). 27167 

1992-1990; Premium Thermostat. +45789 195 

+45788 180 

1992-1990; OE Type Thermostat. +13789 195 

+13788 180 

1992-1990; Thermostat Gasket. 25167 

1992-1990; Thermostat Gasket (1 Pack). 27167 

V-6 3.8 L 

1994; Premium Thermostat. +45209 195 

1994; OE Type Thermostat. +14209 195 

1994; Thermostat Gasket. 25167 

1994; Thermostat Gasket (1 Pack). 27167 


Traveler 

8-Cyl. 323 

1940; OE Type Thermostat. +13928 180 

+13926 160 

Windsor 

V-8 383 

1961-1959; Premium Thermostat. +45478 180 

+45479 195 

1961-1959; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1961-1959; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1961-1959; Thermostat Gasket. 25140 

1961-1959; Thermostat Gasket (1 Pack). 27140 



V-6 163 

1975-1971; Premium Thermostat. +45379 195 

+45378 180 

1975-1971; OE Type Thermostat. +13379 195 

+13378 180 
+13376 160 

1975-1971; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-6 181 

1975-1973; Premium Thermostat. +45379 195 

+45378 180 

1975-1973; OE Type Thermostat. +13379 195 

+13378 180 
+13376 160 

1975-1973; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 


Daihatsu 


Charade 

3- Cyl. 1.0 L 

1992-1988; Premium Thermostat. +45849 195 

+45848 180 

1992-1988; OE Type Thermostat. +13849 195 

+13848 180 

1992-1988; Thermostat Gasket. 25167 

1992-1988; Thermostat Gasket (1 Pack). 27167 

4- Cyl. 1.3 L 

1992-1990; Premium Thermostat. +45979 195 

+45978 180 

1992-1990; OE Type Thermostat. +13979 195 

+13978 180 

1992-1990; Thermostat Gasket. 25167 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Daihatsu - Continued 

Desoto - Continued 

Charade - Continued 

Adventurer - Continued 


Application 


Part Tem 
Number p °F 


4-Cyl. 1.3 L- Continued 

1992-1990; Thermostat Gasket (1 Pack). 27167 

1992-1990; Thermostat Seal. 25281 

1992-1990; Thermostat Seal (1 Pack). 27281 

1989; Premium Thermostat. +45978 180 

-0-45979 195 

1989; OE Type Thermostat. +13978 180 

013979 195 

1989; Thermostat Gasket. 25167 

1989; Thermostat Gasket (1 Pack). 27167 

1989; Thermostat Seal. 25281 

1989; Thermostat Seal (1 Pack). 27281 

Rocky 

4-Cyl. 1.6 L 

1992-1991; Premium Thermostat. +45979 195 

045978 180 

1992-1991; OE Type Thermostat. +13979 195 

013978 180 

1992-1991; Thermostat Gasket. 25167 

1992-1991; Thermostat Gasket (1 Pack). 27167 

1990; Premium Thermostat. +45979 195 

045978 180 

1990; OE Type Thermostat. +13979 195 

013978 180 

1990; Thermostat Gasket. 25167 

1990; Thermostat Gasket (1 Pack). 27167 

1990; Thermostat Seal. 25281 

1990; Thermostat Seal (1 Pack). 27281 


Desoto 


Adventurer 

V-8 341 

1956; Premium Thermostat; Canada. +45478 180 

045479 195 

1956; OE Type Thermostat; Canada. +13478 180 

013479 195 
013476 160 

1956; Economy Thermostat; Canada. +13078 180 

013079 195 
013076 160 

1956; OE Type Thermostat; Exc. Canada. +13928 180 

013926 160 

1956; Thermostat Gasket. 25140 

1956; Thermostat Gasket (1 Pack). 27140 

V-8 345 

1957; Premium Thermostat. +45478 180 

045479 195 

1957; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1957; Economy Thermostat. +13078 180 

013079 195 
013076 160 

1957; Thermostat Gasket. 25140 

1957; Thermostat Gasket (1 Pack). 27140 

V-8 361 

1958; Premium Thermostat. +45478 180 

045479 195 

1958; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1958; Economy Thermostat. +13078 180 

013079 195 
013076 160 

1958; Thermostat Gasket. 25140 

1958; Thermostat Gasket (1 Pack). 27140 

V-8 383 

1960-1959; Premium Thermostat. +45478 180 

045479 195 


V-8 383 - Continued 

1960-1959; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1960-1959; Economy Thermostat. +13078 180 

013079 195 
013076 160 

1960-1959; Thermostat Gasket. 25140 

1960-1959; Thermostat Gasket (1 Pack). 27140 


Custom; Deluxe 

6-Cyl. 237 

1950-1946; OE Type Thermostat; Exc. Canada. +13928 180 

013926 160 

1950-1946; Thermostat Gasket. 25140 

1950-1946; Thermostat Gasket (1 Pack). 27140 

6-Cyl. 251 

1952-1951; OE Type Thermostat; Exc. Canada. +13928 180 

013926 160 

1952-1951; Thermostat Gasket. 25140 

1952-1951; Thermostat Gasket (1 Pack). 27140 


Desoto 
V-8 361 

1961; Premium Thermostat. +45478 180 

045479 195 

1961; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1961; Economy Thermostat. +13078 180 

013079 195 
013076 160 

1961; Thermostat Gasket. 25140 

1961; Thermostat Gasket (1 Pack). 27140 


Firedome 

V-8 276 

1954-1953; Premium Thermostat; Canada. +45478 180 

045479 195 

1954-1953; OE Type Thermostat; Canada. +13478 180 

013479 195 
013476 160 

1954-1953; Economy Thermostat; Canada. +13078 180 

013079 195 
013076 160 

1954-1953; OE Type Thermostat; Exc. Canada. +13928 180 

013926 160 

1954-1953; Thermostat Gasket. 25140 

1954-1953; Thermostat Gasket (1 Pack). 27140 

1952; OE Type Thermostat; Exc. Canada. +13928 180 

013926 160 

1952; Thermostat Gasket. 25140 

1952; Thermostat Gasket (1 Pack). 27140 

V-8 291 

1955; Premium Thermostat; Canada. +45478 180 

045479 195 

1955; OE Type Thermostat; Canada. +13478 180 

013479 195 
013476 160 

1955; Economy Thermostat; Canada. +13078 180 

013079 195 
013076 160 

1955; OE Type Thermostat; Exc. Canada. +13928 180 

013926 160 

1955; Thermostat Gasket. 25140 

1955; Thermostat Gasket (1 Pack). 27140 

V-8 330 

1956; Premium Thermostat; Canada. +45478 180 

045479 195 

1956; OE Type Thermostat; Canada. +13478 180 

013479 195 
013476 160 


♦ OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Desoto - Continued 

Desoto - Continued 

Firedome - Continued 

Fireflite - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 330 - Continued 

1956; Economy Thermostat; Canada. +13078 180 

+13079 195 
+13076 160 

1956; OE Type Thermostat; Exc. Canada. +13928 180 

+13926 160 

1956; Thermostat Gasket. 25140 

1956; Thermostat Gasket (1 Pack). 27140 

V-8 341 

1957; Premium Thermostat. +45478 180 

+45479 195 

1957; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1957; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1957; Thermostat Gasket. 25140 

1957; Thermostat Gasket (1 Pack). 27140 

V-8 361 

1958; Premium Thermostat. +45478 180 

+45479 195 

1958; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1958; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1958; Thermostat Gasket. 25140 

1958; Thermostat Gasket (1 Pack). 27140 

V-8 383 

1959; Premium Thermostat. +45478 180 

+45479 195 

1959; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1959; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1959; Thermostat Gasket. 25140 

1959; Thermostat Gasket (1 Pack). 27140 

Fireflite 

V-8 291 

1955; Premium Thermostat; Canada. +45478 180 

+45479 195 

1955; OE Type Thermostat; Canada. +13478 180 

+13479 195 
+13476 160 

1955; Economy Thermostat; Canada. +13078 180 

+13079 195 
+13076 160 

1955; OE Type Thermostat; Exc. Canada. +13928 180 

+13926 160 

1955; Thermostat Gasket. 25140 

1955; Thermostat Gasket (1 Pack). 27140 

V-8 330 

1956; Premium Thermostat; Canada. +45478 180 

+45479 195 

1956; OE Type Thermostat; Canada. +13478 180 

+13479 195 
+13476 160 

1956; Economy Thermostat; Canada. +13078 180 

+13079 195 
+13076 160 

1956; OE Type Thermostat; Exc. Canada. +13928 180 

+13926 160 

1956; Thermostat Gasket. 25140 

1956; Thermostat Gasket (1 Pack). 27140 

V-8 341 

1957; Premium Thermostat. +45478 180 

+45479 195 


V-8 341 - Continued 

1957; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1957; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1957; Thermostat Gasket. 25140 

1957; Thermostat Gasket (1 Pack). 27140 

V-8 361 

I960; Premium Thermostat. +45478 180 

+45479 195 

1960; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1960; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1960; Thermostat Gasket. 25140 

1960; Thermostat Gasket (1 Pack). 27140 

1958; Premium Thermostat. +45478 180 

+45479 195 

1958; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1958; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1958; Thermostat Gasket. 25140 

1958; Thermostat Gasket (1 Pack). 27140 

V-8 383 

1959; Premium Thermostat. +45478 180 

+45479 195 

1959; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1959; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1959; Thermostat Gasket. 25140 

1959; Thermostat Gasket (1 Pack). 27140 


Firesweep 
V-8 325 

1957; Premium Thermostat. +45478 180 

+45479 195 

1957; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1957; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1957; Thermostat Gasket. 25140 

1957; Thermostat Gasket (1 Pack). 27140 

V-8 350 

1958; Premium Thermostat. +45478 180 

+45479 195 

1958; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1958; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1958; Thermostat Gasket. 25140 

1958; Thermostat Gasket (1 Pack). 27140 

V-8 361 

1959; Premium Thermostat. +45478 180 

+45479 195 

1959; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Desoto - Continued 

Dodge - Continued 

Firesweep - Continued 

400 


Application 


Part Tem 
Number p °F 


V-8 361 - Continued 

1959; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1959; Thermostat Gasket. 25140 

1959; Thermostat Gasket (1 Pack). 27140 


Powermaster 

6-Cyl. 251 

1954-1953; Premium Thermostat; Canada. +45478 180 

+45479 195 

1954-1953; OE Type Thermostat; Canada. +13478 180 

+13479 195 
+13476 160 

1954-1953; Economy Thermostat; Canada. +13078 180 

+13079 195 
+13076 160 

1954-1953; OE Type Thermostat; Exc. Canada. +13928 180 

+13926 160 

1954-1953; Thermostat Gasket. 25140 

1954-1953; Thermostat Gasket (1 Pack). 27140 

5- 7 

6- Cyl. 228 

1940; OE Type Thermostat; Exc. Canada. +13928 180 

+13926 160 

1940; Thermostat Gasket. 25140 

1940; Thermostat Gasket (1 Pack). 27140 

5- 8 

6- Cyl. 228 

1941; OE Type Thermostat; Exc. Canada. +13928 180 

+13926 160 

1941; Thermostat Gasket. 25140 

1941; Thermostat Gasket (1 Pack). 27140 

5- 10 

6- Cyl. 237 

1942; OE Type Thermostat; Exc. Canada. +13928 180 

+13926 160 

1942; Thermostat Gasket. 25140 

1942; Thermostat Gasket (1 Pack). 27140 



6-Cyl. 225 


1964-1963; Premium Thermostat. +45358 180 

+45359 195 
+45356 160 

1964-1963; OE Type Thermostat. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1964-1963; Economy Thermostat. +13008 180 

+13009 195 
+13006 160 

1964-1963; Thermostat Gasket. 25138 

1964-1963; Thermostat Gasket (1 Pack). 27138 

V-8 318; V-8 383; V-8 426 

1964-1963; Premium Thermostat. +45478 180 

+45479 195 

1964-1963; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1964-1963; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1964-1963; Thermostat Gasket. 25140 

1964-1963; Thermostat Gasket (1 Pack). 27140 


4-Cyl. 2.2 L 

1983-1982; Premium Thermostat. +45789 195 

+45788 180 

1983-1982; OE Type Thermostat. +13789 195 

+13788 180 

1983-1982; Thermostat Gasket. 25167 

1983-1982; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.6 L 

1983-1982; Premium Thermostat. +45869 195 

+45868 180 

1983-1982; OE Type Thermostat. +13869 195 

+13868 180 

1983-1982; Thermostat Gasket. 25168 

1983-1982; Thermostat Gasket (1 Pack). 27168 

440 

6-Cyl. 225 

1964-1963; Premium Thermostat. +45358 180 

+45359 195 
+45356 160 

1964-1963; OE Type Thermostat. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1964-1963; Economy Thermostat. +13008 180 

+13009 195 
+13006 160 

1964-1963; Thermostat Gasket. 25138 

1964-1963; Thermostat Gasket (1 Pack). 27138 

V-8 318; V-8 383; V-8 426 

1964-1963; Premium Thermostat. +45478 180 

+45479 195 

1964-1963; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1964-1963; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1964-1963; Thermostat Gasket. 25140 

1964-1963; Thermostat Gasket (1 Pack). 27140 

600 

4-Cyl. 2.2 L 

1988-1983; Premium Thermostat. +45789 195 

+45788 180 

1988-1983; OE Type Thermostat. +13789 195 

+13788 180 

1988-1983; Thermostat Gasket. 25167 

1988-1983; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.5 L 

1988-1986; Premium Thermostat. +45789 195 

+45788 180 

1988-1986; OE Type Thermostat. +13789 195 

+13788 180 

1988-1986; Thermostat Gasket. 25167 

1988-1986; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.6 L 

1985-1983; Premium Thermostat. +45869 195 

+45868 180 

1985-1983; OE Type Thermostat. +13869 195 

+13868 180 

1985-1983; Thermostat Gasket. 25168 

1985-1983; Thermostat Gasket (1 Pack). 27168 

2000 GTX 

4-Cyl. 2.0 L (Canada) 

1990-1989; Premium Thermostat. +45869 195 

+45868 180 

1990-1989; OE Type Thermostat. +13869 195 

+13868 180 

1990-1989; Thermostat Gasket. 25168 

1990-1989; Thermostat Gasket (1 Pack). 27168 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Dodge - Continued 

Dodge - Continued 

A Series Van 

A Series Van - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cvl. 170 

1969-1967; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1969-1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969-1967; Thermostat Gasket. 25138 

1969- 1967; Thermostat Gasket (1 Pack). 27138 

1966-1964; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1966-1964; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1966-1964; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1966-1964; Thermostat Gasket. 25138 

1966-1964; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 198 

1970; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1970; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket. 25138 

1970; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 225 

1970- 1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1970-1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970-1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1970-1967; Thermostat Gasket. 25138 

1970-1967; Thermostat Gasket (1 Pack). 27138 

1966-1964; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1966-1964; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1966-1964; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1966-1964; Thermostat Gasket. 25138 

1966-1964; Thermostat Gasket (1 Pack). 27138 

V-8 273 

1966-1965; Premium Thermostat. +45478 180 

❖45479 195 

1966-1965; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1966-1965; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1966-1965; Thermostat Gasket. 25140 


V-8 273 - Continued 

1966-1965; Thermostat Gasket (1 Pack). 27140 

V-8 318 

1970-1969; Premium Thermostat. +45479 195 

❖45478 180 

1970-1969; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1970-1969; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1970-1969; Thermostat Gasket. 25140 

1970-1969; Thermostat Gasket (1 Pack). 27140 

1968-1967; Premium Thermostat. +45478 180 

❖45479 195 

1968-1967; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1968-1967; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1968-1967; Thermostat Gasket. 25140 

1968-1967; Thermostat Gasket (1 Pack). 27140 


Aries 

4-Cyl. 2.2 L 

1987-1981; Premium Thermostat. +45789 195 

❖45788 180 

1987-1981; OE Type Thermostat. +13789 195 

❖13788 180 

1987-1981; Thermostat Gasket. 25167 

1987-1981; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.5 L 

1987-1986; Premium Thermostat. +45789 195 

❖45788 180 

1987-1986; OE Type Thermostat. +13789 195 

❖13788 180 

1987-1986; Thermostat Gasket. 25167 

1987-1986; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.6 L 

1985-1982; Premium Thermostat. +45869 195 

❖45868 180 

1985-1982; OE Type Thermostat. +13869 195 

❖13868 180 

1985-1982; Thermostat Gasket. 25168 

1985-1982; Thermostat Gasket (1 Pack). 27168 

1981; Premium Thermostat. +45868 180 

❖45869 195 

1981; OE Type Thermostat. +13868 180 

❖13869 195 

1981; Thermostat Gasket. 25168 

1981; Thermostat Gasket (1 Pack). 27168 


Aries America 
4-Cyl. 2.2 L; 4-Cyl. 2.5 L 

1989-1988; Premium Thermostat. +45789 195 

❖45788 180 

1989-1988; OE Type Thermostat. +13789 195 

❖13788 180 

1989-1988; Thermostat Gasket. 25167 

1989-1988; Thermostat Gasket (1 Pack). 27167 


Aspen 

6-Cyl. 225 

1979-1976; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1976; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Dodge - Continued 

Dodge - Continued 

Aspen - Continued 

B Series Van 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 225 - Continued 

1979-1976; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1976; Thermostat Gasket. 25138 

1979-1976; Thermostat Gasket (1 Pack). 27138 

6-Cvl. 3.7 L 

1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. ♦ ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

V-8 318; V-8 360 

1979; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978-1976; Premium Thermostat. ♦45479 195 

❖45478 180 

1978-1976; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

1978-1976; Economy Thermostat. ♦ISOTO 195 

❖13078 180 
❖13076 160 

1978-1976; Thermostat Gasket. 25140 

1978-1976; Thermostat Gasket (1 Pack). 27140 

V-8 5.2 L 

1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

B Series Pickup 

6-Cyl. 218 

1953-1950; Premium Thermostat; After Ser. No. 113721560 .. ♦45478 180 

❖45479 195 

1953-1950; OE Type Thermostat; After Ser. No. 113721560 ... ♦13478 180 

❖13479 195 
❖13476 160 

1953-1950; Economy Thermostat; After Ser. No. 113721560 .. ♦13078 180 

❖13079 195 
❖13076 160 

1953-1950; Thermostat Gasket. 25140 

1953-1950; Thermostat Gasket (1 Pack). 27140 

6-Cyl. 230; 6-Cyl. 237 

1952-1950; Premium Thermostat; After Ser. No. 113721560 .. ♦45478 180 

❖45479 195 

1952-1950; OE Type Thermostat; After Ser. No. 113721560 ... ♦13478 180 

❖13479 195 
❖13476 160 

1952-1950; Economy Thermostat; After Ser. No. 113721560 .. ♦13078 180 

❖13079 195 
❖13076 160 

1952-1950; Thermostat Gasket. 25140 

1952-1950; Thermostat Gasket (1 Pack). 27140 


6-Cyl. 198 

1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1971; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1971; Thermostat Gasket. 25138 

1971; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 225 

1979-1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1971 ;OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1971; Thermostat Gasket. 25138 

1979-1971; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 230 

1953-1950; Premium Thermostat; After Ser. No. 113721560 .. ♦45478 180 

❖45479 195 

1953-1950; OE Type Thermostat; After Ser. No. 113721560 ... ♦13478 180 

❖13479 195 
❖13476 160 

1953-1950; Economy Thermostat; After Ser. No. 113721560 .. ♦13078 180 

❖13079 195 
❖13076 160 

1953-1950; Thermostat Gasket. 25140 

1953-1950; Thermostat Gasket (1 Pack). 27140 

6-Cyl. 243 Diesel 

1979; Premium Thermostat. ♦45398 180 

❖45399 195 

1979; OE Type Thermostat. ♦ISSgS 180 

❖13399 195 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 3.7 L 

1987-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1987-1980; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1987-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1987-1980; Thermostat Gasket. 25138 

1987-1980; Thermostat Gasket (1 Pack). 27138 

V-6 3.9 L 

1994-1988; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1994-1988; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1994-1988; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1988; Thermostat Gasket. 25138 

1994-1988; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Dodge - Continued 

Dodge - Continued 

B Series Van - Continued 

B Series Van - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 318 

1979; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978-1971; Premium Thermostat. +45479 195 

❖45478 180 

1978-1971; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1978-1971; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1978-1971; Thermostat Gasket. 25140 

1978-1971; Thermostat Gasket (1 Pack). 27140 

V-8 360 

1979; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978-1971; Premium Thermostat. +45479 195 

❖45478 180 

1978-1971 ;OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1978-1971; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1978-1971; Thermostat Gasket. 25140 

1978-1971; Thermostat Gasket (1 Pack). 27140 

V-8 400 

1978-1976; Premium Thermostat. +45479 195 

❖45478 180 

1978-1976; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1978-1976; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1978-1976; Thermostat Gasket. 25140 

1978-1976; Thermostat Gasket (1 Pack). 27140 

V-8 440 

1978-1975; Premium Thermostat. +45479 195 

❖45478 180 

1978-1975; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1978-1975; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1978-1975; Thermostat Gasket. 25140 

1978-1975; Thermostat Gasket (1 Pack). 27140 

V-8 5.2 L 

1994-1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1994-1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1994-1980; Thermostat Gasket. 25138 

1994-1980; Thermostat Gasket (1 Pack). 27138 


V-8 5.9 L 

1994-1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1994-1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1994-1980; Thermostat Gasket. 25138 

1994-1980; Thermostat Gasket (1 Pack). 27138 

C Series Pickup 

6-Cyl. 218 

1955-1954; OE Type Thermostat. +13928 180 

❖13926 160 

1955-1954; Thermostat Gasket. 25140 

1955- 1954; Thermostat Gasket (1 Pack). 27140 

6-Cyl. 230 

1956- 1954; OE Type Thermostat. +13928 180 

❖13926 160 

1956-1954; Thermostat Gasket. 25140 

1956-1954; Thermostat Gasket (1 Pack). 27140 

6-Cyl. 237 

1954; OE Type Thermostat. +13928 180 

❖13926 160 

1954; Thermostat Gasket. 25140 

1954; Thermostat Gasket (1 Pack). 27140 

V-8 241 

1954; Premium Thermostat. +45478 180 

❖45479 195 

1954; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1954; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1954; Thermostat Gasket. 25140 

1954; Thermostat Gasket (1 Pack). 27140 

V-8 259 

1956-1955; Premium Thermostat. +45478 180 

❖45479 195 

1956-1955; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1956-1955; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1956-1955; Thermostat Gasket. 25140 

1956-1955; Thermostat Gasket (1 Pack). 27140 

C Series Van 

6-Cyl. 230 

1955-1954; OE Type Thermostat. +13928 180 

❖13926 160 

1955-1954; Thermostat Gasket. 25140 

1955-1954; Thermostat Gasket (1 Pack). 27140 


Caravan 

4-Cyl. 2.2 L 

1987-1984; Premium Thermostat. +45789 195 

❖45788 180 

1987-1984; OE Type Thermostat. +13789 195 

❖13788 180 

1987-1984; Thermostat Gasket. 25168 

1987-1984; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.5 L 

1994-1988; Premium Thermostat. +45789 195 

❖45788 180 

1994-1988; OE Type Thermostat. +13789 195 

❖13788 180 

1994-1988; Thermostat Gasket. 25167 

1994-1988; Thermostat Gasket (1 Pack). 27167 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Dodge - Continued 

Dodge - Continued 

Caravan - Continued 

CB Series Van - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 2.6 L 

1987-1986; Premium Thermostat. ♦45869 195 

❖45868 180 

1987-1986; OE Type Thermostat. ♦13869 195 

❖13868 180 

1987-1986; Thermostat Gasket. 25168 

1987-1986; Thermostat Gasket (1 Pack). 27168 

1985-1984; Premium Thermostat. ♦45868 180 

❖45869 195 

1985-1984; OE Type Thermostat. ♦13868 180 

❖13869 195 

1985-1984; Thermostat Gasket. 25168 

1985-1984; Thermostat Gasket (1 Pack). 27168 

V-6 3.0 L 

1994-1987; Premium Thermostat. ♦45869 195 

❖45868 180 

1994-1987; OE Type Thermostat. ♦ 13869 195 

❖13868 180 

1994-1987; Thermostat Gasket. 25168 

1994-1987; Thermostat Gasket (1 Pack). 27168 

V-6 3.3 L 

1994-1993; Premium Thermostat. ♦45209 195 

1994-1993; OE Type Thermostat. ^14209 195 

1994-1993; Thermostat Gasket. 25167 

1994-1993; Thermostat Gasket (1 Pack). 27167 

1992-1990; Premium Thermostat. ♦45789 195 

❖45788 180 

1992-1990; OE Type Thermostat. ♦ 13789 195 

❖13788 180 

1992-1990; Thermostat Gasket. 25167 

1992-1990; Thermostat Gasket (1 Pack). 27167 

CB Series Van 

6-Cyl. 225 

1979; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978-1974; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1978-1974; OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1978-1974; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1978-1974; Thermostat Gasket. 25138 

1978-1974; Thermostat Gasket (1 Pack). 27138 

V-8 318 

1979; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978-1974; Premium Thermostat. ♦45479 195 

❖45478 180 

1978-1974; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

1978-1974; Economy Thermostat. ♦ISOTO 195 

❖13078 180 
❖13076 160 

1978-1974; Thermostat Gasket. 25140 

1978-1974; Thermostat Gasket (1 Pack). 27140 


V-8 360 

1979; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978-1974; Premium Thermostat. ♦45479 195 

❖45478 180 

1978-1974; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

1978-1974; Economy Thermostat. ^13079 195 

❖13078 180 
❖13076 160 

1978-1974; Thermostat Gasket. 25140 

1978-1974; Thermostat Gasket (1 Pack). 27140 

V-8 400 

1978-1976; Premium Thermostat. ♦45479 195 

❖45478 180 

1978-1976; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

1978-1976; Economy Thermostat. ♦13079 195 

❖13078 180 
❖13076 160 

1978-1976; Thermostat Gasket. 25140 

1978-1976; Thermostat Gasket (1 Pack). 27140 

V-8 440 

1978-1977; Premium Thermostat. ♦45479 195 

❖45478 180 

1978-1977; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

1978-1977; Economy Thermostat. ♦ISOTO 195 

❖13078 180 
❖13076 160 

1978-1977; Thermostat Gasket. 25140 

1978- 1977; Thermostat Gasket (1 Pack). 27140 

V-8 5.2 L 

1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

V-8 5.9 L 

1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

Challenger 

4-Cyl. 156 

1979- 1978; Premium Thermostat. ♦45868 180 

❖45869 195 

1979-1978; OE Type Thermostat. ♦13868 180 

❖13869 195 

1979-1978; Thermostat Gasket. 25168 

1979-1978; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.6 L 

1983-1982; Premium Thermostat. ♦45869 195 

❖45868 180 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Dodge - Continued 

Dodge - Continued 

Challenger - Continued 

Challenger - Continued 

4-Cyl. 2.6 L- Continued 



V-8 360 



1983-1982; OE Type Thermostat. 

. ♦13869 

195 

1974; Premium Thermostat. 

. ♦45479 

195 


❖13868 

180 


❖45478 

180 

1983-1982; Thermostat Gasket. 

. 25168 


1974; OE Type Thermostat. 

. ♦13479 

195 

1983-1982; Thermostat Gasket (1 Pack). 

. 27168 



❖13478 

180 

1981-1980; Premium Thermostat. 

. ♦45868 

180 


❖13476 

160 


❖45869 

195 

1974; Economy Thermostat. 

. ♦13079 

195 

1981-1980; OE Type Thermostat. 

. ♦ 13868 

180 


❖13078 

180 


❖13869 

195 


❖13076 

160 

1981-1980; Thermostat Gasket. 

. 25168 


1974; Thermostat Gasket. 

. 25140 


1981-1980; Thermostat Gasket (1 Pack). 

. 27168 


1974; Thermostat Gasket (1 Pack). 

. 27140 


4-Cyl. 98 



V-8 383; V-8 426; V-8 440 



1979; Premium Thermostat. 

. ♦45869 

195 

1971-1970; Premium Thermostat. 

. ♦45479 

195 


❖45868 

180 


❖45478 

180 

1979; OE Type Thermostat. 

. ♦ 13869 

195 

1971-1970; OE Type Thermostat. 

. ♦13479 

195 


❖13868 

180 


❖13478 

180 

1979; Thermostat Gasket. 

. 25168 



❖13476 

160 

1979; Thermostat Gasket (1 Pack). 

. 27168 


1971-1970; Economy Thermostat. 

. ♦13079 

195 

1978; Premium Thermostat. 

. ♦45869 

195 


❖13078 

180 


❖45868 

180 


❖13076 

160 

1978; OE Type Thermostat. 

. ♦ 13869 

195 

1971-1970; Thermostat Gasket. 

. 25140 



❖13868 

180 

1971-1970; Thermostat Gasket (1 Pack). 

. 27140 


1978; Thermostat Gasket. 

. 25140 






27140 


v/llal y cl 



6-Cyl 198 



4-Cyl. 1.6 L 





IQS 

1986-1983; Premium Thermostat. 

. ♦45789 

195 


❖45358 

180 


❖45788 

180 


❖45356 

160 

1986-1983; OE Type Thermostat. 

. ♦13789 

195 

1971-1970; OE Type Thermostat. 

. ♦ 13359 

195 


❖13788 

180 


-013352 

2ns 

1986-1983; Thermostat Gasket. 

. 25167 



❖13358 

180 

1986-1983; Thermostat Gasket (1 Pack). 

. 27167 



❖13356 

160 

4-Cyl. 1.7 L 



1971-1970; Economy Thermostat. 

♦ 13009 

195 

1983; OE Type Thermostat. 

. ♦13429 

195 


❖13008 

180 

1983; Thermostat Gasket. 

. 25167 



❖13006 

160 

1983; Thermostat Gasket (1 Pack). 

. 27167 


1971-1970; Thermostat Gasket. 

. 25138 


4-Cvl 2 2 L 



1971-1970; Thermostat Gasket (1 Pack). 

. 27138 


1987-1983; Premium Thermostat. 

. ♦45789 

195 

6-Cyl. 225 




❖45788 

180 

1972-1970; Premium Thermostat. 

♦45359 

195 

1987-1983; OE Type Thermostat. 

. ♦13789 

195 


❖45358 

180 


❖13788 

180 


❖45356 

160 

1987-1983; Thermostat Gasket. 

. 25167 


1972-1970; OE Type Thermostat. 

. ♦ 13359 

195 

1987-1983; Thermostat Gasket (1 Pack). 

. 27167 



❖13352 

205 

6-Cyl. 225 




❖13358 

180 

1976; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1972-1970; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1976; OE Type Thermostat. 

. ♦13359 

195 


❖13006 

160 


❖13352 

205 

1972-1970; Thermostat Gasket. 

. 25138 



❖13358 

180 

1972-1970; Thermostat Gasket (1 Pack). 

. 27138 



❖13356 

160 

V-8 318 



1976; Economy Thermostat. 

. ♦13009 

195 

1974-1970; Premium Thermostat. 

. ♦45479 

195 


❖13008 

180 


❖45478 

180 


❖13006 

160 

1974-1970; OE Type Thermostat. 

♦ 13479 

195 

1976; Thermostat Gasket. 

. 25138 



❖13478 

180 

1976; Thermostat Gasket (1 Pack). 

. 27138 



❖13476 

160 

1974-1968; Premium Thermostat. 

. ♦45359 

195 

1974-1970; Economy Thermostat. 

. ♦13079 

195 


❖45358 

180 


❖13078 

180 


❖45356 

160 


❖13076 

160 

1974-1968; OE Type Thermostat. 

. ♦13359 

195 

1974-1970; Thermostat Gasket. 

. 25140 



❖13352 

205 

1974-1970; Thermostat Gasket (1 Pack). 

. 27140 



❖13358 

180 

V-8 340 




❖13356 

160 


>-45479 

1Q5 

1974-1968; Economy Thermostat. 

. ♦13009 

195 


❖45478 

180 


❖13008 

180 

1973-1970; OE Type Thermostat. 

. ♦13479 

195 


❖13006 

160 


^13478 

1ftf) 

1974-1968; Thermostat Gasket. 

. 25138 



❖13476 

160 

1974-1968; Thermostat Gasket (1 Pack). 

. 27138 


1973-1970; Economy Thermostat. 

. ♦ 13079 

195 

V-8 273 




❖13078 

180 

1966; Premium Thermostat. 

. ♦45478 

180 


❖13076 

160 


❖45479 

195 

1973-1970; Thermostat Gasket. 

. 25140 





1973-1970; Thermostat Gasket (1 Pack). 

. 27140 






♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application Number p™ 

Application Number p™ 

Dodge - Continued 

Dodge - Continued 

Charger - Continued 

Charger - Continued 


V-8 273 - Continued 

1966; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1966; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

V-8 318 

1978-1967; Premium Thermostat. +45479 195 

❖45478 180 

1978-1967; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1978-1967; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1978-1967; Thermostat Gasket. 25140 

1978-1967; Thermostat Gasket (1 Pack). 27140 

1966; Premium Thermostat. +45478 180 

❖45479 195 

1966; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1966; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

V-8 340 

1973-1972; Premium Thermostat. +45479 195 

❖45478 180 

1973-1972; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1973-1972; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1973-1972; Thermostat Gasket. 25140 

1973-1972; Thermostat Gasket (1 Pack). 27140 

V-8 360 

1978-1974; Premium Thermostat. +45479 195 

❖45478 180 

1978-1974; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1978-1974; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1978-1974; Thermostat Gasket. 25140 

1978-1974; Thermostat Gasket (1 Pack). 27140 

V-8 361 

1966; Premium Thermostat. +45478 180 

❖45479 195 

1966; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1966; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

V-8 383 

1971-1967; Premium Thermostat. +45479 195 

❖45478 180 

1971 -1967; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1971-1967; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 


V-8 383 - Continued 

1971-1967; Thermostat Gasket. 25140 

1971-1967; Thermostat Gasket (1 Pack). 27140 

1966; Premium Thermostat. +45478 180 

❖45479 195 

1966; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1966; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

V-8 400 

1978-1972; Premium Thermostat. +45479 195 

❖45478 180 

1978-1972; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1978-1972; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1978-1972; Thermostat Gasket. 25140 

1978-1972; Thermostat Gasket (1 Pack). 27140 

V-8 426 

1971-1967; Premium Thermostat. +45479 195 

❖45478 180 

1971-1967; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1971-1967; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1971-1967; Thermostat Gasket. 25140 

1971-1967; Thermostat Gasket (1 Pack). 27140 

1966; Premium Thermostat. +45478 180 

❖45479 195 

1966; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1966; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

V-8 440 

1974-1967; Premium Thermostat. +45479 195 

❖45478 180 

1974-1967; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1974-1967; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1974-1967; Thermostat Gasket. 25140 

1974-1967; Thermostat Gasket (1 Pack). 27140 

1966; Premium Thermostat. +45478 180 

❖45479 195 

1966; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1966; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

Colt 

4-Cvl. 1.4 L 

1984-1982; Premium Thermostat. +45869 195 

❖45868 180 

1984-1982; OE Type Thermostat. +13869 195 

❖13868 180 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


p op Application 


Part Tem 
Number p °F 


Dodge - Continued 

Dodge - Continued 

Colt - Continued 

Colt - Continued 


4-Cyl. 1.4 L- Continued 

1984-1982; Thermostat Gasket. 25168 

1984-1982; Thermostat Gasket (1 Pack). 27168 

1981-1980; Premium Thermostat. ♦45868 180 

❖45869 195 

1981-1980; OE Type Thermostat. ♦13868 180 

❖13869 195 

1981-1980; Thermostat Gasket. 25168 

1981-1980; Thermostat Gasket (1 Pack). 27168 

4-Cvl. 1.5 L 

1994-1985; Premium Thermostat. ♦45869 195 

❖45868 180 

1994-1985; OE Type Thermostat. ♦ISSeO 195 

❖13868 180 

1994-1985; Thermostat Gasket. 25168 

1994-1985; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.6 L 

1990-1982; Premium Thermostat. ♦45869 195 

❖45868 180 

1990-1982; OE Type Thermostat. ♦ISSeO 195 

❖13868 180 

1990-1982; Thermostat Gasket. 25168 

1990-1982; Thermostat Gasket (1 Pack). 27168 

1981-1980; Premium Thermostat. ♦45868 180 

❖45869 195 

1981-1980; OE Type Thermostat. ♦13868 180 

❖13869 195 

1981-1980; Thermostat Gasket. 25168 

1981-1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.8 L 

1994; OE Exact Thermostat. ♦048168 180 

1994; OE Type Thermostat. ♦14078 180 

❖14077 170 

1994; Thermostat Seal. 25286 

1994; Thermostat Seal (1 Pack). 27286 

1993; OE Type Thermostat. ♦14078 180 

❖14077 170 

1993; Thermostat Seal. 25286 

1993; Thermostat Seal (1 Pack). 27286 

1990; Premium Thermostat. ♦45869 195 

❖45868 180 

1990; OE Type Thermostat. ♦ISSeg 195 

❖13868 180 

1990; Thermostat Gasket. 25168 

1990; Thermostat Gasket (1 Pack). 27168 

1989; Premium Thermostat. ♦45869 195 

❖45868 180 

1989; OE Type Thermostat. ♦ISSeO 195 

❖13868 180 

1989; Thermostat Gasket. 25167 

1989; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 1.8 L (Canada) 

1992; OE Type Thermostat. ♦ 14078 180 

❖14077 170 

1992; Thermostat Seal. 25286 

1992; Thermostat Seal (1 Pack). 27286 

4-Cyl. 122 

1977-1974; Premium Thermostat. ♦45869 195 

❖45868 180 

1977-1974; OE Type Thermostat. ^13869 195 

❖13868 180 

1977-1974; Thermostat Gasket. 25168 

1977-1974; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 156 

1979-1978; Premium Thermostat. ♦45868 180 

❖45869 195 

1979-1978; OE Type Thermostat. ^13868 180 

❖13869 195 

1979-1978; Thermostat Gasket. 25168 

1979-1978; Thermostat Gasket (1 Pack). 27168 


4-Cyl. 2.0 L 

1991-1989; Premium Thermostat. ♦45869 195 

❖45868 180 

1991-1989; OE Type Thermostat. ♦ISSeO 195 

❖13868 180 

1991-1989; Thermostat Gasket. 25168 

1991-1989; Thermostat Gasket (1 Pack). 27168 

1988; Premium Thermostat. ♦45869 195 

❖45868 180 

1988; OE Type Thermostat. ♦ISSeO 195 

❖13868 180 

1988; Thermostat Gasket. 25167 

1988; Thermostat Gasket (1 Pack). 27167 

1987-1984; Premium Thermostat. ♦45869 195 

❖45868 180 

1987-1984; OE Type Thermostat. ^13869 195 

❖13868 180 

1987-1984; Thermostat Gasket. 25168 

1987-1984; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.4 L (Canada) 

1994-1993; OE Type Thermostat. ♦14078 180 

❖14077 170 

1994-1993; Thermostat Seal. 25286 

1994-1993; Thermostat Seal (1 Pack). 27286 

4-Cyl. 2.6 L 

1980; Premium Thermostat. ♦45868 180 

❖45869 195 

1980; OE Type Thermostat. ♦ISSeS 180 

❖13869 195 

1980; Thermostat Gasket. 25168 

1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 86 

1979; Premium Thermostat. ♦45868 180 

❖45869 195 

1979; OE Type Thermostat. ♦ISSeS 180 

❖13869 195 

1979; Thermostat Gasket. 25168 

1979; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 98 

1979-1976; Premium Thermostat. ♦45869 195 

❖45868 180 

1979-1976; OE Type Thermostat. ^13869 195 

❖13868 180 

1979-1976; Thermostat Gasket. 25168 

1979-1976; Thermostat Gasket (1 Pack). 27168 

1975-1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1975-1971; OE Type Thermostat. ^13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975-1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1975-1971; Thermostat Gasket. 25138 

1975-1971; Thermostat Gasket (1 Pack). 27138 


Conquest 
4-Cyl. 2.6 L 

1986-1984; Premium Thermostat. ♦45869 195 

❖45868 180 

1986-1984; OE Type Thermostat. ♦ISSeO 195 

❖13868 180 

1986-1984; Thermostat Gasket. 25168 

1986-1984; Thermostat Gasket (1 Pack). 27168 


Coronet 

6-Cyl. 225 

1976-1967; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. 
O Seal Included. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Dodge - Continued 

Dodge - Continued 

Coronet - Continued 

Coronet - Continued 


Application 


Part Tem 
Number p °F 


6-Cyl. 225 - Continued 

1976-1967; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1967; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1976-1967; Thermostat Gasket. 25138 

1976-1967; Thermostat Gasket (1 Pack). 27138 

1966-1965; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1966-1965; OE Type Thermostat. ♦13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1966-1965; Economy Thermostat. >13008 180 

❖13009 195 
❖13006 160 

1966-1965; Thermostat Gasket. 25138 

1966-1965; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 230 

1959-1951; Premium Thermostat. ♦45478 180 

❖45479 195 

1959-1951; OE Type Thermostat. ^13478 180 

❖13479 195 
❖13476 160 

1959-1951; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1950-1949; OE Type Thermostat. ♦13928 180 

❖13926 160 

1950-1949; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 241 

1954-1953; Premium Thermostat. ♦45478 180 

❖45479 195 

1954-1953; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1954-1953; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

1954-1953; Thermostat Gasket. 25140 

1954-1953; Thermostat Gasket (1 Pack). 27140 

V-8 270 

1956-1955; Premium Thermostat. ♦45478 180 

❖45479 195 

1956-1955; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1956-1955; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

1956-1955; Thermostat Gasket. 25140 

1956-1955; Thermostat Gasket (1 Pack). 27140 

V-8 273 

1968-1967; Premium Thermostat. ♦45479 195 

❖45478 180 

1968-1967; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1968-1967; Economy Thermostat. ♦ ISOTS 195 

❖13078 180 
❖13076 160 

1968-1967; Thermostat Gasket. 25140 

1968-1967; Thermostat Gasket (1 Pack). 27140 

1966-1965; Premium Thermostat. ♦45478 180 

❖45479 195 

1966-1965; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 


V-8 273 - Continued 

1966-1965; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1966-1965; Thermostat Gasket. 25140 

1966-1965; Thermostat Gasket (1 Pack). 27140 

V-8 315 

1956; Premium Thermostat. ♦45478 180 

❖45479 195 

1956; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1956; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1956; Thermostat Gasket. 25140 

1956; Thermostat Gasket (1 Pack). 27140 

V-8 318 

1976-1967; Premium Thermostat. ♦45479 195 

❖45478 180 

1976-1967; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

1976-1967; Economy Thermostat. ♦13079 195 

❖13078 180 
❖13076 160 

1976-1967; Thermostat Gasket. 25140 

1976-1967; Thermostat Gasket (1 Pack). 27140 

1966-1965; Premium Thermostat. ♦45478 180 

❖45479 195 

1966-1965; OE Type Thermostat. ^13478 180 

❖13479 195 
❖13476 160 

1966-1965; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1966-1965; Thermostat Gasket. 25140 

1966-1965; Thermostat Gasket (1 Pack). 27140 

V-8 325 

1958-1957; Premium Thermostat. ♦45478 180 

❖45479 195 

1958-1957; OE Type Thermostat. ^13478 180 

❖13479 195 
❖13476 160 

1958-1957; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1958-1957; Thermostat Gasket. 25140 

1958-1957; Thermostat Gasket (1 Pack). 27140 

V-8 326 

1959; Premium Thermostat. ♦45478 180 

❖45479 195 

1959; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1959; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1959; Thermostat Gasket. 25140 

1959; Thermostat Gasket (1 Pack). 27140 

V-8 340 

1973-1972; Premium Thermostat. ♦45479 195 

❖45478 180 

1973-1972; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

1973-1972; Economy Thermostat. ♦ISOTS 195 

❖13078 180 
❖13076 160 

1973-1972; Thermostat Gasket. 25140 

1973-1972; Thermostat Gasket (1 Pack). 27140 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Dodge - Continued 

Dodge - Continued 

Coronet - Continued 

Coronet - Continued 


Application 


Part Tem 
Number p °F 


V-8 354 

1957; Premium Thermostat. ♦45478 

0-45479 

1957; OE Type Thermostat. ♦ 13478 

0-13479 

0-13476 

1957; Economy Thermostat. >-13078 

0-13079 

0-13076 

1957; Thermostat Gasket. 25140 

1957; Thermostat Gasket (1 Pack). 27140 

V-8 360 

1976-1974; Premium Thermostat. ♦45479 

0-45478 

1976-1974; OE Type Thermostat. >13479 

0-13478 

0-13476 

1976-1974; Economy Thermostat. >13079 

0-13078 

0-13076 

1976-1974; Thermostat Gasket. 25140 

1976-1974; Thermostat Gasket (1 Pack). 27140 

V-8 361 

1966-1965; Premium Thermostat. >45478 

0-45479 

1966-1965; OE Type Thermostat. ♦13478 

0-13479 

0-13476 

1966-1965; Economy Thermostat. ^13078 

0-13079 

0-13076 

1966-1965; Thermostat Gasket. 25140 

1966-1965; Thermostat Gasket (1 Pack). 27140 

1958; Premium Thermostat. ♦45478 

0-45479 

1958; OE Type Thermostat. ♦13478 

0-13479 

0-13476 

1958; Economy Thermostat. ^13078 

0-13079 

0-13076 

1958; Thermostat Gasket. 25140 

1958; Thermostat Gasket (1 Pack). 27140 

V-8 383 

1971-1967; Premium Thermostat. ♦45479 

0-45478 

1971-1967; OE Type Thermostat. ♦13479 

0-13478 

0-13476 

1971-1967; Economy Thermostat. ^13079 

0-13078 

0-13076 

1971-1967; Thermostat Gasket. 25140 

1971-1967; Thermostat Gasket (1 Pack). 27140 

1966-1965; Premium Thermostat. ^45478 

0-45479 

1966-1965; OE Type Thermostat. ♦13478 

0-13479 

0-13476 

1966-1965; Economy Thermostat. ^13078 

0-13079 

0-13076 

1966-1965; Thermostat Gasket. 25140 

1966-1965; Thermostat Gasket (1 Pack). 27140 

1959; Premium Thermostat. ^45478 

0-45479 

1959; OE Type Thermostat. ♦13478 

0-13479 

0-13476 

1959; Economy Thermostat. ^13078 

0-13079 

0-13076 

1959; Thermostat Gasket. 25140 


195 

V-8 400 



180 

1976-1972; Premium Thermostat. 

♦45479 

195 

195 


❖45478 

180 

160 

1976-1972; OE Type Thermostat. 

♦13479 

195 

180 


❖13478 

180 

195 


❖13476 

160 

160 

1976-1972; Economy Thermostat. 

♦13079 

195 



❖13078 

180 



❖13076 

160 


1976-1972; Thermostat Gasket. 

25140 


195 

1976-1972; Thermostat Gasket (1 Pack). 

27140 


180 

V-8 426 



195 

1971-1967; Premium Thermostat. 

♦45479 

195 

180 


❖45478 

180 

160 

1971-1967; OE Type Thermostat. 

♦13479 

195 

195 


❖13478 

180 

180 


❖13476 

160 

160 

1971-1967; Economy Thermostat. 

♦13079 

195 



❖13078 

180 



❖13076 

160 


1971-1967; Thermostat Gasket. 

25140 


180 

1971-1967; Thermostat Gasket (1 Pack). 

27140 


195 

1966-1965; Premium Thermostat. 

♦45478 

180 

180 


❖45479 

195 

195 

1966-1965; OE Type Thermostat. 

♦13478 

180 

160 


❖13479 

195 

180 


❖13476 

160 

195 

1966-1965; Economy Thermostat. 

♦13078 

180 

160 


❖13079 

195 



❖13076 

160 


1966-1965; Thermostat Gasket. 

25140 


180 

1966-1965; Thermostat Gasket (1 Pack). 

27140 


195 

V-8 440 



180 

1976-1973; Premium Thermostat. 

♦45479 

195 

195 


❖45478 

180 

160 

1976-1973; OE Type Thermostat. 

♦13479 

195 

180 


❖13478 

180 

195 


❖13476 

160 

160 

1976-1973; Economy Thermostat. 

♦13079 

195 



❖13078 

180 



❖13076 

160 


1976-1973; Thermostat Gasket. 

25140 


195 

1976-1973; Thermostat Gasket (1 Pack). 

27140 


180 

1970-1966; Premium Thermostat. 

♦45479 

195 

195 


❖45478 

180 

180 

1970-1966; OE Type Thermostat. 

♦13479 

195 

160 


❖ 13478 

180 

195 


❖13476 

160 

180 

1970-1966; Economy Thermostat. 

♦13079 

195 

160 


❖13078 

180 



❖13076 

160 


1970-1966; Thermostat Gasket. 

25140 


180 

1970-1966; Thermostat Gasket (1 Pack). 

27140 


195 

ISO 

Custom 

195 

6-Cyl. 230 



160 

1949-1946; OE Type Thermostat. 

♦13928 

180 

180 


❖13926 

160 

195 

1949-1946; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 



160 

Material. 

27103 



Custom 880 

180 

V-8 361 



195 

1964-1962; Premium Thermostat. 

♦45478 

180 

180 


❖45479 

195 

195 

1964-1962; OE Type Thermostat. 

♦13478 

180 

160 


❖13479 

195 

180 


❖13476 

160 

195 

1964-1962; Economy Thermostat. 

♦ 13078 

180 

160 


❖13079 

195 


0-13076 160 


180 


V-8 383 - Continued 

1959; Thermostat Gasket (1 Pack). 


27140 


♦ OE Temperature. 0- Alternate Temperature. 


423 
















































































Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Dodge - Continued 

Dodge - Continued 

Custom 880 - Continued 

D22 - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 230 - Continued 

1942; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

D23 


V-8 361 - Continued 

1964-1962; Thermostat Gasket. 25140 

1964- 1962; Thermostat Gasket (1 Pack). 27140 

V-8 383 

1965- 1963; Premium Thermostat. ♦45478 180 

045479 195 

1965-1963; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1965-1963; Economy Thermostat. >13078 180 

❖13079 195 
❖13076 160 

1965-1963; Thermostat Gasket. 25140 

1965-1963; Thermostat Gasket (1 Pack). 27140 

V-8 413 

1965; Premium Thermostat. >45478 180 

❖45479 195 

1965; OE Type Thermostat. >13478 180 

❖13479 195 
❖13476 160 

1965; Economy Thermostat. >13078 180 

❖13079 195 
❖13076 160 

1965; Thermostat Gasket. 25140 

1965; Thermostat Gasket (1 Pack). 27140 

1963; Premium Thermostat. >45478 180 

❖45479 195 

1963; OE Type Thermostat. >13478 180 

❖13479 195 
❖13476 160 

1963; Economy Thermostat. >13078 180 

❖13079 195 
❖13076 160 

1963; Thermostat Gasket. 25140 

1963; Thermostat Gasket (1 Pack). 27140 

V-8 426 

1965-1963; Premium Thermostat. >45478 180 

❖45479 195 

1965-1963; OE Type Thermostat. >13478 180 

❖13479 195 
❖13476 160 

1965-1963; Economy Thermostat. >13078 180 

❖13079 195 
❖13076 160 

1965-1963; Thermostat Gasket. 25140 

1965-1963; Thermostat Gasket (1 Pack). 27140 

D14; D15; D17 

6-Cyl. 218 

1940; OE Type Thermostat. >13928 180 

❖13926 160 

1940; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

D19 

6-Cyl. 218 

1941; OE Type Thermostat. >13928 180 

❖13926 160 

1941; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

D20; D21 

6-Cyl. 201 

1941; OE Type Thermostat. >13928 180 

❖13926 160 

1941; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

D22 

6-Cyl. 230 

1942; OE Type Thermostat. >13928 180 

❖13926 160 


6-Cyl. 219 

1942; OE Type Thermostat. >13928 180 

❖13926 160 

1942; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 


D50 Pickup 

4-Cyl. 122 

1979; Premium Thermostat. >45869 195 

❖45868 180 

1979; OE Type Thermostat. >13869 195 

❖13868 180 

1979; Thermostat Gasket. 25168 

1979; Thermostat Gasket (1 Pack). 27168 

4-Cy 1.156 

1979; Premium Thermostat. >45869 195 

❖45868 180 

1979; OE Type Thermostat. >13869 195 

❖13868 180 

1979; Thermostat Gasket. 25168 

1979; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.0 L 

1980; Premium Thermostat. >45869 195 

❖45868 180 

1980; OE Type Thermostat. >13869 195 

❖13868 180 

1980; Thermostat Gasket. 25168 

1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.6 L 

1980; Premium Thermostat. >45869 195 

❖45868 180 

1980; OE Type Thermostat. >13869 195 

❖13868 180 

1980; Thermostat Gasket. 25168 

1980; Thermostat Gasket (1 Pack). 27168 

D & W Series Pickup 

6-Cyl. 170 

1967; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1967; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25138 

1967; Thermostat Gasket (1 Pack). 27138 

1966-1961; Premium Thermostat. >45358 180 

❖45359 195 
❖45356 160 

1966-1961; OE Type Thermostat. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1966-1961; Economy Thermostat. >13008 180 

❖13009 195 
❖13006 160 

1966-1961; Thermostat Gasket. 25138 

1966-1961; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 198 

1971-1970; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Dodge - Continued 

Dodge - Continued 

D & W Series Pickup - Continued 

D & W Series Pickup - Continued 

6-Cyl. 198 - Continued 



6-Cyl. 251 - Continued 



1971-1970; OE Type Thermostat. 

♦13359 

195 

1959-1958; Economy Thermostat. 

♦13078 

180 


❖13352 

205 


❖13079 

195 


❖13358 

180 


❖13076 

160 


❖13356 

160 

1959-1958; Thermostat Gasket. 

25140 


1971-1970; Economy Thermostat. 

♦ 13009 

195 

1959-1958; Thermostat Gasket (1 Pack). 

27140 



❖13008 

180 

6-Cyl. 3.7 L 




❖13006 

160 

1987-1980; Premium Thermostat. 

. ♦45359 

195 

1971-1970; Thermostat Gasket. 

25138 



<45358 

180 

1971-1970; Thermostat Gasket (1 Pack). 

27138 



❖45356 

160 

6-Cyl. 225 



1987-1980; OE Type Thermostat. 

♦ 13359 

195 

1979-1967; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1979-1967; OE Type Thermostat. 

♦ 13359 

195 

1987-1980; Economy Thermostat. 

♦ 13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1987-1980; Thermostat Gasket. 

25138 


1979-1967; Economy Thermostat. 

♦13009 

195 

1987-1980; Thermostat Gasket (1 Pack). 

27138 



❖13008 

180 

6-Cyl. 5.9 L Diesel 




❖13006 

160 

1993-1989; OE Type Thermostat. 

♦14058 

180 

1979-1967; Thermostat Gasket. 

25138 



WR7 


1979-1967; Thermostat Gasket (1 Pack). 

27138 


V-6 3.9 L 



6-Cyl. 230 



1993-1988; Premium Thermostat. 

. ♦45359 

195 

1960-1957; Premium Thermostat. 

♦45478 

180 


<45358 

180 


❖45479 

195 


❖45356 

160 

1960-1957; OE Type Thermostat. 

♦ 13478 

180 


♦'IWQ 

195 


❖13479 

195 


❖13352 

205 


❖13476 

160 


❖13358 

180 

1960-1957; Economy Thermostat. 

. ♦13078 

180 


❖13356 

160 


❖13079 

195 

1993-1988; Economy Thermostat. 

. ♦13009 

195 


❖13076 

160 


❖13008 

180 

1960-1957; Thermostat Gasket. 

25140 



❖13006 

160 

1960-1957; Thermostat Gasket (1 Pack). 

27140 


1993-1988; Thermostat Gasket. 

25138 


6-Cyl. 243 Diesel 



1993-1988; Thermostat Gasket (1 Pack). 

27138 


1979-1978; Premium Thermostat. 

. ♦45398 

180 

V-8 315 




❖45399 

195 

1958-1957; OE Type Thermostat. 

♦ 13928 

180 

1979-1978; OE Type Thermostat. 

♦ 13398 

180 


❖13926 

160 


❖13399 

195 

1958-1957; Thermostat Gasket. 

25140 


1979-1978; Thermostat Gasket. 

25138 


1958-1957; Thermostat Gasket (1 Pack). 

27140 


1979-1978; Thermostat Gasket (1 Pack). 

27138 


V-8 318 



6-Cyl. 251 



1979; Premium Thermostat. 

♦45359 

195 

1968-1967; Premium Thermostat. 

♦45359 

195 


<>45358 

180 


❖45358 

180 


❖45356 

160 


❖45356 

160 

1979; Economy Thermostat. 

. ♦13009 

195 

1968-1967; OE Type Thermostat. 

♦ 13359 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1979; Thermostat Gasket. 

25138 



❖13356 

160 

1979; Thermostat Gasket (1 Pack). 

27138 


1968-1967; Economy Thermostat. 

. ♦13009 

195 


♦4547Q 

195 


❖13008 

180 


❖45478 

180 


❖13006 

160 

1978-1969; OE Type Thermostat. 

♦ 13479 

195 

1968-1967; Thermostat Gasket. 

25138 



<13478 

180 

1968-1967; Thermostat Gasket (1 Pack). 

27138 



❖13476 

160 

1966-1963; Thermostat Gasket. 

25138 



4-1Rft7Q 

195 

1966-1963; Thermostat Gasket (1 Pack). 

27138 



❖13078 

180 

1962-1960; Premium Thermostat. 

. ♦45478 

180 


❖13076 

160 


❖45479 

195 

1978-1969; Thermostat Gasket. 

25140 


1962-1960; OE Type Thermostat. 

♦ 13478 

180 

1978-1969; Thermostat Gasket (1 Pack). 

27140 



❖13479 

195 

1968-1960; Premium Thermostat. 

. ♦45478 

180 


❖13476 

160 


❖45479 

195 

1962-1960; Economy Thermostat. 

. ♦13078 

180 


♦13478 

180 


❖13079 

195 


❖13479 

195 


❖13076 

160 


❖13476 

160 

1962-1960; Thermostat Gasket. 

25138 



4-1307A 

180 

1962-1960; Thermostat Gasket (1 Pack). 

27138 



❖13079 

195 

1959-1958; Premium Thermostat. 

. ♦45478 

180 


❖13076 

160 


❖45479 

195 

1968-1960; Thermostat Gasket. 

25140 


1959-1958; OE Type Thermostat. 

♦13478 

180 

1968-1960; Thermostat Gasket (1 Pack). 

27140 



❖13479 

195 

1959; OE Type Thermostat. 

. ♦13928 

180 


❖13476 

160 


❖13926 

160 




1959; Thermostat Gasket. 

25140 



♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application Number p™ 

Application Number p™ 

Dodge - Continued 

Dodge - Continued 

D & W Series Pickup - Continued 

D & W Series Pickup - Continued 


V-8 318 - Continued 

1959; Thermostat Gasket (1 Pack). 27140 

V-8 360 

1979; Premium Thermostat. ♦45359 195 

•0-45358 180 
045356 160 

1979; Economy Thermostat. ♦13009 195 

013008 180 
013006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978-1971; Premium Thermostat. ♦45479 195 

045478 180 

1978-1971 ;OE Type Thermostat. ♦13479 195 

013478 180 
013476 160 

1978-1971; Economy Thermostat. 013079 195 

013078 180 
013076 160 

1978-1971; Thermostat Gasket. 25140 

1978-1971; Thermostat Gasket (1 Pack). 27140 

V-8 383 

1971-1969; Premium Thermostat. 045479 195 

045478 180 

1971-1969; OE Type Thermostat. 013479 195 

013478 180 
013476 160 

1971-1969; Economy Thermostat. 013079 195 

013078 180 
013076 160 

1971-1969; Thermostat Gasket. 25140 

1971-1969; Thermostat Gasket (1 Pack). 27140 

1968-1967; Premium Thermostat. 045478 180 

045479 195 

1968-1967; OE Type Thermostat. 013478 180 

013479 195 
013476 160 

1968-1967; Economy Thermostat. Ol 3078 180 

013079 195 
013076 160 

1968-1967; Thermostat Gasket. 25140 

1968-1967; Thermostat Gasket (1 Pack). 27140 

V-8 400 

1978-1972; Premium Thermostat. 045479 195 

045478 180 

1978-1972; OE Type Thermostat. 013479 195 

013478 180 
013476 160 

1978-1972; Economy Thermostat. 013079 195 

013078 180 
013076 160 

1978-1972; Thermostat Gasket. 25140 

1978-1972; Thermostat Gasket (1 Pack). 27140 

V-8 426 

1965; Premium Thermostat. 045478 180 

045479 195 

1965; OE Type Thermostat. 013478 180 

013479 195 
013476 160 

1965; Economy Thermostat. 013078 180 

013079 195 
013076 160 

1964; Premium Thermostat. 045478 180 

045479 195 

1964; OE Type Thermostat. 013478 180 

013479 195 
013476 160 

1964; Economy Thermostat. 013078 180 

013079 195 
013076 160 

1964; Thermostat Gasket. 25140 

1964; Thermostat Gasket (1 Pack). 27140 


V-8 440 

1978-1973; Premium Thermostat. 045479 195 

045478 180 

1978-1973; OE Type Thermostat. 013479 195 

013478 180 
013476 160 

1978-1973; Economy Thermostat. 013079 195 

013078 180 
013076 160 

1978-1973; Thermostat Gasket. 25140 

1978-1973; Thermostat Gasket (1 Pack). 27140 

V-8 5.2 L 

1993-1980; Premium Thermostat. 045359 195 

045358 180 
045356 160 

1993-1980; Economy Thermostat. 013009 195 

013008 180 
013006 160 

1993-1980; Thermostat Gasket. 25138 

1993-1980; Thermostat Gasket (1 Pack). 27138 

V-8 5.9 L 

1993-1980; Premium Thermostat. 045359 195 

045358 180 
045356 160 

1993-1980; Economy Thermostat. 013009 195 

013008 180 
013006 160 

1993-1980; Thermostat Gasket. 25138 

1993- 1980; Thermostat Gasket (1 Pack). 27138 

Dakota 

4-Cyl. 2.2 L 

1988; Premium Thermostat. 045789 195 

045788 180 

1988; OE Type Thermostat. 013789 195 

013788 180 

1988; Thermostat Gasket. 25167 

1988; Thermostat Gasket (1 Pack). 27167 

1987; Premium Thermostat. 045789 195 

045788 180 

1987; OE Type Thermostat. 013789 195 

013788 180 

1987; Thermostat Gasket. 25168 

1987; Thermostat Gasket (1 Pack). 27168 

4-Cvl. 2.5 L 

1994- 1992; Premium Thermostat. 045789 195 

045788 180 

1994-1992; OE Type Thermostat. Ol 3789 195 

013788 180 

1994-1992; Thermostat Gasket. 25167 

1994-1992; Thermostat Gasket (1 Pack). 27167 

1991; Premium Thermostat. 045789 195 

045788 180 

1991; OE Type Thermostat. 013789 195 

013788 180 

1991; Thermostat Gasket. 25168 

1991; Thermostat Gasket (1 Pack). 27168 

1990-1989; Premium Thermostat. 045789 195 

045788 180 

1990-1989; OE Type Thermostat. 013789 195 

013788 180 

1990-1989; Thermostat Gasket. 25167 

1990-1989; Thermostat Gasket (1 Pack). 27167 

V-6 3.9 L 

1994-1987; Premium Thermostat. 045359 195 

045358 180 
045356 160 

1994-1987; OE Type Thermostat. 013359 195 

013352 205 
013358 180 
013356 160 


♦ OE Temperature. O Alternate Temperature. 


426 















































































Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Dodge - Continued 

Dodge - Continued 

Dakota - Continued 

Dart - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 3.9 L - Continued 

1994-1987; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1994-1987; Thermostat Gasket. 25138 

1994-1987; Thermostat Gasket (1 Pack). 27138 

V-8 5.2 L 

1994-1989; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1994-1989; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1989; Thermostat Gasket. 25138 

1994-1989; Thermostat Gasket (1 Pack). 27138 

Dart 

6-Cvl. 170 

1969-1967; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1969-1967; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1967; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1969-1967; Thermostat Gasket. 25138 

1969-1967; Thermostat Gasket (1 Pack). 27138 

1966-1963; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1966-1963; OE Type Thermostat. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1966-1963; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1966-1963; Thermostat Gasket. 25138 

1966-1963; Thermostat Gasket (1 Pack). 27138 

6-Cvl. 198 

1974-1970; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1974-1970; OE Type Thermostat. ^13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1974-1970; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1974-1970; Thermostat Gasket. 25138 

1974-1970; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 225 

1976-1967; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1976-1967; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1967; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1976-1967; Thermostat Gasket. 25138 

1976-1967; Thermostat Gasket (1 Pack). 27138 

1966-1960; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 


6-Cyl. 225 - Continued 

1966-1960; OE Type Thermostat. ♦13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1966-1960; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1966-1960; Thermostat Gasket. 25138 

1966-1960; Thermostat Gasket (1 Pack). 27138 

V-8 273 

1969-1967; Premium Thermostat. ♦45479 195 

❖45478 180 

1969-1967; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1969-1967; Economy Thermostat. ♦13079 195 

❖13078 180 
❖13076 160 

1969-1967; Thermostat Gasket. 25140 

1969-1967; Thermostat Gasket (1 Pack). 27140 

1966-1964; Premium Thermostat. ♦45478 180 

❖45479 195 

1966-1964; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1966-1964; Economy Thermostat. ^13078 180 

❖13079 195 
❖13076 160 

1966-1964; Thermostat Gasket. 25140 

1966-1964; Thermostat Gasket (1 Pack). 27140 

V-8 318 

1976-1968; Premium Thermostat. ♦45479 195 

❖45478 180 

1976-1968; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1976-1968; Economy Thermostat. ♦ISOTO 195 

❖13078 180 
❖13076 160 

1976-1968; Thermostat Gasket. 25140 

1976-1968; Thermostat Gasket (1 Pack). 27140 

1962-1960; Premium Thermostat. ♦45478 180 

❖45479 195 

1962-1960; OE Type Thermostat. ^13478 180 

❖13479 195 
❖13476 160 

1962-1960; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1962-1960; Thermostat Gasket. 25140 

1962-1960; Thermostat Gasket (1 Pack). 27140 

V-8 340 

1973-1968; Premium Thermostat. ♦45479 195 

❖45478 180 

1973-1968; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

1973-1968; Economy Thermostat. ♦ISOTO 195 

❖13078 180 
❖13076 160 

1973-1968; Thermostat Gasket. 25140 

1973-1968; Thermostat Gasket (1 Pack). 27140 

V-8 360 

1976-1974; Premium Thermostat. ♦45479 195 

❖45478 180 

1976-1974; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 


1976-1974; Economy Thermostat. ^13079 195 

❖13078 180 
❖13076 160 

1976-1974; Thermostat Gasket. 25140 

♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Dodge - Continued 

Dodge - Continued 

Dart - Continued 

Daytona - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 3.0 L - Continued 

1993-1990; Thermostat Gasket. 25168 

1993-1990; Thermostat Gasket (1 Pack). 27168 


Deluxe 


V-8 360 - Continued 

1976-1974; Thermostat Gasket (1 Pack). 27140 

V-8 361 

1962-1960; Premium Thermostat. 4-45478 180 

045479 195 

1962-1960; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1962-1960; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1962-1960; Thermostat Gasket. 25140 

1962-1960; Thermostat Gasket (1 Pack). 27140 

V-8 383 

1969-1968; Premium Thermostat. 445479 195 

❖45478 180 

1969-1968; OE Type Thermostat. 413479 195 

❖13478 180 
❖13476 160 

1969-1968; Economy Thermostat. 413079 195 

❖13078 180 
❖13076 160 

1969-1968; Thermostat Gasket. 25140 

1969-1968; Thermostat Gasket (1 Pack). 27140 

1961-1960; Premium Thermostat. 445478 180 

❖45479 195 

1961 -1960; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1961-1960; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1961-1960; Thermostat Gasket. 25140 

1961- 1960; Thermostat Gasket (1 Pack). 27140 

V-8 413 

1962- 1961; Premium Thermostat. 445478 180 

❖45479 195 

1962-1961; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1962-1961; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1962-1961; Thermostat Gasket. 25140 

1962-1961; Thermostat Gasket (1 Pack). 27140 


Daytona 

4-Cvl. 2.2 L 

1993-1992; Premium Thermostat. 445789 195 

❖45788 180 

1993-1992; OE Type Thermostat. 413789 195 

❖13788 180 

1993-1992; Thermostat Gasket. 25167 

1993-1992; Thermostat Gasket (1 Pack). 27167 

1990-1984; Premium Thermostat. 445789 195 

❖45788 180 

1990-1984; OE Type Thermostat. 413789 195 

❖13788 180 

1990-1984; Thermostat Gasket. 25167 

1990-1984; Thermostat Gasket (1 Pack). 27167 

4-Cvl. 2.5 L 

1993-1986; Premium Thermostat. 445789 195 

❖45788 180 

1993-1986; OE Type Thermostat. 413789 195 

❖13788 180 

1993-1986; Thermostat Gasket. 25167 

1993-1986; Thermostat Gasket (1 Pack). 27167 

V-6 3.0 L 

1993-1990; Premium Thermostat. 445869 195 

❖45868 180 

1993-1990; OE Type Thermostat. 413869 195 

❖13868 180 


6-Cyl. 230 

1949-1946; OE Type Thermostat. 413928 180 

❖13926 160 

1949-1946; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 


Diplomat 

6-Cyl. 225 

1979-1978; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1979-1978; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1978; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1979-1978; Thermostat Gasket. 25138 

1979-1978; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 3.7 L 

1983-1980; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1983-1980; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1983-1980; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1983-1980; Thermostat Gasket. 25138 

1983-1980; Thermostat Gasket (1 Pack). 27138 

V-8 318 

1979; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1979; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978-1977; Premium Thermostat. 445479 195 

❖45478 180 

1978-1977; OE Type Thermostat. 413479 195 

❖13478 180 
❖13476 160 

1978-1977; Economy Thermostat. 413079 195 

❖13078 180 
❖13076 160 

1978-1977; Thermostat Gasket. 25140 

1978-1977; Thermostat Gasket (1 Pack). 27140 

V-8 360 

1979; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1979; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978; Premium Thermostat. 445479 195 

❖45478 180 

1978; OE Type Thermostat. 413479 195 

❖13478 180 
❖13476 160 


4 OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Dodge - Continued 

Diplomat - Continued 

V-8 360 - Continued 



1978; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1978; Thermostat Gasket. 

. 25140 


1978; Thermostat Gasket (1 Pack). 

. 27140 


V-8 5.2 L 



1989-1980; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1989-1980; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1989-1980; Thermostat Gasket. 

. 25138 


1989-1980; Thermostat Gasket (1 Pack). 

. 27138 


Dynasty 

4-Cvl. 2.5 L 



1993-1988; Premium Thermostat. 

. ♦45789 

195 


❖45788 

180 

1993-1988; OE Type Thermostat. 

. ♦13789 

195 


❖13788 

180 

1993-1988; Thermostat Gasket. 

. 25167 


1993-1988; Thermostat Gasket (1 Pack). 

. 27167 


V-6 3.0 L 



1993-1988; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1993-1988; OE Type Thermostat. 

. ♦ 13869 

195 


❖13868 

180 

1993-1988; Thermostat Gasket. 

. 25168 


1993-1988; Thermostat Gasket (1 Pack). 

. 27168 


V-6 3.3 L 



1993; Premium Thermostat. 

. ♦45209 

195 

1993; OE Type Thermostat. 

. ^14209 

195 

1993; Thermostat Gasket. 

. 25167 


1993; Thermostat Gasket (1 Pack). 

. 27167 


1992-1990; Premium Thermostat. 

. ♦45789 

195 


❖45788 

180 

1992-1990; OE Type Thermostat. 

. ♦13789 

195 


❖13788 

180 

1992-1990; Thermostat Gasket. 

. 25167 


1992-1990; Thermostat Gasket (1 Pack). 

. 27167 


Grand Caravan 

4-Cvl. 2.2 L 



1987; Premium Thermostat. 

. ♦45789 

195 


❖45788 

180 

1987; OE Type Thermostat. 

. ♦13789 

195 


❖13788 

180 

1987; Thermostat Gasket. 

. 25167 


1987; Thermostat Gasket (1 Pack). 

. 27167 


4-Cvl. 2.5 L 



1989-1987; Premium Thermostat. 

. ♦45789 

195 


❖45788 

180 

1989-1987; OE Type Thermostat. 

. ♦13789 

195 


❖13788 

180 

1989-1987; Thermostat Gasket. 

. 25167 


1989-1987; Thermostat Gasket (1 Pack). 

. 27167 


V-6 3.0 L 



1994-1992; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1994-1992; OE Type Thermostat. 

. ♦ 13869 

195 


❖13868 

180 

1994-1992; Thermostat Gasket. 

. 25168 


1994-1992; Thermostat Gasket (1 Pack). 

. 27168 


1989-1987; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1989-1987; OE Type Thermostat. 

. ♦ 13869 

195 


❖13868 

180 

1989-1987; Thermostat Gasket. 

. 25168 


1989-1987; Thermostat Gasket (1 Pack). 

. 27168 



Application 

Part 

Number 

Tem 

P°F 

Dodge - Continued 

Grand Caravan - Continued 

V-6 3.3 L 



1994-1993; Premium Thermostat. 

. ♦45209 

195 

1994-1993; OE Type Thermostat. 

. ♦14209 

195 

1994-1993; Thermostat Gasket. 

. 25167 


1994-1993; Thermostat Gasket (1 Pack). 

. 27167 


1992-1990; Premium Thermostat. 

. ♦45789 

195 


❖45788 

180 

1992-1990; OE Type Thermostat. 

. ♦13789 

195 


❖13788 

180 

1992-1990; Thermostat Gasket. 

. 25167 


1992-1990; Thermostat Gasket (1 Pack). 

. 27167 


V-6 3.8 L 



1994; Premium Thermostat. 

. ♦45209 

195 

1994; OE Type Thermostat. 

. ♦ 14209 

195 

1994; Thermostat Gasket. 

. 25167 


1994; Thermostat Gasket (1 Pack). 

. 27167 


Intrepid 

V-6 3.3 L; V-6 3.5 L 



1994-1993; Premium Thermostat. 

. ♦45209 

195 

1994-1993; OE Type Thermostat. 

. ♦ 14209 

195 

1994-1993; Thermostat Gasket. 

. 25186 


1994-1993; Thermostat Gasket (1 Pack). 

. 27186 


Lancer 

4-Cvl. 2.2 L 



1989-1985; Premium Thermostat. 

. ♦45789 

195 


❖45788 

180 

1989-1985; OE Type Thermostat. 

. ♦13789 

195 


❖13788 

180 

1989-1985; Thermostat Gasket. 

. 25167 


1989-1985; Thermostat Gasket (1 Pack). 

. 27167 


4-Cvl. 2.5 L 



1989-1986; Premium Thermostat. 

. ♦45789 

195 


❖45788 

180 

1989-1986; OE Type Thermostat. 

. ♦13789 

195 


❖13788 

180 

1989-1986; Thermostat Gasket. 

. 25167 


1989-1986; Thermostat Gasket (1 Pack). 

. 27167 


6-Cvl. 170; 6-Cyl. 225 



1962-1961; Premium Thermostat. 

. ♦45358 

180 


❖45359 

195 


❖45356 

160 

1962-1961; OEType Thermostat. 

. ♦13358 

180 


❖13352 

205 


❖13359 

195 


❖13356 

160 

1962-1961; Economy Thermostat. 

. ♦13008 

180 


❖13009 

195 


❖13006 

160 

1962-1961; Thermostat Gasket. 

. 25138 


1962-1961; Thermostat Gasket (1 Pack). 

. 27138 


M Series Motor Home 

V-8 318; V-8 413 



1969; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1969; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

1969; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1969; Thermostat Gasket. 

. 25140 


1969; Thermostat Gasket (1 Pack). 

. 27140 


Magnum 

V-8 318; V-8 360 



1979; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Dodge - Continued 

Dodge - Continued 

Magnum - Continued 

Mini Ram Van - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 318; V-8 360 - Continued 

1979; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978; Premium Thermostat. ♦45479 195 

♦45478 180 

1978; OE Type Thermostat. ♦13479 195 

♦13478 180 
♦13476 160 

1978; Economy Thermostat. ♦ISOTO 195 

♦13078 180 
♦13076 160 

1978; Thermostat Gasket. 25140 

1978; Thermostat Gasket (1 Pack). 27140 

V-8 400 

1978; Premium Thermostat. ♦45479 195 

♦45478 180 

1978; OE Type Thermostat. ♦13479 195 

♦13478 180 
♦13476 160 

1978; Economy Thermostat. ♦ISOTO 195 

♦13078 180 
♦13076 160 

1978; Thermostat Gasket. 25140 

1978; Thermostat Gasket (1 Pack). 27140 


Matador 
V-8 361; V-8 383 

I960; Premium Thermostat. ♦45478 180 

♦45479 195 

1960; OE Type Thermostat. ♦13478 180 

♦13479 195 
♦13476 160 

1960; Economy Thermostat. ^13078 180 

♦13079 195 
♦13076 160 

1960; Thermostat Gasket. 25140 

1960; Thermostat Gasket (1 Pack). 27140 


Meadowbrook 

6-Cyl. 230 

1954-1951; Premium Thermostat. ^45478 180 

♦45479 195 

1954-1951; OE Type Thermostat. ^13478 180 

♦13479 195 
♦13476 160 

1954-1951; Economy Thermostat. ♦13078 180 

♦13079 195 
♦13076 160 

1950-1949; OE Type Thermostat. ♦13928 180 

♦13926 160 

1950-1949; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 241 

1954-1953; Premium Thermostat. ♦45478 180 

♦45479 195 

1954-1953; OE Type Thermostat. ♦13478 180 

♦13479 195 
♦13476 160 

1954-1953; Economy Thermostat. ♦13078 180 

♦13079 195 
♦13076 160 

1954-1953; Thermostat Gasket. 25140 

1954-1953; Thermostat Gasket (1 Pack). 27140 

Mini Ram Van 

4-Cyl. 2.2 L 

1987-1986; Premium Thermostat. ♦45789 195 

♦45788 180 

1987-1986; OE Type Thermostat. ♦ 13789 195 

♦13788 180 


4-Cyl. 2.2 L- Continued 

1987-1986; Thermostat Gasket. 25168 

1987- 1986; Thermostat Gasket (1 Pack). 27168 

1985; Premium Thermostat. ♦45789 195 

♦45788 180 

1985; OE Type Thermostat. ♦13789 195 

♦13788 180 

1985; Thermostat Gasket. 25167 

1985; Thermostat Gasket (1 Pack). 27167 

1984; Premium Thermostat. ♦45789 195 

♦45788 180 

1984; OE Type Thermostat. ♦WSO 195 

♦13788 180 

1984; Thermostat Gasket. 25168 

1984; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.5 L 

1988- 1987; Premium Thermostat. ♦45789 195 

♦45788 180 

1988-1987; OE Type Thermostat. ^13789 195 

♦13788 180 

1988-1987; Thermostat Gasket. 25167 

1988-1987; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.6 L 

1987-1984; Premium Thermostat. ♦45869 195 

♦45868 180 

1987-1984; OE Type Thermostat. ♦ 13869 195 

♦13868 180 

1987-1984; Thermostat Gasket. 25168 

1987- 1984; Thermostat Gasket (1 Pack). 27168 

V-6 3.0 L 

1988- 1987; Premium Thermostat. ♦45869 195 

♦45868 180 

1988-1987; OE Type Thermostat. ♦ISSeO 195 

♦13868 180 

1988-1987; Thermostat Gasket. 25168 

1988-1987; Thermostat Gasket (1 Pack). 27168 


Mirada 
6-Cyl. 3.7 L 

1983-1980; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1983-1980; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1983-1980; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1983-1980; Thermostat Gasket. 25138 

1983-1980; Thermostat Gasket (1 Pack). 27138 

V-8 5.2 L 

1983-1980; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1983-1980; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1983-1980; Thermostat Gasket. 25138 

1983-1980; Thermostat Gasket (1 Pack). 27138 

V-8 5.9 L 

1980; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1980; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. ♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Dodge - Continued 

Dodge - Continued 

Monaco 

Monaco - Continued 


Application 


Part Tem 
Number p °F 


6-Cyl. 225 

1978-1977; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1978-1977; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1978-1977; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1978-1977; Thermostat Gasket. 25138 

1978-1977; Thermostat Gasket (1 Pack). 27138 

V-6 3.0 L 

1992-1990; OE Type Thermostat; Thermostat located at engine 

side of top radiator hose (outlet system). +13649 190 

❖13648 180 

1992-1990; OE Type Thermostat; Thermostat located at water 

pump (inlet system). ♦14099 190 

1992-1990; Thermostat Seal (1 Pack); Thermostat located at 

engine side of top radiator hose (outlet system). 27271 

1992-1990; Thermostat Seal; Thermostat located at engine 

side of top radiator hose (outlet system). 25271 

1992-1990; Thermostat Seal (1 Pack); Thermostat located at 

water pump (inlet system). 27283 

1992-1990; Thermostat Seal; Thermostat located at water 

pump (inlet system). 25283 

V-8 318 

1978-1975; Premium Thermostat. ♦45479 195 

❖45478 180 

1978-1975; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1978-1975; Economy Thermostat. ♦13079 195 

❖13078 180 
❖13076 160 

1978-1975; Thermostat Gasket. 25140 

1978-1975; Thermostat Gasket (1 Pack). 27140 

V-8 360 

1978-1972; Premium Thermostat. 445479 195 

❖45478 180 

1978-1972; OE Type Thermostat. 413479 195 

❖13478 180 
❖13476 160 

1978-1972; Economy Thermostat. 413079 195 

❖13078 180 
❖13076 160 

1978-1972; Thermostat Gasket. 25140 

1978-1972; Thermostat Gasket (1 Pack). 27140 

V-8 383 

1971-1967; Premium Thermostat. 445479 195 

❖45478 180 

1971-1967; OE Type Thermostat. 413479 195 

❖13478 180 
❖13476 160 

1971-1967; Economy Thermostat. 413079 195 

❖13078 180 
❖13076 160 

1971-1967; Thermostat Gasket. 25140 

1971-1967; Thermostat Gasket (1 Pack). 27140 

1966-1965; Premium Thermostat. 445478 180 

❖45479 195 

1966-1965; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1966-1965; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1966-1965; Thermostat Gasket. 25140 

1966-1965; Thermostat Gasket (1 Pack). 27140 

V-8 400 

1978-1972; Premium Thermostat. 445479 195 

❖45478 180 


V-8 400 - Continued 

1978-1972; OE Type Thermostat. 413479 195 

❖13478 180 
❖13476 160 

1978-1972; Economy Thermostat. 413079 195 

❖13078 180 
❖13076 160 

1978-1972; Thermostat Gasket. 25140 

1978-1972; Thermostat Gasket (1 Pack). 27140 

V-8 413 

1965; Premium Thermostat. 445478 180 

❖45479 195 

1965; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1965; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1965; Thermostat Gasket. 25140 

1965; Thermostat Gasket (1 Pack). 27140 

V-8 426 

1966-1965; Premium Thermostat. 445478 180 

❖45479 195 

1966-1965; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1966-1965; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1966-1965; Thermostat Gasket. 25140 

1966-1965; Thermostat Gasket (1 Pack). 27140 

V-8 440 

1978; Premium Thermostat. 445479 195 

❖45478 180 

1978; OE Type Thermostat. 413479 195 

❖13478 180 
❖13476 160 

1978; Economy Thermostat. 413079 195 

❖13078 180 
❖13076 160 

1978; Thermostat Gasket. 25140 

1978; Thermostat Gasket (1 Pack). 27140 

1976-1967; Premium Thermostat. 445479 195 

❖45478 180 

1976-1967; OE Type Thermostat. 413479 195 

❖13478 180 
❖13476 160 

1976-1967; Economy Thermostat. 413079 195 

❖13078 180 
❖13076 160 

1976-1967; Thermostat Gasket. 25140 

1976-1967; Thermostat Gasket (1 Pack). 27140 

1966; Premium Thermostat. 445478 180 

❖45479 195 

1966; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1966; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 


Omni 
4-Cvl. 1.6 L 

1986; Premium Thermostat. 445869 195 

❖45868 180 

1986; OE Type Thermostat. 413869 195 

❖13868 180 

1986; Thermostat Gasket. 25168 

1986; Thermostat Gasket (1 Pack). 27168 

1985-1983; Premium Thermostat. 445789 195 

❖45788 180 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Dodge - Continued 

Dodge - Continued 

Omni - Continued 

P Series Van - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 1.6 L- Continued 

1985-1983; OE Type Thermostat. ♦13789 195 

❖13788 180 

1985-1983; Thermostat Gasket. 25167 

1985-1983; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 1.7 L 

1983-1980; OE Type Thermostat. 4-13429 195 

1983-1980; Thermostat Gasket. 25167 

1983-1980; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 104 

1979-1978; OE Type Thermostat. 413429 195 

1979-1978; Thermostat Gasket. 25167 

1979-1978; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.2 L 

1990-1981; Premium Thermostat. 445789 195 

❖45788 180 

1990-1981; OE Type Thermostat. 413789 195 

❖13788 180 

1990-1981; Thermostat Gasket. 25167 

1990-1981; Thermostat Gasket (1 Pack). 27167 

P Series Van 

6-Cyl. 170 

1966-1961; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1966-1961; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1966-1961; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1966-1961; Thermostat Gasket. 25138 

1966-1961; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 225 

1978-1967; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1978-1967; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1978-1967; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1978-1967; Thermostat Gasket. 25138 

1978-1967; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 230 

1960-1958; Premium Thermostat. 445478 180 

❖45479 195 

1960-1958; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1960-1958; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1960-1958; Thermostat Gasket. 25140 

1960-1958; Thermostat Gasket (1 Pack). 27140 

V-8 315 

1958; OE Type Thermostat. 413928 180 

❖13926 160 

1958; Thermostat Gasket. 25140 

1958; Thermostat Gasket (1 Pack). 27140 

V-8 318 

I960; Premium Thermostat. 445478 180 

❖45479 195 

1960; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 


V-8 318 - Continued 

I960; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1960; Thermostat Gasket. 25140 

1960; Thermostat Gasket (1 Pack). 27140 

1959; OE Type Thermostat. 413928 180 

❖13926 160 

1959; Thermostat Gasket. 25140 

1959; Thermostat Gasket (1 Pack). 27140 

Polara 

6-Cyl. 225 

1971-1970; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1971-1970; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971-1970; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1971-1970; Thermostat Gasket. 25138 

1971-1970; Thermostat Gasket (1 Pack). 27138 

1964-1963; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1964-1963; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1964-1963; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1964-1963; Thermostat Gasket. 25138 

1964-1963; Thermostat Gasket (1 Pack). 27138 

V-8 318 

1973-1967; Premium Thermostat. 445479 195 

❖45478 180 

1973-1967; OE Type Thermostat. 413479 195 

❖13478 180 
❖13476 160 

1973-1967; Economy Thermostat. 413079 195 

❖13078 180 
❖13076 160 

1973-1967; Thermostat Gasket. 25140 

1973-1967; Thermostat Gasket (1 Pack). 27140 

1966-1963; Premium Thermostat. 445478 180 

❖45479 195 

1966-1963; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1966-1963; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1966-1963; Thermostat Gasket. 25140 

1966-1963; Thermostat Gasket (1 Pack). 27140 

V-8 360 

1973-1971; Premium Thermostat. 445479 195 

❖45478 180 

1973-1971; OE Type Thermostat. 413479 195 

❖13478 180 
❖13476 160 

1973-1971; Economy Thermostat. 413079 195 

❖13078 180 
❖13076 160 

1973-1971; Thermostat Gasket. 25140 

1973-1971; Thermostat Gasket (1 Pack). 27140 

V-8 361 

1962-1960; Premium Thermostat. 445478 180 

❖45479 195 


4 OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Dodge - Continued 

Dodge - Continued 

Polara - Continued 

Polara - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 361 - Continued 

1962-1960; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1962-1960; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1962-1960; Thermostat Gasket. 25140 

1962-1960; Thermostat Gasket (1 Pack). 27140 

V-8 383 

1971-1967; Premium Thermostat. +45479 195 

❖45478 180 

1971 -1967; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1971-1967; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1971-1967; Thermostat Gasket. 25140 

1971-1967; Thermostat Gasket (1 Pack). 27140 

1966-1963; Premium Thermostat. +45478 180 

❖45479 195 

1966-1963; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1966-1963; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1966-1963; Thermostat Gasket. 25140 

1966-1963; Thermostat Gasket (1 Pack). 27140 

1961-1960; Premium Thermostat. +45478 180 

❖45479 195 

1961 -1960; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1961-1960; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1961-1960; Thermostat Gasket. 25140 

1961-1960; Thermostat Gasket (1 Pack). 27140 

V-8 400 

1973-1972; Premium Thermostat. +45479 195 

❖45478 180 

1973-1972; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1973-1972; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1973-1972; Thermostat Gasket. 25140 

1973-1972; Thermostat Gasket (1 Pack). 27140 

V-8 413 

1965; Premium Thermostat. +45478 180 

❖45479 195 

1965; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1965; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1965; Thermostat Gasket. 25140 

1965; Thermostat Gasket (1 Pack). 27140 

1962; Premium Thermostat. +45478 180 

❖45479 195 

1962; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1962; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1962; Thermostat Gasket. 25140 

1962; Thermostat Gasket (1 Pack). 27140 


V-8 426 

1966-1963; Premium Thermostat. +45478 180 

❖45479 195 

1966-1963; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1966-1963; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1966-1963; Thermostat Gasket. 25140 

1966-1963; Thermostat Gasket (1 Pack). 27140 

V-8 440 

1973-1967; Premium Thermostat. +45479 195 

❖45478 180 

1973-1967; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1973-1967; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1973-1967; Thermostat Gasket. 25140 

1973-1967; Thermostat Gasket (1 Pack). 27140 

1966; Premium Thermostat. +45478 180 

❖45479 195 

1966; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1966; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

Raider 

4-Cyl. 2.6 L 

1989-1987; Premium Thermostat. +45869 195 

❖45868 180 

1989-1987; OE Type Thermostat. +13869 195 

❖13868 180 

1989-1987; Thermostat Gasket. 25168 

1989-1987; Thermostat Gasket (1 Pack). 27168 

V-6 3.0 L 

1989; Premium Thermostat. +45869 195 

❖45868 180 

1989; OE Type Thermostat. +13869 195 

❖13868 180 

1989; Thermostat Gasket. 25168 

1989; Thermostat Gasket (1 Pack). 27168 

Ram 50 Pickup 

4-Cvl. 2.0 L 

1989-1981; Premium Thermostat. +45869 195 

❖45868 180 

1989-1981; OE Type Thermostat. +13869 195 

❖13868 180 

1989-1981; Thermostat Gasket. 25168 

1989-1981; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.3 L Diesel 

1985-1983; Premium Thermostat. +45398 180 

❖45399 195 

1985-1983; OE Type Thermostat. +13398 180 

❖13399 195 

1985-1983; Thermostat Gasket. 25168 

1985-1983; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.4 L 

1993-1990; Premium Thermostat. +45869 195 

❖45868 180 

1993-1990; OE Type Thermostat. +13869 195 

❖13868 180 

1993-1990; Thermostat Gasket. 25168 

1993-1990; Thermostat Gasket (1 Pack). 27168 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application Number p™ 

Application Number p™ 

Dodge - Continued 

Dodge - Continued 

Ram 50 Pickup - Continued 

Ramcharger - Continued 


4-Cyl. 2.6 L 

1989-1986; Premium Thermostat. ♦45869 195 

❖45868 180 

1989-1986; OE Type Thermostat. ♦13869 195 

❖13868 180 

1989-1986; Thermostat Gasket. 25168 

1989-1986; Thermostat Gasket (1 Pack). 27168 

1985-1982; Premium Thermostat. ♦45868 180 

❖45869 195 

1985-1982; OE Type Thermostat. ♦13868 180 

❖13869 195 

1985-1982; Thermostat Gasket. 25168 

1985-1982; Thermostat Gasket (1 Pack). 27168 

1981; Premium Thermostat. ♦45869 195 

❖45868 180 

1981; OE Type Thermostat. ♦ISSeg 195 

❖13868 180 

1981; Thermostat Gasket. 25168 

1981; Thermostat Gasket (1 Pack). 27168 

V-6 3.0 L 

1991-1990; Premium Thermostat. ♦45869 195 

❖45868 180 

1991-1990; OE Type Thermostat. ♦13869 195 

❖13868 180 

1991-1990; Thermostat Gasket. 25168 

1991-1990; Thermostat Gasket (1 Pack). 27168 


Ram Series Pickup 
6-Cyl. 5.9 L Diesel 

1994; OE Type Thermostat. ♦14248 180 

1994; Thermostat Seal - Lower. 25291 

1994; Thermostat Seal - Upper. 25292 

V-10 8.0 L 

1994; Heavy-Duty Thermostat. ♦014539 190 

❖014538 180 
❖014537 170 
❖014536 160 


1994; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 


Material. 27103 

1994; Thermostat Seal. 25020 

V-6 3.9 L 

1994; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1994; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1994; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994; Thermostat Gasket. 25138 

1994; Thermostat Gasket (1 Pack). 27138 

V-8 5.2 L; V-8 5.9 L 

1994; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1994; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994; Thermostat Gasket. 25138 

1994; Thermostat Gasket (1 Pack). 27138 


Ramcharger 

6-Cyl. 225 

1979-1974; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1974; OE Type Thermostat. ^13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


6-Cyl. 225 - Continued 

1979-1974; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1979-1974; Thermostat Gasket. 25138 

1979-1974; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 3.7 L 

1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

V-8 318 

1979; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978-1974; Premium Thermostat. ♦45479 195 

❖45478 180 

1978-1974; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

1978-1974; Economy Thermostat. ^13079 195 

❖13078 180 
❖13076 160 

1978-1974; Thermostat Gasket. 25140 

1978-1974; Thermostat Gasket (1 Pack). 27140 

V-8 360 

1979; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978-1974; Premium Thermostat. ♦45479 195 

❖45478 180 

1978-1974; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1978-1974; Economy Thermostat. ♦13079 195 

❖13078 180 
❖13076 160 

1978-1974; Thermostat Gasket. 25140 

1978-1974; Thermostat Gasket (1 Pack). 27140 

V-8 400 

1978-1976; Premium Thermostat. ♦45479 195 

❖45478 180 

1978-1976; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1978-1976; Economy Thermostat. ♦13079 195 

❖13078 180 
❖13076 160 

1978-1976; Thermostat Gasket. 25140 

1978-1976; Thermostat Gasket (1 Pack). 27140 

1974; Premium Thermostat. ♦45479 195 

❖45478 180 

1974; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 


♦ OE Temperature. ❖ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application Number p™ 

Application Number p™ 

Dodge - Continued 

Dodge - Continued 

Ramcharger - Continued 

Royal - Continued 


V-8 400 - Continued 


1974; Economy Thermostat. 

1974; Thermostat Gasket. 

. ♦ 13079 

❖13078 
❖13076 
. 25140 

195 

180 

160 

1974; Thermostat Gasket (1 Pack). 

'-8 440 

. 27140 


1978-1974; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1978-1974; OE Type Thermostat. 

. ♦13479 

195 

❖13478 

180 


❖13476 

160 

1978-1974; Economy Thermostat. 

. ♦13079 

195 

❖13078 

180 


❖13076 

160 

1978-1974; Thermostat Gasket. 

. 25140 


1978-1974; Thermostat Gasket (1 Pack). 

'-8 5.2 L 

. 27140 


1993-1980; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1993-1980; Economy Thermostat. 

. ♦13009 

195 

❖13008 

180 


❖13006 

160 

1993-1980; Thermostat Gasket. 

. 25138 


1993-1980; Thermostat Gasket (1 Pack). 

'-8 5.9 L 

. 27138 


1993-1984; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1993-1984; Economy Thermostat. 

. ♦13009 

195 

❖13008 

180 


❖13006 

160 

1993-1984; Thermostat Gasket. 

. 25138 


1993-1984; Thermostat Gasket (1 Pack). 

. 27138 


1981-1980; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1981-1980; Economy Thermostat. 

. ♦13009 

195 

❖13008 

180 


❖13006 

160 

1981-1980; Thermostat Gasket. 

. 25138 


1981-1980; Thermostat Gasket (1 Pack). 

. 27138 



Rampage 

4-Cvl. 2.2 L 



1984-1982; Premium Thermostat. 

. ♦45789 

195 


❖45788 

180 

1984-1982; OE Type Thermostat. 

. ♦13789 

195 


❖13788 

180 

1984-1982; Thermostat Gasket. 

. 25168 


1984-1982; Thermostat Gasket (1 Pack). 

. 27168 


Royal 


V-8 241 


1954; Premium Thermostat. 

. ♦45478 

180 


❖45479 

195 

1954; OE Type Thermostat. 

. ♦13478 

180 


❖13479 

195 


❖13476 

160 

1954; Economy Thermostat. 

. ♦13078 

180 


❖13079 

195 


❖13076 

160 

1954; Thermostat Gasket. 

. 25140 


1954; Thermostat Gasket (1 Pack). 

. 27140 


V-8 270 



1956-1955; Premium Thermostat. 

. ♦45478 

180 


❖45479 

195 

1956-1955; OE Type Thermostat. 

. ♦13478 

180 


❖13479 

195 


❖13476 

160 


V-8 270 - Continued 

1956-1955; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1956-1955; Thermostat Gasket. 25140 

1956-1955; Thermostat Gasket (1 Pack). 27140 

V-8 315 

1956; Premium Thermostat. ♦45478 180 

❖45479 195 

1956; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1956; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1956; Thermostat Gasket. 25140 

1956; Thermostat Gasket (1 Pack). 27140 

V-8 325 

1958-1957; Premium Thermostat. ♦45478 180 

❖45479 195 

1958-1957; OE Type Thermostat. ^13478 180 

❖13479 195 
❖13476 160 

1958-1957; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

1958-1957; Thermostat Gasket. 25140 

1958- 1957; Thermostat Gasket (1 Pack). 27140 

V-8 350 

1958; Premium Thermostat. ♦45478 180 

❖45479 195 

1958; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1958; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

1958; Thermostat Gasket. 25140 

1958; Thermostat Gasket (1 Pack). 27140 

V-8 354 

1957; Premium Thermostat. ♦45478 180 

❖45479 195 

1957; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1957; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1957; Thermostat Gasket. 25140 

1957; Thermostat Gasket (1 Pack). 27140 

V-8 361 

1959- 1958; Premium Thermostat. ♦45478 180 

❖45479 195 

1959-1958; OE Type Thermostat. ^13478 180 

❖13479 195 
❖13476 160 

1959-1958; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1959-1958; Thermostat Gasket. 25140 

1959-1958; Thermostat Gasket (1 Pack). 27140 

V-8 383 

1959; Premium Thermostat. ♦45478 180 

❖45479 195 

1959; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1959; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1959; Thermostat Gasket. 25140 

1959; Thermostat Gasket (1 Pack). 27140 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application Number p™ 

Application Number p™ 

Dodge - Continued 

Dodge - Continued 

Royal Monaco 

St. Regis 


V-8 318 

1977; Premium Thermostat. ♦45479 195 

0-45478 180 

1977; OE Type Thermostat. 4-13479 195 

0-13478 180 
0-13476 160 

1977; Economy Thermostat. 413079 195 

0-13078 180 
0-13076 160 

1977; Thermostat Gasket. 25140 

1977; Thermostat Gasket (1 Pack). 27140 

V-8 360; V-8 400; V-8 440 

1977-1975; Premium Thermostat. 445479 195 

0-45478 180 

1977-1975; OE Type Thermostat. 413479 195 

0-13478 180 
0-13476 160 

1977-1975; Economy Thermostat. 413079 195 

0-13078 180 
0-13076 160 

1977-1975; Thermostat Gasket. 25140 

1977-1975; Thermostat Gasket (1 Pack). 27140 

Shadow 

4-Cvl. 2.2 L 

1994-1987; Premium Thermostat. 445789 195 

0-45788 180 

1994-1987; OE Type Thermostat. 413789 195 

0-13788 180 

1994-1987; Thermostat Gasket. 25167 

1994-1987; Thermostat Gasket (1 Pack). 27167 

4-Cvl. 2.5 L 

1994-1988; Premium Thermostat. 445789 195 

0-45788 180 

1994-1988; OE Type Thermostat. 413789 195 

0-13788 180 

1994-1988; Thermostat Gasket. 25167 

1994-1988; Thermostat Gasket (1 Pack). 27167 

V-6 3.0 L 

1994-1992; Premium Thermostat. 445869 195 

0-45868 180 

1994-1992; OE Type Thermostat. 413869 195 

0-13868 180 

1994-1992; Thermostat Gasket. 25168 

1994-1992; Thermostat Gasket (1 Pack). 27168 

Spirit 

4-Cvl. 2.2 L 

1992-1991; Premium Thermostat. 445789 195 

0-45788 180 

1992-1991; OE Type Thermostat. 413789 195 

0-13788 180 

1992-1991; Thermostat Gasket. 25167 

1992-1991; Thermostat Gasket (1 Pack). 27167 

4-Cvl. 2.5 L 

1994-1989; Premium Thermostat. 445789 195 

0-45788 180 

1994-1989; OE Type Thermostat. 413789 195 

0-13788 180 

1994-1989; Thermostat Gasket. 25167 

1994-1989; Thermostat Gasket (1 Pack). 27167 

V-6 3.0 L 

1994-1989; Premium Thermostat. 445869 195 

0-45868 180 

1994-1989; OE Type Thermostat. 413869 195 

0-13868 180 

1994-1989; Thermostat Gasket. 25168 

1994-1989; Thermostat Gasket (1 Pack). 27168 


6-Cyl. 225 

1979; Premium Thermostat. 445359 195 

0-45358 180 
0-45356 160 

1979; OE Type Thermostat. 413359 195 

0-13352 205 
0-13358 180 
0-13356 160 

1979; Economy Thermostat. 413009 195 

0-13008 180 
0-13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 3.7 L 

1981-1980; Premium Thermostat. 445359 195 

0-45358 180 
0-45356 160 

1981-1980; OE Type Thermostat. 413359 195 

0-13352 205 
0-13358 180 
0-13356 160 

1981-1980; Economy Thermostat. 413009 195 

0-13008 180 
0-13006 160 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 

V-8 318 

1979; Premium Thermostat. 445359 195 

0-45358 180 
0-45356 160 

1979; Economy Thermostat. 413009 195 

0-13008 180 
0-13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

V-8 360 

1979; Premium Thermostat. 445359 195 

0-45358 180 
0-45356 160 

1979; Economy Thermostat. 413009 195 

0-13008 180 
0-13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

V-8 5.2 L 

1981-1980; Premium Thermostat. 445359 195 

0-45358 180 
0-45356 160 

1981-1980; Economy Thermostat. 413009 195 

0-13008 180 
0-13006 160 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 

V-8 5.9 L 

1980; Premium Thermostat. 445359 195 

0-45358 180 
0-45356 160 

1980; Economy Thermostat. 413009 195 

0-13008 180 
0-13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

Stealth 

V-6 3.0 L 

1994-1993; OE Type Thermostat; W/DOHC Eng. 413869 195 

0-13868 180 

1994-1993; OE Exact Thermostat; W/SOHC Eng. 4048217 170 

1994-1993; OE Type Thermostat; W/SOHC Eng. 414127 170 

0-14128 180 

1994-1993; Thermostat Gasket. 25168 

1994-1993; Thermostat Gasket (1 Pack). 27168 


4 OE Temperature. O- Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. O Seal Included. 

❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Eagle - Continued 

Edsel - Continued 

Talon - Continued 

Pacer - Continued 


Application 


Part Tem 
Number p °F 


4-Cyl. 2.0 L- Continued 

1994-1990; Thermostat Gasket. 25168 

1994-1990; Thermostat Gasket (1 Pack). 27168 


Vision 

V-6 3.3 L; V-6 3.5 L 

1994-1993; Premium Thermostat. ♦45209 195 

1994-1993; OE Type Thermostat. ♦14209 195 

1994-1993; Thermostat Gasket. 25186 

1994-1993; Thermostat Gasket (1 Pack). 27186 


Edsel 


Bermuda 

V-8 361 

1958; Premium Thermostat. ♦45478 180 

❖45479 195 

1958; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1958; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1958; Thermostat Gasket. 25140 

1958; Thermostat Gasket (1 Pack). 27140 

Citation 

V-8 410 

1958; Premium Thermostat. ♦45478 180 

❖45479 195 

1958; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1958; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

1958; Thermostat Gasket. 25140 

1958; Thermostat Gasket (1 Pack). 27140 


Corsair 

V-8 332 

1959; Premium Thermostat. ♦45478 180 

❖45479 195 

1959; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1959; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

1959; Thermostat Gasket. 25140 

1959; Thermostat Gasket (1 Pack). 27140 

V-8 410 

1958; Premium Thermostat. ♦45478 180 

❖45479 195 

1958; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1958; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

1958; Thermostat Gasket. 25140 

1958; Thermostat Gasket (1 Pack). 27140 

Pacer 

V-8 361 

1958; Premium Thermostat. ♦45478 180 

❖45479 195 

1958; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 


V-8 361 - Continued 

1958; Thermostat Gasket (1 Pack). 27140 


Ranger 

6-Cvl. 223 

1960-1959; Premium Thermostat. ♦45478 180 

❖45479 195 

1960-1959; OE Type Thermostat. ^13478 180 

❖13479 195 
❖13476 160 

1960-1959; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

V-8 292 

1960-1959; Premium Thermostat. ♦45478 180 

❖45479 195 

1960-1959; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1960-1959; Economy Thermostat. ^13078 180 

❖13079 195 
❖13076 160 

1960-1959; Thermostat Gasket. 25140 

1960-1959; Thermostat Gasket (1 Pack). 27140 

V-8 332 

1959; Premium Thermostat. ♦45478 180 

❖45479 195 

1959; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1959; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1959; Thermostat Gasket. 25140 

1959; Thermostat Gasket (1 Pack). 27140 

V-8 352 

I960; Premium Thermostat. ♦45478 180 

❖45479 195 

1960; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1960; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1960; Thermostat Gasket. 25140 

1960; Thermostat Gasket (1 Pack). 27140 

V-8 361 

1959-1958; Premium Thermostat. ♦45478 180 

❖45479 195 

1959-1958; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1959-1958; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1959-1958; Thermostat Gasket. 25140 

1959-1958; Thermostat Gasket (1 Pack). 27140 


Roundup 

V-8 361 

1958; Premium Thermostat. ♦45478 180 

❖45479 195 

1958; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1958; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1958; Thermostat Gasket. 25140 

1958; Thermostat Gasket (1 Pack). 27140 


1958; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

1958; Thermostat Gasket. 25140 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Edsel - Continued 

Fiat - Continued 

Villager 

124- Continued 


Application 


Part Tem 
Number p °F 


6-Cvl. 223 

1960-1959; Premium Thermostat. ♦45478 180 

0-45479 195 

1960-1959; OE Type Thermostat. ♦13478 180 

0-13479 195 
0-13476 160 

1960-1959; Economy Thermostat. ^13078 180 

0-13079 195 
0-13076 160 

V-8 292 

I960; Premium Thermostat. ♦45478 180 

0-45479 195 

1960; OE Type Thermostat. ♦13478 180 

0-13479 195 
0-13476 160 

1960; Economy Thermostat. ♦13078 180 

0-13079 195 
0-13076 160 

1960; Thermostat Gasket. 25140 

1960; Thermostat Gasket (1 Pack). 27140 

V-8 332 

1959; Premium Thermostat. ♦45478 180 

0-45479 195 

1959; OE Type Thermostat. ♦13478 180 

0-13479 195 
0-13476 160 

1959; Economy Thermostat. ♦13078 180 

0-13079 195 
0-13076 160 

1959; Thermostat Gasket. 25140 

1959; Thermostat Gasket (1 Pack). 27140 

V-8 352 

I960; Premium Thermostat. ^45478 180 

0-45479 195 

1960; OE Type Thermostat. ♦13478 180 

0-13479 195 
0-13476 160 

1960; Economy Thermostat. ♦13078 180 

0-13079 195 
0-13076 160 

1960; Thermostat Gasket. 25140 

1960; Thermostat Gasket (1 Pack). 27140 

V-8 361 

1959-1958; Premium Thermostat. ^45478 180 

0-45479 195 

1959-1958; OE Type Thermostat. ^13478 180 

0-13479 195 
0-13476 160 

1959-1958; Economy Thermostat. ♦ISOTS 180 

0-13079 195 
0-13076 160 

1959-1958; Thermostat Gasket. 25140 

1959-1958; Thermostat Gasket (1 Pack). 27140 



4-Cyl. 107 

1974; Premium Thermostat. ♦45359 195 

0-45358 180 
0-45356 160 

1974; OE Type Thermostat. ♦ISSSg 195 

0-13352 205 
0-13358 180 
0-13356 160 

1974; Economy Thermostat. ♦13009 195 

0-13008 180 
0-13006 160 

1974; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 


4-Cyl. 88 

1970-1968; Premium Thermostat. ♦45358 180 

0-45359 195 
0-45356 160 

1970-1968; OE Type Thermostat. ♦ISSSS 180 

0-13352 205 
0-13359 195 
0-13356 160 

1970- 1968; Economy Thermostat. ♦13008 180 

0-13009 195 
0-13006 160 

4-Cyl. 97 

1974; Premium Thermostat. ♦45359 195 

0-45358 180 
0-45356 160 

1974; OE Type Thermostat. ♦ISSSg 195 

0-13352 205 
0-13358 180 
0-13356 160 

1974; Economy Thermostat. ^13009 195 

0-13008 180 
0-13006 160 

1974; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

4-Cyl. 98 

1973; Premium Thermostat. ♦45358 180 

0-45359 195 
0-45356 160 

1973; OE Type Thermostat. ♦ISSSS 180 

0-13352 205 
0-13359 195 
0-13356 160 

1973; Economy Thermostat. ♦13008 180 

0-13009 195 
0-13006 160 

1973; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

128 

4-Cyl. 68 

1973; Premium Thermostat. ♦45378 180 

0-45379 195 

1973; OE Type Thermostat. ♦ISSTS 180 

0-13379 195 
0-13376 160 

1973; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

1972-1971; Premium Thermostat. ♦45378 180 

-045379 195 

1972-1971; OE Type Thermostat. ♦I3378 180 

0-13379 195 
0-13376 160 

1972-1971; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

1972-1971; Thermostat Seal. 25269 

1972-1971; Thermostat Seal (1 Pack). 27269 

4-Cyl. 79 

1973; Premium Thermostat. ♦45378 180 

0-45379 195 

1973; OE Type Thermostat. ♦ 13378 180 

0-13379 195 
0-13376 160 

1973; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

850 

4-Cyl. 50 

1971- 1968; Premium Thermostat. ♦45359 195 

0-45358 180 
0-45356 160 


♦ OE Temperature. O- Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. -0 Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Ford - Continued 

Ford - Continued 

Aerostar - Continued 

Bronco - Continued 


Application 


Part Tem 
Number p °F 


V-6 2.8 L - Continued 

1986; OE Type Thermostat. +13379 195 

+13378 180 
+13376 160 

1986; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

V-6 3.0 L 

1994-1986; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1994-1986; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1994-1986; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1994-1986; Thermostat Gasket. 25138 

1994-1986; Thermostat Gasket (1 Pack). 27138 

V-6 4.0 L 

1994-1990; Premium Thermostat. +45369 195 

+45368 180 

1994-1990; OE Type Thermostat. +13959 195 

+13958 180 

1994-1990; Thermostat Seal. 25279 


1994-1990; Thermostat Seal (1 Pack). 27279 


Aspire 

4-Cyl. 1.3 L 



1994; Premium Thermostat. 

. +45869 

195 


+45868 

180 

1994; OE Type Thermostat. 

. +13869 

195 


+13868 

180 

1994; Thermostat Gasket. 

. 25168 


1994; Thermostat Gasket (1 Pack). 

. 27168 


Bronco 


6-Cyl. 170 


1972-1970; Premium Thermostat. 

1972-1970; OE Type Thermostat. 

1972-1970; Economy Thermostat. 

1972-1970; Thermostat Gasket. 

. +45359 

+45358 

+45356 

. +13359 

+13352 

+13358 

+13356 

. +13009 

+13008 
+13006 
. 25149 

195 

180 

160 

195 

205 

180 

160 

195 

180 

160 

1972-1970; Thermostat Gasket (1 Pack). 

. 27149 


1969-1966; Premium Thermostat. 

. +45359 

195 


+45358 

180 


+45356 

160 

1969-1966; OE Type Thermostat. 

. +13359 

195 

+13352 

205 


+13358 

180 


+13356 

160 

1969-1966; Economy Thermostat. 

. +13009 

195 

+13008 

180 


+13006 

160 

1969-1966; Thermostat Gasket. 

. 25138 


1969-1966; Thermostat Gasket (1 Pack). 

6-Cyl. 200 

. 27138 


1974-1973; Premium Thermostat. 

. +45359 

195 


+45358 

180 


+45356 

160 

1974-1973; OE Type Thermostat. 

. +13359 

195 

+13352 

205 


+13358 

180 


+13356 

160 

1974-1973; Economy Thermostat. 

. +13009 

195 

+13008 

180 


+13006 

160 


6-Cyl. 200 - Continued 

1974-1973; Thermostat Gasket. 25149 

1974-1973; Thermostat Gasket (1 Pack). 27149 

6-Cyl. 4.9 L 

1992-1991; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1992-1991; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1992-1991; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1992-1991; Thermostat Gasket. 25150 

1992-1991; Thermostat Gasket (1 Pack). 27150 

1983-1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1983-1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1983-1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1983-1980; Thermostat Gasket. 25150 

1983-1980; Thermostat Gasket (1 Pack). 27150 

V-8 289 

1968-1967; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1968-1967; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1968-1967; Thermostat Gasket. 25150 

1968-1967; Thermostat Gasket (1 Pack). 27150 

V-8 302 

1977-1969; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1977-1969; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1977-1969; Thermostat Gasket. 25150 

1977-1969; Thermostat Gasket (1 Pack). 27150 

V-8 351 

1979-1978; OE Type Thermostat; W/Modified Eng. +13469 195 

+13468 180 

1979-1978; Premium Thermostat; W/Windsor Eng. +45359 195 

+45358 180 
+45356 160 

1979-1978; Economy Thermostat; W/Windsor Eng. +13009 195 

+13008 180 
+13006 160 

1979-1978; Thermostat Gasket (1 Pack); W/Modified Eng. 27168 

1979-1978; Thermostat Gasket; W/Modified Eng. 25168 

1979-1978; Thermostat Gasket (1 Pack); W/Windsor Eng. 27150 

1979-1978; Thermostat Gasket; W/Windsor Eng. 25150 

V-8 400 

1979-1978; OE Type Thermostat. +13469 195 

+13468 180 

1979-1978; Thermostat Gasket. 25168 

1979-1978; Thermostat Gasket (1 Pack). 27168 

V-8 5.0 L 

1994-1991; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1994-1991; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1994-1991; Thermostat Gasket. 25150 


♦ OE Temperature. + Alternate Temperature. 


441 












































































Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

Bronco - Continued 

Bronco Full Size - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 5.0 L - Continued 

1994-1991; Thermostat Gasket (1 Pack). 27150 

1983-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1983-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1983-1980; Thermostat Gasket. 25150 

1983-1980; Thermostat Gasket (1 Pack). 27150 

V-8 5.8 L 

1994-1991; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1994-1991; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1991; Thermostat Gasket. 25150 

1994-1991; Thermostat Gasket (1 Pack). 27150 

1983-1982; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1983-1982; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1983-1982; Thermostat Gasket. 25150 

1983-1982; Thermostat Gasket (1 Pack). 27150 

1981-1980; OE Type Thermostat. ♦13469 195 

❖13468 180 

1981-1980; Thermostat Gasket. 25149 

1981-1980; Thermostat Gasket (1 Pack). 27149 


Bronco Compact 

4-Cvl. 2.3 L Diesel 

1985; Premium Thermostat. ♦045829 195 

❖045828 180 
❖045820 192 

1985; OE Type Thermostat. ♦013829 195 

❖013828 180 
❖013820 192 

1985; Thermostat Gasket. 25174 

1985; Thermostat Gasket (1 Pack). 27174 

V-6 2.8 L 

1985-1984; Premium Thermostat. ♦45379 195 

❖45378 180 

1985-1984; OE Type Thermostat. ♦ 13379 195 

❖13378 180 
❖13376 160 

1985-1984; Thermostat Gasket. 25168 

1985-1984; Thermostat Gasket (1 Pack). 27168 

V-6 2.9 L 

1990-1986; Premium Thermostat. ♦45369 195 

❖45368 180 

1990-1986; OE Type Thermostat. ♦13959 195 

❖13958 180 

1990-1986; Thermostat Seal. 25279 

1990-1986; Thermostat Seal (1 Pack). 27279 

Bronco Full Size 

6-Cvl. 4.9 L 

1990-1984; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1990-1984; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1990-1984; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1990-1984; Thermostat Gasket. 25150 

1990-1984; Thermostat Gasket (1 Pack). 27150 


V-8 5.0 L; V-8 5.8 L 

1990-1984; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1990-1984; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1990-1984; Thermostat Gasket. 25150 

1990-1984; Thermostat Gasket (1 Pack). 27150 

Country Sedan 

V-8 302 

1972-1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1972-1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1972-1971; Thermostat Gasket. 25150 

1972- 1971; Thermostat Gasket (1 Pack). 27150 

V-8 351 

1974-1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1974-1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1974-1971; Thermostat Gasket. 25150 

1974-1971; Thermostat Gasket (1 Pack). 27150 

V-8 390 

1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1971; Thermostat Gasket. 25153 

1971; Thermostat Gasket (1 Pack). 27153 

V-8 400 

1974-1971 ;OE Type Thermostat. ♦13469 195 

❖13468 180 

1974-1971; Thermostat Gasket. 25168 

1974-1971; Thermostat Gasket (1 Pack). 27168 

V-8 429 

1973- 1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1973-1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1973-1971; Thermostat Gasket. 25168 

1973- 1971; Thermostat Gasket (1 Pack). 27168 

V-8 460 

1974- 1973; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1974-1973; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1974-1973; Thermostat Gasket. 25168 

1974-1973; Thermostat Gasket (1 Pack). 27168 


Country Squire 

V-8 302 

1972-1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1972-1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1972-1971; Thermostat Gasket. 25150 

1972-1971; Thermostat Gasket (1 Pack). 27150 


♦ OE Temperature. ❖ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Ford - Continued 

Ford - Continued 

Country Squire - Continued 

Courier - Continued 


Application 


Part Tem 
Number p °F 


V-8 351 

1974-1971; Premium Thermostat. ♦45359 195 


❖45358 180 
❖45356 160 

1974-1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1974-1971; Thermostat Gasket. 25150 

1974-1971; Thermostat Gasket (1 Pack). 27150 

V-8 390 

1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1971; Thermostat Gasket. 25153 

1971; Thermostat Gasket (1 Pack). 27153 

V-8 400 

1974-1971; OE Type Thermostat. >13469 195 

❖13468 180 

1974-1971; Thermostat Gasket. 25168 

1974-1971; Thermostat Gasket (1 Pack). 27168 

V-8 429 

1973-1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1973-1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1973-1971; Thermostat Gasket. 25168 

1973- 1971; Thermostat Gasket (1 Pack). 27168 

V-8 460 

1974- 1973; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1974-1973; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1974-1973; Thermostat Gasket. 25168 

1974-1973; Thermostat Gasket (1 Pack). 27168 

V-8 5.0 L 

1991-1987; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1991-1987; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1991-1987; Thermostat Gasket. 25150 

1991-1987; Thermostat Gasket (1 Pack). 27150 

V-8 5.8 L (Canada) 

1988-1987; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1988-1987; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1988-1987; Thermostat Gasket. 25150 

1988-1987; Thermostat Gasket (1 Pack). 27150 


Courier 
4-Cy 1.110 

1978-1972; Premium Thermostat. ♦45369 195 

❖45368 180 

1978-1972; OE Type Thermostat. ♦ 13369 195 

❖13368 180 
❖13366 160 

1978-1972; Thermostat Gasket. 25185 

4-Cyl. 122 

1979; Premium Thermostat. ♦45369 195 

❖45368 180 


4-Cyl. 122 - Continued 

1979; OE Type Thermostat. ♦ISSeg 195 

❖13368 180 
❖13366 160 

1979; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

4-Cyl. 140 

1979-1977; Premium Thermostat. ♦45349 195 

❖45348 180 

1979-1977; OE Type Thermostat. ♦13349 195 

❖13348 180 

1979-1977; Thermostat Gasket. 25164 

1979-1977; Thermostat Gasket (1 Pack). 27164 

4-Cyl. 2.0 L 

1982-1980; Premium Thermostat. ♦45369 195 

❖45368 180 

1982-1980; OE Type Thermostat. ♦13369 195 

❖13368 180 
❖13366 160 

1982-1980; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

4-Cyl. 2.3 L 

1982-1980; Premium Thermostat. ♦45349 195 

❖45348 180 

1982-1980; OE Type Thermostat. ♦13349 195 

❖13348 180 

1982-1980; Thermostat Gasket. 25164 

1982-1980; Thermostat Gasket (1 Pack). 27164 

6-Cyl. 223 

1958-1954; Premium Thermostat. ♦45479 195 

❖45478 180 

1958-1954; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

V-8 272 

1957-1955; Premium Thermostat. ♦45479 195 

❖45478 180 

1957-1955; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

V-8 292 

1960-1957; Premium Thermostat. ♦45479 195 

❖45478 180 

1960-1957; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 


Crestline 

6-Cyl. 223 

1954; Premium Thermostat. ♦45478 180 

❖45479 195 

1954; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1954; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

V-8 239 

1954; Premium Thermostat. ♦45478 180 

❖45479 195 

1954; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1954; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1953-1952; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

Crestline - Continued 

Custom - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 239 - Continued 

1953-1952; OE Type Thermostat. ♦13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1953-1952; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1953-1952; Thermostat Gasket. 25138 

1953-1952; Thermostat Gasket (1 Pack). 27138 

V-8 256 

1954; Premium Thermostat. ♦45478 180 

❖45479 195 

1954; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1954; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 


Crown Victoria 
V-8 4.6 L 

1994-1992; Premium Thermostat. ♦45399 195 

❖45398 180 

1994-1992; OE Type Thermostat. ♦13399 195 

❖13398 180 

1994-1992; Thermostat Seal. 25290 

1994-1992; Thermostat Seal (1 Pack). 27290 


Custom 

6-Cvl. 223 

1964; Premium Thermostat. ^45479 195 

❖45478 180 

1964; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1964; Economy Thermostat. ♦ISOTO 195 

❖13078 180 
❖13076 160 

1960-1957; Premium Thermostat. ♦45478 180 

❖45479 195 

1960-1957; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1960-1957; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

6-Cvl. 226 

1951-1949; Premium Thermostat. ♦45478 180 

❖45479 195 

1951 -1949; OE Type Thermostat. ^13478 180 

❖13479 195 
❖13476 160 

1951-1949; Economy Thermostat. ^13078 180 

❖13079 195 
❖13076 160 

1951-1949; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

6-Cyl. 240 

1972-1965; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1972-1965; OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972-1965; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1972-1965; Thermostat Gasket. 25149 

1972-1965; Thermostat Gasket (1 Pack). 27149 


V-8 239 

1951-1949; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1951 -1949; OE Type Thermostat. ^13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1951-1949; Economy Thermostat. ^13008 180 

❖13009 195 
❖13006 160 

1951-1949; Thermostat Gasket. 25138 

1951-1949; Thermostat Gasket (1 Pack). 27138 

V-8 272 

1957; Premium Thermostat. ♦45478 180 

❖45479 195 

1957; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1957; Economy Thermostat. ^13078 180 

❖13079 195 
❖13076 160 

V-8 289 

1967-1966; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1967-1966; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1967-1966; Thermostat Gasket. 25150 

1967-1966; Thermostat Gasket (1 Pack). 27150 

1965; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1965; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1965; Thermostat Gasket (1 Pack); Mar. 1 & Newer. 27153 

1965; Thermostat Gasket; Mar. 1 & Newer. 25153 

1965; Thermostat Gasket (1 Pack); Feb. & Older. 27135 

1965; Thermostat Gasket; Feb. & Older. 25135 

1964; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1964; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1964; Thermostat Gasket. 25135 

1964; Thermostat Gasket (1 Pack). 27135 

V-8 292 

1960-1957; Premium Thermostat. ♦45478 180 

❖45479 195 

1960-1957; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1960-1957; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

V-8 302 

1972-1968; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1972-1968; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1972-1968; Thermostat Gasket. 25150 

1972-1968; Thermostat Gasket (1 Pack). 27150 

V-8 351 

1972-1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 


444 







































































Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

Custom - Continued 

Custom - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 351 - Continued 

1972-1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1972-1971; Thermostat Gasket. 25150 

1972-1971; Thermostat Gasket (1 Pack). 27150 

1970; OE Type Thermostat; W/Cleveland Eng. >13469 195 

❖13468 180 

1970; Premium Thermostat; W/Windsor Eng. >45359 195 

❖45358 180 
❖45356 160 

1970; Economy Thermostat; W/Windsor Eng. >13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket (1 Pack); W/Cleveland Eng. 27168 

1970; Thermostat Gasket; W/Cleveland Eng. 25168 

1970; Thermostat Gasket (1 Pack); W/Windsor Eng. 27150 

1970; Thermostat Gasket; W/Windsor Eng. 25150 

1969; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1969; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1969; Thermostat Gasket. 25168 

1969; Thermostat Gasket (1 Pack). 27168 

V-8 352 

1966-1964; Premium Thermostat. >45479 195 

❖45478 180 

1966-1964; OE Type Thermostat. >13479 195 

❖13478 180 
❖13476 160 

1966-1964; Economy Thermostat. >13079 195 

❖13078 180 
❖13076 160 

1966-1964; Thermostat Gasket. 25140 

1966-1964; Thermostat Gasket (1 Pack). 27140 

1960-1958; Premium Thermostat. >45478 180 

❖45479 195 

1960-1958; OE Type Thermostat. >13478 180 

❖13479 195 
❖13476 160 

1960-1958; Economy Thermostat. >13078 180 

❖13079 195 
❖13076 160 

1960-1958; Thermostat Gasket. 25140 

1960-1958; Thermostat Gasket (1 Pack). 27140 

V-8 390 

1971-1967; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1971-1967; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1971-1967; Thermostat Gasket. 25153 

1971- 1967; Thermostat Gasket (1 Pack). 27153 

1966-1964; Premium Thermostat. >45479 195 

❖45478 180 

1966-1964; OE Type Thermostat. >13479 195 

❖13478 180 
❖13476 160 

1966-1964; Economy Thermostat. >13079 195 

❖13078 180 
❖13076 160 

1966-1964; Thermostat Gasket. 25140 

1966-1964; Thermostat Gasket (1 Pack). 27140 

V-8 400 

1972- 1971; OE Type Thermostat. >13469 195 

❖13468 180 


V-8 400 - Continued 

1972-1971; Thermostat Gasket. 25168 

1972-1971; Thermostat Gasket (1 Pack). 27168 

V-8 427 

1967; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1967; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25153 

1967; Thermostat Gasket (1 Pack). 27153 

1966-1964; Premium Thermostat. >45479 195 

❖45478 180 

1966-1964; OE Type Thermostat. >13479 195 

❖13478 180 
❖13476 160 

1966-1964; Economy Thermostat. >13079 195 

❖13078 180 
❖13076 160 

1966-1964; Thermostat Gasket. 25140 

1966-1964; Thermostat Gasket (1 Pack). 27140 

V-8 428 

1968-1967; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1968-1967; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1968-1967; Thermostat Gasket. 25153 

1968-1967; Thermostat Gasket (1 Pack). 27153 

1966; Premium Thermostat. >45479 195 

❖45478 180 

1966; OE Type Thermostat. >13479 195 

❖13478 180 
❖13476 160 

1966; Economy Thermostat. >13079 195 

❖13078 180 
❖13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

V-8 429 

1972-1969; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1972-1969; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1972-1969; Thermostat Gasket. 25168 

1972-1969; Thermostat Gasket (1 Pack). 27168 

Custom 500 

6-Cyl. 240 

1972-1971; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1972-1971 ;OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972-1971; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1972-1971; Thermostat Gasket. 25149 

1972-1971; Thermostat Gasket (1 Pack). 27149 

V-8 302 

1972-1971; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1972-1971; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1972-1971; Thermostat Gasket. 25150 


> OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

Custom 500 - Continued 

Customline - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 302 - Continued 

1972- 1971; Thermostat Gasket (1 Pack). 27150 

V-8 351 

1977; Premium Thermostat. 4-45359 195 

-0-45358 180 
045356 160 

1977; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1977; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1977; Thermostat Gasket. 25150 

1977; Thermostat Gasket (1 Pack). 27150 

1976-1971; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1976-1971; Economy Thermostat. 4-13009 195 

013008 180 
013006 160 

1976-1971; Thermostat Gasket. 25150 

1976- 1971; Thermostat Gasket (1 Pack). 27150 

V-8 390 

1971; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1971; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1971; Thermostat Gasket. 25153 

1971; Thermostat Gasket (1 Pack). 27153 

V-8 400 

1977- 1971; OE Type Thermostat. 4-13469 195 

013468 180 

1977-1971; Thermostat Gasket. 25168 

1977-1971; Thermostat Gasket (1 Pack). 27168 

V-8 429 

1973- 1971; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1973-1971; Economy Thermostat. 4-13009 195 

013008 180 
013006 160 

1973-1971; Thermostat Gasket. 25168 

1973-1971; Thermostat Gasket (1 Pack). 27168 

V-8 460 

1976-1973; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1976-1973; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1976-1973; Thermostat Gasket. 25168 

1976-1973; Thermostat Gasket (1 Pack). 27168 


Customline 
6-Cyl. 223 

1956-1954; Premium Thermostat. 445478 180 

045479 195 

1956-1954; OE Type Thermostat. 413478 180 

013479 195 
013476 160 

1956-1954; Economy Thermostat. 4-13078 180 

013079 195 
013076 160 

V-8 239 

1954; Premium Thermostat. 445478 180 

045479 195 

1954; OE Type Thermostat. 413478 180 

013479 195 
013476 160 


V-8 239 - Continued 

1954; Economy Thermostat. 4-13078 180 

013079 195 
013076 160 

1953-1952; Premium Thermostat. 445358 180 

045359 195 
045356 160 

1953-1952; OE Type Thermostat. 4-13358 180 

013352 205 
013359 195 
013356 160 

1953-1952; Economy Thermostat. 4-13008 180 

013009 195 
013006 160 

1953-1952; Thermostat Gasket. 25138 

1953-1952; Thermostat Gasket (1 Pack). 27138 

V-8 256 

1954; Premium Thermostat. 445478 180 

045479 195 

1954; OE Type Thermostat. 413478 180 

013479 195 
013476 160 

1954; Economy Thermostat. 413078 180 

013079 195 
013076 160 

V-8 272 

1956-1955; Premium Thermostat. 445478 180 

045479 195 

1956-1955; OE Type Thermostat. 413478 180 

013479 195 
013476 160 

1956-1955; Economy Thermostat. 413078 180 

013079 195 
013076 160 

V-8 292; V-8 312 

1956; Premium Thermostat. 445478 180 

045479 195 

1956; OE Type Thermostat. 413478 180 

013479 195 
013476 160 

1956; Economy Thermostat. 413078 180 

013079 195 
013076 160 


Deluxe 


6-Cyl. 226 

1951-1949; Premium Thermostat. 445478 180 

045479 195 

1951 -1949; OE Type Thermostat. 413478 180 

013479 195 
013476 160 

1951-1949; Economy Thermostat. 413078 180 

013079 195 
013076 160 

1951-1949; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 239 

1951-1949; Premium Thermostat. 445358 180 

045359 195 
045356 160 

1951-1949; OE Type Thermostat. 413358 180 

013352 205 
013359 195 
013356 160 

1951-1949; Economy Thermostat. 413008 180 

013009 195 
013006 160 

1951-1949; Thermostat Gasket. 25138 

1951-1949; Thermostat Gasket (1 Pack). 27138 


4 OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

E Series Van 

E Series Van - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cvl. 144 

1964-1963; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1964-1963; OE Type Thermostat. ♦13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1964-1963; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1964-1963; Thermostat Gasket. 25138 

1964-1963; Thermostat Gasket (1 Pack). 27138 

1962; Thermostat Gasket. 25138 

1962; Thermostat Gasket (1 Pack). 27138 

6-Cvl. 170 

1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1971; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1971; Thermostat Gasket. 25149 

1971; Thermostat Gasket (1 Pack). 27149 

1970; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1970; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket. 25149 

1970; Thermostat Gasket (1 Pack). 27149 

1969-1962; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1969-1962; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1962; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1969-1962; Thermostat Gasket. 25138 

1969-1962; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 240 

1974-1965; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1974-1965; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1974-1965; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1974-1965; Thermostat Gasket. 25149 

1974-1965; Thermostat Gasket (1 Pack). 27149 

6-Cyl. 300 

1979-1972; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1979-1972; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1972; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979-1972; Thermostat Gasket. 25149 


6-Cyl. 300 - Continued 

1979-1972; Thermostat Gasket (1 Pack). 27149 

6-Cyl. 4.9 L 

1994-1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1994-1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1994-1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1994-1980; Thermostat Gasket. 25150 

1994-1980; Thermostat Gasket (1 Pack). 27150 

V-8 302 

1979; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1979; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25150 

1979; Thermostat Gasket (1 Pack). 27150 

1975-1968; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1975-1968; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1975-1968; Thermostat Gasket. 25150 

1975-1968; Thermostat Gasket (1 Pack). 27150 

V-8 351 

1979-1975; OE Type Thermostat; W/Modified Eng. >13469 195 

❖13468 180 

1979-1975; Premium Thermostat; W/Windsor Eng. >45359 195 

❖45358 180 
❖45356 160 

1979-1975; Economy Thermostat; W/Windsor Eng. >13009 195 

❖13008 180 
❖13006 160 

1979-1975; Thermostat Gasket (1 Pack); W/Modified Eng. 27168 

1979-1975; Thermostat Gasket; W/Modified Eng. 25168 

1979-1975; Thermostat Gasket (1 Pack); W/Windsor Eng. 27150 

1979-1975; Thermostat Gasket; W/Windsor Eng. 25150 

V-8 460 

1979-1975; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1979-1975; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979-1975; Thermostat Gasket. 25168 

1979-1975; Thermostat Gasket (1 Pack). 27168 

V-8 5.0 L 

1994-1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1994-1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1994-1980; Thermostat Gasket. 25150 

1994-1980; Thermostat Gasket (1 Pack). 27150 

V-8 5.8 L 

1994-1982; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1994-1982; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1994-1982; Thermostat Gasket. 25150 

1994-1982; Thermostat Gasket (1 Pack). 27150 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

E Series Van - Continued 

Escort - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 5.8 L - Continued 

1981 -1980; OE Type Thermostat. >■13469 195 

❖13468 180 

1981-1980; Thermostat Gasket. 25149 

1981- 1980; Thermostat Gasket (1 Pack). 27149 

V-8 6 6 L 

1982- 1980; OE Type Thermostat. ♦13469 195 

❖13468 180 

1982-1980; Thermostat Gasket. 25168 

1982-1980; Thermostat Gasket (1 Pack). 27168 

V-8 6.9 L Diesel 

1987-1983; OE Type Thermostat; Remove seal on thermostat 

flange. >-014399 190 

1987-1983; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 7.3 L Diesel 

1994; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1994; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1994; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

1994; Thermostat Seal. 25289 

1994; Thermostat Seal (1 Pack). 27289 

1993-1988; OE Type Thermostat; Remove seal on thermostat 

flange. >014399 190 

1993- 1988; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 7.5 L 

1994- 1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1994-1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1994-1980; Thermostat Gasket. 25168 

1994-1980; Thermostat Gasket (1 Pack). 27168 

Elite 

V-8 351 

1976-1975; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1976-1975; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1976-1975; Thermostat Gasket. 25150 

1976-1975; Thermostat Gasket (1 Pack). 27150 

V-8 400 

1976-1975; OE Type Thermostat. >13469 195 

❖13468 180 

1976-1975; Thermostat Gasket. 25168 

1976-1975; Thermostat Gasket (1 Pack). 27168 

V-8 460 

1976-1975; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1976-1975; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1976-1975; Thermostat Gasket. 25168 

1976-1975; Thermostat Gasket (1 Pack). 27168 

Escort 

4-Cyl. 1.6 L 

1985-1981; Premium Thermostat. >045829 195 

❖045828 180 
❖045820 192 


4-Cyl. 1.6 L- Continued 

1985-1981 ;OE Type Thermostat. >013829 195 

❖013828 180 
❖013820 192 

1985-1981; Thermostat Gasket. 25174 

1985-1981; Thermostat Gasket (1 Pack). 27174 

4-Cyl. 1.8 L 

1994-1991; Premium Thermostat. >45869 195 

❖45868 180 

1994-1991; OE Type Thermostat. >13869 195 

❖13868 180 

1994-1991; Thermostat Gasket. 25168 

1994-1991; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.9 L 

1994-1985; Premium Thermostat. >045829 195 

❖045828 180 
❖045820 192 

1994-1985; OE Type Thermostat. >013829 195 

❖013828 180 
❖013820 192 

1994-1985; Thermostat Gasket. 25174 

1994-1985; Thermostat Gasket (1 Pack). 27174 

4-Cyl. 2.0 L Diesel 

1987-1984; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1987-1984; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1987-1984; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1987-1984; Thermostat Gasket. 25173 

1987- 1984; Thermostat Gasket (1 Pack). 27173 

EXP 

4-Cyl. 1.6 L 

1985-1982; Premium Thermostat. >045829 195 

❖045828 180 
❖045820 192 

1985-1982; OE Type Thermostat. >013829 195 

❖013828 180 
❖013820 192 

1985-1982; Thermostat Gasket. 25174 

1985-1982; Thermostat Gasket (1 Pack). 27174 

4-Cyl. 1.9 L 

1988- 1986; Premium Thermostat. >045829 195 

❖045828 180 
❖045820 192 

1988-1986; OE Type Thermostat. >013829 195 

❖013828 180 
❖013820 192 

1988-1986; Thermostat Gasket. 25174 

1988-1986; Thermostat Gasket (1 Pack). 27174 


Explorer 

V-6 4.0 L 

1994-1991 ; Premium Thermostat. >45369 195 

❖45368 180 

1994 - 1991 ; OE Type Thermostat. >13959 195 

❖13958 180 

1994-1991; Thermostat Seal. 25279 

1994-1991; Thermostat Seal (1 Pack). 27279 

F Series Pickup 

6-Cyl. 223 

1959 - 1954 ; Premium Thermostat. >45479 195 

❖45478 180 

1959-1954; OE Type Thermostat. >13479 195 

❖13478 180 
❖13476 160 


> OE Temperature. ❖ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

F Series Pickup - Continued 

F Series Pickup - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 240 

1975-1965; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1975-1965; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975-1965; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1975-1965; Thermostat Gasket. 25149 

1975-1965; Thermostat Gasket (1 Pack). 27149 

6-Cyl. 262 

1964-1963; Premium Thermostat. +45478 180 

❖45479 195 

1964-1963; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1964-1963; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1964-1963; Thermostat Gasket. 25102 

1964-1963; Thermostat Gasket (1 Pack). 27102 

6-Cyl. 300 

1979-1965; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1965; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1965; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1965; Thermostat Gasket. 25149 

1979-1965; Thermostat Gasket (1 Pack). 27149 

6-Cyl. 4.9 L 

1994-1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1994-1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1994-1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1994-1980; Thermostat Gasket. 25150 

1994-1980; Thermostat Gasket (1 Pack). 27150 

V-6 3.8 L 

1983-1982; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1983-1982; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1983-1982; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1983-1982; Thermostat Gasket. 25138 

1983-1982; Thermostat Gasket (1 Pack). 27138 

V-8 272 

1959-1955; Premium Thermostat. +45479 195 

❖45478 180 

1959-1955; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

V-8 292 

1964-1957; Premium Thermostat. +45479 195 

❖45478 180 


V-8 292 - Continued 

1964-1957; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

V-8 302 

1979-1969; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1969; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1969; Thermostat Gasket. 25150 

1979-1969; Thermostat Gasket (1 Pack). 27150 

V-8 351 

1979-1977; OE Type Thermostat; W/Modified Eng. +13469 195 

❖13468 180 

1979-1977; Premium Thermostat; W/Windsor Eng. +45359 195 

❖45358 180 
❖45356 160 

1979-1977; Economy Thermostat; W/Windsor Eng. +13009 195 

❖13008 180 
❖13006 160 

1979-1977; Thermostat Gasket (1 Pack); W/Modified Eng. 27168 

1979-1977; Thermostat Gasket; W/Modified Eng. 25168 

1979-1977; Thermostat Gasket (1 Pack); W/Windsor Eng. 27150 

1979-1977; Thermostat Gasket; W/Windsor Eng. 25150 

V-8 352 

1967-1965; Premium Thermostat. +45479 195 

❖45478 180 

1967-1965; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1967-1965; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1967-1965; Thermostat Gasket. 25140 

1967-1965; Thermostat Gasket (1 Pack). 27140 

V-8 360; V-8 390 

1976-1968; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1976-1968; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1976-1968; Thermostat Gasket. 25153 

1976-1968; Thermostat Gasket (1 Pack). 27153 

V-8 4.2 L 

1982-1981; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1982-1981; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1982-1981; Thermostat Gasket. 25150 

1982-1981; Thermostat Gasket (1 Pack). 27150 

V-8 400 

1979-1977; OE Type Thermostat. +13469 195 

❖13468 180 

1979-1977; Thermostat Gasket. 25168 

1979-1977; Thermostat Gasket (1 Pack). 27168 

V-8 460 

1979-1973; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1973; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1973; Thermostat Gasket. 25168 

1979-1973; Thermostat Gasket (1 Pack). 27168 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Ford - Continued 

Ford - Continued 

F Series Pickup - Continued 

Fairlane - Continued 

V-8 5.0 L 




6-Cvl. 200 - Continued 



1994-1980; Premium Thermostat. 


♦45359 

195 

1969-1963; OE Type Thermostat. 

. ♦■mss 

195 



❖45358 

180 


❖13352 

205 



❖45356 

160 


❖13358 

180 

1994-1980; Economy Thermostat. 


♦13009 

195 


❖13356 

160 



❖13008 

180 

1969-1963; Economy Thermostat. 

. ♦13009 

195 



❖13006 

160 


❖13008 

180 

1994-1980; Thermostat Gasket. 


25150 



❖13006 

160 

1994-1980; Thermostat Gasket (1 Pack). 


27150 


1969-1963; Thermostat Gasket. 

. 25138 


V-8 5.8 L 




1969-1963; Thermostat Gasket (1 Pack). 

. 27138 


1994-1982; Premium Thermostat. 


♦45359 

195 

6-Cvl. 223 





❖45358 

180 

1962-1955; Premium Thermostat. 

. ♦45478 

180 



❖45356 

160 


❖45479 

195 

1994-1982; Economy Thermostat. 


♦ 13009 

195 

1962-1955; OE Type Thermostat. 

. ♦13478 

180 



❖13008 

180 


❖13479 

195 



❖13006 

160 


❖13476 

160 

1994-1982; Thermostat Gasket. 


25150 


1962-1955; Economy Thermostat. 

. ♦13078 

180 

1994-1982; Thermostat Gasket (1 Pack). 


27150 



❖13079 

195 

1981-1980; OE Type Thermostat. 


♦13469 

195 


❖13076 

160 



❖13468 

180 

6-Cyl. 250 



1981-1980; Thermostat Gasket. 


25149 



+45359 

195 

1981-1980; Thermostat Gasket (1 Pack). 


27149 



❖45358 

180 

V-8 6.6 L 





❖45356 

160 

1982-1980; OE Type Thermostat. 


♦13469 

195 

1970-1969; OE Type Thermostat. 

. ♦13359 

195 



❖13468 

180 


❖13352 

205 

1982-1980; Thermostat Gasket. 


25168 



❖13358 

180 

1982-1980; Thermostat Gasket (1 Pack). 


27168 



❖13356 

160 

V-8 6.9 L Diesel 




1970-1969; Economy Thermostat. 

. ♦13009 

195 

1987-1983; OE Tvpe Thermostat; Remove seal on thermostat 




❖13008 

180 

flange. 


♦014399 

190 


❖13006 

160 

1987-1983; Thermostat Gasket (1 Pack); 3 1/4' 

x 3 1/2" Gasket 



1970-1969; Thermostat Gasket. 

. 25149 


Material. 


27103 


1970-1969; Thermostat Gasket (1 Pack). 

. 27149 


V-8 7.3 L Diesel 




V-8 221 



1994; OE Type Thermostat; Eng. VIN F. 


♦ 14252 

205 

1963; Premium Thermostat. 

. ♦45359 

195 

1994; OE Type Thermostat; Eng. VIN K, M. 


♦014399 

190 


❖45358 

180 

1994; Thermostat Seal (1 Pack); Eng. VIN F ... 


27289 



❖45356 

160 

1994; Thermostat Seal; Eng. VIN F. 


25289 


1963; Economy Thermostat. 

. ♦13009 

195 

1993-1988; OE Type Thermostat; Remove seal on thermostat 




❖13008 

180 

flange. 


♦014399 

190 


❖13006 

160 

1993-1988; Thermostat Gasket (1 Pack); 3 1/4' 

x 3 1/2" Gasket 



1963; Thermostat Gasket. 

. 25135 


Material. 


27103 


1963; Thermostat Gasket (1 Pack). 

. 27135 


V-8 7.5 L 




1962; Premium Thermostat. 

. ♦45359 

195 

1994-1983; Premium Thermostat. 


♦45359 

195 


❖45358 

180 



❖45358 

180 


❖45356 

160 



❖45356 

160 

1962; OE Type Thermostat. 

. ♦13359 

195 

1994-1983; Economy Thermostat. 


♦13009 

❖13008 

195 

180 


❖13352 

❖13358 

205 

180 



❖13006 

160 


❖13356 

160 

1994-1983; Thermostat Gasket. 


25168 


1962; Economy Thermostat. 

. ♦13009 

195 

1994-1983; Thermostat Gasket (1 Pack). 


27168 



❖13008 

❖13006 

180 

160 

Fairlane 




1962; Thermostat Gasket. 

. 25135 


6-Cvl. 170 




1962; Thermostat Gasket (1 Pack). 

. 27135 


1967-1962; Premium Thermostat. 


♦45359 

195 

V-8 260 





❖45358 

180 

1964-1962; Premium Thermostat. 

. ♦45359 

195 



❖45356 

160 


❖45358 

180 

1967-1962; OE Type Thermostat. 


♦ 13359 

195 


❖45356 

160 



❖13352 

205 

1964-1962; Economy Thermostat. 

. ♦13009 

195 



❖13358 

180 


❖13008 

180 



❖13356 

160 


❖13006 

160 

1967-1962; Economy Thermostat. 


♦ 13009 

195 

1964-1962; Thermostat Gasket. 

. 25135 




❖13008 

180 

1964-1962; Thermostat Gasket (1 Pack). 

. 27135 




❖13006 

160 

V-8 272 



1967-1962; Thermostat Gasket. 


25138 



+45478 

180 

1967-1962; Thermostat Gasket (1 Pack). 


27138 



❖45479 

195 

6-Cvl. 200 




1957-1955; OE Type Thermostat. 

. ♦13478 

180 

1969-1963; Premium Thermostat. 


♦45359 

195 


❖13479 

195 



❖45358 

180 


❖13476 

160 



❖45356 

160 

1957-1955; Economy Thermostat. 

. ♦13078 

180 






❖13079 

195 






❖13076 

160 


♦ OE Temperature. ❖ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

Fairlane - Continued 

Fairlane - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 289 

1968-1966; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1968-1966; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1968-1966; Thermostat Gasket. 25150 

1968-1966; Thermostat Gasket (1 Pack). 27150 

1965; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1965; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1965; Thermostat Gasket (1 Pack); Mar. 1 & Newer. 27153 

1965; Thermostat Gasket; Mar. 1 & Newer. 25153 

1965; Thermostat Gasket (1 Pack); Feb. & Older. 27135 

1965; Thermostat Gasket; Feb. & Older. 25135 

1964-1963; Premium Thermostat. ^45359 195 

❖45358 180 
❖45356 160 

1964-1963; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1964-1963; Thermostat Gasket. 25135 

1964-1963; Thermostat Gasket (1 Pack). 27135 

V-8 292 

1961-1956; Premium Thermostat. 445478 180 

❖45479 195 

1961-1956; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1961-1956; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

V-8 302 

1970-1968; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1970-1968; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1970-1968; Thermostat Gasket. 25150 

1970-1968; Thermostat Gasket (1 Pack). 27150 

V-8 312 

1957-1956; Premium Thermostat. 445478 180 

❖45479 195 

1957-1956; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1957-1956; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

V-8 351 

1970; OE Type Thermostat; W/Cleveland Eng. 413469 195 

❖13468 180 

1970; Premium Thermostat; W/Windsor Eng. 445359 195 

❖45358 180 
❖45356 160 

1970; Economy Thermostat; W/Windsor Eng. 413009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket (1 Pack); W/Cleveland Eng. 27149 

1970; Thermostat Gasket; W/Cleveland Eng. 25149 

1970; Thermostat Gasket (1 Pack); W/Windsor Eng. 27150 

1970; Thermostat Gasket; W/Windsor Eng. 25150 

1969; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1969; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 


V-8 351 - Continued 

1969; Thermostat Gasket. 25168 

1969; Thermostat Gasket (1 Pack). 27168 

V-8 352 

1966; Premium Thermostat. 445479 195 

❖45478 180 

1966; OE Type Thermostat. 413479 195 

❖13478 180 
❖13476 160 

1966; Economy Thermostat. 413079 195 

❖13078 180 
❖13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

1961-1958; Premium Thermostat. 445478 180 

❖45479 195 

1961-1958; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1961-1958; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1961-1958; Thermostat Gasket. 25140 

1961-1958; Thermostat Gasket (1 Pack). 27140 

V-8 390 

1970-1967; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1970-1967; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1970-1967; Thermostat Gasket. 25153 

1970-1967; Thermostat Gasket (1 Pack). 27153 

1966; Premium Thermostat. 445479 195 

❖45478 180 

1966; OE Type Thermostat. 413479 195 

❖13478 180 
❖13476 160 

1966; Economy Thermostat. 413079 195 

❖13078 180 
❖13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

1964; Premium Thermostat. 445479 195 

❖45478 180 

1964; OE Type Thermostat. 413479 195 

❖13478 180 
❖13476 160 

1964; Economy Thermostat. 413079 195 

❖13078 180 
❖13076 160 

1964; Thermostat Gasket. 25140 

1964; Thermostat Gasket (1 Pack). 27140 

1961; Premium Thermostat. 445478 180 

❖45479 195 

1961; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1961; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1961; Thermostat Gasket. 25140 

1961; Thermostat Gasket (1 Pack). 27140 

V-8 427 

1967; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1967; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25153 

1967; Thermostat Gasket (1 Pack). 27153 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. -0 Alternate Temperature. 

O Seal Included. 


452 










































































Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

Falcon - Continued 

Falcon - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 200 

1970-1964; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1970-1964; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970-1964; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1970-1964; Thermostat Gasket. 25138 

1970-1964; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 

1970; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1970; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket. 25149 

1970; Thermostat Gasket (1 Pack). 27149 

V-8 260 

1964-1963; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1964-1963; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1964-1963; Thermostat Gasket. 25135 

1964-1963; Thermostat Gasket (1 Pack). 27135 

V-8 289 

1968-1966; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1968-1966; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1968-1966; Thermostat Gasket. 25150 

1968-1966; Thermostat Gasket (1 Pack). 27150 

1965; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1965; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1965; Thermostat Gasket (1 Pack); Mar. 1 & Newer. 27153 

1965; Thermostat Gasket; Mar. 1 & Newer. 25153 

1965; Thermostat Gasket (1 Pack); Feb. & Older. 27135 

1965; Thermostat Gasket; Feb. & Older. 25135 

V-8 302 

1970-1968; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1970-1968; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1970-1968; Thermostat Gasket. 25150 

1970-1968; Thermostat Gasket (1 Pack). 27150 

V-8 351 

1970; OE Type Thermostat; W/Cleveland Eng. >13469 195 

❖13468 180 

1970; Premium Thermostat; W/Windsor Eng. >45359 195 

❖45358 180 
❖45356 160 

1970; Economy Thermostat; W/Windsor Eng. >13009 195 

❖13008 180 
❖13006 160 


V-8 351 - Continued 

1970; Thermostat Gasket (1 Pack); W/Cleveland Eng. 27168 

1970; Thermostat Gasket; W/Cleveland Eng. 25168 

1970; Thermostat Gasket (1 Pack); W/Windsor Eng. 27150 

1970; Thermostat Gasket; W/Windsor Eng. 25150 

V-8 429 

1970; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1970; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket. 25168 

1970; Thermostat Gasket (1 Pack). 27168 


Falcon Ranchero 

6-Cyl. 144 

1964-1963; Premium Thermostat. >45358 180 

❖45359 195 
❖45356 160 

1964-1963; OE Type Thermostat. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1964-1963; Economy Thermostat. >13008 180 

❖13009 195 
❖13006 160 

1964-1963; Thermostat Gasket. 25138 

1964- 1963; Thermostat Gasket (1 Pack). 27138 

1962; Thermostat Gasket. 25138 

1962; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 170 

1965- 1963; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1965-1963; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1965-1963; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1965-1963; Thermostat Gasket. 25138 

1965-1963; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 200 

1965-1964; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1965-1964; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1965-1964; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1965-1964; Thermostat Gasket. 25138 

1965-1964; Thermostat Gasket (1 Pack). 27138 


Festiva 
4-Cyl. 1.3 L 

1993-1988; Premium Thermostat. >45869 195 

❖45868 180 

1993-1988; OE Type Thermostat. >13869 195 

❖13868 180 

1993-1988; Thermostat Gasket. 25168 

1993-1988; Thermostat Gasket (1 Pack). 27168 

Fiesta 
4-Cyl. 1.6 L 

1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

Fiesta - Continued 

Galaxie - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 1.6 L- Continued 


1980; OE Type Thermostat. 

. +13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1980; Economy Thermostat. 

. +13009 

195 


❖13008 

180 


❖13006 

160 

1980; Thermostat Gasket. 

. 25138 


1980; Thermostat Gasket (1 Pack). 

. 27138 


i-Cyl. 98 



1979-1978; Premium Thermostat. 

. +45359 

195 


❖45358 

180 


❖45356 

160 

1979-1978; OE Type Thermostat. 

. +13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1979-1978; Economy Thermostat. 

. +13009 

195 


❖13008 

180 


❖13006 

160 

1979-1978; Thermostat Gasket. 

. 25138 


1979-1978; Thermostat Gasket (1 Pack). 

. 27138 



Galaxie 


6-Cyl. 223 

1964-1962; Premium Thermostat. 

. +45479 

195 


❖45478 

180 

1964-1962; OE Type Thermostat. 

. +13479 

195 

❖13478 

180 


❖13476 

160 

1964-1962; Economy Thermostat. 

. +13079 

195 

❖13078 

180 


❖13076 

160 

1961-1959; Premium Thermostat. 

. +45478 

180 


❖45479 

195 

1961-1959; OE Type Thermostat. 

. +13478 

180 

❖13479 

195 


❖13476 

160 

1961-1959; Economy Thermostat. 

. +13078 

180 

❖13079 

195 


❖13076 

160 

6-Cvl. 240 

1970-1965; Premium Thermostat. 

. +45359 

195 


❖45358 

180 


❖45356 

160 

1970-1965; OE Type Thermostat. 

. +13359 

195 

❖13352 

205 


❖13358 

180 


❖13356 

160 

1970-1965; Economy Thermostat. 

. +13009 

195 

❖13008 

180 


❖13006 

160 

1970-1965; Thermostat Gasket. 

. 25149 


1970-1965; Thermostat Gasket (1 Pack). 

. 27149 


V-8 260 

1963; Premium Thermostat. 

. +45359 

195 


❖45358 

180 


❖45356 

160 

1963; Economy Thermostat. 

. +13009 

195 


❖13008 

180 


❖13006 

160 

1963; Thermostat Gasket. 

. 25135 


1963; Thermostat Gasket (1 Pack). 

. 27135 


V-8 289 

1967-1966; Premium Thermostat. 

. +45359 

195 


❖45358 

180 


❖45356 

160 

1967-1966; Economy Thermostat. 

. +13009 

195 

❖13008 

180 


❖13006 

160 

1967-1966; Thermostat Gasket. 

. 25150 


1967-1966; Thermostat Gasket (1 Pack). 

. 27150 



V-8 289 - Continued 

1965; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1965; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1965; Thermostat Gasket (1 Pack); Mar. 1 & Newer. 27153 

1965; Thermostat Gasket; Mar. 1 & Newer. 25153 

1965; Thermostat Gasket (1 Pack); Feb. & Older. 27135 

1965; Thermostat Gasket; Feb. & Older. 25135 

1964-1963; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1964-1963; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1964-1963; Thermostat Gasket. 25135 

1964-1963; Thermostat Gasket (1 Pack). 27135 

V-8 292 

1962-1959; Premium Thermostat. +45478 180 

❖45479 195 

1962-1959; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1962-1959; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

V-8 302 

1970-1968; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1970-1968; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1970-1968; Thermostat Gasket. 25150 

1970-1968; Thermostat Gasket (1 Pack). 27150 

V-8 351 

1970; OE Type Thermostat; W/Cleveland Eng. +13469 195 

❖13468 180 

1970; Premium Thermostat; W/Windsor Eng. +45359 195 

❖45358 180 
❖45356 160 

1970; Economy Thermostat; W/Windsor Eng. +13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket (1 Pack); W/Cleveland Eng. 27168 

1970; Thermostat Gasket; W/Cleveland Eng. 25168 

1970; Thermostat Gasket (1 Pack); W/Windsor Eng. 27150 

1970; Thermostat Gasket; W/Windsor Eng. 25150 

1969; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969; Thermostat Gasket. 25168 

1969; Thermostat Gasket (1 Pack). 27168 

V-8 352 

1966-1963; Premium Thermostat. +45479 195 

❖45478 180 

1966-1963; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1966-1963; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1966-1963; Thermostat Gasket. 25140 

1966-1963; Thermostat Gasket (1 Pack). 27140 

1962-1959; Premium Thermostat. +45478 180 

❖45479 195 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Ford - Continued 

Ford - Continued 

Galaxie - Continued 

Galaxie - Continued 

V-8 352 - Continued 



V-8 428 - Continued 



1962-1959; OE Type Thermostat. 

. ♦13478 

180 

1969-1967; Economy Thermostat. 

. ♦13009 

195 


❖13479 

195 


❖13008 

180 


❖13476 

160 


❖13006 

160 

1962-1959; Economy Thermostat. 

. ♦13078 

180 

1969-1967; Thermostat Gasket. 

. 25153 



❖13079 

195 

1969-1967; Thermostat Gasket (1 Pack). 

. 27153 



❖13076 

160 

1966; Premium Thermostat. 

. ♦45479 

195 

1962-1959; Thermostat Gasket. 

. 25140 



❖45478 

180 

1962-1959; Thermostat Gasket (1 Pack). 

. 27140 


1966; OE Type Thermostat. 

. ♦13479 

195 

V-8 390 




❖13478 

180 

1970-1967; Premium Thermostat. 

. ♦45359 

195 


❖13476 

160 


❖45358 

180 

1966; Economy Thermostat. 

. ♦13079 

195 


❖45356 

160 


❖13078 

180 

1970-1967; Economy Thermostat. 

. ♦13009 

195 


❖13076 

160 


❖13008 

180 

1966; Thermostat Gasket. 

. 25140 



❖13006 

160 

1966; Thermostat Gasket (1 Pack). 

. 27140 


1970-1967; Thermostat Gasket. 

. 25153 


V-8 429 



1970-1967; Thermostat Gasket (1 Pack). 

. 27153 


1970-1969; Premium Thermostat. 

. ♦45359 

195 

1966-1963; Premium Thermostat. 

. ♦45479 

195 


❖45358 

180 


❖45478 

180 


❖45356 

160 

1966-1963; OE Type Thermostat. 

. ♦13479 

195 

1970-1969; Economy Thermostat. 

. ♦13009 

195 


❖13478 

180 


❖13008 

180 


❖13476 

160 


❖13006 

160 

1966-1963; Economy Thermostat. 

. ♦13079 

195 

1970-1969; Thermostat Gasket. 

. 25168 



❖13078 

180 

1970-1969; Thermostat Gasket (1 Pack). 

. 27168 



❖13076 

160 

Galaxie 500 




25140 





1966-1963; Thermostat Gasket (1 Pack). 

. 27140 


6-Cyl. 240 



1962-1961; Premium Thermostat. 

♦45478 

180 

1972-1971; Premium Thermostat. 

. ♦45359 

195 


❖45479 

195 


❖45358 

180 

1962-1961; OEType Thermostat. 

. ♦13478 

180 


❖45356 

160 


❖13479 

195 

1972-1971; OEType Thermostat. 

. ♦13359 

195 


❖13476 

160 


❖13352 

205 

1962-1961; Economy Thermostat. 

. ♦13078 

180 


❖13358 

180 


❖13079 

195 


❖13356 

160 


❖13076 

160 

1972-1971; Economy Thermostat. 

. ♦13009 

195 

1962-1961; Thermostat Gasket. 

. 25140 



❖13008 

180 

1962-1961; Thermostat Gasket (1 Pack). 

. 27140 



❖13006 

160 

V-8 406 



1972-1971; Thermostat Gasket. 

. 25149 


1963; Premium Thermostat. 

. ♦45479 

195 

1972-1971; Thermostat Gasket (1 Pack). 

. 27149 



❖45478 

180 

V-8 302 



1963; OE Type Thermostat. 

♦ 13479 

195 

1972-1971; Premium Thermostat. 

. ♦45359 

195 


❖13478 

180 


❖45358 

180 


❖13476 

160 


❖45356 

160 


>13079 

195 

1972-1971; Economy Thermostat. 

. ♦13009 

195 


❖13078 

180 


❖13008 

180 


❖13076 

160 


❖13006 

160 

1963; Thermostat Gasket. 

25140 


1972-1971; Thermostat Gasket. 

. 25150 


1963; Thermostat Gasket (1 Pack). 

. 27140 


1972-1971; Thermostat Gasket (1 Pack). 

. 27150 


V-8 427 



V-8 351 



1967; Premium Thermostat. 

♦45359 

195 

1974-1971; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45358 

180 


❖45356 

160 


❖45356 

160 

1967; Economy Thermostat. 

♦ 13009 

195 

1974-1971; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13008 

180 


❖13006 

160 


❖13006 

160 

1967; Thermostat Gasket. 

25153 


1974-1971; Thermostat Gasket. 

. 25150 


1967; Thermostat Gasket (1 Pack). 

. 27153 


1974-1971; Thermostat Gasket (1 Pack). 

. 27150 


1966-1963; Premium Thermostat. 

. ♦45479 

195 

V-8 390 




❖45478 

180 

1971; Premium Thermostat. 

. ♦45359 

195 

1966-1963; OE Type Thermostat. 

. ♦13479 

195 


❖45358 

180 


❖13478 

180 


❖45356 

160 


❖13476 

160 

1971; Economy Thermostat. 

. ♦13009 

195 

1966-1963; Economy Thermostat. 

. ♦13079 

195 


❖13008 

180 


❖13078 

180 


❖13006 

160 


❖13076 

160 

1971; Thermostat Gasket. 

. 25153 


1966-1963; Thermostat Gasket. 

. 25140 


1971; Thermostat Gasket (1 Pack). 

. 27153 


1966-1963; Thermostat Gasket (1 Pack). 

. 27140 


V-8 400 



V-8 428 



1974-1971; OEType Thermostat. 

. ♦13469 

195 

1969-1967; Premium Thermostat. 

. ♦45359 

195 


❖13468 

180 


❖45358 

180 

1974-1971; Thermostat Gasket. 

. 25168 



❖45356 

160 

1974-1971; Thermostat Gasket (1 Pack). 

. 27168 



♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

Galaxie 500 - Continued 

Gran Torino - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 429 

1973-1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1973-1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1973-1971; Thermostat Gasket. 25168 

1973- 1971; Thermostat Gasket (1 Pack). 27168 

V-8 460 

1974- 1973; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1974-1973; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1974-1973; Thermostat Gasket. 25168 

1974-1973; Thermostat Gasket (1 Pack). 27168 


Gran Torino 

6-Cyl. 250 

1974-1972; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1974-1972; OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1974-1972; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1974-1972; Thermostat Gasket. 25149 

1974-1972; Thermostat Gasket (1 Pack). 27149 

V-8 302 

1974-1972; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1974-1972; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1974-1972; Thermostat Gasket. 25150 

1974-1972; Thermostat Gasket (1 Pack). 27150 

V-8 351 

1976-1975; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1976-1975; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1976-1975; Thermostat Gasket. 25150 

1976-1975; Thermostat Gasket (1 Pack). 27150 

1974-1972; Premium Thermostat; Eng. VIN H. ♦45359 195 

❖45358 180 
❖45356 160 

1974-1972; Economy Thermostat; Eng. VIN H. ♦13009 195 

❖13008 180 
❖13006 160 

1974-1972; OE Type Thermostat; Eng. VIN Q. ^13469 195 

❖13468 180 

1974-1972; Thermostat Gasket (1 Pack); Eng. VIN H. 27150 

1974-1972; Thermostat Gasket; Eng. VIN H. 25150 

1974-1972; Thermostat Gasket (1 Pack); Eng. VIN Q. 27168 

1974-1972; Thermostat Gasket; Eng. VIN Q. 25168 

V-8 400 

1976-1972; OE Type Thermostat. ♦13469 195 

❖13468 180 

1976-1972; Thermostat Gasket. 25168 

1976-1972; Thermostat Gasket (1 Pack). 27168 

V-8 429 

1973-1972; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 


V-8 429 - Continued 

1973-1972; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1973-1972; Thermostat Gasket. 25168 

1973-1972; Thermostat Gasket (1 Pack). 27168 

V-8 460 

1976-1974; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1976-1974; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1976-1974; Thermostat Gasket. 25168 

1976-1974; Thermostat Gasket (1 Pack). 27168 


Granada 

4-Cyl. 2.3 L 

1982-1981; Premium Thermostat. ♦045829 195 

❖045828 180 
❖045820 192 

1982-1981 ;OE Type Thermostat. ♦013829 195 

❖013828 180 
❖013820 192 

1982-1981; Thermostat Gasket. 25174 

1982-1981; Thermostat Gasket (1 Pack). 27174 

6-Cyl. 200 

1977-1975; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1977-1975; OE Type Thermostat. ^13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977-1975; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1977-1975; Thermostat Gasket. 25149 

1977-1975; Thermostat Gasket (1 Pack). 27149 

6-Cyl. 250 

1979-1975; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1975; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1975; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1975; Thermostat Gasket. 25149 

1979-1975; Thermostat Gasket (1 Pack). 27149 

6-Cyl. 3.3 L 

1982-1981; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1982-1981 ;OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982-1981; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1982-1981; Thermostat Gasket. 25149 

1982-1981; Thermostat Gasket (1 Pack). 27149 

6-Cyl. 4.1 L 

1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

Granada - Continued 

Ltd - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 4.1 L- Continued 

1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1980; Thermostat Gasket. 25149 

1980; Thermostat Gasket (1 Pack). 27149 

V-6 3.8 L 

1982; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1982; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1982; Thermostat Gasket. 25138 

1982; Thermostat Gasket (1 Pack). 27138 

V-8 302 

1979-1975; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1975; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1975; Thermostat Gasket. 25150 

1979-1975; Thermostat Gasket (1 Pack). 27150 

V-8 351 

1977-1975; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1977-1975; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1977-1975; Thermostat Gasket. 25150 

1977-1975; Thermostat Gasket (1 Pack). 27150 

V-8 4.2 L 

1981-1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1981-1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1981-1980; Thermostat Gasket. 25150 

1981-1980; Thermostat Gasket (1 Pack). 27150 

V-8 5.0 L 

1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1980; Thermostat Gasket. 25150 

1980; Thermostat Gasket (1 Pack). 27150 

Ltd 

4-Cvl. 2.3 L 

1986-1983; Premium Thermostat. +045829 195 

+045828 180 
+045820 192 

1986-1983; OE Type Thermostat. +013829 195 

+013828 180 
+013820 192 

1986-1983; Thermostat Gasket. 25174 

1986-1983; Thermostat Gasket (1 Pack). 27174 

6-Cyl. 3.3 L 

1983; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 


6-Cyl. 3.3 L- Continued 

1983; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1983; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1983; Thermostat Gasket. 25149 

1983; Thermostat Gasket (1 Pack). 27149 

V-6 3.8 L 

1986-1983; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1986-1983; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1986-1983; Thermostat Gasket. 25138 

1986-1983; Thermostat Gasket (1 Pack). 27138 

V-8 289 

1967; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1967; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1967; Thermostat Gasket. 25150 

1967; Thermostat Gasket (1 Pack). 27150 

V-8 302 

1979-1977; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1977; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1977; Thermostat Gasket. 25150 

1979-1977; Thermostat Gasket (1 Pack). 27150 

1972-1968; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1972-1968; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1972-1968; Thermostat Gasket. 25150 

1972-1968; Thermostat Gasket (1 Pack). 27150 

V-8 351 

1979; OE Type Thermostat. +13469 195 

+13468 180 

1979; Thermostat Gasket. 25149 

1979; Thermostat Gasket (1 Pack). 27149 

1978-1971; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1978-1971; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1978-1971; Thermostat Gasket. 25150 

1978-1971; Thermostat Gasket (1 Pack). 27150 

1970; OE Type Thermostat; W/Cleveland Eng. +13469 195 

+13468 180 

1970; Premium Thermostat; W/Windsor Eng. +45359 195 

+45358 180 
+45356 160 

1970; Economy Thermostat; W/Windsor Eng. +13009 195 

+13008 180 
+13006 160 

1970; Thermostat Gasket (1 Pack); W/Cleveland Eng. 27168 

1970; Thermostat Gasket; W/Cleveland Eng. 25168 

1970; Thermostat Gasket (1 Pack); W/Windsor Eng. 27150 

1970; Thermostat Gasket; W/Windsor Eng. 25150 

1969; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 


♦ OE Temperature. 
O Seal Included. 


+ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

Ltd - Continued 

Ltd - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 351 - Continued 

1969; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1969; Thermostat Gasket. 25168 

1969; Thermostat Gasket (1 Pack). 27168 

V-8 390 

1971-1967; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1971-1967; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1971-1967; Thermostat Gasket. 25153 

1971-1967; Thermostat Gasket (1 Pack). 27153 

V-8 4.2 L 

1982-1981; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1982-1981; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1982-1981; Thermostat Gasket. 25150 

1982-1981; Thermostat Gasket (1 Pack). 27150 

V-8 400 

1978-1971 ;OE Type Thermostat. ♦13469 195 

♦13468 180 

1978-1971; Thermostat Gasket. 25168 

1978-1971; Thermostat Gasket (1 Pack). 27168 

V-8 427 

1967; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1967; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1967; Thermostat Gasket. 25153 

1967; Thermostat Gasket (1 Pack). 27153 

V-8 428 

1969-1967; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1969-1967; Economy Thermostat. ^13009 195 

♦13008 180 
♦13006 160 

1969-1967; Thermostat Gasket. 25153 

1969-1967; Thermostat Gasket (1 Pack). 27153 

V-8 429 

1973-1969; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1973-1969; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1973-1969; Thermostat Gasket. 25168 

1973-1969; Thermostat Gasket (1 Pack). 27168 

V-8 460 

1978-1973; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1978-1973; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1978-1973; Thermostat Gasket. 25168 

1978-1973; Thermostat Gasket (1 Pack). 27168 

V-8 5.0 L 

1986-1980; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 


V-8 5.0 L - Continued 

1986-1980; Economy Thermostat. ^13009 195 

♦13008 180 
♦13006 160 

1986-1980; Thermostat Gasket. 25150 

1986-1980; Thermostat Gasket (1 Pack). 27150 

V-8 5.8 L 

1986-1983; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1986-1983; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1986-1983; Thermostat Gasket. 25150 

1986-1983; Thermostat Gasket (1 Pack). 27150 

1981-1980; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1981-1980; Economy Thermostat. ^13009 195 

♦13008 180 
♦13006 160 

1981-1980; Thermostat Gasket. 25150 

1981-1980; Thermostat Gasket (1 Pack). 27150 

V-8 5.8 L (Canada) 

1982; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1982; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1982; Thermostat Gasket. 25150 

1982; Thermostat Gasket (1 Pack). 27150 

Ltd Crown Victoria 

V-8 5.0 L; V-8 5.8 L 

1991-1987; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1991-1987; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1991-1987; Thermostat Gasket. 25150 

1991-1987; Thermostat Gasket (1 Pack). 27150 

Ltd II 

V-8 302 

1979-1977; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1979-1977; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1979-1977; Thermostat Gasket. 25150 

1979-1977; Thermostat Gasket (1 Pack). 27150 

V-8 351 

1979; OE Type Thermostat. ♦13469 195 

♦13468 180 

1979; Thermostat Gasket. 25168 

1979; Thermostat Gasket (1 Pack). 27168 

1978-1977; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1978-1977; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1978-1977; Thermostat Gasket. 25150 

1978-1977; Thermostat Gasket (1 Pack). 27150 

V-8 400 

1978-1977; OE Type Thermostat. ^13469 195 

♦13468 180 

1978-1977; Thermostat Gasket. 25168 

1978-1977; Thermostat Gasket (1 Pack). 27168 


♦ OE Temperature. ♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

Mainline 

Maverick - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 223 


1956-1954; Premium Thermostat. 

. +45478 

180 


❖45479 

195 

1956-1954; OE Type Thermostat. 

. +13478 

180 


❖13479 

195 


❖13476 

160 

1956-1954; Economy Thermostat. 

. +13078 

180 


❖13079 

195 


❖13076 

160 

V-8 239 



1954; Premium Thermostat. 

. +45478 

180 


❖45479 

195 

1954; OE Type Thermostat. 

. +13478 

180 


❖13479 

195 


❖13476 

160 

1954; Economy Thermostat. 

. +13078 

180 


❖13079 

195 


❖13076 

160 

1953-1952; Premium Thermostat. 

. +45358 

180 


❖45359 

195 


❖45356 

160 

1953-1952; OE Type Thermostat. 

. +13358 

180 


❖13352 

205 


❖13359 

195 


❖13356 

160 

1953-1952; Economy Thermostat. 

. +13008 

180 


❖13009 

195 


❖13006 

160 

1953-1952; Thermostat Gasket. 

. 25138 


1953-1952; Thermostat Gasket (1 Pack). 

. 27138 


V-8 256 



1954; Premium Thermostat. 

. +45478 

180 


❖45479 

195 

1954; OE Type Thermostat. 

. +13478 

180 


❖13479 

195 


❖13476 

160 

1954; Economy Thermostat. 

. +13078 

180 


❖13079 

195 


❖13076 

160 

V-8 272; V-8 292 



1956-1955; Premium Thermostat. 

. +45478 

180 


❖45479 

195 

1956-1955; OE Type Thermostat. 

. +13478 

180 


❖13479 

195 


❖13476 

160 

1956-1955; Economy Thermostat. 

. +13078 

180 


❖13079 

195 


❖13076 

160 

V-8 312 



1956; Premium Thermostat. 

. +45478 

180 


❖45479 

195 

1956; OE Type Thermostat. 

. +13478 

180 


❖13479 

195 


❖13476 

160 

1956; Economy Thermostat. 

. +13078 

180 


❖13079 

195 


❖13076 

160 

Maverick 

6-Cyl. 170 



1972-1970; Premium Thermostat. 

. +45359 

195 


❖45358 

180 


❖45356 

160 

1972-1970; OE Type Thermostat. 

. +13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1972-1970; Economy Thermostat. 

. +13009 

195 


❖13008 

180 


❖13006 

160 

1972-1970; Thermostat Gasket. 

. 25149 


1972-1970; Thermostat Gasket (1 Pack). 

. 27149 



6-Cvl. 170 - Continued 

1969; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969; Thermostat Gasket. 25138 

1969; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 200 

1977-1970; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1977-1970; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977-1970; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1977-1970; Thermostat Gasket. 25149 

1977-1970; Thermostat Gasket (1 Pack). 27149 

1969; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969; Thermostat Gasket. 25138 

1969; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 

1977-1970; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1977-1970; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977-1970; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1977-1970; Thermostat Gasket. 25149 

1977-1970; Thermostat Gasket (1 Pack). 27149 

V-8 302 

1977-1971; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1977-1971; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1977-1971; Thermostat Gasket. 25150 

1977-1971; Thermostat Gasket (1 Pack). 27150 


Meteor 

6-Cyl. 223 (Canada) 

1964; Premium Thermostat. +45479 195 

❖45478 180 

1964; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1964; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Ford - Continued 

Ford - Continued 

Meteor - Continued 

Meteor - Continued 


Application 


Part Tem 
Number p °F 


6-Cyl. 240 (Canada) 

1969-1965; Premium Tnermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1969-1965; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1965; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969-1965; Thermostat Gasket. 25149 

1969- 1965; Thermostat Gasket (1 Pack). 27149 

V-8 289 (Canada) 

1967-1966; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1967-1966; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1967-1966; Thermostat Gasket. 25150 

1967-1966; Thermostat Gasket (1 Pack). 27150 

V-8 302 (Canada) 

1970- 1968; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1970-1968; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1970-1968; Thermostat Gasket. 25150 

1970-1968; Thermostat Gasket (1 Pack). 27150 

V-8 351 (Canada) 

1970; OE Type Thermostat; W/Cleveland Eng. +13469 195 

❖13468 180 

1970; Premium Thermostat; W/Windsor Eng. +45359 195 

❖45358 180 
❖45356 160 

1970; Economy Thermostat; W/Windsor Eng. +13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket (1 Pack); W/Cleveland Eng. 27168 

1970; Thermostat Gasket; W/Cleveland Eng. 25168 

1970; Thermostat Gasket (1 Pack); W/Windsor Eng. 27150 

1970; Thermostat Gasket; W/Windsor Eng. 25150 

V-8 352 (Canada) 

1965-1964; Premium Thermostat. +45479 195 

❖45478 180 

1965-1964; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1965-1964; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1965-1964; Thermostat Gasket. 25140 

1965-1964; Thermostat Gasket (1 Pack). 27140 

V-8 390 (Canada) 

1970; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1970; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket. 25153 

1970; Thermostat Gasket (1 Pack). 27153 

1969; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969; Thermostat Gasket. 25168 

1969; Thermostat Gasket (1 Pack). 27168 


V-8 390 (Canada) - Continued 

1968-1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1968-1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1968-1967; Thermostat Gasket. 25153 

1968- 1967; Thermostat Gasket (1 Pack). 27153 

1966-1964; Premium Thermostat. +45479 195 

❖45478 180 

1966-1964; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1966-1964; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1966-1964; Thermostat Gasket. 25140 

1966-1964; Thermostat Gasket (1 Pack). 27140 

V-8 428 (Canada) 

1969- 1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969-1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969-1967; Thermostat Gasket. 25153 

1969- 1967; Thermostat Gasket (1 Pack). 27153 

1966; Premium Thermostat. +45479 195 

❖45478 180 

1966; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1966; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

V-8 429 (Canada) 

1970- 1969; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1970-1969; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1970-1969; Thermostat Gasket. 25168 

1970-1969; Thermostat Gasket (1 Pack). 27168 


Mustang 

4-Cyl. 140 

1979; Premium Thermostat. +045829 195 

❖045828 180 
❖045820 192 

1979; OE Type Thermostat. +013829 195 

❖013828 180 
❖013820 192 

1979; Thermostat Gasket. 25174 

1979; Thermostat Gasket (1 Pack). 27174 

4-Cyl. 2.3 L 

1993-1980; Premium Thermostat. +045829 195 

❖045828 180 
❖045820 192 

1993-1980; OE Type Thermostat. +013829 195 

❖013828 180 
❖013820 192 

1993-1980; Thermostat Gasket. 25174 

1993-1980; Thermostat Gasket (1 Pack). 27174 

6-Cyl. 170 

1964; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Ford - Continued 

Ford - Continued 

Mustang - Continued 

Mustang - Continued 

6-Cvl. 170 - Continued 



V-6 3.8 L 



1964; OE Type Thermostat. 

. ♦13359 

195 

1994; Premium Thermostat. 

♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1994; Economy Thermostat. 

♦13009 

195 

1964; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13008 

180 


❖13006 

160 


❖13006 

160 

1994; Thermostat Gasket. 

25138 


1964; Thermostat Gasket. 

. 25138 


1994; Thermostat Gasket (1 Pack). 

27138 


1964; Thermostat Gasket (1 Pack). 

. 27138 


1986-1983; Premium Thermostat. 

♦45359 

195 

6-Cyl. 200 




❖45358 

180 

1979; Premium Thermostat. 

. ♦45359 

195 


❖45356 

160 


❖45358 

180 

1986-1983; Economy Thermostat. 

♦ 13009 

195 


❖45356 

160 


❖13008 

180 

1979; OE Type Thermostat. 

. ♦ 13359 

195 


❖13006 

160 


<0-13358 

180 

1986-1983; Thermostat Gasket. 

25138 



❖13356 

160 

1986-1983; Thermostat Gasket (1 Pack). 

27138 


1979; Economy Thermostat. 

. ♦13009 

195 

V-8 289 




❖13008 

180 

1968-1966; Premium Thermostat. 

♦45359 

195 


❖13006 

160 


❖45358 

180 

1979; Thermostat Gasket. 

. 25149 



❖45356 

160 

1979; Thermostat Gasket (1 Pack). 

. 27149 


1968-1966; Economy Thermostat. 

♦ 13009 

195 

1970-1964; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1968-1966; Thermostat Gasket. 

25150 


1970-1964; OE Type Thermostat. 

. ♦ 13359 

195 

1968-1966; Thermostat Gasket (1 Pack). 

27150 



❖13352 

205 

1965-1964; Premium Thermostat. 

♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1970-1964; Economy Thermostat. 

. ♦13009 

195 

1965-1964; Economy Thermostat. 

♦13009 

195 


❖13008 

180 


❖13008 

180 


❖13006 

160 


❖13006 

160 

1970-1964; Thermostat Gasket. 

. 25138 


1965-1964; Thermostat Gasket (1 Pack); Mar. 1 & Newer. 

27153 


1970-1964; Thermostat Gasket (1 Pack). 

. 27138 


1965-1964; Thermostat Gasket; Mar. 1 & Newer. 

25153 


6-Cvl 250 



1965-1964; Thermostat Gasket (1 Pack); Feb. & Older. 

27135 



+45359 

195 

1965-1964; Thermostat Gasket; Feb. & Older. 

25135 



❖45358 

180 

V-8 302 




❖45356 

160 

1979; Premium Thermostat. 

♦45359 

195 

1973-1969; OE Type Thermostat. 

. ♦ 13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1979; Economy Thermostat. 

♦13009 

195 


❖13356 

160 


❖13008 

180 

1973-1969; Economy Thermostat. 

. ♦13009 

195 


❖13006 

160 


❖13008 

180 

1979; Thermostat Gasket. 

25150 



❖13006 

160 

1979; Thermostat Gasket (1 Pack). 

27150 


1973-1969; Thermostat Gasket. 

. 25149 


1973-1968; Premium Thermostat. 

♦45359 

195 

1973-1969; Thermostat Gasket (1 Pack). 

. 27149 



❖45358 

180 

6-Cyl. 3.3 L 




❖45356 

160 



1Q5 

1973-1968; Economy Thermostat. 

♦ 13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 



195 

1973-1968; Thermostat Gasket. 

25150 



❖13352 

205 

1973-1968; Thermostat Gasket (1 Pack). 

27150 



❖13358 

180 

V-8 351 




❖13356 

160 

1973-1970; OE Type Thermostat; W/Cleveland Eng. 

♦13469 

195 

1982-1980; Economy Thermostat. 

. ♦13009 

195 


❖ 13468 

180 


❖13008 

180 

1973-1970; Premium Thermostat; W/Windsor Eng. 

♦45359 

195 


❖13006 

160 


❖45358 

180 

1982-1980; Thermostat Gasket. 

. 25149 



❖45356 

160 

1982-1980; Thermostat Gasket (1 Pack). 

. 27149 


1973-1970; Economy Thermostat; W/Windsor Eng. 

♦ 13009 

195 

V-6 171 




❖13008 

180 

1979; Premium Thermostat. 

. ♦45379 

195 


❖13006 

160 


❖45378 

180 

1973-1970; Thermostat Gasket (1 Pack); W/Cleveland Eng.... 

27149 


1979; OE Type Thermostat. 

. ♦13379 

195 

1973-1970; Thermostat Gasket; W/Cleveland Eng. 

25149 



❖13378 

180 

1973-1970; Thermostat Gasket (1 Pack); W/Windsor Eng. 

27150 



❖13376 

160 

1973-1970; Thermostat Gasket; W/Windsor Eng. 

25150 


1979; Thermostat Gasket. 

. 25165 


1969; Premium Thermostat. 

♦45359 

195 

1979; Thermostat Gasket (1 Pack). 

. 27165 



❖45358 

180 

1979; Thermostat Seal. 

. 25266 



❖45356 

160 

1979; Thermostat Seal (1 Pack). 

. 27266 


1969; Economy Thermostat. 

♦ 13009 

195 





❖13008 

180 





❖13006 

160 




1969: Thermostat Gasket. 

25150 



♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

Mustang - Continued 

Mustang II - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 140 - Continued 

1978-1974; Thermostat Gasket (1 Pack) . 27164 


V-8 351 - Continued 

1969; Thermostat Gasket (1 Pack). 27150 

V-8 390 

1969; Premium Thermostat. 4-45359 195 

0-45358 180 
7745356 160 

1969; Economy Thermostat. 413009 195 

7713008 180 
7713006 160 

1969; Thermostat Gasket. 25168 

1969; Thermostat Gasket (1 Pack). 27168 

1968-1967; Premium Thermostat. 445359 195 

7745358 180 
❖45356 160 

1968-1967; Economy Thermostat. 413009 195 

7713008 180 
7713006 160 

1968-1967; Thermostat Gasket. 25153 

1968-1967; Thermostat Gasket (1 Pack). 27153 

V-8 4.2 L 

1982-1980; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1982-1980; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1982-1980; Thermostat Gasket. 25150 

1982-1980; Thermostat Gasket (1 Pack). 27150 

V-8 427 

1968; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1968; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1968; Thermostat Gasket. 25153 

1968; Thermostat Gasket (1 Pack). 27153 

V-8 428 

1970-1968; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1970-1968; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1970-1968; Thermostat Gasket. 25153 

1970- 1968; Thermostat Gasket (1 Pack). 27153 

V-8 429 

1971- 1969; Premium Thermostat. 4-45359 195 

❖45358 180 
❖45356 160 

1971-1969; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1971-1969; Thermostat Gasket. 25168 

1971-1969; Thermostat Gasket (1 Pack). 27168 

V-8 5.0 L 

1994-1982; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1994-1982; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1994-1982; Thermostat Gasket. 25150 

1994-1982; Thermostat Gasket (1 Pack). 27150 

Mustang II 

4-Cyl. 140 

1978-1974; Premium Thermostat. 445349 195 

❖45348 180 

1978-1974; OE Type Thermostat. 413349 195 

❖13348 180 

1978-1974; Thermostat Gasket. 25164 


V-6 171 

1978-1974; Premium Thermostat. 4-45379 195 

❖45378 180 

1978-1974; OE Type Thermostat. 413379 195 

❖13378 180 
❖13376 160 

1978-1974; Thermostat Gasket. 25165 

1978-1974; Thermostat Gasket (1 Pack). 27165 

1978-1974; Thermostat Seal. 25266 

1978-1974; Thermostat Seal (1 Pack). 27266 

V-8 302 

1978-1975; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1978-1975; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1978-1975; Thermostat Gasket. 25150 

1978-1975; Thermostat Gasket (1 Pack). 27150 

P Series Van 

6-Cvl. 144 

1964-1963; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1964-1963; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1964-1963; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1964-1963; Thermostat Gasket. 25138 

1964-1963; Thermostat Gasket (1 Pack). 27138 

1962; Thermostat Gasket. 25138 

1962; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 170 

1967-1963; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1967-1963; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967-1963; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1967-1963; Thermostat Gasket. 25138 

1967-1963; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 223 

1958-1954; Premium Thermostat. 445479 195 

❖45478 180 

1958-1954; OE Type Thermostat. 413479 195 

❖13478 180 
❖13476 160 

6-Cyl. 240 

1970-1965; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1970-1965; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970-1965; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1970-1965; Thermostat Gasket. 25149 

1970-1965; Thermostat Gasket (1 Pack). 27149 


4 OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

P Series Van - Continued 

Pinto - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 300 

1977-1975; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1977-1975; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977-1975; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1977-1975; Thermostat Gasket. 25138 

1977-1975; Thermostat Gasket (1 Pack). 27138 

1974; Premium Thermostat. ❖45359 195 

❖45358 180 
❖45356 160 

1974; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1974; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1974; Thermostat Gasket. 25149 

1974; Thermostat Gasket (1 Pack). 27149 

1970-1965; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1970-1965; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970-1965; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1970-1965; Thermostat Gasket. 25149 

1970-1965; Thermostat Gasket (1 Pack). 27149 

V-8 272 

1958-1957; Premium Thermostat. +45479 195 

❖45478 180 

1958-1957; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

V-8 292 

1964-1957; Premium Thermostat. +45479 195 

❖45478 180 

1964-1957; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

V-8 352 

1967; Premium Thermostat. +45479 195 

❖45478 180 

1967; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1967; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1967; Thermostat Gasket. 25140 

1967; Thermostat Gasket (1 Pack). 27140 

Pinto 

4-Cyl. 122 

1974-1971; Premium Thermostat. +45349 195 

❖45348 180 

1974-1971; OE Type Thermostat. +13349 195 

❖13348 180 

1974-1971; Thermostat Gasket. 25161 

1974-1971; Thermostat Gasket (1 Pack). 27161 

1974-1971; Thermostat Seal. 25262 

1974-1971; Thermostat Seal (1 Pack). 27262 


4-Cyl. 140 

1979; Premium Thermostat. +045829 195 

❖045828 180 
❖045820 192 

1979; OE Type Thermostat. +013829 195 

❖013828 180 
❖013820 192 

1979; Thermostat Gasket. 25174 

1979; Thermostat Gasket (1 Pack). 27174 

1978-1974; Premium Thermostat. +45349 195 

❖45348 180 

1978-1974; OE Type Thermostat. +13349 195 

❖13348 180 

1978-1974; Thermostat Gasket. 25164 

1978- 1974; Thermostat Gasket (1 Pack). 27164 

4-Cyl. 2.3 L 

1980; Premium Thermostat. +045829 195 

❖045828 180 
❖045820 192 

1980; OE Type Thermostat. +013829 195 

❖013828 180 
❖013820 192 

1980; Thermostat Gasket. 25174 

1980; Thermostat Gasket (1 Pack). 27174 

4-Cyl. 98 

1973-1971; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1973-1971 ;OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1973-1971; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1973-1971; Thermostat Gasket. 25138 

1973-1971; Thermostat Gasket (1 Pack). 27138 

V-6 171 

1979- 1975; Premium Thermostat. +45379 195 

❖45378 180 

1979-1975; OE Type Thermostat. +13379 195 

❖13378 180 
❖13376 160 

1979-1975; Thermostat Gasket. 25165 

1979-1975; Thermostat Gasket (1 Pack). 27165 

1979-1975; Thermostat Seal. 25266 

1979-1975; Thermostat Seal (1 Pack). 27266 

Probe 

4-Cyl. 2.0 L 

1994-1993; OE Type Thermostat. +14048 180 

❖14047 170 

1994-1993; Thermostat Seal. 25285 

1994-1993; Thermostat Seal (1 Pack). 27285 

4-Cyl. 2.2 L 

1992-1989; Premium Thermostat. +45869 195 

❖45868 180 

1992-1989; OE Type Thermostat. +13869 195 

❖13868 180 

1992-1989; Thermostat Gasket. 25168 

1992-1989; Thermostat Gasket (1 Pack). 27168 

V-6 2.5 L 

1994-1993; OE Type Thermostat. +14048 180 

❖14047 170 

1994-1993; Thermostat Seal. 25285 

1994-1993; Thermostat Seal (1 Pack). 27285 

V-6 3.0 L 

1992-1990; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. 
O Seal Included. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Ford - Continued 

Probe ■ Continued 

V-6 3.0 L - Continued 



1992-1990; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1992-1990; Thermostat Gasket. 

. 25183 


1992-1990; Thermostat Gasket (1 Pack). 

. 27183 


Ranch Wagon 

V-8 351; V-8 400; V-8 460 



1974; OE Type Thermostat. 

. ♦13469 

195 


❖13468 

180 

1974; Thermostat Gasket. 

. 25168 


1974; Thermostat Gasket (1 Pack). 

. 27168 


Ranchero 

6-Cvl. 200 



1968-1966; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1968-1966; OE Type Thermostat. 

. ♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1968-1966; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1968-1966; Thermostat Gasket. 

. 25138 


1968-1966; Thermostat Gasket (1 Pack). 

. 27138 


6-Cyl. 223 



1958-1957; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1958-1957; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

6-Cyl. 250 



1973-1970; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1973-1970; OE Type Thermostat. 

. ♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1973-1970; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1973-1970; Thermostat Gasket. 

. 25149 


1973-1970; Thermostat Gasket (1 Pack). 

. 27149 


1969; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1969; OE Type Thermostat. 

. ♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1969; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1969; Thermostat Gasket. 

. 25138 


1969; Thermostat Gasket (1 Pack). 

. 27138 


V-8 272 



1957; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1957; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

V-8 289 



1968-1967; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1968-1967; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1968-1967; Thermostat Gasket. 

25150 






Application 

Part 

Number 

Tem 

P°F 

Ford - Continued 

Ranchero - Continued 

V-8 289 - Continued 



1968-1967; Thermostat Gasket (1 Pack). 

27150 


V-8 292 



1959-1957; Premium Thermostat. 

♦45479 

195 


❖45478 

180 

1959-1957; OE Type Thermostat. 

♦13479 

195 


❖13478 

180 


❖13476 

160 

V-8 302 



1979-1977; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1979-1977; Economy Thermostat. 

♦13009 

195 


❖13008 

180 


❖13006 

160 

1979-1977; Thermostat Gasket. 

25150 


1979-1977; Thermostat Gasket (1 Pack). 

27150 


1974-1968; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1974-1968; Economy Thermostat. 

♦13009 

195 


❖13008 

180 


❖13006 

160 

1974-1968; Thermostat Gasket. 

25150 


1974-1968; Thermostat Gasket (1 Pack). 

27150 


V-8 351 



1979; OE Type Thermostat; W/Modified Eng. 

♦13469 

195 


❖13468 

180 

1979; Premium Thermostat; W/Windsor Eng. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1979; Economy Thermostat; W/Windsor Eng. 

♦13009 

195 


❖13008 

180 


❖13006 

160 

1979; Thermostat Gasket (1 Pack); W/Modified Eng. 

27149 


1979; Thermostat Gasket; W/Modified Eng. 

25149 


1979; Thermostat Gasket (1 Pack); W/Windsor Eng. 

27150 


1979; Thermostat Gasket; W/Windsor Eng. 

25150 


1978-1975; OE Type Thermostat; W/Modified Eng. 

♦ 13469 

195 


❖13468 

180 

1978-1975; Premium Thermostat; W/Windsor Eng. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1978-1975; Economy Thermostat; W/Windsor Eng. 

♦ 13009 

195 


❖13008 

180 


❖13006 

160 

1978-1975; Thermostat Gasket (1 Pack); W/Modified Eng. 

27168 


1978-1975; Thermostat Gasket; W/Modified Eng. 

25168 


1978-1975; Thermostat Gasket (1 Pack); W/Windsor Eng. 

27150 


1978-1975; Thermostat Gasket; W/Windsor Eng. 

25150 


1974-1972; Premium Thermostat; Eng. VIN H. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1974-1972; Economy Thermostat; Eng. VIN H. 

♦ 13009 

195 


❖13008 

180 


❖13006 

160 

1974-1972; OE Type Thermostat; Eng. VIN Q. 

♦ 13469 

195 


❖13468 

180 

1974-1972; Thermostat Gasket (1 Pack); Eng. VIN H. 

27150 


1974-1972; Thermostat Gasket; Eng. VIN H. 

25150 


1974-1972; Thermostat Gasket (1 Pack); Eng. VIN Q. 

27149 


1974-1972; Thermostat Gasket; Eng. VIN Q. 

25149 


1971; Premium Thermostat; Eng. VIN H. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

197': Economy Thermostat; Eng. VIN H. 

♦13009 

195 


❖13008 

180 


❖13006 

160 

1971; OE Type Thermostat; Eng. VIN M. 

♦13469 

195 


❖13468 

180 

1971; Thermostat Gasket (1 Pack); Eng. VIN H. 

27150 


197': Thermostat Gasket; Eng. VIN H. 

25150 


1971; Thermostat Gasket (1 Pack); Eng. VIN M. 

27149 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P °F 

Ford - Continued 

Ranchero - Continued 

V-8 351 - Continued 



1971; Thermostat Gasket; Eng. VIN M. 

. 25149 


1970; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1970; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1970; Thermostat Gasket. 

. 25150 


1970; Thermostat Gasket (1 Pack). 

. 27150 


1969; OE Type Thermostat. 

. ♦13469 

195 


❖ 13468 

180 

1969; Thermostat Gasket. 

. 25150 


1969; Thermostat Gasket (1 Pack). 

. 27150 


V-8 390 



1969-1967; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1969-1967; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1969-1967; Thermostat Gasket. 

. 25153 


1969-1967; Thermostat Gasket (1 Pack). 

. 27153 


V-8 400 



1978-1972; OE Type Thermostat. 

. ♦13469 

195 


❖13468 

180 

1978-1972; Thermostat Gasket. 

. 25168 


1978-1972; Thermostat Gasket (1 Pack). 

. 27168 


V-8 428 



1969-1968; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1969-1968; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1969-1968; Thermostat Gasket. 

. 25153 


1969-1968; Thermostat Gasket (1 Pack). 

. 27153 


V-8 429 



1973-1970; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1973-1970; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1973-1970; Thermostat Gasket. 

. 25168 


1973-1970; Thermostat Gasket (1 Pack). 

. 27168 


V-8 460 



1976-1974; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1976-1974; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1976-1974; Thermostat Gasket. 

. 25168 


1976-1974; Thermostat Gasket (1 Pack). 

. 27168 


Ranger 

4-Cvl. 2.0 L 



1988-1983; Premium Thermostat. 

. ♦045829 

195 


❖045828 

180 


❖045820 

192 

1988-1983; OE Type Thermostat. 

. ♦013829 

195 


❖013828 

180 


❖013820 

192 

1988-1983; Thermostat Gasket. 

. 25174 


1988-1983; Thermostat Gasket (1 Pack). 

. 27174 


4-Cvl. 2.2 L Diesel 



1984-1983; Premium Thermostat. 

. ♦45399 

195 


❖45398 

180 

1984-1983; OE Type Thermostat. 

. ♦ 13399 

195 


❖13398 

180 

1984-1983; Thermostat Gasket. 

. 25164 






Application 


Part 

Number 

Tem 

P°F 

Ford - Continued 

1 Ranger - Continued 

4-Cyl. 2.2 L Diesel - Continued 




1984-1983; Thermostat Gasket (1 Pack). 


27164 


4-Cyl. 2.3 L 




1994-1983; Premium Thermostat. 


♦045829 

195 



❖045828 

180 



❖045820 

192 

1994-1983; OE Type Thermostat. 


♦013829 

195 



❖013828 

180 



❖013820 

192 

1994-1983; Thermostat Gasket. 


25174 


1994-1983; Thermostat Gasket (1 Pack). 


27174 


4-Cyl. 2.3 L Diesel 




1987-1985; Premium Thermostat. 


♦45398 

180 



❖45399 

195 

1987-1985; OE Type Thermostat. 


♦ 13398 

180 



❖13399 

195 

1987-1985; Thermostat Gasket. 


25164 


1987-1985; Thermostat Gasket (1 Pack). 


27164 


V-6 2.8 L 




1985-1983; Premium Thermostat. 


♦45379 

195 



❖45378 

180 

1985-1983; OE Type Thermostat. 


♦ 13379 

195 



❖13378 

180 



❖13376 

160 

1985-1983; Thermostat Gasket (1 Pack); 3 1/4” 

x 3 1/2" Gasket 



Material. 


27103 


V-6 2.9 L 




1992-1986; Premium Thermostat. 


♦45369 

195 



❖45368 

180 

1992-1986; OE Type Thermostat. 


♦ 13959 

195 



❖13958 

180 

1992-1986; Thermostat Seal. 


25279 


1992-1986; Thermostat Seal (1 Pack). 


27279 


V-6 3.0 L 




1994-1991; Premium Thermostat. 


♦45359 

195 



❖45358 

180 



❖45356 

160 

1994-1991; OEType Thermostat. 


♦ 13359 

195 



❖13352 

205 



❖13358 

180 



❖13356 

160 

1994-1991; Economy Thermostat. 


♦13009 

195 



❖13008 

180 



❖13006 

160 

1994-1991; Thermostat Gasket. 


25138 


1994-1991; Thermostat Gasket (1 Pack). 


27138 


V-6 4.0 L 




1994-1990; Premium Thermostat. 


♦45369 

195 



❖45368 

180 

1994-1990; OE Type Thermostat. 


♦13959 

195 



❖13958 

180 

1994-1990; Thermostat Seal. 


25279 


1994-1990; Thermostat Seal (1 Pack). 


27279 


Super Duty Pickup 

V-8 7.3 L Diesel 




1994; OE Type Thermostat. 


♦14252 

205 

1994; Thermostat Seal. 


25289 


1994; Thermostat Seal (1 Pack). 


27289 


1993-1991; OE Type Thermostat; Remove seal on thermostat 



flange. 


♦014399 

190 

1993-1991; Thermostat Gasket (1 Pack); 3 1/4" 

x 3 1/2" Gasket 



Material. 


27103 


1990; OE Type Thermostat; Remove seal on thermostat flange. 

♦014399 

190 

1990; Thermostat Gasket. 


25168 


1990; Thermostat Gasket (1 Pack). 


27168 


1989-1988; OE Type Thermostat; Remove seal on thermostat 



flange. 


♦014399 

190 

1989-1988; Thermostat Gasket (1 Pack); 3 1/4" 

x 3 1/2" Gasket 



Material. 


27103 



❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

Super Duty Pickup - Continued 

Taurus - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 7.5 L 

1994-1988; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1994-1988; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1988; Thermostat Gasket. 25168 

1994-1988; Thermostat Gasket (1 Pack). 27168 


Taurus 

4-Cvl. 2.5 L 

1991-1986; Premium Thermostat. ❖045829 195 

❖045828 180 
❖045820 192 

1991-1986; OE Type Thermostat. 4 >13829 195 

❖013828 180 
❖013820 192 

1991-1986; Thermostat Gasket. 25174 

1991-1986; Thermostat Gasket (1 Pack). 27174 

V-6 3.0 L 

1994-1992; Premium Thermostat; Eng. VIN U. ♦45359 195 

❖45358 180 
❖45356 160 

1994-1992; Economy Thermostat; Eng. VIN U. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1992; Premium Thermostat; Eng. VIN Y. ♦45979 195 

❖45978 180 

1994-1992; OE Type Thermostat; Eng. VIN Y. 4-13979 195 

❖13978 180 

1994-1992; Thermostat Gasket (1 Pack); Eng. VIN U. 27183 

1994-1992; Thermostat Gasket; Eng. VIN U. 25183 

1994-1992; Thermostat Seal (1 Pack); Eng. VIN Y. 27281 

1994-1992; Thermostat Seal; Eng. VIN Y. 25281 

1991; Premium Thermostat; Eng. VIN U. ♦45359 195 

❖45358 180 
❖45356 160 

1991; OE Type Thermostat; Eng. VIN U. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1991; Economy Thermostat; Eng. VIN U. 413009 195 

❖13008 180 
❖13006 160 

1991; Premium Thermostat; Eng. VIN Y. 445979 195 

❖45978 180 

1991; OE Type Thermostat; Eng. VIN Y. 413979 195 

❖13978 180 

1991; Thermostat Gasket (1 Pack); Eng. VIN U. 27183 

1991; Thermostat Gasket; Eng. VIN U. 25183 

1991; Thermostat Seal (1 Pack); Eng. VIN Y. 27281 

1991; Thermostat Seal; Eng. VIN Y. 25281 

1990-1989; Premium Thermostat; Eng. VIN U. 445359 195 

❖45358 180 
❖45356 160 

1990-1989; Economy Thermostat; Eng. VIN U. 413009 195 

❖13008 180 
❖13006 160 

1990-1989; Premium Thermostat; Eng. VIN Y. 445979 195 

❖45978 180 

1990-1989; OE Type Thermostat; Eng. VIN Y. 413979 195 

❖13978 180 

1990-1989; Thermostat Gasket (1 Pack); Eng. VIN U. 27183 

1990-1989; Thermostat Gasket; Eng. VIN U. 25183 

1990-1989; Thermostat Seal (1 Pack); Eng. VIN Y. 27281 

1990-1989; Thermostat Seal; Eng. VIN Y. 25281 

1988-1986; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1988-1986; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 


V-6 3.0 L - Continued 

1988-1986; Thermostat Gasket. 25183 

1988-1986; Thermostat Gasket (1 Pack). 27183 

V-6 3.2 L 

1994; Premium Thermostat. 445978 180 

❖45979 195 

1994; OE Type Thermostat. 413978 180 

❖13979 195 

1994; Thermostat Seal. 25281 

1994; Thermostat Seal (1 Pack). 27281 

1993; Premium Thermostat. 445979 195 

❖45978 180 

1993; OE Type Thermostat. 413979 195 

❖13978 180 

1993; Thermostat Seal. 25281 

1993; Thermostat Seal (1 Pack). 27281 

V-6 3.8 L 

1994-1988; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1994-1988; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1994-1988; Thermostat Gasket. 25138 

1994-1988; Thermostat Gasket (1 Pack). 27138 


Tempo 

4-Cvl. 2.0 L Diesel 

1986-1984; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1986-1984; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1986-1984; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1986-1984; Thermostat Gasket. 25173 

1986-1984; Thermostat Gasket (1 Pack). 27173 

4-Cyl. 2.3 L 

1994-1984; Premium Thermostat. 4045829 195 

❖045828 180 
❖045820 192 

1994-1984; OE Type Thermostat. 4013829 195 

❖013828 180 
❖013820 192 

1994-1984; Thermostat Gasket. 25174 

1994-1984; Thermostat Gasket (1 Pack). 27174 

V-6 3.0 L 

1994-1992; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1994-1992; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1994-1992; Thermostat Gasket. 25183 

1994-1992; Thermostat Gasket (1 Pack). 27183 

Thunderbird 

4-Cyl. 2.3 L 

1988-1983; Premium Thermostat. 4045829 195 

❖045828 180 
❖045820 192 

1988-1983; OE Type Thermostat. 4013829 195 

❖013828 180 
❖013820 192 

1988-1983; Thermostat Gasket. 25174 

1988-1983; Thermostat Gasket (1 Pack). 27174 


4 OE Temperature. ❖ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Ford - Continued 

Ford - Continued 

Thunderbird - Continued 

Thunderbird - Continued 

6-Cvl. 3.3 L 



V-8 352 



1982-1980; Premium Thermostat. 

♦45359 

195 

1960-1958; Premium Thermostat. 

. ♦45478 

180 


❖45358 

180 


❖45479 

195 


❖45356 

160 

1960-1958; OE Type Thermostat. 

. ♦13478 

180 

1982-1980; OE Type Thermostat. 

♦13359 

195 


❖13479 

195 


❖13352 

205 


❖13476 

160 


❖13358 

180 

1960-1958; Economy Thermostat. 

. ♦13078 

180 


❖13356 

160 


❖13079 

195 

1982-1980; Economy Thermostat. 

.... ♦13009 

195 


❖13076 

160 


❖13008 

180 

1960-1958; Thermostat Gasket. 

. 25140 



❖13006 

160 

1960-1958; Thermostat Gasket (1 Pack). 

. 27140 


1982-1980; Thermostat Gasket. 

25149 


V-8 390 



1982-1980; Thermostat Gasket (1 Pack). 

27149 


1968-1967; Premium Thermostat. 

. ♦45359 

195 

V-6 3.8 L 




❖45358 

180 

1994-1989; Premium Thermostat. 

... ♦45359 

195 


❖45356 

160 


❖45358 

180 

1968-1967; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1994-1989; Economy Thermostat. 

.... ♦13009 

195 


❖13006 

160 


❖ 13008 

180 

1968-1967; Thermostat Gasket. 

. 25153 



❖13006 

160 

1968-1967; Thermostat Gasket (1 Pack). 

. 27153 


1994-1989; Thermostat Gasket (1 Pack); Eng. VIN 4. 

27138 


1966-1963; Premium Thermostat. 

. ♦45479 

195 

1994-1989; Thermostat Gasket; Eng. VIN 4. 

25138 



❖45478 

180 

1994-1989; Thermostat Gasket (1 Pack); Eng. VIN R. 

27150 


1966-1963; OE Type Thermostat. 

. ♦13479 

195 

1994-1989; Thermostat Gasket; Eng. VIN R. 

25150 



❖13478 

180 

1988-1982; Premium Thermostat. 

... ♦45359 

195 


❖13476 

160 


❖45358 

180 

1966-1963; Economy Thermostat. 

. ♦13079 

195 


❖45356 

160 


❖13078 

180 

1988-1982; Economy Thermostat. 

.... ♦13009 

195 


❖13076 

160 


❖ 13008 

180 

1966-1963; Thermostat Gasket. 

. 25140 



❖13006 

160 

1966-1963; Thermostat Gasket (1 Pack). 

. 27140 


1988-1982; Thermostat Gasket. 

25138 


1962-1961; Premium Thermostat. 

. ♦45478 

180 

1988-1982; Thermostat Gasket (1 Pack). 

27138 



❖45479 

195 

V-8 292 



1962-1961; OEType Thermostat. 

. ♦13478 

180 

1957-1955; Premium Thermostat. 

... ♦45478 

180 


❖13479 

195 


❖45479 

195 


❖13476 

160 


4-13478 

IRQ 

1962-1961; Economy Thermostat. 

. ♦13078 

180 


❖ 13479 

195 


❖13079 

195 


❖13476 

160 


❖13076 

160 


4-nft7R 

IRQ 

1962-1961; Thermostat Gasket. 

. 25140 



❖13079 

195 

1962-1961; Thermostat Gasket (1 Pack). 

. 27140 



❖13076 

160 

V-8 4.2 L 



V-8 302 



1982-1980; Premium Thermostat. 

. ♦45359 

195 

1979-1977; Premium Thermostat. 

... ♦45359 

195 


❖45358 

180 


❖45358 

180 


❖45356 

160 


❖45356 

160 

1982-1980; Economy Thermostat. 

. ♦13009 

195 

1979-1977; Economy Thermostat. 

.... ♦13009 

195 


❖13008 

180 


❖13008 

180 


❖13006 

160 


013006 

160 

1982-1980; Thermostat Gasket. 

. 25150 


1979-1977; Thermostat Gasket. 

25150 


1982-1980; Thermostat Gasket (1 Pack). 

. 27150 


1979-1977; Thermostat Gasket (1 Pack). 

27150 


V-8 4.6 L 



V-8 312 



1994; Premium Thermostat. 

. ♦45399 

195 

1957-1956; Premium Thermostat. 

... ♦45478 

180 


❖45398 

180 


❖45479 

195 

1994; OE Type Thermostat. 

. ♦13399 

195 

1957-1956; OE Type Thermostat. 

♦ 13478 

180 


❖13398 

180 


❖13479 

195 

1994; Thermostat Seal. 

. 25290 



❖ 13476 

160 

1994; Thermostat Seal (1 Pack). 

. 27290 


1957-1956; Economy Thermostat. 

.... ♦13078 

180 

V-8 400 




❖13079 

195 

1978-1977; OE Type Thermostat. 

. ♦13469 

195 


❖13076 

160 


❖13468 

180 

V-8 351 



1978-1977; Thermostat Gasket. 

. 25168 


1979; OE Type Thermostat. 

.... ♦13469 

195 

1978-1977; Thermostat Gasket (1 Pack). 

. 27168 



❖13468 

180 

1972; OE Type Thermostat. 

. ♦13469 

195 

1979; Thermostat Gasket. 

25149 



❖13468 

180 

1979; Thermostat Gasket (1 Pack). 

27149 


1972; Thermostat Gasket. 

. 25168 


1978-1977; Premium Thermostat. 

... ♦45359 

195 

1972; Thermostat Gasket (1 Pack). 

. 27168 



❖45358 

180 

V-8 427 




❖45356 

160 

1967; Premium Thermostat. 

. ♦45359 

195 

1978-1977; Economy Thermostat. 

.... ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1967; Economy Thermostat. 

. ♦13009 

195 

1978-1977; Thermostat Gasket. 

25150 



❖13008 

180 

1978-1977; Thermostat Gasket (1 Pack). 

27150 



❖13006 

160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Ford - Continued 

Thunderbird - Continued 

V-8 427 - Continued 



1967; Thermostat Gasket. 

. 25153 


1967; Thermostat Gasket (1 Pack). 

. 27153 


1966; Premium Thermostat. 

. ♦45359 

195 


0-45358 

180 


0-45356 

160 

1966; Economy Thermostat. 

. ♦13009 

195 


0-13008 

180 


0-13006 

160 

1966; Thermostat Gasket. 

. 25140 


1966; Thermostat Gasket (1 Pack). 

. 27140 


1965-1963; Premium Thermostat. 

. 445479 

195 


0-45478 

180 

1965-1963; OE Type Thermostat. 

. 413479 

195 


0-13478 

180 


0-13476 

160 

1965-1963; Economy Thermostat. 

. 413079 

195 


0-13078 

180 


0-13076 

160 

1965-1963; Thermostat Gasket. 

. 25140 


1965-1963; Thermostat Gasket (1 Pack). 

. 27140 


V-8 428 



1967; Premium Thermostat. 

. 445359 

195 


0-45358 

180 


0-45356 

160 

1967; Economy Thermostat. 

. 413009 

195 


0-13008 

180 


0-13006 

160 

1967; Thermostat Gasket. 

. 25153 


1967; Thermostat Gasket (1 Pack). 

. 27153 


1966; Premium Thermostat. 

. 445479 

195 


0-45478 

180 

1966; OE Type Thermostat. 

. 413479 

195 


0-13478 

180 


0-13476 

160 

1966; Economy Thermostat. 

. 413079 

195 


0-13078 

180 


0-13076 

160 

1966; Thermostat Gasket. 

. 25140 


1966; Thermostat Gasket (1 Pack). 

. 27140 


V-8 429 



1973-1968; Premium Thermostat. 

. 445359 

195 


0-45358 

180 


0-45356 

160 

1973-1968; Economy Thermostat. 

. 413009 

195 


0-13008 

180 


0-13006 

160 

1973-1968; Thermostat Gasket. 

. 25168 


1973-1968; Thermostat Gasket (1 Pack). 

. 27168 


V-8 430 



1960-1959; Premium Thermostat. 

. 445478 

180 


0-45479 

195 

1960-1959; OE Type Thermostat. 

. 413478 

180 


0-13479 

195 


0-13476 

160 

1960-1959; Economy Thermostat. 

. 413078 

180 


0-13079 

195 


0-13076 

160 

1960-1959; Thermostat Gasket. 

. 25140 


1960-1959; Thermostat Gasket (1 Pack). 

. 27140 


V-8 460 



1976-1972; Premium Thermostat. 

. 445359 

195 


0-45358 

180 


0-45356 

160 

1976-1972; Economy Thermostat. 

. 413009 

195 


0-13008 

180 


0-13006 

160 

1976-1972; Thermostat Gasket. 

. 25168 


1976-1972; Thermostat Gasket (1 Pack). 

. 27168 



Application 

Part 

Number 

Tem 

P°F 

Ford - Continued 

1 Thunderbird - Continued 

V-8 5.0 L 



1993-1991; Premium Thermostat. 

. 445359 

195 


❖45358 

180 


❖45356 

160 

1993-1991; Economy Thermostat. 

. 413009 

195 


❖13008 

180 


❖13006 

160 

1993-1991; Thermostat Gasket. 

. 25150 


1993-1991; Thermostat Gasket (1 Pack). 

. 27150 


1988-1983; Premium Thermostat. 

. 445359 

195 


❖45358 

180 


❖45356 

160 

1988-1983; Economy Thermostat. 

. 413009 

195 


❖13008 

180 


❖13006 

160 

1988-1983; Thermostat Gasket. 

. 25150 


1988-1983; Thermostat Gasket (1 Pack). 

. 27150 


1981-1980; Premium Thermostat. 

. 445359 

195 


❖45358 

180 


❖45356 

160 

1981-1980; Economy Thermostat. 

. 413009 

195 


❖13008 

180 


❖13006 

160 

1981-1980; Thermostat Gasket. 

. 25150 


1981-1980; Thermostat Gasket (1 Pack). 

. 27150 


Torino 

6-Cyl. 200 



1968; Premium Thermostat. 

. 445359 

195 


❖45358 

180 


❖45356 

160 

1968; OE Type Thermostat. 

. 413359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1968; Economy Thermostat. 

. 413009 

195 


❖13008 

180 


❖13006 

160 

1968; Thermostat Gasket. 

. 25138 


1968; Thermostat Gasket (1 Pack). 

. 27138 


6-Cyl. 250 



1974-1969; Premium Thermostat. 

. 445359 

195 


❖45358 

180 


❖45356 

160 

1974-1969; OE Type Thermostat. 

. 413359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1974-1969; Economy Thermostat. 

. 413009 

195 


❖13008 

180 


❖13006 

160 

1974-1969; Thermostat Gasket. 

. 25149 


1974-1969; Thermostat Gasket (1 Pack). 

. 27149 


V-8 289 



1968; Premium Thermostat. 

. 445359 

195 


❖45358 

180 


❖45356 

160 

1968; Economy Thermostat. 

. 413009 

195 


❖13008 

180 


❖13006 

160 

1968; Thermostat Gasket. 

. 25150 


1968; Thermostat Gasket (1 Pack). 

. 27150 


V-8 302 



1974-1968; Premium Thermostat. 

. 445359 

195 


❖45358 

180 


❖45356 

160 

1974-1968; Economy Thermostat. 

. 413009 

195 


❖13008 

180 


❖13006 

160 

1974-1968; Thermostat Gasket. 

. 25150 


1974-1968; Thermostat Gasket (1 Pack). 

. 27150 



♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford - Continued 

Ford - Continued 

Torino - Continued 

Torino - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 351 

1976-1975; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1976-1975; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1976-1975; Thermostat Gasket. 25150 

1976-1975; Thermostat Gasket (1 Pack). 27150 

1974; Premium Thermostat; Eng. VIN H. ♦45359 195 

❖45358 180 
❖45356 160 

1974; Economy Thermostat; Eng. VIN H. ♦13009 195 

❖13008 180 
❖13006 160 

1974; OE Type Thermostat; Eng. VIN Q. ♦13469 195 

❖13468 180 

1974; Thermostat Gasket (1 Pack); Eng. VIN H. 27150 

1974; Thermostat Gasket; Eng. VIN H. 25150 

1974; Thermostat Gasket (1 Pack); Eng. VIN Q. 27149 

1974; Thermostat Gasket; Eng. VIN Q. 25149 

1973; Premium Thermostat; Eng. VIN H. ♦45359 195 

❖45358 180 
❖45356 160 

1973; Economy Thermostat; Eng. VIN H. ♦13009 195 

❖13008 180 
❖13006 160 

1973; OE Type Thermostat; Eng. VIN Q. ♦13469 195 

❖13468 180 

1973; Thermostat Gasket (1 Pack); Eng. VIN H. 27150 

1973; Thermostat Gasket; Eng. VIN H. 25150 

1973; Thermostat Gasket (1 Pack); Eng. VIN Q. 27168 

1973; Thermostat Gasket; Eng. VIN Q. 25168 

1972; Premium Thermostat; Eng. VIN H. ♦45359 195 

❖45358 180 
❖45356 160 

1972; Economy Thermostat; Eng. VIN H. ♦13009 195 

❖13008 180 
❖13006 160 

1972; OE Type Thermostat; Eng. VIN Q. ♦13469 195 

❖13468 180 

1972; Thermostat Gasket (1 Pack); Eng. VIN H. 27150 

1972; Thermostat Gasket; Eng. VIN H. 25150 

1972; Thermostat Gasket (1 Pack); Eng. VIN Q. 27149 

1972; Thermostat Gasket; Eng. VIN Q. 25149 

1971; Premium Thermostat; Eng. VIN H. ♦45359 195 

❖45358 180 
❖45356 160 

1971; Economy Thermostat; Eng. VIN H. ♦13009 195 

❖13008 180 
❖13006 160 

1971; OE Type Thermostat; Eng. VIN M. ♦13469 195 

❖13468 180 

1971; Thermostat Gasket (1 Pack); Eng. VIN H. 27150 

1971; Thermostat Gasket; Eng. VIN H. 25150 

1971; Thermostat Gasket (1 Pack); Eng. VIN M. 27149 

1971; Thermostat Gasket; Eng. VIN M. 25149 

1970; OE Type Thermostat; W/Cleveland Eng. ♦13469 195 

❖13468 180 

1970; Premium Thermostat; W/Windsor Eng. ♦45359 195 

❖45358 180 
❖45356 160 

1970; Economy Thermostat; W/Windsor Eng. ♦13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket (1 Pack); W/Cleveland Eng. 27168 

1970; Thermostat Gasket; W/Cleveland Eng. 25168 

1970; Thermostat Gasket (1 Pack); W/Windsor Eng. 27150 

1970; Thermostat Gasket; W/Windsor Eng. 25150 

1969; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 


V-8 351 - Continued 

1969; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1969; Thermostat Gasket. 25150 

1969; Thermostat Gasket (1 Pack). 27150 

V-8 390 

1969; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1969; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1969; Thermostat Gasket. 25168 

1969; Thermostat Gasket (1 Pack). 27168 

1968; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1968; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1968; Thermostat Gasket. 25153 

1968; Thermostat Gasket (1 Pack). 27153 

V-8 400 

1976-1972; OE Type Thermostat. ♦13469 195 

❖13468 180 

1976-1972; Thermostat Gasket. 25168 

1976-1972; Thermostat Gasket (1 Pack). 27168 

V-8 428 

1969-1968; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1969-1968; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1969-1968; Thermostat Gasket. 25153 

1969-1968; Thermostat Gasket (1 Pack). 27153 

V-8 429 

1973-1970; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1973-1970; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1973-1970; Thermostat Gasket. 25168 

1973-1970; Thermostat Gasket (1 Pack). 27168 

V-8 460 

1976-1973; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1976-1973; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1976-1973; Thermostat Gasket. 25168 

1976-1973; Thermostat Gasket (1 Pack). 27168 


Ford (English) 


Anglia 

4-Cvl. 61 

1964-1960; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1964-1960; OE Type Thermostat. ♦13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1964-1960; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1964-1960; Thermostat Gasket. 25138 

1964-1960; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Ford (English) - Continued 

Ford (English) - Continued 

Anglia - Continued 

Consul Capri 

4-Cvl. 73 



4-Cvl. 82 



1967-1964; Premium Thermostat. 

. ♦45358 

180 

1962; Premium Thermostat. 

. ♦45358 

180 


❖45359 

195 


❖45359 

195 


❖45356 

160 


❖45356 

160 

1967-1964; OE Type Thermostat. 

. ♦ 13358 

180 

1962; OE Type Thermostat. 

. ♦13358 

180 


❖13352 

205 


❖13352 

205 


❖13359 

195 


❖13359 

195 


❖13356 

160 


❖13356 

160 

1967-1964; Economy Thermostat. 

. ♦13008 

180 

1962; Economy Thermostat. 

. ♦13008 

180 


❖13009 

195 


❖13009 

195 


❖13006 

160 


❖13006 

160 

1967-1964; Thermostat Gasket. 

. 25138 


1962; Thermostat Gasket. 

. 25138 


1967-1964; Thermostat Gasket (1 Pack). 

27138 


1962; Thermostat Gasket (1 Pack). 

27138 


Capri 

Cortina 

4-Cvl. 82 



4-Cvl. 73 



1964-1963; Premium Thermostat. 

. ♦45358 

180 

1964-1963; Premium Thermostat. 

. ♦45358 

180 


❖45359 

195 


❖45359 

195 


❖45356 

160 


❖45356 

160 

1964-1963; OE Type Thermostat. 

. ♦13358 

180 

1964-1963; OE Type Thermostat. 

. ♦13358 

180 


❖13352 

205 


❖13352 

205 


❖13359 

195 


❖13359 

195 


❖13356 

160 


❖13356 

160 

1964-1963; Economy Thermostat. 

. ♦13008 

180 

1964-1963; Economy Thermostat. 

. ♦13008 

180 


❖13009 

195 


❖13009 

195 


❖13006 

160 


❖13006 

160 

1964-1963; Thermostat Gasket. 

. 25138 


1964-1963; Thermostat Gasket. 

. 25138 


1964-1963; Thermostat Gasket (1 Pack). 

27138 


1964-1963; Thermostat Gasket (1 Pack). 

27138 


4-Cvl. 91 



4-Cvl. 91 



1964; Premium Thermostat. 

. ♦45358 

180 

1967-1963; Premium Thermostat. 

. ♦45358 

180 


❖45359 

195 


❖45359 

195 


❖45356 

160 


❖45356 

160 

1964; OE Type Thermostat. 

. ♦ 13358 

180 

1967-1963; OE Type Thermostat. 

. ♦13358 

180 


❖13352 

205 


❖13352 

205 


❖13359 

195 


❖13359 

195 


❖13356 

160 


❖13356 

160 

1964; Economy Thermostat. 

. ♦13008 

180 

1967-1963; Economy Thermostat. 

. ♦13008 

180 


❖13009 

195 


❖13009 

195 


❖13006 

160 


❖13006 

160 

1964; Thermostat Gasket. 

. 25138 


1967-1963; Thermostat Gasket. 

. 25138 


1964; Thermostat Gasket (1 Pack). 

27138 


1967-1963; Thermostat Gasket (1 Pack). 

27138 


Consul 



4-Cvl. 95 






1966; Premium Thermostat. 

♦45358 

180 

4-Cvl. 104 




❖45359 

195 

1961-1960; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 


❖45359 

195 

1966; OE Type Thermostat. 

. ♦13358 

180 


❖45356 

160 


❖13352 

205 

1961-1960; OE Type Thermostat. 

♦ 13358 

180 


❖13359 

195 


❖13352 

205 


❖13356 

160 


❖13359 

❖13356 

195 

160 

1966; Economy Thermostat. 

. ♦13008 

❖13009 

180 

195 

1961-1960; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 


❖13009 

195 

1966; Thermostat Gasket. 

25138 



❖13006 

160 

1966; Thermostat Gasket (1 Pack). 

27138 


1961-1960; Thermostat Gasket. 

25138 





1961-1960; Thermostat Gasket (1 Pack). 

27138 


4-Cyl. 97 






1970-1968; Premium Thermostat. 

. ♦45358 

180 

4-Cyl. 82 




❖45359 

195 

1963-1962; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 


❖45359 

195 

1970-1968; OE Type Thermostat. 

♦ 13358 

180 


❖45356 

160 


❖13352 

205 

1963-1962; OE Type Thermostat. 

♦ 13358 

180 


❖13359 

195 


❖13352 

205 


❖13356 

160 


❖13359 

❖13356 

195 

160 

1970-1968; Economy Thermostat. 

. ♦13008 

❖13009 

180 

195 

1963-1962; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 


❖13009 

195 

1970-1968; Thermostat Gasket. 

25138 



❖13006 

160 

1970-1968; Thermostat Gasket (1 Pack). 

27138 



251 ^8 





1963-1962; Thermostat Gasket (1 Pack). 

27138 


Escort 




4-Cyl. 72 






1961-1960; Premium Thermostat. 

. ♦45358 

180 





❖45359 

195 





❖45356 

160 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Ford (English) - Continued 

Ford (English) - Continued 

Escort - Continued 

Zodiac - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 72 - Continued 

1961-1960; OE Type Thermostat. ♦13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1961-1960; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1961-1960; Thermostat Gasket. 25138 

1961-1960; Thermostat Gasket (1 Pack). 27138 

Prefect 

4-Cyl. 61 

1961-1960; Premium Thermostat. 4-45358 180 

❖45359 195 
❖45356 160 

1961-1960; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1961-1960; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1961-1960; Thermostat Gasket. 25138 

1961-1960; Thermostat Gasket (1 Pack). 27138 

Zephyr 

6-Cy 1.156 

1963; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1963; OE Type Thermostat. 4-13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1963; Economy Thermostat. 4-13008 180 

❖13009 195 
❖13006 160 

1963; Thermostat Gasket. 25138 

1963; Thermostat Gasket (1 Pack). 27138 

1961-1960; Premium Thermostat. 4-45358 180 

❖45359 195 
❖45356 160 

1961-1960; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1961-1960; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1961-1960; Thermostat Gasket. 25138 

1961-1960; Thermostat Gasket (1 Pack). 27138 


Zodiac 

6-Cyl. 156 

1964-1963; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1964-1963; OE Type Thermostat. 4-13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1964-1963; Economy Thermostat. 4-13008 180 

❖13009 195 
❖13006 160 

1964-1963; Thermostat Gasket. 25138 

1964-1963; Thermostat Gasket (1 Pack). 27138 

1961-1960; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1961-1960; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 


6-Cyl. 156- Continued 

1961-1960; Economy Thermostat. 4-13008 180 

❖13009 195 
❖13006 160 

1961-1960; Thermostat Gasket. 25138 

1961-1960; Thermostat Gasket (1 Pack). 27138 


Frazer 


Manhattan; Standard 

6-Cyl. 226 

1951-1947; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1951 -1947; OE Type Thermostat. 4-13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1951-1947; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 


Vagabond 

6-Cyl. 226 

1951; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1951; OE Type Thermostat. 4-13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1951; Economy Thermostat. 4-13008 180 

❖13009 195 
❖13006 160 


Geo 


Metro 

3- Cyl. 1.0 L 

1994; Premium Thermostat. 445849 195 

❖45848 180 

1994; OE Type Thermostat. 4-13849 195 

❖13848 180 

1994; Thermostat Gasket. 25167 

1994; Thermostat Gasket (1 Pack). 27167 

1993-1989; Premium Thermostat. 445848 180 

❖45849 195 

1993-1989; OE Type Thermostat. 4-13848 180 

❖13849 195 

1993-1989; Thermostat Gasket. 25167 

1993- 1989; Thermostat Gasket (1 Pack). 27167 

4- Cyl. 1.3 L (Canada) 

1992; Premium Thermostat. 445849 195 

❖45848 180 

1992; OE Type Thermostat. 413849 195 

❖13848 180 

1992; Thermostat Seal. 25272 

1992; Thermostat Seal (1 Pack). 27272 

1992; Thermostat Gasket. 25167 

1992; Thermostat Gasket (1 Pack). 27167 

Prizm 

4-Cyl. 1.6 L 

1994- 1989; Premium Thermostat. 4-45758 180 

1994-1989; OE Type Thermostat. 413758 180 

1994-1989; Thermostat Seal. 25280 

1994-1989; Thermostat Seal (1 Pack). 27280 

4-Cyl. 1.8 L 

1994-1993; Premium Thermostat. 4-45758 180 

1994-1993; OE Type Thermostat. 4-13758 180 

1994-1993; Thermostat Seal. 25280 

1994-1993; Thermostat Seal (1 Pack). 27280 


4 OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Geo - Continued 

GMC - Continued 

Spectrum 

C & K Series Pickup - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cvl. 1.5 L 

1989; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1989; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1989; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1989; Thermostat Gasket. 25168 

1989; Thermostat Gasket (1 Pack). 27168 


Storm 

4-Cvl. 1.6 L 

1993-1990; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1993-1990; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1993-1990; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1993-1990; Thermostat Gasket. 25168 

1993-1990; Thermostat Gasket (1 Pack). 27168 

4-Cvl. 1.8 L 

1993-1992; Premium Thermostat. +45859 195 

❖45858 180 

1993-1992; OE Type Thermostat. +13859 195 

❖13858 180 

1993-1992; Thermostat Gasket. 25173 

1993-1992; Thermostat Gasket (1 Pack). 27173 


Tracker 
4-Cyl. 1.6 L 

1994; OE Type Thermostat. +13959 195 

+13958 180 

1994; Thermostat Gasket. 25168 

1994; Thermostat Gasket (1 Pack). 27168 

1993; OE Type Thermostat. +13959 195 

+13958 180 

1993; Thermostat Gasket (1 Pack); Use either gasket or seal to 

match OE design. 27168 

1993; Thermostat Gasket; Use either gasket or seal to match 

OE design. 25168 

1993; Thermostat Seal (1 Pack); Use either gasket or seal to 

match OE design. 27281 

1993; Thermostat Seal; Use either gasket or seal to match OE 

design. 25281 

1992-1989; OE Type Thermostat. +13959 195 

+13958 180 

1992-1989; Thermostat Gasket. 25168 

1992-1989; Thermostat Gasket (1 Pack). 27168 


Glas 


1600 GT 

4-Cyl. 96 

1968; OE Type Thermostat. +13578 180 


GMC 


C & K Series Pickup 

6-Cyl. 250 

1979; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


6-Cyl. 250 - Continued 

1979; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25175 

1979; Thermostat Gasket (1 Pack). 27175 

1978-1976; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1978-1976; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1978-1976; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1978-1976; Thermostat Gasket. 25138 

1978-1976; Thermostat Gasket (1 Pack). 27138 

1975; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1975; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1975; Thermostat Gasket. 25153 

1975; Thermostat Gasket (1 Pack). 27153 

1974; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1974; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1974; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1974; Thermostat Gasket. 25153 

1974; Thermostat Gasket (1 Pack). 27153 

1974; Thermostat Seal. 25282 

1974; Thermostat Seal (1 Pack). 27282 

1973; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1973; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1973; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1973; Thermostat Gasket. 25153 

1973; Thermostat Gasket (1 Pack). 27153 

1972; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1972; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1972; Thermostat Gasket. 25138 

1972; Thermostat Gasket (1 Pack). 27138 

1971-1966; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

GMC - Continued 

GMC - Continued 

C & K Series Pickup - Continued 

C & K Series Pickup - Continued 

6-Cvl. 250 - Continued 



6-Cvl. 4.8 L- Continued 



1971-1966; OE Type Thermostat. 

♦13359 

195 

1986-1980; Thermostat Gasket. 

25153 



❖13352 

205 

1986-1980; Thermostat Gasket (1 Pack). 

27153 



❖13358 

180 

V-6 305 




❖13356 

160 

1969-1960; Premium Thermostat. 

. ♦45359 

195 

1971-1966; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1969-1960; OE Type Thermostat. 

♦ 13359 

195 

1971-1966; Thermostat Gasket. 

25153 



❖13352 

205 

1971-1966; Thermostat Gasket (1 Pack). 

27153 



❖13358 

180 

6-Cvl. 292 




❖13356 

160 

1979-1975; Premium Thermostat. 

♦45359 

195 

1969-1960; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1979-1975; OE Type Thermostat. 

♦ 13359 

195 

1969-1960; Thermostat Gasket. 

25153 



❖13352 

205 

1969-1960; Thermostat Gasket (1 Pack). 

27153 



❖13358 

180 

V-6 4.3 L 




❖13356 

160 

1994-1993; Premium Thermostat. 

. ♦45359 

195 

1979-1975; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1994-1993; OE Type Thermostat. 

♦13359 

195 

1979-1975; Thermostat Gasket. 

25153 



❖13352 

205 

1979-1975; Thermostat Gasket (1 Pack). 

27153 



❖13358 

180 

1974; Premium Thermostat. 

♦45359 

195 


❖13356 

160 


❖45358 

180 

1994-1993; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1974; OE Type Thermostat. 

. +12359 

195 


❖13006 

160 


❖13352 

205 

1994-1993; Thermostat Seal. 

25282 



❖13358 

180 

1994-1993; Thermostat Seal (1 Pack). 

27282 



❖13356 

160 

1992-1991; Premium Thermostat. 

. ♦45359 

195 

1974; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1992-1991; OEType Thermostat. 

♦ 13359 

195 

1974; Thermostat Seal. 

25282 



❖13352 

205 

1974; Thermostat Seal (1 Pack). 

27282 



❖13358 

180 

1974; Thermostat Gasket. 

25153 



❖13356 

160 

1974; Thermostat Gasket (1 Pack). 

27153 


1992-1991; Economy Thermostat. 

. ♦13009 

195 

1973-1966; Premium Thermostat. 

♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1992-1991; Thermostat Gasket. 

25153 


1973-1966; OE Type Thermostat. 

♦ 13359 

195 

1992-1991; Thermostat Gasket (1 Pack). 

27153 



❖13352 

205 

1990; Premium Thermostat. 

♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1973-1966; Economy Thermostat. 

. ♦13009 

195 

1990; OE Type Thermostat. 

. ♦isssg 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1973-1966; Thermostat Gasket. 

25153 



❖13356 

160 

1973-1966; Thermostat Gasket (1 Pack). 

27153 


1990; Economy Thermostat. 

. ♦13009 

195 

6-Cvl. 4.1 L 




❖13008 

180 

1984-1980; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


❖45358 

180 

1990; Thermostat Gasket. 

25138 



❖45356 

160 

1990; Thermostat Gasket (1 Pack). 

27138 


1984-1980; OE Type Thermostat. 

♦13359 

195 

1989-1988; Premium Thermostat. 

♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1989-1988; OE Type Thermostat. 

♦ 13359 

195 

1984-1980; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1984-1980; Thermostat Gasket. 

25175 


1989-1988; Economy Thermostat. 

♦13009 

195 

1984-1980; Thermostat Gasket (1 Pack). 

27175 



❖13008 

180 

6-Cvl. 4.8 L 




❖13006 

160 


Q 

195 

1989-1988; Thermostat Gasket. 

25153 



❖45358 

180 

1989-1988; Thermostat Gasket (1 Pack). 

27153 



❖45356 

160 

1986-1985; Premium Thermostat. 

. ♦45359 

195 

1986-1980; OE Type Thermostat. 

♦ 13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1986-1985; OE Type Thermostat. 

♦13359 

195 


❖13356 

160 


❖13352 

205 

1986-1980; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 





♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

GMC - Continued 

C & K Series Pickup - Continued 

V-6 4.3 L-Continued 



1986-1985; Economy Thermostat. 

. 4-13009 

195 


413008 

180 


413006 

160 

1986-1985; Thermostat Gasket. 

25153 


1986-1985; Thermostat Gasket (1 Pack). 

27153 


V-8 283 



1967; Premium Thermostat. 

♦45359 

195 


445358 

180 


445356 

160 

1967; OE Type Thermostat. 

. 413359 

195 


413352 

205 


413358 

180 


413356 

160 

1967; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1967; Thermostat Gasket. 

25153 


1967; Thermostat Gasket (1 Pack). 

27153 


V-8 305 



1979-1977; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 

1979-1977; OE Type Thermostat. 

413359 

195 


413352 

205 


413358 

180 


413356 

160 

1979-1977; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1979-1977; Thermostat Gasket. 

25153 


1979-1977; Thermostat Gasket (1 Pack). 

27153 


V-8 307 



1973-1968; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 

1973-1968; OE Type Thermostat. 

413359 

195 


413352 

205 


413358 

180 


413356 

160 

1973-1968; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1973-1968; Thermostat Gasket. 

25153 


1973-1968; Thermostat Gasket (1 Pack). 

27153 


V-8 327 



1968-1967; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 

1968-1967; OE Type Thermostat. 

413359 

195 


413352 

205 


413358 

180 


413356 

160 

1968-1967; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1968-1967; Thermostat Gasket. 

25153 


1968-1967; Thermostat Gasket (1 Pack). 

27153 


V-8 350 



1979-1975; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 

1979-1975; OE Type Thermostat. 

413359 

195 


413352 

205 


413358 

180 


413356 

160 

1979-1975; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1979-1975; Thermostat Gasket. 

25153 


1979-1975; Thermostat Gasket (1 Pack). 

27153 



Application 

Part 

Number 

Tem 

P°F 

GMC - Continued 

1 C & K Series Pickup - Continued 

V-8 350 - Continued 



1974; Premium Thermostat. 

♦45359 

195 


445358 

180 


445356 

160 

1974; OE Type Thermostat. 

. 413359 

195 


413352 

205 


413358 

180 


413356 

160 

1974; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1974; Thermostat Seal. 

25282 


1974; Thermostat Seal (1 Pack). 

27282 


1974; Thermostat Gasket. 

25153 


1974; Thermostat Gasket (1 Pack). 

27153 


1973-1969; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 

1973-1969; OE Type Thermostat. 

413359 

195 


413352 

205 


413358 

180 


413356 

160 

1973-1969; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1973-1969; Thermostat Gasket. 

25153 


1973-1969; Thermostat Gasket (1 Pack). 

27153 


V-8 350 Diesel 



1979-1978; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 

1979-1978; OE Type Thermostat. 

413359 

195 


413352 

205 


413358 

180 


413356 

160 

1979-1978; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1979-1978; Thermostat Gasket. 

25148 


1979-1978; Thermostat Gasket (1 Pack). 

27148 


V-8 396 



1970-1968; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 

1970-1968; OE Type Thermostat. 

413359 

195 


413352 

205 


413358 

180 


413356 

160 

1970-1968; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1970-1968; Thermostat Gasket. 

25153 


1970-1968; Thermostat Gasket (1 Pack). 

27153 


V-8 400 



1979-1975; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 

1979-1975; OE Type Thermostat. 

413359 

195 


413352 

205 


413358 

180 


413356 

160 

1979-1975; Economy Thermostat. 

. 413009 

195 


413008 

180 


413006 

160 

1979-1975; Thermostat Gasket. 

25153 


1979-1975; Thermostat Gasket (1 Pack). 

27153 


V-8 402 



1972-1970; Premium Thermostat. 

. 445359 

195 


445358 

180 


445356 

160 


♦ OE Temperature. 


4 Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

GMC - Continued 

GMC - Continued 

C & K Series Pickup - Continued 

C & K Series Pickup - Continued 

V-8 402 - Continued 



V-8 5.0 L - Continued 



1972-1970; OE Type Thermostat. 

♦13359 

195 

1991-1988; Thermostat Gasket (1 Pack). 

27153 



❖13352 

205 

1986-1980; Premium Thermostat. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1972-1970; Economy Thermostat. 

. ♦13009 

195 

1986-1980; OE Type Thermostat. 

♦ 13359 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1972-1970; Thermostat Gasket. 

25153 



❖13356 

160 

1972-1970; Thermostat Gasket (1 Pack). 

27153 


1986-1980; Economy Thermostat. 

. ♦13009 

195 

V-8 454 




❖13008 

180 

1979-1975; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


<$>45358 

ISO 

1986-1980; Thermostat Gasket. 

25153 



❖45356 

160 

1986-1980; Thermostat Gasket (1 Pack). 

27153 


1979-1975; OE Type Thermostat. 

♦ 13359 

195 

V-8 5.7 L 




❖13352 

205 

1994-1992; Premium Thermostat. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1979-1975; Economy Thermostat. 

♦13009 

195 

1994-1992; OE Type Thermostat. 

♦13359 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1979-1975; Thermostat Gasket. 

25153 



❖13356 

160 

1979-1975; Thermostat Gasket (1 Pack). 

27153 


1994-1992; Economy Thermostat. 

. ♦13009 

195 

1974; Premium Thermostat. 

♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1994-1992; Thermostat Seal. 

25282 


1974; OE Type Thermostat. 

. ♦isssg 

195 

1994-1992; Thermostat Seal (1 Pack). 

27282 



❖13352 

205 

1991-1988; Premium Thermostat. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1974; Economy Thermostat. 

♦ 13009 

195 

1991-1988; OE Type Thermostat. 

♦ 13359 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1974; Thermostat Gasket. 

25153 



❖13356 

160 

1974; Thermostat Gasket (1 Pack). 

27153 


1991-1988; Economy Thermostat. 

. ♦13009 

195 

1974; Thermostat Seal. 

25282 



❖13008 

180 

1974; Thermostat Seal (1 Pack). 

27282 



❖13006 

160 

1973; Premium Thermostat. 

♦45359 

195 

1991-1988; Thermostat Gasket. 

25138 



❖45358 

180 

1991-1988; Thermostat Gasket (1 Pack). 

27138 



❖45356 

160 

1986-1980; Premium Thermostat. 

. ♦45359 

195 

1973; OE Type Thermostat. 

. ♦mso 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1986-1980; OE Type Thermostat. 

♦13359 

195 


❖13356 

160 


❖13352 

205 

1973; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1986-1980; Economy Thermostat. 

. ♦13009 

195 

1973; Thermostat Gasket. 

25153 



❖13008 

180 

1973; Thermostat Gasket (1 Pack). 

27153 



❖13006 

160 

V-8 5 0 L 



1986-1980; Thermostat Gasket. 

25153 


1994-1992; Premium Thermostat. 

. ♦45359 

195 

1986-1980; Thermostat Gasket (1 Pack). 

27153 



❖45358 

180 

V-8 5.7 L Diesel 




❖45356 

160 

1981-1980; Premium Thermostat. 

. ♦45359 

195 

1994-1992; OE Type Thermostat. 

♦13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1981-1980; OE Type Thermostat. 

♦ 13359 

195 


❖13356 

160 


❖13352 

205 

1994-1992; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1981-1980; Economy Thermostat. 

. ♦13009 

195 

1994-1992; Thermostat Seal. 

25282 



❖13008 

180 

1994-1992; Thermostat Seal (1 Pack). 

27282 



❖13006 

160 

1991-1988; Premium Thermostat. 

♦45359 

195 

1981-1980; Thermostat Gasket. 

25148 



❖45358 

180 

1981-1980; Thermostat Gasket (1 Pack). 

27148 



❖45356 

160 

V-8 6.2 L Diesel 



1991-1988; OE Type Thermostat. 

♦ 13359 

195 


+i4mQ 

195 


❖13352 

205 

1993-1988; Thermostat Gasket. 

25140 


❖13358 

180 

1993-1988; Thermostat Gasket (1 Pack). 

27140 



❖13356 

160 

1986-1982; OE Type Thermostat. 

♦14429 

190 

1991-1988; Economy Thermostat. 

. ♦13009 

195 

IQftfi-IQft? - Thermostat (basket 

25140 



❖13008 

180 

1986-1982; Thermostat Gasket (1 Pack). 

27140 


1991-1988; Thermostat Gasket. 

❖13006 

25153 

160 

V-8 6.5 L Diesel 






1994-1992; OE Type Thermostat. 

♦14039 

195 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


GMC - Continued 

GMC - Continued 

C & K Series Pickup - Continued 

Caballero - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 6.5 L Diesel - Continued 

1994-1992; Thermostat Gasket. 25140 

1994-1992; Thermostat Gasket (1 Pack). 27140 

V-8 6.6 L 

1980; Premium Thermostat. +45359 195 

-0-45358 180 
045356 160 

1980; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1980; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1980; Thermostat Gasket. 25153 

1980; Thermostat Gasket (1 Pack). 27153 

V-8 6.6 L (Canada) 

1981; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1981; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1981; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1981; Thermostat Gasket. 25148 

1981; Thermostat Gasket (1 Pack). 27148 

V-8 7.4 L 

1994-1991; Premium Thermostat. +45849 195 

045848 180 

1994-1991 ;OE Type Thermostat. +13849 195 

013848 180 

1994-1991; Thermostat Seal. 25272 

1994-1991; Thermostat Seal (1 Pack). 27272 

1990-1988; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1990-1988; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1990-1988; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1990-1988; Thermostat Gasket. 25153 

1990-1988; Thermostat Gasket (1 Pack). 27153 

1986-1980; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1986-1980; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1986-1980; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1986-1980; Thermostat Gasket. 25153 

1986-1980; Thermostat Gasket (1 Pack). 27153 

Caballero 

V-6 200 

1979-1978; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1979-1978; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1979-1978; Economy Thermostat. +13009 195 

013008 180 
013006 160 


V-6 200 - Continued 

1979-1978; Thermostat Gasket. 25138 

1979-1978; Thermostat Gasket (1 Pack). 27138 

V-6 231 

1979-1978; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1979-1978; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1979-1978; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1979-1978; Thermostat Gasket. 25132 

1979-1978; Thermostat Gasket (1 Pack). 27132 

V-6 3.8 L 

1984-1983; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1984-1983; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1984-1983; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1984-1983; Thermostat Gasket (1 Pack); Eng. VIN 9 . 27153 

1984-1983; Thermostat Gasket; Eng. VIN 9. 25153 

1984-1983; Thermostat Gasket (1 Pack); Eng. VIN A . 27132 

1984-1983; Thermostat Gasket; Eng. VIN A . 25132 

1982-1980; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1982-1980; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1982-1980; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1982-1980; Thermostat Gasket (1 Pack); Eng. VIN A . 27132 

1982-1980; Thermostat Gasket; Eng. VIN A . 25132 

1982-1980; Thermostat Gasket (1 Pack); Eng. VIN K . 27138 

1982-1980; Thermostat Gasket; Eng. VIN K . 25138 

V-6 4.3 L 

1987-1985; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1987-1985; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1987-1985; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1987-1985; Thermostat Gasket. 25138 

1987-1985; Thermostat Gasket (1 Pack). 27138 

V-8 267 

1979; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1979; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1979; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


GMC - Continued 

GMC - Continued 

Caballero - Continued 

G Series Van - Continued 


Application 


Part Tem 
Number p °F 


V-8 305 


1979-1978; Premium Thermostat. 

. +45359 

195 


+45358 

180 


+45356 

160 

1979-1978; OE Type Thermostat. 

. +13359 

195 


+13352 

205 


+13358 

180 


+13356 

160 

1979-1978; Economy Thermostat. 

. +13009 

195 


+13008 

180 


+13006 

160 

1979-1978; Thermostat Gasket. 

. 25138 


1979-1978; Thermostat Gasket (1 Pack). 

. 27138 


V-8 350 



1979-1978; Premium Thermostat. 

. +45359 

195 


+45358 

180 


+45356 

160 

1979-1978; OE Type Thermostat. 

. +13359 

195 


+13352 

205 


+13358 

180 


+13356 

160 

1979-1978; Economy Thermostat. 

. +13009 

195 


+13008 

180 


+13006 

160 

1979-1978; Thermostat Gasket. 

. 25138 


1979-1978; Thermostat Gasket (1 Pack). 

. 27138 


V-8 4.4 L 



1982-1980; Premium Thermostat. 

. +45359 

195 


+45358 

180 


+45356 

160 

1982-1980; OE Type Thermostat. 

. +13359 

195 


+13352 

205 


+13358 

180 


+13356 

160 

1982-1980; Economy Thermostat. 

. +13009 

195 


+13008 

180 


+13006 

160 

1982-1980; Thermostat Gasket. 

. 25138 


1982-1980; Thermostat Gasket (1 Pack). 

. 27138 


V-8 5.0 L 



1987-1980; Premium Thermostat. 

. +45359 

195 


+45358 

180 


+45356 

160 

1987-1980; OE Type Thermostat. 

. +13359 

195 


+13352 

205 


+13358 

180 


+13356 

160 

1987-1980; Economy Thermostat. 

. +13009 

195 


+13008 

180 


+13006 

160 

1987-1980; Thermostat Gasket. 

. 25138 


1987-1980; Thermostat Gasket (1 Pack). 

. 27138 


V-8 5.7 L Diesel 



1984-1983; Premium Thermostat. 

. +45359 

195 


+45358 

180 


+45356 

160 

1984-1983; OE Type Thermostat. 

. +13359 

195 


+13352 

205 


+13358 

180 


+13356 

160 

1984-1983; Economy Thermostat. 

. +13009 

195 


+13008 

180 


+13006 

160 

1984-1983; Thermostat Gasket. 

. 25148 


1984-1983; Thermostat Gasket (1 Pack). 

. 27148 


G Series Van 

4-Cvl. 153 



1964; Premium Thermostat. 

. +45358 

180 


+45359 

195 


+45356 

160 


4-Cyl. 153 - Continued 

1964; OE Type Thermostat. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1964; Economy Thermostat. +13008 180 

+13009 195 
+13006 160 

6-Cyl. 230 

1969-1967; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1969-1967; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1969-1967; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1969-1967; Thermostat Gasket. 25153 

1969-1967; Thermostat Gasket (1 Pack). 27153 

6-Cyl. 250 

1979-1976; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1976; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979-1976; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1976; Thermostat Gasket. 25138 

1979-1976; Thermostat Gasket (1 Pack). 27138 

1975-1973; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1975-1973; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1975-1973; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1975-1973; Thermostat Gasket. 25153 

1975-1973; Thermostat Gasket (1 Pack). 27153 

1972; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1972; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1972; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1972; Thermostat Gasket. 25138 

1972; Thermostat Gasket (1 Pack). 27138 

1971-1967; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1971 -1967; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1971-1967; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1971-1967; Thermostat Gasket. 25153 

1971-1967; Thermostat Gasket (1 Pack). 27153 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


GMC - Continued 

GMC - Continued 

G Series Van - Continued 

G Series Van - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 292 

1978-1974; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1978-1974; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1978-1974; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1978-1974; Thermostat Gasket. 25153 

1978- 1974; Thermostat Gasket (1 Pack). 27153 

6-Cvl. 4.1 L 

1984-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1984-1980; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1984-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1984-1980; Thermostat Gasket. 25175 

1984-1980; Thermostat Gasket (1 Pack). 27175 

V-6 4.3 L 

1994-1993; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1994-1993; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1994-1993; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1993; Thermostat Seal. 25282 

1994-1993; Thermostat Seal (1 Pack). 27282 

1992-1985; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1992-1985; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1992-1985; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1992-1985; Thermostat Gasket. 25153 

1992-1985; Thermostat Gasket (1 Pack). 27153 

V-8 283 

1967; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1967; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25153 

1967; Thermostat Gasket (1 Pack). 27153 

V-8 305 

1979- 1977; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1977; OE Type Thermostat. ♦I3359 195 

❖13352 205 
❖13358 180 
❖13356 160 


V-8 305- Continued 

1979-1977; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1977; Thermostat Gasket. 25153 

1979-1977; Thermostat Gasket (1 Pack). 27153 

V-8 307 

1973-1968; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1973-1968; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1973-1968; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1973-1968; Thermostat Gasket. 25153 

1973-1968; Thermostat Gasket (1 Pack). 27153 

V-8 350 

1979-1970; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1970; OE Type Thermostat. ^13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1970; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1970; Thermostat Gasket. 25153 

1979-1970; Thermostat Gasket (1 Pack). 27153 

V-8 400 

1979-1975; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1975; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1975; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1975; Thermostat Gasket. 25153 

1979-1975; Thermostat Gasket (1 Pack). 27153 

V-8 5.0 L 

1994-1992; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1994-1992; OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1994-1992; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1992; Thermostat Seal. 25282 

1994-1992; Thermostat Seal (1 Pack). 27282 

1991-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1991-1980; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1991-1980; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1991-1980; Thermostat Gasket. 25153 

1991-1980; Thermostat Gasket (1 Pack). 27153 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


GMC - Continued 

GMC - Continued 

G Series Van - Continued 

G Series Van - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 5.7 L 

1994-1992; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1994-1992; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1994-1992; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1992; Thermostat Seal. 25282 

1994-1992; Thermostat Seal (1 Pack). 27282 

1991-1989; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1991-1989; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1991-1989; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1991-1989; Thermostat Gasket. 25138 

1991-1989; Thermostat Gasket (1 Pack). 27138 

1988; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1988; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1988; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1988; Thermostat Gasket (1 Pack); Eng. VIN K . 27138 

1988; Thermostat Gasket; Eng. VIN K . 25138 

1988; Thermostat Gasket (1 Pack); Eng. VIN M. 27153 

1988; Thermostat Gasket; Eng. VIN M. 25153 

1988; Thermostat Seal (1 Pack); Eng. VIN M. 27282 

1988; Thermostat Seal; Eng. VIN M. 25282 

1987-1985; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1987-1985; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1987-1985; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1987-1985; Thermostat Gasket. 25153 

1987-1985; Thermostat Gasket (1 Pack). 27153 

1984; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1984; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1984; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1984; Thermostat Gasket. 25138 

1984; Thermostat Gasket (1 Pack). 27138 

1983-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1983-1980; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 


V-8 5.7 L - Continued 

1983-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1983-1980; Thermostat Gasket. 25153 

1983-1980; Thermostat Gasket (1 Pack). 27153 

V-8 6.2 L Diesel 

1993-1986; OE Type Thermostat. ♦14429 190 

1993- 1986; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

1985-1983; OE Type Thermostat. ♦ 14429 190 

1985-1983; Thermostat Gasket. 25140 

1985-1983; Thermostat Gasket (1 Pack). 27140 

V-8 6.5 L Diesel 

1994; OE Type Thermostat. ♦ 14429 190 

1994; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

V-8 6.6 L 

1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25153 

1980; Thermostat Gasket (1 Pack). 27153 

V-8 7.4 L 

1994- 1991; Premium Thermostat. ♦45849 195 

❖45848 180 

1994-1991 ;OE Type Thermostat. ♦13849 195 

❖13848 180 

1994-1991; Thermostat Seal. 25272 

1994-1991; Thermostat Seal (1 Pack). 27272 

1990-1988; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1990-1988; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1990-1988; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1990-1988; Thermostat Gasket. 25153 

1990-1988; Thermostat Gasket (1 Pack). 27153 


Jimmy 

6-Cyl. 250 

1979; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25175 

1979; Thermostat Gasket (1 Pack). 27175 

1978-1976; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1978-1976; OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

GMC - Continued 

GMC - Continued 

Jimmy - Continued 

Jimmy - Continued 

6-Cyl. 250 - Continued 



V-6 4.3 L - Continued 



1978-1976; Economy Thermostat. 

♦13009 

195 

1992; Economy Thermostat; Eng. VIN Z. 

. ♦13009 

195 


❖13008 

180 


❖13008 

180 


❖13006 

160 


❖13006 

160 

1978-1976; Thermostat Gasket. 

25138 


1992; Thermostat Gasket (1 Pack); Eng. VIN Z. 

. 27153 


1978-1976; Thermostat Gasket (1 Pack). 

27138 


1992; Thermostat Gasket; Eng. VIN Z. 

. 25153 


1975; Premium Thermostat. 

♦45359 

195 

1992; Thermostat Seal (1 Pack); Eng. VIN W. 

27273 



❖45358 

180 

1992; Thermostat Seal; Eng. VIN W. 

. 25273 



❖45356 

160 

V-8 305 



1975; OE Type Thermostat. 

. ♦msg 

195 

1979-1977; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1979-1977; OE Type Thermostat. 

♦13359 

195 

1975; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1975; Thermostat Gasket. 

25153 



♦nnnq 

195 

1975; Thermostat Gasket (1 Pack). 

27153 



❖13008 

180 

1974-1970; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


❖45358 

180 

1979-1977; Thermostat Gasket. 

25153 



❖45356 

160 

1979-1977; Thermostat Gasket (1 Pack). 

. 27153 


1974-1970; OE Type Thermostat. 

♦ 13359 
<0-13352 

195 

205 

V-8 307 




❖13358 

180 

1973; Premium Thermostat. 

♦45359 

195 


❖13356 

160 


❖45358 

180 

1974-1970; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1973; OE Type Thermostat. 

. ♦13359 

195 


❖13006 

160 


❖13352 

205 

1974-1970; Thermostat Gasket. 

25138 



❖13358 

180 

1974-1970; Thermostat Gasket (1 Pack). 

27138 



<0-13356 

160 




1973; Economy Thermostat. 

. ♦13009 

195 

6-Cyl. 4.1 L 




❖13008 

180 

1982-1980; Premium Thermostat. 

♦45359 

195 


❖13006 

160 


❖45358 

180 

1973; Thermostat Gasket. 

25153 



❖45356 

160 

1973; Thermostat Gasket (1 Pack). 

27153 


1982-1980; OE Type Thermostat. 

♦ 13359 

195 

1972; Premium Thermostat. 

♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1972; OE Type Thermostat. 

. ♦13359 

195 

1982-1980; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1982-1980; Thermostat Gasket. 

25175 


1972; Economy Thermostat. 

. ♦13009 

195 

1982-1980; Thermostat Gasket (1 Pack). 

27175 



❖13008 

180 

V-6 4.3 L 




❖13006 

160 

1994-1993; Premium Thermostat; Eng. VIN W. 

♦45849 

195 

1972; Thermostat Gasket. 

. 25138 



❖45848 

180 

1972; Thermostat Gasket (1 Pack). 

27138 


1994-1993; OE Type Thermostat; Eng. VIN W. 

. ♦13849 

195 

1971; Premium Thermostat. 

♦45359 

195 


❖13848 

180 


❖45358 

180 

1994-1993; Premium Thermostat: Eng. VIN Z. 

. ♦45359 

195 


❖45356 

160 


❖45358 

180 

1971; OE Type Thermostat. 

. ♦13359 

195 


❖45356 

160 


❖13352 

205 

1994-1993; OE Type Thermostat; Eng. VIN Z. 

. ♦msg 

195 


❖13358 

180 


❖13352 

205 


❖13356 

160 


❖13358 

180 

1971; Economy Thermostat. 

. ♦13009 

195 


❖13356 

160 


❖13008 

180 

1994-1993; Economy Thermostat; Eng. VIN Z. 

. ♦13009 

195 


❖13006 

160 


❖13008 

180 

1971; Thermostat Gasket. 

25153 



❖13006 

160 

1971; Thermostat Gasket (1 Pack). 

27153 


1994-1993; Thermostat Seal (1 Pack); Eng. VIN W. 

27273 


1970; Premium Thermostat. 

♦45359 

195 

1994-1993; Thermostat Seal: Eng. VIN W. 

25273 



❖45358 

180 

1994-1993; Thermostat Seal (1 Pack); Eng. VIN Z. 

27282 



❖45356 

160 

1994-1993; Thermostat Seal; Eng. VIN Z. 

25282 


1970; OE Type Thermostat. 

. ♦13359 

195 

1992; Premium Thermostat; Eng. VIN W. 

. ♦45849 

195 


❖13352 

205 


❖45848 

180 


❖13358 

180 

1992; OE Type Thermostat; Eng. VIN W. 

. ♦13849 

195 


❖13356 

160 


❖13848 

180 

1970; Economy Thermostat. 

. ♦13009 

195 

1992; Premium Thermostat; Eng. VIN Z. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1970; Thermostat Gasket. 

25138 


1992; OE Type Thermostat; Eng. VIN Z. 

. ♦msg 

195 

1970; Thermostat Gasket (1 Pack). 

. 27138 



❖13352 

205 





❖13358 

180 





❖13356 

160 





♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


GMC - Continued 

GMC - Continued 

Jimmy - Continued 

Jimmy Compact 


Application 


Part 

Number 


Tem 
P °F 


V-8 350 

1979-1970; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1970; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1970; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1970; Thermostat Gasket. 25138 

1979-1970; Thermostat Gasket (1 Pack). 27138 

V-8 400 

1979-1975; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1975; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1975; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1979-1975; Thermostat Gasket. 25153 

1979-1975; Thermostat Gasket (1 Pack). 27153 

V-8 5.0 L 

1982-1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1982-1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982-1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1982-1980; Thermostat Gasket. 25153 

1982-1980; Thermostat Gasket (1 Pack). 27153 

V-8 5.7 L 

1982-1981; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1982-1981; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982-1981; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1982-1981; Thermostat Gasket. 25153 

1982-1981; Thermostat Gasket (1 Pack). 27153 

1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

V-8 6.2 L Diesel 

1982; OE Type Thermostat. >14429 190 

1982; Thermostat Gasket. 25140 

1982; Thermostat Gasket (1 Pack). 27140 


4-Cvl. 1.9 L 

1984-1983; Premium Thermostat. >45358 180 

❖45359 195 
❖45356 160 

1984-1983; OE Type Thermostat. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1984-1983; Economy Thermostat. >13008 180 

❖13009 195 
❖13006 160 

1984-1983; Thermostat Gasket. 25168 

1984-1983; Thermostat Gasket (1 Pack). 27168 

4-Cvl. 2.0 L 

1984-1983; Premium Thermostat. >45349 195 

❖45348 180 

1984-1983; OE Type Thermostat. >13349 195 

❖13348 180 

1984-1983; Thermostat Gasket. 25168 

1984-1983; Thermostat Gasket (1 Pack). 27168 

4-Cvl. 2.5 L 

1988-1987; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1988-1987; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1988-1987; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1988-1987; Thermostat Gasket. 25138 

1988- 1987; Thermostat Gasket (1 Pack). 27138 

1986-1985; Premium Thermostat. >45399 195 

❖45398 180 

1986-1985; OE Type Thermostat. >13399 195 

❖13398 180 

1986-1985; Thermostat Gasket. 25138 

1986- 1985; Thermostat Gasket (1 Pack). 27138 

V-6 2.8 L 

1989- 1983; Premium Thermostat. >45349 195 

❖45348 180 

1989-1983; OE Type Thermostat. >13349 195 

❖13348 180 

1989-1983; Thermostat Gasket. 25168 

1989-1983; Thermostat Gasket (1 Pack). 27168 

V-6 4.3 L 

1991-1988; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1991-1988; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1991-1988; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1991-1988; Thermostat Gasket. 25153 

1991-1988; Thermostat Gasket (1 Pack). 27153 

Jimmy Full Size 

V-8 5.0 L 

1987- 1983; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1987-1983; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


1987-1983; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1987-1983; Thermostat Gasket. 25153 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

GMC - Continued 

GMC - Continued 

Jimmy Full Size - Continued 

P Series Van - Continued 

V-8 5.0 L- Continued 



6-Cvl. 230 - Continued 



1987-1983; Thermostat Gasket (1 Pack). 

. 27153 


1966-1963; OE Type Thermostat; P20, P30. 

. >13928 

180 

V-8 5.7 L 




❖13926 

160 

1991-1989; Premium Thermostat. 

. ♦45359 

195 

6-Cyl. 250 




❖45358 

180 

1974-1967; Premium Thermostat. 

. >45359 

195 


❖45356 

160 


❖45358 

180 

1991-1989; OE Type Thermostat. 

. >13359 

195 


❖45356 

160 


❖13352 

205 

1974-1967; OE Type Thermostat. 

. >13359 

195 


❖ 13358 

180 


❖13352 

205 


❖13356 

160 


❖13358 

180 

1991-1989; Economy Thermostat. 

. >13009 

195 


❖13356 

160 


❖ 13008 

180 

1974-1967; Economy Thermostat. 

. >13009 

195 


❖ 13006 

160 


❖13008 

180 

1991-1989; Thermostat Gasket. 

. 25138 



❖13006 

160 

1991-1989; Thermostat Gasket (1 Pack). 

. 27138 


1974-1967; Thermostat Gasket. 

. 25153 


1988-1983; Premium Thermostat. 

. >45359 

195 

1974-1967; Thermostat Gasket (1 Pack). 

. 27153 



❖45358 

180 

1966; OE Type Thermostat; P20, P30. 

. >13928 

180 


❖45356 

160 


❖13926 

160 

1988-1983; OE Type Thermostat. 

. >13359 

195 

1966; Premium Thermostat; P10. 

. >45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1966; OE Type Thermostat; P10. 

. >13359 

195 

1988-1983; Economy Thermostat. 

. >13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1988-1983; Thermostat Gasket. 

. 25153 


1966; Economy Thermostat; P10. 

. >13009 

195 

1988-1983; Thermostat Gasket (1 Pack). 

. 27153 



❖13008 

180 

V-8 6.2 L Diesel 




❖13006 

160 

1991-1988; OE Type Thermostat. 

. >14039 

195 

1966; Thermostat Gasket (1 Pack); P10. 

. 27153 


1991-1988; Thermostat Gasket. 

. 25140 


1966; Thermostat Gasket; P10. 

. 25153 


1991-1988; Thermostat Gasket (1 Pack). 

. 27140 


6-Cyl. 292 



1987-1983; OE Type Thermostat. 

. >14429 

190 

1979-1966; Premium Thermostat. 

. >45359 

195 

1987-1983; Thermostat Gasket. 

. 25140 



❖45358 

180 

1987-1983; Thermostat Gasket (1 Pack). 

. 27140 



❖45356 

160 

P Series Van 

1979-1966; OE Type Thermostat. 

. >13359 

<0>13352 

195 

205 

4-Cv 1.153 




❖13358 

180 

1965-1963; Premium Thermostat. 

. >45358 

180 


❖13356 

160 


❖45359 

195 

1979-1966; Economy Thermostat. 

. >13009 

195 


❖45356 

160 


❖13008 

180 

1965-1963; OE Type Thermostat. 

. >13358 

180 


❖13006 

160 


❖13352 

205 

1979-1966; Thermostat Gasket. 

. 25153 



❖13359 

195 

1979-1966; Thermostat Gasket (1 Pack). 

. 27153 



❖ 13356 

160 

6-Cyl 4 8 L 



1965-1963; Economy Thermostat. 

. >13008 

180 



195 


❖13009 

195 


❖45358 

180 


❖13006 

160 


❖45356 

160 

4-Cyl. 3.9 L Diesel 



1989-1980; OE Type Thermostat. 

. >13359 

195 

1991; Premium Thermostat. 

. >45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1991; OE Type Thermostat. 

. >13359 

195 

1989-1980; Economy Thermostat. 

. >13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1989-1980; Thermostat Gasket. 

. 25153 


1991; Economy Thermostat. 

. >13009 

195 

1989-1980; Thermostat Gasket (1 Pack). 

. 27153 



❖13008 

180 

V-6 4.3 L 




❖13006 

160 

1994-1993; Premium Thermostat. 

. >45359 

195 

1991; Thermostat Gasket. 

. 25153 



<>45358 

180 

1991; Thermostat Gasket (1 Pack). 

. 27153 



❖45356 

160 

6-Cyl. 230 



1994-1993; OE Type Thermostat. 

. >13359 

195 

1969-1967; Premium Thermostat. 

. >45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1969-1967; OE Type Thermostat. 

. >13359 

195 

1994-1993; Economy Thermostat. 

♦ 13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1994-1993; Thermostat Seal. 

. 25282 


1969-1967; Economy Thermostat. 

. >13009 

195 

1994-1993; Thermostat Seal (1 Pack). 

27282 



❖13008 

180 

1992-1990; Premium Thermostat. 

. >45359 

195 


❖13006 

160 


❖45358 

180 

1969-1967; Thermostat Gasket. 

. 25153 



❖45356 

160 

1969-1967; Thermostat Gasket (1 Pack). 

. 27153 






♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


GMC - Continued 

GMC - Continued 

P Series Van - Continued 

P Series Van - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 4.3 L - Continued 

1992-1990; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1992-1990; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1992-1990; Thermostat Gasket. 25153 

1992-1990; Thermostat Gasket (1 Pack). 27153 

V-8 307 

1970-1968; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1970-1968; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1970-1968; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1970-1968; Thermostat Gasket. 25153 

1970-1968; Thermostat Gasket (1 Pack). 27153 

V-8 327 

1968; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1968; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1968; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1968; Thermostat Gasket. 25153 

1968; Thermostat Gasket (1 Pack). 27153 

V-8 350 

1979-1969; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1969; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979-1969; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1969; Thermostat Gasket. 25153 

1979-1969; Thermostat Gasket (1 Pack). 27153 

V-8 402 

1972; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1972; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1972; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1972; Thermostat Gasket. 25153 

1972; Thermostat Gasket (1 Pack). 27153 

V-8 454 

1979-1973; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1973; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 


V-8 454 - Continued 

1979-1973; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1973; Thermostat Gasket. 25153 

1979-1973; Thermostat Gasket (1 Pack). 27153 

V-8 5.7 L 

1994-1992; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1994-1992; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1994-1992; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1994-1992; Thermostat Seal. 25282 

1994-1992; Thermostat Seal (1 Pack). 27282 

1991-1989; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1991-1989; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1991-1989; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1991-1989; Thermostat Gasket. 25138 

1991-1989; Thermostat Gasket (1 Pack). 27138 

1988; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1988; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1988; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1988; Thermostat Gasket (1 Pack); Eng. VIN K. 27138 

1988; Thermostat Gasket; Eng. VIN K. 25138 

1988; Thermostat Gasket (1 Pack); Eng. VIN M. 27153 

1988; Thermostat Gasket; Eng. VIN M. 25153 

1987-1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1987-1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1987-1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1987-1980; Thermostat Gasket. 25153 

1987-1980; Thermostat Gasket (1 Pack). 27153 

V-8 6.2 L Diesel 

1993- 1991; OE Type Thermostat. +14429 190 

1990; OE Type Thermostat. +14429 190 

1990; Thermostat Gasket. 25140 

1990; Thermostat Gasket (1 Pack). 27140 

1989-1982; OE Type Thermostat. +14429 190 

V-8 6.5 L Diesel 

1994; OE Type Thermostat. +14429 190 

1994; Thermostat Gasket (1 Pack); Eng. VIN F. 27140 

1994; Thermostat Gasket; Eng. VIN F. 25140 

1994; Thermostat Seal (1 Pack); Eng. VIN Y. 27282 

1994; Thermostat Seal; Eng. VIN Y. 25282 

V-8 7.4 L 

1994- 1991; Premium Thermostat. +45849 195 

+45848 180 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


GMC - Continued 

GMC - Continued 

P Series Van - Continued 

R & V Series Pickup - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 7.4 L - Continued 

1994-1991; OE Type Thermostat. ♦13849 195 

❖13848 180 

1994-1991; Thermostat Seal. 25272 

1994-1991; Thermostat Seal (1 Pack). 27272 

1990-1985; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1990-1985; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1990-1985; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1990-1985; Thermostat Gasket. 25153 

1990- 1985; Thermostat Gasket (1 Pack). 27153 

1984; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1984; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1984; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1984; Thermostat Gasket. 25138 

1984; Thermostat Gasket (1 Pack). 27138 

1983-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1983-1980; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1983-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1983-1980; Thermostat Gasket. 25153 

1983-1980; Thermostat Gasket (1 Pack). 27153 

R & V Series Pickup 

6-Cvl. 4.8 L 

1988-1987; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1988-1987; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1988-1987; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1988-1987; Thermostat Gasket. 25153 

1988-1987; Thermostat Gasket (1 Pack). 27153 

V-6 4.3 L; V-8 5.0 L 

1987; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1987; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1987; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1987; Thermostat Gasket. 25153 

1987; Thermostat Gasket (1 Pack). 27153 

V-8 5.7 L 

1991- 1989; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 


V-8 5.7 L - Continued 

1991-1989; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1991-1989; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1991-1989; Thermostat Gasket. 25138 

1991-1989; Thermostat Gasket (1 Pack). 27138 

1988; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1988; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1988; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1988; Thermostat Gasket (1 Pack); Eng. VIN K. 27138 

1988; Thermostat Gasket; Eng. VIN K. 25138 

1988; Thermostat Gasket (1 Pack); Eng. VIN M. 27153 

1988; Thermostat Gasket; Eng. VIN M. 25153 

1987; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1987; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1987; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1987; Thermostat Gasket. 25153 

1987; Thermostat Gasket (1 Pack). 27153 

V-8 6.2 L Diesel 

1991-1987; OE Type Thermostat. ♦14429 190 

1991-1987; Thermostat Gasket. 25140 

1991-1987; Thermostat Gasket (1 Pack). 27140 

V-8 7.4 L 

1991; Premium Thermostat. ♦45849 195 

❖45848 180 

1991; OE Type Thermostat. ♦13849 195 

❖13848 180 

1991; Thermostat Seal. 25272 

1991; Thermostat Seal (1 Pack). 27272 

1990-1987; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1990-1987; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1990-1987; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1990-1987; Thermostat Gasket. 25153 

1990-1987; Thermostat Gasket (1 Pack). 27153 


S Series Pickup 
4-Cvl. 1.9 L 

1985-1982; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1985-1982; OE Type Thermostat. ♦13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1985-1982; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1985-1982; Thermostat Gasket. 25168 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

GMC - Continued 

S Series Pickup - Continued 

4-Cyl. 1.9 L- Continued 

1985-1982; Thermostat Gasket (1 Pack). 

4-Cvl. 2.0 L 

27168 


1984-1983; Premium Thermostat. 

♦45349 

195 


❖45348 

180 

1984-1983; OE Type Thermostat. 

♦13349 

195 

❖13348 

180 

1984-1983; Thermostat Gasket. 

25168 


1984-1983; Thermostat Gasket (1 Pack). 

4-Cyl. 2.2 L Diesel 

27168 


1985-1984; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1985-1984; OE Type Thermostat. 

♦13359 

195 

❖13352 

205 


❖13358 

180 


❖13356 

160 

1985-1984; Economy Thermostat. 

♦ 13009 

195 

❖13008 

180 


❖13006 

160 

1985-1984; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


4-Cyl. 2.5 L 



1990-1987; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1990-1987; OE Type Thermostat. 

♦13359 

195 

❖13352 

205 


❖13358 

180 


❖13356 

160 

1990-1987; Economy Thermostat. 

♦13009 

195 

❖13008 

180 


❖13006 

160 

1990-1987; Thermostat Gasket. 

25138 


1990-1987; Thermostat Gasket (1 Pack). 

27138 


1986-1985; Premium Thermostat. 

♦45399 

195 


❖45398 

180 

1986-1985; OE Type Thermostat. 

♦13399 

195 

❖13398 

180 

1986-1985; Thermostat Gasket. 

25138 


1986-1985; Thermostat Gasket (1 Pack). 

V-6 2.8 L 

27138 


1990; Premium Thermostat. 

♦45849 

195 


❖45848 

180 

1990; OE Type Thermostat. 

♦13849 

195 

❖13848 

180 

1990; Thermostat Seal. 

25272 


1990; Thermostat Seal (1 Pack). 

27272 


1989-1982; Premium Thermostat. 

♦45349 

195 


❖45348 

180 

1989-1982; OE Type Thermostat. 

♦ 13349 

195 

❖13348 

180 

1989-1982; Thermostat Gasket. 

25168 


1989-1982; Thermostat Gasket (1 Pack). 

V-6 4.3 L 

27168 


1990-1988; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1990-1988; OE Type Thermostat. 

♦ 13359 

195 

❖13352 

205 


❖13358 

180 


❖13356 

160 

1990-1988; Economy Thermostat. 

♦13009 

195 

❖13008 

180 


❖13006 

160 

1990-1988; Thermostat Gasket. 

25153 


1990-1988; Thermostat Gasket (1 Pack). 

27153 



Application 

Part 

Number 

Tem 

P°F 

GMC - Continued 



1 Safari 



4-Cyl. 2.5 L 

1990-1987; Premium Thermostat. 

.... ♦45359 

195 


❖45358 

180 


❖45356 

160 

1990-1987; OE Type Thermostat. 

♦13359 

195 

❖13352 

205 


❖13358 

180 


❖13356 

160 

1990-1987; Economy Thermostat. 

. ♦13009 

195 

❖13008 

180 


❖13006 

160 

1990-1987; Thermostat Gasket. 

25138 


1990-1987; Thermostat Gasket (1 Pack). 

27138 


1986-1985; Premium Thermostat. 

.... ♦45399 

195 


❖45398 

180 

1986-1985; OE Type Thermostat. 

♦13399 

195 

❖13398 

180 

1986-1985; Thermostat Gasket. 

25138 


1986-1985; Thermostat Gasket (1 Pack). 

27138 


V-6 4.3 L 

1994-1993; Premium Thermostat; Eng. VIN W. 

♦45849 

195 

❖45848 

180 

1994-1993; OE Type Thermostat; Eng. VIN W. 

. ♦13849 

195 

❖13848 

180 

1994-1993; Premium Thermostat; Eng. VIN Z. 

. ♦45359 

195 

❖45358 

180 


❖45356 

160 

1994-1993; OE Type Thermostat; Eng. VIN Z. 

. ♦msg 

195 

❖13352 

205 


❖13358 

180 


❖13356 

160 

1994-1993; Economy Thermostat; Eng. VIN Z. 

.... ♦13009 

195 


❖13008 

180 


❖13006 

160 

1994-1993; Thermostat Seal (1 Pack); Eng. VIN W. 

27273 


1994-1993; Thermostat Seal; Eng. VIN W. 

25273 


1994-1993; Thermostat Seal (1 Pack); Eng. VIN Z. 

27282 


1994-1993; Thermostat Seal: Eng. VIN Z. 

25282 


1992; Premium Thermostat; Eng. VIN W. 

. ♦45849 

195 

❖45848 

180 

1992; OE Type Thermostat; Eng. VIN W. 

. ♦13849 

195 

❖13848 

180 

1992; Premium Thermostat; Eng. VIN Z. 

. ♦45359 

195 

❖45358 

180 


❖45356 

160 

1992; OE Type Thermostat; Eng. VIN Z. 

.... ♦msg 

195 

❖13352 

205 


❖13358 

180 


❖13356 

160 

1992; Economy Thermostat; Eng. VIN Z. 

.... ♦13009 

195 


❖13008 

180 


❖13006 

160 

1992; Thermostat Gasket (1 Pack); Eng. VIN Z. 

27153 


1992; Thermostat Gasket; Eng. VIN Z. 

25153 


1992; Thermostat Seal (1 Pack); Eng. VIN W. 

27273 


1992; Thermostat Seal; Eng. VIN W. 

25273 


1991-1990; Premium Thermostat. 

.... ♦45359 

195 


❖45358 

180 


❖45356 

160 

1991-1990; OE Type Thermostat. 

♦13359 

195 

❖13352 

205 


❖13358 

180 


❖13356 

160 

1991-1990; Economy Thermostat. 

. ♦13009 

195 

❖13008 

180 


❖13006 

160 

1991-1990; Thermostat Gasket (1 Pack); Eng. VIN B. 

27138 


1991-1990; Thermostat Gasket; Eng. VIN B. 

25138 


1991-1990; Thermostat Gasket (1 Pack); Eng. VIN Z. 

27153 


1991-1990; Thermostat Gasket; Eng. VIN Z. 

25153 


1989-1986; Premium Thermostat. 

.... ♦45359 

195 


❖45358 

180 


❖45356 

160 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


GMC - Continued 

GMC - Continued 

Safari - Continued 

Series 100; Series 150; Series 250 - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 4.3 L - Continued 

1989-1986; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1989-1986; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1989-1986; Thermostat Gasket. 25153 

1989-1986; Thermostat Gasket (1 Pack). 27153 

1985; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1985; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1985; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1985; Thermostat Gasket. 25138 

1985; Thermostat Gasket (1 Pack). 27138 

Series 100; Series 150; Series 250 

V-8 287 

1955; Premium Thermostat; W/Man. Trans. +45358 180 

+45359 195 
+45356 160 

1955; OE Type Thermostat; W/Man. Trans. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1955; Economy Thermostat; W/Man. Trans. +13008 180 

+13009 195 
+13006 160 

1955; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1955; Thermostat Gasket; W/Man. Trans. 25138 

V-8 317 

1956; Premium Thermostat; W/Man. Trans. +45358 180 

+45359 195 
+45356 160 

1956; OE Type Thermostat; W/Man. Trans. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1956; Economy Thermostat; W/Man. Trans. +13008 180 

+13009 195 
+13006 160 

1956; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1956; Thermostat Gasket; W/Man. Trans. 25138 

V-8 336 

1959; Premium Thermostat. +45358 180 

+45359 195 
+45356 160 

1959; OE Type Thermostat. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1959; Economy Thermostat. +13008 180 

+13009 195 
+13006 160 

1959; Thermostat Gasket. 25138 

1959; Thermostat Gasket (1 Pack). 27138 

1958; Premium Thermostat; W/Man. Trans. +45358 180 

+45359 195 
+45356 160 

1958; OE Type Thermostat; W/Man. Trans. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1958; Economy Thermostat; W/Man. Trans. +13008 180 

+13009 195 
+13006 160 


V-8 336- Continued 

1958; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1958; Thermostat Gasket; W/Man. Trans. 25138 

V-8 347 

1957; Premium Thermostat; W/Man. Trans. +45358 180 

+45359 195 
+45356 160 

1957; OE Type Thermostat; W/Man. Trans. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1957; Economy Thermostat; W/Man. Trans. +13008 180 

+13009 195 
+13006 160 

1957; Thermostat Gasket (1 Pack); W/Man. Trans. 27138 

1957; Thermostat Gasket; W/Man. Trans. 25138 


Sonoma 

4-Cyl. 2.2 L 

1994; Premium Thermostat. +45849 195 

+45848 180 

1994; OE Type Thermostat. +13849 195 

+13848 180 

1994; Thermostat Seal. 25272 

1994; Thermostat Seal (1 Pack). 27272 

4-Cyl. 2.5 L 

1993-1991; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1993-1991; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1993-1991; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1993-1991; Thermostat Gasket. 25138 

1993- 1991; Thermostat Gasket (1 Pack). 27138 

V-6 2.8 L 

1993; Premium Thermostat. +45849 195 

+45848 180 

1993; OE Type Thermostat. +13849 195 

+13848 180 

1993; Thermostat Seal. 25272 

1993; Thermostat Seal (1 Pack). 27272 

1992-1991; Premium Thermostat. +45849 195 

+45848 180 

1992-1991; OE Type Thermostat. +13849 195 

+13848 180 

1992-1991; Thermostat Gasket. 25167 

1992-1991; Thermostat Gasket (1 Pack). 27167 

V-6 4.3 L 

1994- 1993; Premium Thermostat; Eng. VIN W. +45849 195 

❖45848 180 

1994-1993; OE Type Thermostat; Eng. VIN W. +13849 195 

+13848 180 

1994-1993; Premium Thermostat; Eng. VIN Z. +45359 195 

+45358 180 
+45356 160 

1994-1993; OE Type Thermostat; Eng. VIN Z. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1994-1993; Economy Thermostat; Eng. VIN Z. +13009 195 

+13008 180 
+13006 160 

1994-1993; Thermostat Seal (1 Pack); Eng. VIN W. 27273 

1994-1993; Thermostat Seal; Eng. VIN W. 25273 

1994-1993; Thermostat Seal (1 Pack); Eng. VIN Z. 27282 

1994-1993; Thermostat Seal; Eng. VIN Z. 25282 

1992; Premium Thermostat; Eng. VIN W. +45849 195 

+45848 180 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


GMC - Continued 

GMC - Continued 

Sonoma - Continued 

Sprint - Continued 


Application 


Part Tem 
Number p °F 


V-6 4.3 L - Continued 

1992; OE Type Thermostat; Eng. VINW. ♦13849 195 

❖13848 180 

1992; Premium Thermostat; Eng. VIN Z. ♦45359 195 

❖45358 180 
❖45356 160 

1992; OE Type Thermostat; Eng. VIN Z. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1992; Economy Thermostat; Eng. VIN Z. >13009 195 

❖13008 180 
❖13006 160 

1992; Thermostat Gasket (1 Pack); Eng. VIN Z. 27138 

1992; Thermostat Gasket; Eng. VIN Z. 25138 

1992; Thermostat Seal (1 Pack); Eng. VIN W. 27273 

1992; Thermostat Seal; Eng. VIN W. 25273 

1991; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1991; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1991; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1991; Thermostat Gasket. 25138 

1991; Thermostat Gasket (1 Pack). 27138 

Sprint 

6-Cyl. 250 

1977-1975; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1977-1975; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977-1975; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1977-1975; Thermostat Gasket. 25138 

1977-1975; Thermostat Gasket (1 Pack). 27138 

1972; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1972; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1972; Thermostat Gasket. 25153 

1972; Thermostat Gasket (1 Pack). 27153 

1971; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1971; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1971; Thermostat Gasket. 25138 

1971; Thermostat Gasket (1 Pack). 27138 

V-8 305 

1977-1976; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 


V-8 305- Continued 

1977-1976; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977-1976; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1977-1976; Thermostat Gasket. 25138 

1977-1976; Thermostat Gasket (1 Pack). 27138 

V-8 307 

1973-1971; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1973-1971 ;OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1973-1971; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1973-1971; Thermostat Gasket. 25138 

1973-1971; Thermostat Gasket (1 Pack). 27138 

V-8 350 

1977-1975; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1977-1975; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977-1975; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1977-1975; Thermostat Gasket. 25138 

1977-1975; Thermostat Gasket (1 Pack). 27138 

1974; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1974; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1974; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1974; Thermostat Gasket (1 Pack); Eng. VIN H. 27153 

1974; Thermostat Gasket; Eng. VIN H. 25153 

1974; Thermostat Gasket (1 Pack); Eng. VIN L. 27138 

1974; Thermostat Gasket; Eng. VIN L. 25138 

1973-1971; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1973-1971; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1973-1971; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1973-1971; Thermostat Gasket. 25138 

1973-1971; Thermostat Gasket (1 Pack). 27138 

V-8 400 

1976-1974; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1976-1974; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1974; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


GMC - Continued 

GMC - Continued 

Sprint - Continued 

Suburban - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 400 - Continued 

1976-1974; Thermostat Gasket. 25138 

1976-1974; Thermostat Gasket (1 Pack). 27138 

V-8 402 

1972-1971; Premium Thermostat. 4-45359 195 

-0-45358 180 
045356 160 

1972-1971 ;OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1972-1971; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1972-1971; Thermostat Gasket. 25138 

1972-1971; Thermostat Gasket (1 Pack). 27138 

V-8 454 

1975-1971; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1975-1971; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1975-1971; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1975-1971; Thermostat Gasket. 25138 

1975-1971; Thermostat Gasket (1 Pack). 27138 


Suburban 

6-Cyl. 250 

1979-1976; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1979-1976; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1979-1976; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1979-1976; Thermostat Gasket. 25138 

1979-1976; Thermostat Gasket (1 Pack). 27138 

1975-1973; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1975-1973; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1975-1973; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1975-1973; Thermostat Gasket. 25153 

1975-1973; Thermostat Gasket (1 Pack). 27153 

1972; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1972; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1972; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1972; Thermostat Gasket. 25138 

1972; Thermostat Gasket (1 Pack). 27138 

1971-1966; Premium Thermostat. 445359 195 

045358 180 
045356 160 


6-Cyl. 250 - Continued 

1971 -1966; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1971-1966; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1971-1966; Thermostat Gasket. 25153 

1971-1966; Thermostat Gasket (1 Pack). 27153 

6-Cyl. 292 

1979-1969; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1979-1969; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1979-1969; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1979-1969; Thermostat Gasket. 25153 

1979-1969; Thermostat Gasket (1 Pack). 27153 

1968; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1968; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1968; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1967-1966; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1967-1966; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1967-1966; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1967-1966; Thermostat Gasket. 25153 

1967-1966; Thermostat Gasket (1 Pack). 27153 

6-Cyl. 4.1 L 

1980; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1980; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1980; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

V-6 305 

1969-1960; Premium Thermostat. 445359 195 

045358 180 
045356 160 

1969-1960; OE Type Thermostat. 413359 195 

013352 205 
013358 180 
013356 160 

1969-1960; Economy Thermostat. 413009 195 

013008 180 
013006 160 

1969-1960; Thermostat Gasket. 25153 

1969-1960; Thermostat Gasket (1 Pack). 27153 


4 OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


GMC - Continued 

GMC - Continued 

Suburban - Continued 

Suburban - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 283 

1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25153 

1967; Thermostat Gasket (1 Pack). 27153 

V-8 305 

1979-1977; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1977; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1977; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1977; Thermostat Gasket. 25153 

1979-1977; Thermostat Gasket (1 Pack). 27153 

V-8 307 

1973-1968; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1973-1968; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1973-1968; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1973-1968; Thermostat Gasket. 25153 

1973-1968; Thermostat Gasket (1 Pack). 27153 

V-8 327 

1968-1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1968-1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1968-1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1968-1967; Thermostat Gasket. 25153 

1968-1967; Thermostat Gasket (1 Pack). 27153 

V-8 350 

1979-1978; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1978; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1978; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1978; Thermostat Gasket. 25148 

1979-1978; Thermostat Gasket (1 Pack). 27148 

1977-1969; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1977-1969; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


V-8 350 - Continued 

1977-1969; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1977-1969; Thermostat Gasket. 25153 

1977-1969; Thermostat Gasket (1 Pack). 27153 

V-8 350 Diesel 

1978; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1978; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1978; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1978; Thermostat Gasket. 25148 

1978; Thermostat Gasket (1 Pack). 27148 

V-8 396 

1970-1968; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1970-1968; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970-1968; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1970-1968; Thermostat Gasket. 25153 

1970-1968; Thermostat Gasket (1 Pack). 27153 

V-8 400 

1979-1975; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1975; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1975; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1975; Thermostat Gasket. 25153 

1979-1975; Thermostat Gasket (1 Pack). 27153 

V-8 402 

1972-1971; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1972-1971 ;OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972-1971; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1972-1971; Thermostat Gasket. 25153 

1972-1971; Thermostat Gasket (1 Pack). 27153 

V-8 454 

1979-1973; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1973; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1973; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1973; Thermostat Gasket. 25153 

1979-1973; Thermostat Gasket (1 Pack). 27153 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


GMC - Continued 

GMC - Continued 

Suburban - Continued 

Suburban - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 5.0 L 

1987-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1987-1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1987-1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1987-1980; Thermostat Gasket. 25153 

1987-1980; Thermostat Gasket (1 Pack). 27153 

V-8 5.7 L 

1994-1992; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1994-1992; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1994-1992; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1994-1992; Thermostat Seal. 25282 

1994-1992; Thermostat Seal (1 Pack). 27282 

1991-1987; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1991 -1987; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1991-1987; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1991-1987; Thermostat Gasket. 25138 

1991-1987; Thermostat Gasket (1 Pack). 27138 

1986-1981; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1986-1981; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1986-1981; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1986-1981; Thermostat Gasket. 25153 

1986-1981; Thermostat Gasket (1 Pack). 27153 

1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25148 

1980; Thermostat Gasket (1 Pack). 27148 

V-8 6.2 L Diesel 

1991-1982; OE Type Thermostat. +14429 190 

1991-1982; Thermostat Gasket. 25140 

1991-1982; Thermostat Gasket (1 Pack). 27140 

V-8 6.5 L Diesel 

1994; OE Type Thermostat. +14039 195 

1994; Thermostat Gasket. 25140 

1994; Thermostat Gasket (1 Pack). 27140 


V-8 6.6 L 

1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25153 

1980; Thermostat Gasket (1 Pack). 27153 

V-8 7.4 L 

1994-1991; Premium Thermostat. +45849 195 

❖45848 180 

1994-1991 ;OE Type Thermostat. +13849 195 

❖13848 180 

1994-1991; Thermostat Seal. 25272 

1994-1991; Thermostat Seal (1 Pack). 27272 

1990-1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1990-1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1990-1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1990-1980; Thermostat Gasket. 25153 

1990-1980; Thermostat Gasket (1 Pack). 27153 

Syclone 

V-6 4.3 L 

1992-1991; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1992-1991; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1992-1991; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1992-1991; Thermostat Gasket. 25153 

1992-1991; Thermostat Gasket (1 Pack). 27153 


Tracker 

4-Cyl. 1.6 L (Canada) 

1992-1990; OE Type Thermostat. +13959 195 

❖13958 180 

1992-1990; Thermostat Gasket. 25168 

1992-1990; Thermostat Gasket (1 Pack). 27168 


Typhoon 

V-6 4.3 L 

1993; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1993; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1993; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1993; Thermostat Seal. 25282 

1993; Thermostat Seal (1 Pack). 27282 

1992; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. <> Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Honda - Continued 

Honda - Continued 

Accord - Continued 

Civic - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 2.2 L- Continued 

1994; Premium Thermostat. +45878 180 

-4-45879 195 
4-45877 170 

1994; OE Type Thermostat. +13878 180 

4-13879 195 

1994; Thermostat Seal. 25276 

1994; Thermostat Seal (1 Pack). 27276 

1993-1990; Premium Thermostat. +45877 170 

4-45878 180 

1993-1990; Thermostat Seal. 25276 

1993-1990; Thermostat Seal (1 Pack). 27276 

4-Cyl. 98 

1978-1976; Premium Thermostat. +45868 180 

4-45869 195 

1978-1976; OE Type Thermostat. +13868 180 

4-13869 195 

1978-1976; Thermostat Gasket. 25138 

1978-1976; Thermostat Gasket (1 Pack). 27138 


Civic 

4-Cyl. 1.3 L 

1987-1984; Premium Thermostat. +45878 180 

4-45879 195 
4-45877 170 

1987-1984; OE Type Thermostat. +13878 180 

4-13879 195 

1987-1984; Thermostat Seal. 25276 

1987-1984; Thermostat Seal (1 Pack). 27276 

1983-1982; Premium Thermostat. +45869 195 

4-45868 180 

1983-1982; OE Type Thermostat. +13869 195 

4-13868 180 

1983-1982; Thermostat Gasket. 25138 

1983-1982; Thermostat Gasket (1 Pack). 27138 

1981-1980; OE Exact Thermostat. +48428 180 

1981-1980; Premium Thermostat. +45868 180 

4-45869 195 

1981-1980; OE Type Thermostat. +13868 180 

4-13869 195 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 1.5 L 

1994-1992; Premium Thermostat. +45877 170 

4-45878 180 

1994-1992; Thermostat Seal. 25276 

1994-1992; Thermostat Seal (1 Pack). 27276 

1991; Premium Thermostat. +45878 180 

4-45879 195 
4-45877 170 

1991; OE Type Thermostat. +13878 180 

4-13879 195 

1991; Thermostat Seal. 25276 

1991; Thermostat Seal (1 Pack). 27276 

1990-1988; OE Exact Thermostat. +48158 180 

1990-1988; Premium Thermostat. +45878 180 

4-45879 195 
4-45877 170 

1990-1988; OE Type Thermostat. +13878 180 

4-13879 195 

1990-1988; Thermostat Seal. 25276 

1990-1988; Thermostat Seal (1 Pack). 27276 

1987-1984; Premium Thermostat. +45878 180 

4-45879 195 
4-45877 170 

1987-1984; OE Type Thermostat. +13878 180 

4-13879 195 

1987-1984; Thermostat Seal. 25276 

1987-1984; Thermostat Seal (1 Pack). 27276 

1983; Premium Thermostat. +45869 195 

4-45868 180 

1983; OE Type Thermostat. +13869 195 

4-13868 180 


4-Cyl. 1.5 L- Continued 

1983; Thermostat Gasket. 25138 

1983; Thermostat Gasket (1 Pack). 27138 

1982; Premium Thermostat. +45868 180 

4-45869 195 

1982; OE Type Thermostat. +13868 180 

4-13869 195 

1982; Thermostat Gasket. 25138 

1982; Thermostat Gasket (1 Pack). 27138 

1981; Premium Thermostat. +45869 195 

4-45868 180 

1981; OE Type Thermostat. +13869 195 

4-13868 180 

1981; Thermostat Gasket. 25138 

1981; Thermostat Gasket (1 Pack). 27138 

1980; OE Exact Thermostat. +48428 180 

1980; Premium Thermostat. +45868 180 

4-45869 195 

1980; OE Type Thermostat. +13868 180 

4-13869 195 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 1.6 L 

1994-1992; Premium Thermostat. +45877 170 

4-45878 180 

1994-1992; Thermostat Seal. 25276 

1994-1992; Thermostat Seal (1 Pack). 27276 

1991; Premium Thermostat. +45878 180 

4-45879 195 
4-45877 170 

1991; OE Type Thermostat. +13878 180 

4-13879 195 

1991; Thermostat Seal. 25276 

1991; Thermostat Seal (1 Pack). 27276 

1990-1988; OE Exact Thermostat. +48158 180 

1990-1988; Premium Thermostat. +45878 180 

4-45879 195 
4-45877 170 

1990-1988; OE Type Thermostat. +13878 180 

4-13879 195 

1990-1988; Thermostat Seal. 25276 

1990-1988; Thermostat Seal (1 Pack). 27276 

4-Cyl. 71 

1973; Premium Thermostat. +45868 180 

4-45869 195 

1973; OE Type Thermostat. +13868 180 

4-13869 195 

1973; Thermostat Gasket. 25138 

1973; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 75 

1979-1974; Premium Thermostat. +45868 180 

4-45869 195 

1979-1974; OE Type Thermostat. +13868 180 

4-13869 195 

1979-1974; Thermostat Gasket. 25138 

1979-1974; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 91 

1979-1975; OE Exact Thermostat. +48428 180 

1979-1975; Premium Thermostat. +45868 180 

4-45869 195 

1979-1975; OE Type Thermostat. +13868 180 

4-13869 195 

1979-1975; Thermostat Gasket. 25138 

1979-1975; Thermostat Gasket (1 Pack). 27138 

Civic Del Sol 

4-Cyl. 1.5 L; 4-Cyl. 1.6 L 

1994-1993; Premium Thermostat. +45878 180 

4-45879 195 
4-45877 170 

1994-1993; OE Type Thermostat. +13878 180 

4-13879 195 

1994-1993; Thermostat Seal. 25276 


♦ OE Temperature. 


4 - Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Honda - Continued 

Honda - Continued 

Civic Del Sol - Continued 

Prelude - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 1.5 L; 4-Cyl. 1.6 L- Continued 

1994-1993; Thermostat Seal (1 Pack). 27276 

CRX 

4-Cyl. 1.5 L; 4-Cyl. 1.6 L 

1991-1988; Premium Thermostat. ♦45878 180 

-0-45879 195 

045877 170 

1991 -1988; OE Type Thermostat. >13878 180 

013879 195 

1991-1988; Thermostat Seal. 25276 

1991-1988; Thermostat Seal (1 Pack). 27276 


Passport 

4-Cyl. 2.6 L 

1994; Premium Thermostat. 045858 180 

045859 195 

1994; OE Type Thermostat. 013858 180 

013859 195 

1994; Thermostat Gasket. 25168 

1994; Thermostat Gasket (1 Pack). 27168 

V-6 3.2 L 

1994; OE Type Thermostat. 014177 170 

014178 180 

1994; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 


Prelude 

4-Cyl. 1.8 L 

1987-1985; OE Exact Thermostat. 048428 180 

1987-1985; Premium Thermostat. 045868 180 

045869 195 

1987-1985; OE Type Thermostat. Ol 3868 180 

013869 195 

1987-1985; Thermostat Gasket. 25138 

1987-1985; Thermostat Gasket (1 Pack). 27138 

1987-1985; Thermostat Seal. 25276 

1987-1985; Thermostat Seal (1 Pack). 27276 

1984; OE Exact Thermostat. 0048508 185 

1984; Premium Thermostat. 045869 195 

045868 180 

1984; OE Type Thermostat. 013869 195 

013868 180 

1984; Thermostat Seal. 25276 

1984; Thermostat Seal (1 Pack). 27276 

1983; OE Exact Thermostat. 0048508 185 

1983; Premium Thermostat. 045868 180 

045869 195 

1983; OE Type Thermostat. 013868 180 

013869 195 

1983; Thermostat Gasket. 25138 

1983; Thermostat Gasket (1 Pack). 27138 

1983; Thermostat Seal. 25276 

1983; Thermostat Seal (1 Pack). 27276 

1982; Premium Thermostat. 045868 180 

045869 195 

1982; OE Type Thermostat. 013868 180 

013869 195 

1982; Thermostat Gasket. 25138 

1982; Thermostat Gasket (1 Pack). 27138 

1981; Premium Thermostat. 045869 195 

045868 180 

1981; OE Type Thermostat. 013869 195 

013868 180 

1981; Thermostat Gasket. 25138 

1981; Thermostat Gasket (1 Pack). 27138 

1980; Premium Thermostat. 045868 180 

045869 195 

1980; OE Type Thermostat. 013868 180 

013869 195 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 


4-Cyl. 107 

1979; OE Exact Thermostat. 048428 180 

1979; Premium Thermostat. 045868 180 

045869 195 

1979; OE Type Thermostat. 013868 180 

013869 195 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 2.0 L 

1991-1985; OE Exact Thermostat. 048428 180 

1991-1985; Premium Thermostat. 045868 180 

045869 195 

1991-1985; OE Type Thermostat. 013868 180 

013869 195 

1991-1985; Thermostat Gasket. 25138 

1991-1985; Thermostat Gasket (1 Pack). 27138 

1991-1985; Thermostat Seal. 25276 

1991-1985; Thermostat Seal (1 Pack). 27276 

4-Cyl. 2.1 L 

1991-1990; OE Exact Thermostat. 048428 180 

1991-1990; Premium Thermostat. 045868 180 

045869 195 

1991-1990; OE Type Thermostat. 013868 180 

013869 195 

1991-1990; Thermostat Gasket. 25138 

1991-1990; Thermostat Gasket (1 Pack). 27138 

1991-1990; Thermostat Seal. 25276 

1991-1990; Thermostat Seal (1 Pack). 27276 

4-Cyl. 2.2 L 

1994-1993; OE Type Thermostat; W/VTEC Eng. 014127 170 

014128 180 

1994-1993; Premium Thermostat; W/0 VTEC Eng. 045878 180 

045879 195 
045877 170 

1994-1993; OE Type Thermostat; W/0 VTEC Eng. Ol 3878 180 

013879 195 

1994-1993; Thermostat Seal (1 Pack); W/VTEC Eng. 27283 

1994-1993; Thermostat Seal; W/VTEC Eng. 25283 

1994-1993; Thermostat Seal (1 Pack); W/0 VTEC Eng. 27276 

1994-1993; Thermostat Seal; W/0 VTEC Eng. 25276 

1992; Premium Thermostat. 045878 180 

045879 195 
045877 170 

1992; OE Type Thermostat. 013878 180 

013879 195 

1992; Thermostat Seal. 25276 

1992; Thermostat Seal (1 Pack). 27276 

4-Cyl. 2.3 L 

1994; OE Exact Thermostat. 048158 180 

1994; Premium Thermostat. 045878 180 

045879 195 
045877 170 

1994; OE Type Thermostat. 013878 180 

013879 195 

1994; Thermostat Seal. 25276 

1994; Thermostat Seal (1 Pack). 27276 

1993-1992; Premium Thermostat. 045878 180 

045879 195 
045877 170 

1993-1992; OE Type Thermostat. Ol 3878 180 

013879 195 

1993-1992; Thermostat Seal. 25276 

1993-1992; Thermostat Seal (1 Pack). 27276 



6-Cyl. 308 

1956; Premium Thermostat. 045478 180 

045479 195 

1956; OE Type Thermostat. 013478 180 

013479 195 
013476 160 


♦ OE Temperature. 
O Seal Included. 


O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Hudson - Continued 

Hudson - Continued 

Hornet - Continued 

Wasp - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 308 - Continued 

1956; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1956; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

1955; Premium Thermostat. +45478 180 

+45479 195 

1955; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1955; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

V-8 250 

1956; Premium Thermostat. +45478 180 

+45479 195 

1956; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1956; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1956; Thermostat Gasket. 25140 

1956; Thermostat Gasket (1 Pack). 27140 

V-8 320 

1955; Premium Thermostat. +45478 180 

+45479 195 

1955; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1955; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

V-8 327 

1957; Premium Thermostat. +45478 180 

+45479 195 

1957; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1957; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1957; Thermostat Gasket. 25140 

1957; Thermostat Gasket (1 Pack). 27140 

V-8 352 

1956; Premium Thermostat. +45478 180 

+45479 195 

1956; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1956; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1956; Thermostat Gasket. 25140 

1956; Thermostat Gasket (1 Pack). 27140 

Jet 

6-Cvl. 202 

1954-1953; OE Type Thermostat. +13928 180 

+13926 160 

1954-1953; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

Wasp 

6-Cyl. 202 

1956; Premium Thermostat. +45478 180 

+45479 195 

1956; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 


6-Cyl. 202 - Continued 

1956; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1956; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

1955; Premium Thermostat. +45478 180 

+45479 195 

1955; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1955; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 


Hyundai 


Elantra 
4-Cyl. 1.6 L 

1994-1992; Premium Thermostat. +45869 195 

+45868 180 

1994-1992; OE Type Thermostat. +13869 195 

+13868 180 

1994-1992; Thermostat Gasket. 25168 

1994-1992; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.8 L 

1994-1993; Premium Thermostat. +45869 195 

+45868 180 

1994-1993; OE Type Thermostat. +13869 195 

+13868 180 

1994-1993; Thermostat Gasket. 25168 

1994-1993; Thermostat Gasket (1 Pack). 27168 

Excel 
4-Cyl. 1.5 L 

1994-1986; Premium Thermostat. +45869 195 

+45868 180 

1994-1986; OE Type Thermostat. +13869 195 

+13868 180 

1994-1986; Thermostat Gasket. 25168 

1994-1986; Thermostat Gasket (1 Pack). 27168 


Scoupe 

4-Cyl. 1.5 L 

1994-1993; OE Exact Thermostat. +48469 190 

1994-1993; Thermostat Gasket. 25168 

1994-1993; Thermostat Gasket (1 Pack). 27168 

1992-1991; Premium Thermostat. +45869 195 

+45868 180 

1992-1991; OE Type Thermostat. +13869 195 

+13868 180 

1992-1991; Thermostat Gasket. 25168 

1992-1991; Thermostat Gasket (1 Pack). 27168 

Sonata 

4-Cyl. 2.0 L 

1994-1992; Premium Thermostat. +45869 195 

+45868 180 

1994-1992; OE Type Thermostat. +13869 195 

+13868 180 

1994-1992; Thermostat Gasket. 25168 

1994-1992; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.4 L 

1991-1989; Premium Thermostat. +45869 195 

+45868 180 

1991-1989; OE Type Thermostat. +13869 195 

+13868 180 

1991-1989; Thermostat Gasket. 25168 

1991-1989; Thermostat Gasket (1 Pack). 27168 

V-6 3.0 L 

1994-1990; Premium Thermostat. +45869 195 

+45868 180 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Hyundai - Continued 

International - Continued 

Sonata - Continued 

11010; 1110; 1210; 1310 


Application 


Part 

Number 


Tem 
P °F 


V-6 3.0 L - Continued 

1994-1990; OE Type Thermostat. ♦13869 195 

❖13868 180 

1994-1990; Thermostat Gasket. 25168 

1994-1990; Thermostat Gasket (1 Pack). 27168 


Infiniti 


G20 

4-Cvl. 2.0 L 

1994-1991; OE Exact Thermostat. +*48447 170 

1994-1991; Premium Thermostat. +*45967 170 

1994-1991; OE Type Thermostat. +*13967 170 

❖*13968 180 

J30 

V-6 3.0 L 

1994-1993; OE Exact Thermostat. +*48197 170 

1994-1993; Premium Thermostat. +*45947 170 

❖*45948 180 

1994-1993; OE Type Thermostat. +*13947 170 

❖*13948 180 

M30 

V-6 3.0 L 

1992-1990; Premium Thermostat. +*45947 170 

❖*45948 180 

1992-1990; OE Type Thermostat. +*13947 170 

❖*13948 180 

Q45 

V-8 4.5 L 

1994-1990; OE Type Thermostat. +*14687 170 



4-Cvl. 58 

1961-I960; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1961-1960; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1961-1960; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1961-1960; Thermostat Gasket. 25173 

1961-1960; Thermostat Gasket (1 Pack). 27173 



6-Cyl. 258; V-8 304; V-8 345; V-8 392 

1974; OE Type Thermostat. +13698 180 

❖13697 170 
❖13696 160 

150 

V-8 304; V-8 345; V-8 392 

1975; OE Type Thermostat. +13698 180 

❖13697 170 
❖13696 160 

200 


6-Cyl. 258 

1974; OE Type Thermostat. +13698 180 

❖13697 170 
❖13696 160 

V-8 304; V-8 345; V-8 392 

1975-1974; OE Type Thermostat. +13698 180 

❖13697 170 
❖13696 160 


6-Cyl. 258; V-8 304; V-8 345; V-8 392 

1973-1972; OE Type Thermostat. +13698 180 

❖13697 170 
❖13696 160 


A Series Pickup 

4-Cy 1.152 



1967; OE Type Thermostat. 

♦ 13698 

180 


❖13697 

170 


❖13696 

160 

B Series Pickup 

4-Cyl. 152 



1967; OE Type Thermostat. 

♦ 13698 

180 


❖ 13697 

170 


❖13696 

160 

6-Cyl. 240 



1967; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


V-8 266 



1967; OE Type Thermostat. 

♦ 13698 

180 


❖13697 

170 


❖13696 

160 

C Series Pickup 

6-Cyl. 241 



1968; OE Type Thermostat. 

♦ 13698 

180 


❖13697 

170 


❖13696 

160 

1968; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


V-8 266 



1968; OE Type Thermostat. 

♦ 13698 

180 


❖ 13697 

170 


❖13696 

160 

D Series Pickup 

6-Cyl. 232 



1971-1969; OE Type Thermostat. 

♦ 13698 

180 


❖13697 

170 


❖13696 

160 

6-Cyl. 241 



1970-1969; OE Type Thermostat. 

♦ 13698 

180 


❖13697 

170 


❖ 13696 

160 

1970-1969; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


V-8 266 



1969; OE Type Thermostat. 

♦ 13698 

180 


❖13697 

170 


❖13696 

160 

V-8 304 



1971-1969; OE Type Thermostat. 

♦ 13698 

180 


❖13697 

170 


❖13696 

160 

V-8 345 



1971; OE Type Thermostat. 

♦ 13698 

180 


❖13697 

170 


❖13696 

160 

M Series Van 

4-Cyl. 152 



1968-1967; OE Type Thermostat. 

♦ 13698 

180 


❖ 13697 

170 


❖13696 

160 

4-Cyl. 196 



1969; OE Type Thermostat. 

♦ 13698 

180 


❖ 13697 

170 


❖13696 

160 

6-Cyl. 240 



1967; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 



♦ OE Temperature. 

* Gasket Not Required. Use Silicone. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


International - Continued 

Isuzu - Continued 

M Series Van - Continued 

Amigo-Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 241 



1969-1968; OE Type Thermostat. 

♦13698 

180 

❖13697 

170 


❖13696 

160 

1969-1968; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


V-8 266 



1969-1967; OE Type Thermostat. 

♦ 13698 

180 

❖13697 

170 


❖13696 

160 

V-8 304 



1969; OE Type Thermostat. 

♦ 13698 

180 

❖13697 

170 


❖13696 

160 

Scout 

4-Cyl. 152 



1969-1961; Heavy-Duty Thermostat; Eng. No. 31580 & Before 

♦ 14408 

180 


❖14407 

170 

4-Cyl. 196 



1971-1967; OE Type Thermostat. 

♦13698 

180 

❖13697 

170 


❖13696 

160 

V-8 304 



1971-1969; OE Type Thermostat. 

♦13698 

180 

❖13697 

170 


❖13696 

160 

Scout II 

4-Cyl. 196 



1979-1971; OEType Thermostat. 

♦13698 

180 

❖13697 

170 


❖13696 

160 

4-Cyl. 3.2 L 



1980; OE Type Thermostat. 

♦13698 

180 

❖13697 

170 


❖13696 

160 

6-Cyl. 232 



1972-1971; OEType Thermostat. 

♦13698 

180 

❖13697 

170 


❖13696 

160 

6-Cyl. 258 



1974-1973; OE Type Thermostat. 

♦ 13698 

180 

❖13697 

170 


❖13696 

160 

V-8 304 



1979-1971; OEType Thermostat. 

♦ 13698 

180 

❖13697 

170 


❖13696 

160 

V-8 345 



1979-1971; OEType Thermostat. 

♦ 13698 

180 

❖13697 

170 


❖13696 

160 

V-8 5.0 L 



1980; OE Type Thermostat. 

♦ 13698 

180 

❖13697 

170 


❖13696 

160 

V-8 5.6 L 



1980; OE Type Thermostat. 

♦ 13698 

180 

❖13697 

170 


❖13696 

160 

Isuzu 

I Amigo 

4-Cyl. 2.3 L 



1993-1989; Premium Thermostat. 

♦45858 

180 


❖45859 

195 

1993-1989; OE Type Thermostat. 

♦ 13858 

180 

❖ 13859 

195 

1993-1989; Thermostat Gasket. 

25168 



4-Cyl. 2.3 L- Continued 

1993- 1989; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.6 L 

1994- 1989; Premium Thermostat. ♦45858 180 

❖45859 195 

1994-1989; OE Type Thermostat. ♦13858 180 

❖13859 195 

1994-1989; Thermostat Gasket. 25168 

1994-1989; Thermostat Gasket (1 Pack). 27168 

1-Mark 

4-Cyl. 1.5 L 

1989-1985; Premium Thermostat. ♦45858 180 

❖45859 195 

1989-1985; OE Type Thermostat. ♦13858 180 

❖13859 195 

1989-1985; Thermostat Gasket. 25168 

1989-1985; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.6 L 

1989; Premium Thermostat. ♦45858 180 

❖45859 195 

1989; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1989; Thermostat Gasket. 25168 

1989; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.8 L 

1985; Premium Thermostat. ♦45858 180 

❖45859 195 

1985; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1985; Thermostat Gasket. 25168 

1985; Thermostat Gasket (1 Pack). 27168 

1984-1982; Premium Thermostat. ♦45859 195 

❖45858 180 

1984-1982; OE Type Thermostat. ♦ISSSS 195 

❖13858 180 

1984-1982; Thermostat Gasket. 25168 

1984-1982; Thermostat Gasket (1 Pack). 27168 

1981; Premium Thermostat. ♦45858 180 

❖45859 195 

1981; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1981; Thermostat Gasket. 25168 

1981; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.8 L Diesel 

1984; Premium Thermostat. ♦45399 195 

❖45398 180 

1984; OE Type Thermostat. ♦13399 195 

❖13398 180 

1984; Thermostat Gasket. 25168 

1984; Thermostat Gasket (1 Pack). 27168 

1983; Premium Thermostat. ♦45398 180 

❖45399 195 

1983; OE Type Thermostat. ♦ISSSS 180 

❖13399 195 

1983; Thermostat Gasket. 25168 

1983; Thermostat Gasket (1 Pack). 27168 

1982; Premium Thermostat. ♦45399 195 

❖45398 180 

1982; OE Type Thermostat. ♦13399 195 

❖13398 180 

1982; Thermostat Gasket. 25168 

1982; Thermostat Gasket (1 Pack). 27168 

1981; Premium Thermostat. ♦45398 180 

❖45399 195 

1981; OE Type Thermostat. ♦ISSSS 180 

❖13399 195 

1981; Thermostat Gasket. 25168 

1981; Thermostat Gasket (1 Pack). 27168 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Isuzu - Continued 

Impulse 

4-Cyl. 1.6 L 



1992; Premium Thermostat. 

. ♦45858 

180 


❖45859 

195 

1992; OE Type Thermostat. 

. ♦13858 

180 


❖13859 

195 

1992; Thermostat Gasket. 

. 25168 


1992; Thermostat Gasket (1 Pack). 

. 27168 


1991; Premium Thermostat. 

. ♦45859 

195 


❖45858 

180 

1991; OE Type Thermostat. 

. ♦13859 

195 


❖13858 

180 

1991; Thermostat Gasket. 

. 25168 


1991; Thermostat Gasket (1 Pack). 

. 27168 


1990; Premium Thermostat. 

. ♦45858 

180 


❖45859 

195 

1990; OE Type Thermostat. 

. ♦ 13858 

180 


❖13859 

195 

1990; Thermostat Gasket. 

. 25168 


1990; Thermostat Gasket (1 Pack). 

. 27168 


4-Cvl. 1.8 L 



1992; Premium Thermostat. 

. ♦45859 

195 


❖45858 

180 

1992; OE Type Thermostat. 

. ♦ 13859 

195 


❖13858 

180 

1992; Thermostat Gasket. 

. 25168 


1992; Thermostat Gasket (1 Pack). 

. 27168 


4-Cyl. 1.9 L 



1987-1983; Premium Thermostat. 

. ♦45859 

195 


❖45858 

180 

1987-1983; OE Type Thermostat. 

. ♦ 13859 

195 


❖13858 

180 

1987-1983; Thermostat Gasket. 

. 25168 


1987-1983; Thermostat Gasket (1 Pack). 

. 27168 


4-Cyl. 2.0 L 



1989-1988; Premium Thermostat. 

. ♦45858 

180 


❖45859 

195 

1989-1988; OE Type Thermostat. 

. ♦13858 

180 


❖13859 

195 

1989-1988; Thermostat Gasket. 

. 25168 


1989-1988; Thermostat Gasket (1 Pack). 

. 27168 


1987-1985; Premium Thermostat. 

. ♦45859 

195 


❖45858 

180 

1987-1985; OE Type Thermostat. 

. ♦13859 

195 


❖13858 

180 

1987-1985; Thermostat Gasket. 

. 25168 


1987-1985; Thermostat Gasket (1 Pack). 

. 27168 


4-Cyl. 2.3 L 



1989-1988; Premium Thermostat. 

. ♦45858 

180 


❖45859 

195 

1989-1988; OE Type Thermostat. 

. ♦13858 

180 


❖13859 

195 

1989-1988; Thermostat Gasket. 

. 25168 


1989-1988; Thermostat Gasket (1 Pack). 

. 27168 


Pickup 

4-Cyl. 1.8 L 



1982-1981; Premium Thermostat. 

. ♦45858 

180 


❖45859 

195 

1982-1981; OEType Thermostat. 

. ♦ 13858 

180 


❖13859 

195 

1982-1981; Thermostat Gasket. 

. 25168 


1982-1981; Thermostat Gasket (1 Pack). 

. 27168 


4-Cyl. 1.9 L 



1987-1983; Premium Thermostat. 

. ♦45858 

180 


❖45859 

195 

1987-1983; OE Type Thermostat. 

. ♦ 13858 

180 


❖13859 

195 

1987-1983; Thermostat Gasket. 

. 25168 


1987-1983; Thermostat Gasket (1 Pack). 

. 27168 


4-Cyl. 2.2 L Diesel 



1987-1983; Premium Thermostat. 

. ♦45398 

180 


❖45399 

195 


Application 

Part 

Number 

Tem 

P°F 

Isuzu - Continued 

Pickup - Continued 

4-Cyl. 2.2 L Diesel - Continued 



1987-1983; OE Type Thermostat. 

♦13398 

180 

❖13399 

195 

1987-1983; Thermostat Gasket. 

25168 


1987-1983; Thermostat Gasket (1 Pack). 

27168 


1982-1981; Premium Thermostat. 

♦45858 

180 


❖45859 

195 

1982-1981; OEType Thermostat. 

♦13858 

180 

❖13859 

195 

1982-1981; Thermostat Gasket. 

25168 


1982-1981; Thermostat Gasket (1 Pack). 

4-Cyl. 2.3 L 

27168 


1994-1986; Premium Thermostat. 

♦45858 

180 


❖45859 

195 

1994-1986; OE Type Thermostat. 

♦ 13858 

180 

❖13859 

195 

1994-1986; Thermostat Gasket. 

25168 


1994-1986; Thermostat Gasket (1 Pack). 

4-Cyl. 2.6 L 

27168 


1994-1988; Premium Thermostat. 

♦45858 

180 


❖45859 

195 

1994-1988; OE Type Thermostat. 

♦ 13858 

180 

❖13859 

195 

1994-1988; Thermostat Gasket. 

25168 


1994-1988; Thermostat Gasket (1 Pack). 

V-6 3.1 L 

27168 


1994-1991; Premium Thermostat. 

♦45849 

195 


❖45848 

180 

1994-1991; OEType Thermostat. 

♦ 13849 

195 

❖13848 

180 

1994-1991; Thermostat Seal. 

25272 


1994-1991; Thermostat Seal (1 Pack). 

27272 


Rodeo 

4-Cyl. 2.6 L 



1994-1991; Premium Thermostat. 

♦45858 

180 


❖45859 

195 

1994-1991; OEType Thermostat. 

♦13858 

180 

❖13859 

195 

1994-1991; Thermostat Gasket. 

25168 


1994-1991; Thermostat Gasket (1 Pack). 

V-6 3.1 L 

27168 


1992-1991; Premium Thermostat. 

♦45849 

195 


❖45848 

180 

1992-1991; OEType Thermostat. 

♦13849 

195 

❖13848 

180 

1992-1991; Thermostat Seal. 

25272 


1992-1991; Thermostat Seal (1 Pack). 

V-6 3.2 L 

27272 


1994-1993; OE Type Thermostat. 

♦14177 

170 

❖14178 

180 

1994-1993; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


Stylus 

4-Cyl. 1.6 L 



1993-1991; Premium Thermostat. 

♦45859 

195 


❖45858 

180 

1993-1991; OEType Thermostat. 

♦13859 

195 

❖13858 

180 

1993-1991; Thermostat Gasket. 

25168 


1993-1991; Thermostat Gasket (1 Pack). 

4-Cyl. 1.8 L 

27168 


1992; OE Type Thermostat. 

♦13968 

180 

❖13967 

170 

1992 Thermostat Gasket. 

25173 


1992; Thermostat Gasket (1 Pack). 

27173 


Trooper 

4-Cyl. 2.6 L 



1991-1990; Premium Thermostat. 

♦45858 

180 


❖45859 

195 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Isuzu - Continued 

Jaguar - Continued 

Trooper-Continued 

2.4 - Continued 


Application 


Part Tem 
Number p °F 


4-Cyl. 2.6 L- Continued 

1991-1990; OE Type Thermostat. +13858 180 

+13859 195 

1991-1990; Thermostat Gasket. 25168 

1991-1990; Thermostat Gasket (1 Pack). 27168 

V-6 2.8 L 

1991-1990; Premium Thermostat. +45849 195 

❖45848 180 

1991 -1990; OE Type Thermostat. +13849 195 

❖13848 180 

1991-1990; Thermostat Seal. 25272 

1991-1990; Thermostat Seal (1 Pack). 27272 

V-6 3.2 L 

1994-1992; OE Type Thermostat. +14177 170 

❖14178 180 

1994-1992; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 


Trooper II 

4-Cyl. 1.9 L 

1985-1984; Premium Thermostat. +45858 180 

❖45859 195 

1985-1984; OE Type Thermostat. +13858 180 

❖13859 195 

1985-1984; Thermostat Gasket. 25168 

1985-1984; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.2 L Diesel 

1987-1986; Premium Thermostat. +45398 180 

❖45399 195 

1987-1986; OE Type Thermostat. +13398 180 

❖13399 195 

1987-1986; Thermostat Gasket. 25168 

1987-1986; Thermostat Gasket (1 Pack). 27168 

1984; Premium Thermostat. +45398 180 

❖45399 195 

1984; OE Type Thermostat. +13398 180 

❖13399 195 

1984; Thermostat Gasket. 25168 

1984; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.3 L 

1987-1986; Premium Thermostat. +45858 180 

❖45859 195 

1987-1986; OE Type Thermostat. +13858 180 

❖13859 195 

1987-1986; Thermostat Gasket. 25168 

1987-1986; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.6 L 

1989-1988; Premium Thermostat. +45858 180 

❖45859 195 

1989-1988; OE Type Thermostat. +13858 180 

❖13859 195 

1989-1988; Thermostat Gasket. 25168 

1989-1988; Thermostat Gasket (1 Pack). 27168 

V-6 2.8 L 

1989; Premium Thermostat. +45349 195 

❖45348 180 

1989; OE Type Thermostat. +13349 195 

❖13348 180 

1989; Thermostat Gasket. 25168 

1989; Thermostat Gasket (1 Pack). 27168 



6-Cyl. 151 

1957-1956; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1957-1956; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 


6-Cyl. 151 - Continued 

1957-1956; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 


3.4 

6-Cyl. 210 



1960-1957; Premium Thermostat. 

. +45358 

180 


❖45359 

195 


❖45356 

160 

1960-1957; OE Type Thermostat. 

. +13358 

180 


❖13352 

205 


❖13359 

195 


❖13356 

160 

1960-1957; Economy Thermostat. 

. +13008 

180 


❖13009 

195 


❖13006 

160 

3.8 

6-Cyl. 231 



1966-1960; Premium Thermostat. 

. +45358 

180 


❖45359 

195 


❖45356 

160 

1966-1960; OE Type Thermostat. 

. +13358 

180 


❖13352 

205 


❖13359 

195 


❖13356 

160 

1966-1960; Economy Thermostat. 

. +13008 

180 


❖13009 

195 


❖13006 

160 

340 

6-Cyl. 210 



1967; Premium Thermostat. 

. +45358 

180 


❖45359 

195 


❖45356 

160 

1967; OE Type Thermostat. 

. +13358 

180 


❖13352 

205 


❖13359 

195 


❖13356 

160 

1967; Economy Thermostat. 

. +13008 

180 


❖13009 

195 


❖13006 

160 

420; 420G 

6-Cyl. 258 



1967; Premium Thermostat. 

. +45358 

180 


❖45359 

195 


❖45356 

160 

1967; OE Type Thermostat. 

. +13358 

180 


❖13352 

205 


❖13359 

195 


❖13356 

160 

1967; Economy Thermostat. 

. +13008 

180 


❖13009 

195 


❖13006 

160 

C-Type 

6-Cyl. 210 



1953-1951; Premium Thermostat. 

. +45358 

180 


❖45359 

195 


❖45356 

160 

1953-1951; OEType Thermostat. 

. +13358 

180 


❖13352 

205 


❖13359 

195 


❖13356 

160 

1953-1951; Economy Thermostat. 

. +13008 

180 


❖13009 

195 


❖13006 

160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Jaguar - Continued 

Jaguar - Continued 

D-Type 

Mark VIIM - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 210 

1956-1954; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1956-1954; OE Type Thermostat. ♦13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1956-1954; Economy Thermostat. +13008 180 


❖13009 195 
❖13006 160 

Mark IX 

6-Cyl. 231 


1961-1959; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1961-1959; OE Type Thermostat. ♦ISSSS 180 

❖13352 205 
❖13359 195 
❖13356 160 

1961-1959; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

Mark V 


6-Cyl. 162; 6-Cyl. 213 

1950-1949; Premium Thermostat. 4-45358 180 

❖45359 195 
❖45356 160 

1950-1949; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1950-1949; Economy Thermostat. 413008 180 


❖13009 195 
❖13006 160 

Mark VII 

6-Cyl. 210 


1954-1951; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1954-1951 ;OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1954-1951; Economy Thermostat. 413008 180 


❖13009 195 
❖13006 160 

Mark VIII 

6-Cyl. 210 


1958-1957; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1958-1957; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1958-1957; Economy Thermostat. 413008 180 


❖13009 195 
❖13006 160 

Mark VIIM 

6-Cyl. 210 


1957-1955; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1957-1955; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 


6-Cyl. 210 - Continued 

1957-1955; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

MarkX 

6-Cyl. 231 


1964-1962; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1964-1962; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1964-1962; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

6-Cyl. 258 

1966-1964; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1966-1964; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1966-1964; Economy Thermostat. 413008 180 


❖13009 195 
❖13006 160 

Vanden Plas 

6-Cyl. 4.2 L 


1985; Premium Thermostat. 445399 195 

❖45398 180 

1985; OE Type Thermostat. 413399 195 

❖13398 180 

1985; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

1984-1982; OE Type Thermostat. 413398 180 

❖13399 195 

1984-1982; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

XJ 

6-Cyl. 258 

1971-1969; Premium Thermostat. 445399 195 

❖45398 180 

1971 -1969; OE Type Thermostat. 413399 195 

❖13398 180 

XJ6 

6-Cyl. 258 

1979-1972; Premium Thermostat. 445399 195 

❖45398 180 

1979-1972; OE Type Thermostat. 413399 195 

❖13398 180 

1979-1972; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

6-Cyl. 3.6 L 

1989-1988; OE Type Thermostat. 413649 190 

❖13648 180 

1989-1988; Thermostat Seal. 25271 

1989-1988; Thermostat Seal (1 Pack). 27271 

6-Cyl. 4.0 L 

1994-1993; OE Type Thermostat. 413649 190 

❖13648 180 

1994-1993; Thermostat Seal. 25271 

1994-1993; Thermostat Seal (1 Pack). 27271 

1992-1991 ;OE Type Thermostat. 413588 176 

1992-1991; Thermostat Seal. 25271 

1992-1991; Thermostat Seal (1 Pack). 27271 

1990; OE Type Thermostat. 413649 190 

❖13648 180 

1990; Thermostat Seal. 25271 


4 OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Jaguar - Continued 

Jaguar - Continued 

XK-150 - Continued 

XKE - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 231 - Continued 


1961-1959; Economy Thermostat. 

<13008 

180 

<13009 

195 


<13006 

160 

XK-SS 

6-Cyl. 210 



1957; Premium Thermostat. 

<45358 

180 


<45359 

195 


<45356 

160 

1957; OE Type Thermostat. 

<13358 

180 

<13352 

205 


<13359 

195 


<13356 

160 

1957; Economy Thermostat. 

<13008 

180 


<13009 

195 


<13006 

160 

XKE 

6-Cyl. 231 



1964-1961; Premium Thermostat. 

<45358 

180 


<45359 

195 


<45356 

160 

1964-1961; OEType Thermostat. 

<13358 

180 

<13352 

205 


<13359 

195 


<13356 

160 

1964-1961; Economy Thermostat. 

<13008 

180 

<13009 

195 


<13006 

160 

6-Cyl. 258 



1971; Premium Thermostat. 

<45358 

180 


<45359 

195 


<45356 

160 

1971; OE Type Thermostat. 

<13358 

180 

<13352 

205 


<13359 

195 


<13356 

160 

1971; Economy Thermostat. 

<13008 

180 


<13009 

195 


<13006 

160 

1971; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


1970; Premium Thermostat. 

<45358 

180 


<45359 

195 


<45356 

160 

1970; OE Type Thermostat. 

<13358 

180 

<13352 

205 


<13359 

195 


<13356 

160 

1970; Economy Thermostat. 

<13008 

180 


<13009 

195 


<13006 

160 

1969-1967; Premium Thermostat. 

<45358 

180 


<45359 

195 


<45356 

160 

1969-1967; OE Type Thermostat. 

<13358 

180 

<13352 

205 


<13359 

195 


<13356 

160 

1969-1967; Economy Thermostat. 

<13008 

180 

<13009 

195 


<13006 

160 

1969-1967; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


1966-1964; Premium Thermostat. 

<45358 

180 


<45359 

195 


<45356 

160 

1966-1964; OE Type Thermostat. 

<13358 

180 

<13352 

205 


<13359 

195 


<13356 

160 


6-Cvl. 258 - Continued 

1966-1964; Economy Thermostat. +13008 180 

<►13009 195 
<13006 160 

V-12 326 

1974; Premium Thermostat. <45399 195 

<45398 180 

1974; OE Type Thermostat. <13399 195 

<13398 180 

1974; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

1973; Premium Thermostat. <45399 195 

<45398 180 

1973; OE Type Thermostat. <13399 195 

<13398 180 

1972-1971; Premium Thermostat. <45399 195 

<45398 180 

1972-1971 ;OE Type Thermostat. <13399 195 

<13398 180 

1972-1971; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 


Jeep 


6-226 

6-Cyl. 226 

1963-1955; Premium Thermostat. <45358 180 

<45359 195 
<45356 160 

1963-1955; OE Type Thermostat. <13358 180 

<13352 205 
<13359 195 
<13356 160 

1963-1955; Economy Thermostat. <13008 180 

<13009 195 
<13006 160 

6-230 
6-Cyl. 230 


1965; Premium Thermostat. <45359 195 

<45358 180 
<45356 160 

1965; OE Type Thermostat. <13359 195 

<13352 205 
<13358 180 
<13356 160 

1965; Economy Thermostat. <13009 195 

<13008 180 
<13006 160 

1964-1962; Premium Thermostat. <45358 180 

<45359 195 
<45356 160 

1964-1962; OE Type Thermostat. <13358 180 

<13352 205 
<13359 195 
<13356 160 

1964-1962; Economy Thermostat. <13008 180 


<13009 195 
<13006 160 

38; 48 
4-Cyl. 134 

1939; Premium Thermostat. <45358 180 

<45359 195 
<45356 160 

1939; OE Type Thermostat. <13358 180 

<13352 205 
<13359 195 
<13356 160 

1939; Economy Thermostat. <13008 180 

<13009 195 
<13006 160 


< OE Temperature. < Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Jeep - Continued 

Jeep - Continued 

Cherokee - Continued 

Cherokee - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cvl. 2.5 L- Continued 

1994-1989; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1989; Thermostat Gasket. 25160 

1994-1989; Thermostat Gasket (1 Pack). 27160 

1988-1986; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1988-1986; OE Type Thermostat. ♦ ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1988-1986; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1988-1986; Thermostat Gasket. 25160 

1988-1986; Thermostat Gasket (1 Pack). 27160 

1985; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1985; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1985; Thermostat Gasket. 25160 

1985; Thermostat Gasket (1 Pack). 27160 

1984; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1984; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1984; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1984; Thermostat Gasket. 25160 

1984; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 258 

1979-1977; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1977; OE Type Thermostat. ^13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1977; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1979-1977; Thermostat Gasket. 25160 

1979-1977; Thermostat Gasket (1 Pack). 27160 

1976; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1976; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1976; Thermostat Gasket. 25160 

1976; Thermostat Gasket (1 Pack). 27160 

1975-1974; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1975-1974; OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975-1974; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1975-1974; Thermostat Gasket. 25160 

1975-1974; Thermostat Gasket (1 Pack). 27160 


6-Cyl. 4.0 L 

1994-1987; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1994-1987; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1987; Thermostat Gasket. 25160 

1994-1987; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 4.2 L 

1983-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1983-1980; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1983-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1983-1980; Thermostat Gasket. 25160 

1983-1980; Thermostat Gasket (1 Pack). 27160 

V-6 2.8 L 

1986-1985; Premium Thermostat. ♦45349 195 

❖45348 180 

1986-1985; OE Type Thermostat. ♦13349 195 

❖13348 180 

1986-1985; Thermostat Gasket. 25168 

1986-1985; Thermostat Gasket (1 Pack). 27168 

1984; Premium Thermostat. ♦45349 195 

❖45348 180 

1984; OE Type Thermostat. ♦13349 195 

❖13348 180 

1984; Thermostat Gasket. 25160 

1984; Thermostat Gasket (1 Pack). 27160 

V-8 360 

1979-1974; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1974; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1974; Thermostat Gasket. 25148 

1979-1974; Thermostat Gasket (1 Pack). 27148 

V-8 401 

1978-1974; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1978-1974; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1978-1974; Thermostat Gasket. 25148 

1978-1974; Thermostat Gasket (1 Pack). 27148 

V-8 5.9 L 

1983-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1983-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1983-1980; Thermostat Gasket. 25148 

1983-1980; Thermostat Gasket (1 Pack). 27148 

CJ Series 

4-Cyl. 134 

1971-1945; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1971-1945; OE Type Thermostat. ♦ 13358 180 

❖13352 205 
❖13359 195 
❖13356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Jeep - Continued 

Jeep - Continued 

CJ Series - Continued 

CJ Series - Continued 

4-Cyl. 134- Continued 



V-6 225 - Continued 



1971-1945; Economy Thermostat. 

. ♦13008 

180 

1971; Economy Thermostat. 

. ♦13008 

180 


❖13009 

195 


❖13009 

195 


❖13006 

160 


❖13006 

160 

4-Cvl. 2.5 L 



1970-1966; Premium Thermostat. 

. ♦45358 

180 

1986-1984; Premium Thermostat. 

. ♦45359 

195 


❖45359 

195 


❖45358 

180 


❖45356 

160 


❖45356 

160 

1970-1966; OE Type Thermostat. 

. ♦13358 

180 

1986-1984; OE Type Thermostat. 

. ♦ 13359 

195 


❖13352 

205 


❖13352 

205 


❖13359 

195 


❖13358 

180 


❖13356 

160 


❖13356 

160 

1970-1966; Economy Thermostat. 

. ♦13008 

180 

1986-1984; Economy Thermostat. 

. ♦13009 

195 


❖13009 

195 


❖13008 

180 


❖13006 

160 


❖13006 

160 

1970-1966; Thermostat Gasket. 

. 25132 


1986-1984; Thermostat Gasket. 

. 25160 


1970-1966; Thermostat Gasket (1 Pack). 

. 27132 


1986-1984; Thermostat Gasket (1 Pack). 

. 27160 


V-8 304 



1983-1980; Premium Thermostat. 

. ♦45399 

195 

1979-1972; Premium Thermostat. 

. ♦45359 

195 


❖45398 

180 


❖45358 

180 

1983-1980; OE Type Thermostat. 

. ♦ 13399 

195 


❖45356 

160 


❖13398 

180 

1979-1972; Economy Thermostat. 

. ♦13009 

195 

1983-1980; Thermostat Gasket. 

. 25138 



❖13008 

180 

1983-1980; Thermostat Gasket (1 Pack). 

. 27138 



❖13006 

160 

6-Cyl 232 



1979-1972; Thermostat Gasket. 

. 25148 


1978-1972; Premium Thermostat. 

. ♦45359 

195 

1979-1972; Thermostat Gasket (1 Pack). 

. 27148 



❖45358 

180 

V-8 5.0 L 




❖45356 

160 

1981-1980; Premium Thermostat. 

. ♦45359 

195 

1978-1972; OE Type Thermostat. 

. ♦ 13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1981-1980; Economy Thermostat. 

. ♦13009 

195 


❖13356 

160 


❖13008 

180 

1978-1972; Economy Thermostat. 

. ♦13009 

195 


❖13006 

160 


❖13008 

180 

1981-1980; Thermostat Gasket. 

. 25148 



❖13006 

160 

1981-1980; Thermostat Gasket (1 Pack). 

. 27148 


1978-1972; Thermostat Gasket. 

. 25160 





1978-1972; Thermostat Gasket (1 Pack). 

. 27160 





6-Cvl 258 



4-Cyl. 2.1 L Diesel 





195 

1987-1986; OE Type Thermostat. 

. ♦13588 

176 


<645358 

ISO 

1987-1986; Thermostat Seal. 

. 25271 



❖45356 

160 

1987-1986; Thermostat Seal (1 Pack). 

. 27271 


1979-1972; OE Type Thermostat. 

. ♦ 13359 

195 

4-Cyl. 2.5 L 




❖13352 

205 

1992-1989; Premium Thermostat. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1979-1972; Economy Thermostat. 

♦13009 

195 

1992-1989; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13008 

180 


❖13006 

160 


❖13006 

160 

1979-1972; Thermostat Gasket. 

25160 


1992-1989; Thermostat Gasket. 

. 25160 


1979-1972; Thermostat Gasket (1 Pack). 

. 27160 


1992-1989; Thermostat Gasket (1 Pack). 

. 27160 


6-Cyl. 4.2 L 



1988-1986; Premium Thermostat. 

. ♦45359 

195 

19&6-1980; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45358 

180 


❖45356 

160 


❖45356 

160 

1988-1986; OE Type Thermostat. 

. ♦13359 

195 

1986-1980; OE Type Thermostat. 

. ♦ 13359 

195 


❖13352 

205 


❖13352 

205 


❖13358 

180 


❖13358 

180 


❖13356 

160 


❖13356 

160 

1988-1986; Economy Thermostat. 

. ♦13009 

195 

1986-1980; Economy Thermostat. 

. ♦13009 

❖13008 

195 

180 


❖13008 

❖13006 

180 

160 


<6*13006 

160 

1988-1986; Thermostat Gasket. 

. 25160 


1986-1980; Thermostat Gasket. 

. 25160 


1988-1986; Thermostat Gasket (1 Pack). 

. 27160 


1986-1980; Thermostat Gasket (1 Pack). 

. 27160 


6-Cyl. 4.0 L 



V-6 225 



1992-1987; Premium Thermostat. 

. ♦45359 

195 

1971; Premium Thermostat. 

. ♦45358 

180 


❖45358 

180 


❖45359 

195 


❖45356 

160 


❖45356 

160 

1992-1987; Economy Thermostat. 

. ♦13009 

195 

1971; OE Type Thermostat. 

. ♦ 13358 

180 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13359 

195 

1992-1987; Thermostat Gasket. 

. 25160 



❖13356 

160 

1992-1987; Thermostat Gasket (1 Pack). 

. 27160 



♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Jeep - Continued 

Jeep - Continued 

Comanche - Continued 

DJ Series - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 2.8 L 

1986; Premium Thermostat. ♦45349 195 


❖45348 180 

1986; OE Type Thermostat. 4-13349 195 

❖13348 180 

1986; Thermostat Gasket. 25168 

1986; Thermostat Gasket (1 Pack). 27168 


Commando 

6-Cyl. 232; 6-Cyl. 258 

1972; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1972; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1972; Thermostat Gasket. 25160 

1972; Thermostat Gasket (1 Pack). 27160 

V-8 304 

1972; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1972; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1972; Thermostat Gasket. 25148 

1972; Thermostat Gasket (1 Pack). 27148 

DJ Series 

4-Cyl. 134 

1971-1956; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1971-1956; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1971-1956; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

4-Cyl. 192 Diesel 

1968; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1968; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1968; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

6-Cyl. 232 

1974-1972; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1974-1972; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1974-1972; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1974-1972; Thermostat Gasket. 25160 

1974-1972; Thermostat Gasket (1 Pack). 27160 


6-Cyl. 258 

1973; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1973; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1973; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1973; Thermostat Gasket. 25160 

1973; Thermostat Gasket (1 Pack). 27160 

V-6 225 

1971-1966; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1971-1966; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1971-1966; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1971-1966; Thermostat Gasket. 25132 

1971-1966; Thermostat Gasket (1 Pack). 27132 

F4-134 

4-Cyl. 134 

1962-1957; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1962-1957; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1962-1957; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

FI 34 


4-Cyl. 134 


1965-1963; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1965-1963; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1965-1963; Economy Thermostat. 413008 180 


❖13009 195 
❖13006 160 

FC Series 
4-Cyl. 134 


1966-1957; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1966-1957; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1966-1957; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

6-Cyl. 226 

1963-1957; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1963-1957; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 


4 OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Jeep - Continued 

Jeep - Continued 

FC Series - Continued 

Grand Wagoneer - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 226 - Continued 

1963-1957; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

6-Cvl. 230 

1962; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1962; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1962; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 


FJ Series 

4-Cyl. 134 

1966-1961; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1966-1961; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1966-1961; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1951; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1951; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1951; Economy Thermostat. +13008 180 


❖13009 195 
❖13006 160 

Grand Cherokee 
6-Cyl. 4.0 L 


1994-1993; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1994-1993; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1994-1993; Thermostat Gasket. 25160 

1994-1993; Thermostat Gasket (1 Pack). 27160 

V-8 5.2 L 

1994-1993; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1994-1993; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1994-1993; Thermostat Gasket. 25138 

1994-1993; Thermostat Gasket (1 Pack). 27138 


Grand Wagoneer 

6-Cyl. 4.2 L 

1986-1985; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1986-1985; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1986-1985; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1986-1985; Thermostat Gasket. 25160 

1986-1985; Thermostat Gasket (1 Pack). 27160 


6-Cyl. 4.2 L- Continued 

1984; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1984; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1984; Thermostat Gasket. 25160 

1984; Thermostat Gasket (1 Pack). 27160 

V-8 5.2 L 

1993; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1993; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1993; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1993; Thermostat Gasket. 25138 

1993; Thermostat Gasket (1 Pack). 27138 

V-8 5.9 L 

1991; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1991; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1991; Thermostat Gasket. 25160 

1991; Thermostat Gasket (1 Pack). 27160 

1990-1984; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1990-1984; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1990-1984; Thermostat Gasket. 25148 

1990-1984; Thermostat Gasket (1 Pack). 27148 

J Series Pickup 

6-Cyl. 230 

1965-1963; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1965-1963; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1965-1963; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

6-Cyl. 232 

1970-1965; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1970-1965; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970-1965; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1970-1965; Thermostat Gasket. 25160 

1970-1965; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 258 

1979-1971; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1971; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Jeep - Continued 

Jeep - Continued 

J Series Pickup - Continued 

J Series Pickup - Continued 

6-Cyl. 258 - Continued 



V-8 350 - Continued 



1979-1971; Economy Thermostat. 

. ♦13009 

195 

1970-1969; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1979-1971; Thermostat Gasket. 

. 25160 


1970-1969; Economy Thermostat. 

. ♦13009 

195 

1979-1971; Thermostat Gasket (1 Pack). 

. 27160 



❖13008 

180 

6-Cvl. 4.2 L 




❖13006 

160 


-4-A^Q 

IQS 

1970-1969; Thermostat Gasket. 

. 25132 



❖45358 

180 

1970-1969; Thermostat Gasket (1 Pack). 

. 27132 



❖45356 

160 

V-8 360 



1987-1982; Economy Thermostat. 

. ♦13009 

195 

1979-1972; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖ 13006 

160 


❖45356 

160 

1987-1982; Thermostat Gasket. 

. 25160 


1979-1972; Economy Thermostat. 

. ♦13009 

195 

1987-1982; Thermostat Gasket (1 Pack). 

. 27160 



❖13008 

180 

1981-1980; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


❖45358 

180 

1979-1972; Thermostat Gasket. 

. 25148 



❖45356 

160 

1979-1972; Thermostat Gasket (1 Pack). 

. 27148 


1981-1980; OE Type Thermostat. 

. ♦13359 

195 

1971; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1971; OE Type Thermostat. 

. ♦13359 

195 

1981-1980; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1981-1980; Thermostat Gasket. 

. 25160 


1971; Economy Thermostat. 

. ♦13009 

195 

1981-1980; Thermostat Gasket (1 Pack). 

. 27160 



❖13008 

180 

V-8 304 




❖13006 

160 

1972; Premium Thermostat. 

. ♦45359 

195 

1971; Thermostat Gasket. 

. 25148 



❖45358 

180 

1971; Thermostat Gasket (1 Pack). 

. 27148 



❖45356 

160 

V-8 401 



1972; Economy Thermostat. 

. ♦13009 

195 

1978-1974; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖ 13006 

160 


❖45356 

160 

1972; Thermostat Gasket. 

. 25148 


1978-1974; Economy Thermostat. 

. ♦13009 

195 

1972; Thermostat Gasket (1 Pack). 

. 27148 



❖13008 

180 

1971; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


❖45358 

180 

1978-1974; Thermostat Gasket. 

. 25148 



❖45356 

160 

1978-1974; Thermostat Gasket (1 Pack). 

. 27148 


1971; OE Type Thermostat. 

. ♦isssg 

195 

V-8 5.9 L 




❖13352 

205 

1988-1980; Premium Thermostat. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1971; Economy Thermostat. 

. ♦13009 

195 

1988-1980; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13008 

180 


❖13006 

160 


❖13006 

160 

1971; Thermostat Gasket. 

. 25148 



9514R 


1971; Thermostat Gasket (1 Pack). 

. 27148 


1988-1980; Thermostat Gasket (1 Pack). 

. 27148 


V-8 327 

>45479 

195 

Jeepster 


❖45478 

180 

4-Cyl. 134 



1970-1965; OE Type Thermostat. 

♦13479 

195 

1971-1967; Premium Thermostat. 

. ♦45358 

180 


❖13478 

180 


❖45359 

195 


❖13476 

160 


❖45356 

160 

1970-1965; Economy Thermostat. 

♦13079 

195 

1971-1967; OE Type Thermostat. 

. ♦issss 

180 


❖13078 

180 


❖13352 

205 


❖13076 

160 


❖13359 

195 

1970-1965; Thermostat Gasket. 

. 25140 



❖13356 

160 

1970-1965; Thermostat Gasket (1 Pack). 

27140 


1971-1967; Economy Thermostat. 

. ♦13008 

180 

V-8 350 




❖13009 

195 

1971; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


❖45358 

180 

1951-1948; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 


❖45359 

195 

1971; OE Type Thermostat. 

. ♦ 13359 

195 


❖45356 

160 


❖13352 

205 

1951-1948; OE Type Thermostat. 

. ♦issss 

180 


❖13358 

180 


❖13352 

205 


❖13356 

160 


❖13359 

195 

1971; Economy Thermostat. 

. ♦13009 

195 


❖13356 

160 


❖13008 

180 

1951-1948; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 


❖13009 

195 

1971; Thermostat Gasket. 

. 25132 



❖13006 

160 

1971; Thermostat Gasket (1 Pack). 

. 27132 






♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Jeep - Continued 

Jeep - Continued 

Jeepster- Continued 

Universal 


Application 


Part Tem 
Number p °F 


V-6 225 

1971-1967; Premium Thermostat. ♦45358 180 


❖45359 195 
❖45356 160 

1971 -1967; OE Type Thermostat. 4-13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1971-1967; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1971-1967; Thermostat Gasket. 25132 

1971-1967; Thermostat Gasket (1 Pack). 27132 


Pickup 

4-Cyl. 134 

1950-1946; Premium Thermostat. 4-45358 180 

❖45359 195 
❖45356 160 

1950-1946; OE Type Thermostat. 4-13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1950-1946; Economy Thermostat. 4-13008 180 

❖13009 195 
❖13006 160 


Scrambler 

4-Cvl. 2.5 L 

1985-1984; Premium Thermostat. 4-45359 195 

❖45358 180 
❖45356 160 

1985-1984; OE Type Thermostat. 4-13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985-1984; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1985-1984; Thermostat Gasket. 25160 

1985-1984; Thermostat Gasket (1 Pack). 27160 

1983-1981; Premium Thermostat. 4-45399 195 

❖45398 180 

1983-1981; OE Type Thermostat. 4-13399 195 

❖13398 180 

1983-1981; Thermostat Gasket. 25138 

1983-1981; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 4.2 L 

1985-1981; Premium Thermostat. 4-45359 195 

❖45358 180 
❖45356 160 

1985-1981; OE Type Thermostat. 4-13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985-1981; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1985-1981; Thermostat Gasket. 25160 

1985-1981; Thermostat Gasket (1 Pack). 27160 

Station Wagon 

4-Cyl. 134 

1950-1946; Premium Thermostat. 4-45358 180 

❖45359 195 
❖45356 160 

1950-1946; OE Type Thermostat. 4-13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1950-1946; Economy Thermostat. 4-13008 180 

❖13009 195 
❖13006 160 


4-Cyl. 134 

1944-1941; Premium Thermostat. 4-45358 180 

❖45359 195 
❖45356 160 

1944-1941; OE Type Thermostat. 4-13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1944-1941; Economy Thermostat. 4-13008 180 

❖13009 195 
❖13006 160 


Wagoneer 


4-Cyl. 2.1 L Diesel 

1987-1985; OE Type Thermostat. 4-13588 176 

1987-1985; Thermostat Seal. 25271 

1987-1985; Thermostat Seal (1 Pack). 27271 

4-Cyl. 2.5 L 

1987-1985; Premium Thermostat. 4-45359 195 

❖45358 180 
❖45356 160 

1987-1985; OE Type Thermostat. 4-13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1987-1985; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1987-1985; Thermostat Gasket. 25160 

1987-1985; Thermostat Gasket (1 Pack). 27160 

1984; Premium Thermostat. 4-45359 195 

❖45358 180 
❖45356 160 

1984; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1984; Thermostat Gasket. 25160 

1984; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 230 

1965-1963; Premium Thermostat. 4-45358 180 

❖45359 195 
❖45356 160 

1965-1963; OE Type Thermostat. 4-13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1965-1963; Economy Thermostat. 4-13008 180 

❖13009 195 
❖13006 160 

6-Cyl. 232 

1971-1965; Premium Thermostat. 4-45359 195 

❖45358 180 
❖45356 160 

1971-1965; OE Type Thermostat. 4-13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971-1965; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1971-1965; Thermostat Gasket. 25160 

1971-1965; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 258 

1973-1971; Premium Thermostat. 4-45359 195 

❖45358 180 
❖45356 160 

1973-1971 ;OE Type Thermostat. 4-13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1973-1971; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application Number p™ 

Application Number p™ 

Jeep - Continued 

Jeep - Continued 

1 Wagoneer - Continued 

Wagoneer - Continued 


6-Cyl. 258 - Continued 

1973-1971; Thermostat Gasket. 25160 

1973-1971; Thermostat Gasket (1 Pack). 27160 

6-Cvl. 4.0 L 

1990-1987; Premium Thermostat. +45359 195 

-0-45358 180 
045356 160 

1990-1987; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1990-1987; Thermostat Gasket. 25160 

1990-1987; Thermostat Gasket (1 Pack). 27160 

6-Cvl. 4.2 L 

1983-1980; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1983-1980; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1983-1980; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1983-1980; Thermostat Gasket. 25160 

1983-1980; Thermostat Gasket (1 Pack). 27160 

V-6 2.8 L 

1986; Premium Thermostat. +45349 195 

045348 180 

1986; OE Type Thermostat. +13349 195 

013348 180 

1986; Thermostat Gasket. 25168 

1986; Thermostat Gasket (1 Pack). 27168 

1985; Premium Thermostat. +45349 195 

045348 180 

1985; OE Type Thermostat. +13349 195 

013348 180 

1985; Thermostat Gasket. 25160 

1985; Thermostat Gasket (1 Pack). 27160 

1984; Premium Thermostat. +45349 195 

045348 180 

1984; OE Type Thermostat. +13349 195 

013348 180 

1984; Thermostat Gasket. 25168 

1984; Thermostat Gasket (1 Pack). 27168 

V-8 304 

1971; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1971; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1971; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1971; Thermostat Gasket. 25148 

1971; Thermostat Gasket (1 Pack). 27148 

V-8 327 

1970-1965; Premium Thermostat. +45479 195 

045478 180 

1970-1965; OE Type Thermostat. +13479 195 

013478 180 
013476 160 

1970-1965; Economy Thermostat. +13079 195 

013078 180 
013076 160 

1970-1965; Thermostat Gasket. 25140 

1970-1965; Thermostat Gasket (1 Pack). 27140 

V-8 350 

1971; Premium Thermostat. +45359 195 

045358 180 
045356 160 


V-8 350 - Continued 

1971; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1971; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1971; Thermostat Gasket. 25132 

1971; Thermostat Gasket (1 Pack). 27132 

1970-1968; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1970-1968; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1970-1968; Thermostat Gasket. 25132 

1970-1968; Thermostat Gasket (1 Pack). 27132 

V-8 360 

1979-1972; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1979-1972; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1979-1972; Thermostat Gasket. 25148 

1979-1972; Thermostat Gasket (1 Pack). 27148 

1971; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1971; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1971; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1971; Thermostat Gasket. 25148 

1971; Thermostat Gasket (1 Pack). 27148 

V-8 401 

1978-1977; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1978-1977; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1978-1977; Thermostat Gasket. 25148 

1978-1977; Thermostat Gasket (1 Pack). 27148 

1976-1974; Premium Thermostat. +45358 180 

045359 195 
045356 160 

1976-1974; Economy Thermostat. +13008 180 

013009 195 
013006 160 

1976-1974; Thermostat Gasket. 25148 

1976-1974; Thermostat Gasket (1 Pack). 27148 

V-8 5.9 L 

1983-1980; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1983-1980; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1983-1980; Thermostat Gasket. 25148 

1983-1980; Thermostat Gasket (1 Pack). 27148 

Wrangler 

4-Cyl. 2.5 L 

1994-1989; Premium Thermostat. +45359 195 

045358 180 
045356 160 


♦ OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Jeep - Continued 

Jeep - Continued 

Wrangler - Continued 

YJ - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cvl. 2.5 L- Continued 

1994-1989; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1989; Thermostat Gasket. 25160 

1994-1989; Thermostat Gasket (1 Pack). 27160 

1988-1987; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1988-1987; OE Type Thermostat. ♦ ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1988-1987; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1988-1987; Thermostat Gasket. 25160 

1988-1987; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 4.0 L 

1994-1991; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1994-1991; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1991; Thermostat Gasket. 25160 

1994-1991; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 4.2 L 

1990-1987; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1990-1987; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1990-1987; Thermostat Gasket. 25160 

1990-1987; Thermostat Gasket (1 Pack). 27160 

YJ 

4-Cyl. 2.5 L (Canada) 

1994-1989; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1994-1989; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1989; Thermostat Gasket. 25160 

1994-1989; Thermostat Gasket (1 Pack). 27160 

1988-1987; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1988-1987; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1988-1987; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1988-1987; Thermostat Gasket. 25160 

1988-1987; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 4.0 L (Canada) 

1994-1991; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1994-1991; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1991; Thermostat Gasket. 25160 

1994-1991; Thermostat Gasket (1 Pack). 27160 

6-Cyl. 4.2 L (Canada) 

1990-1987; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 


6-Cyl. 4.2 L (Canada) - Continued 


1990-1987; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1990-1987; Thermostat Gasket. 25160 

1990-1987; Thermostat Gasket (1 Pack). 27160 


Kaiser 


Carolina 
6-Cyl. 226 

1953; Premium Thermostat. ♦45358 180 

❖45356 160 

1953; OE Type Thermostat. ♦ISSSS 180 

❖13356 160 

1953; Economy Thermostat. ♦13008 180 

❖13006 160 

1953; Thermostat Gasket. 25101 

1953; Thermostat Gasket (1 Pack). 27101 


Custom 

6-Cyl. 226 

1948-1947; Premium Thermostat. ♦45358 180 

❖45356 160 

1948-1947; OE Type Thermostat. ^13358 180 

❖13356 160 

1948-1947; Economy Thermostat. ♦13008 180 

❖13006 160 

1948-1947; Thermostat Gasket. 25101 

1948-1947; Thermostat Gasket (1 Pack). 27101 

Darrin 

6-Cyl. 161 

1954; Premium Thermostat. ♦45358 180 

❖45356 160 

1954; OE Type Thermostat. ♦ISSSS 180 

❖13356 160 

1954; Economy Thermostat. ♦13008 180 

❖13006 160 

1954; Thermostat Gasket. 25101 

1954; Thermostat Gasket (1 Pack). 27101 


Deluxe 
6-Cyl. 226 

1953-1949; Premium Thermostat. ♦45358 180 

❖45356 160 

1953-1949; OE Type Thermostat. ♦ISSSS 180 

❖13356 160 

1953-1949; Economy Thermostat. ^13008 180 

❖13006 160 

1953-1949; Thermostat Gasket. 25101 

1953-1949; Thermostat Gasket (1 Pack). 27101 


Dragon 

6-Cyl. 226 

1953; Premium Thermostat. ♦45358 180 

❖45356 160 

1953; OE Type Thermostat. ♦ISSSS 180 

❖13356 160 

1953; Economy Thermostat. ♦13008 180 

❖13006 160 

1953; Thermostat Gasket. 25101 

1953; Thermostat Gasket (1 Pack). 27101 

Manhattan 

6-Cyl. 226 

1955-1952; Premium Thermostat. ♦45358 180 

❖45356 160 

1955-1952; OE Type Thermostat. ♦ISSSS 180 

❖13356 160 

1955-1952; Economy Thermostat. ♦13008 180 

❖13006 160 

1955-1952; Thermostat Gasket. 25101 

1955-1952; Thermostat Gasket (1 Pack). 27101 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Kaiser - Continued 

Lexus - Continued 

Special 

1ES300 


Application 


Part 

Number 


Tem 
P °F 


V-6 3.0 L 


6-Cyl. 226 

1954; Premium Thermostat. 4-45358 180 

❖45356 160 

1954; OE Type Thermostat. 413358 180 

❖13356 160 

1954; Economy Thermostat. 413008 180 

❖13006 160 

1954; Thermostat Gasket. 25101 

1954; Thermostat Gasket (1 Pack). 27101 

1951-1947; Premium Thermostat. 445358 180 

❖45356 160 

1951 -1947; OE Type Thermostat. 413358 180 

❖13356 160 

1951-1947; Economy Thermostat. 413008 180 

❖13006 160 

1951-1947; Thermostat Gasket. 25101 

1951-1947; Thermostat Gasket (1 Pack). 27101 


Traveler; Vagabond 

6-Cyl. 226 

1950-1949; Premium Thermostat. 445358 180 

❖45356 160 

1950-1949; OE Type Thermostat. 413358 180 

❖13356 160 

1950-1949; Economy Thermostat. 413008 180 

❖13006 160 

1950-1949; Thermostat Gasket. 25101 

1950-1949; Thermostat Gasket (1 Pack). 27101 


Virginian 

6-Cyl. 226 

1952; Premium Thermostat. 445358 180 

❖45356 160 

1952; OE Type Thermostat. 413358 180 

❖13356 160 

1952; Economy Thermostat. 413008 180 

❖13006 160 

1952; Thermostat Gasket. 25101 

1952; Thermostat Gasket (1 Pack). 27101 

1950-1949; Premium Thermostat. 445358 180 

❖45356 160 

1950-1949; OE Type Thermostat. 413358 180 

❖13356 160 

1950-1949; Economy Thermostat. 413008 180 

❖13006 160 

1950-1949; Thermostat Gasket. 25101 

1950-1949; Thermostat Gasket (1 Pack). 27101 


Kia 


Sephia 

4-Cyl. 1.6 L 

1994; Premium Thermostat. 445869 195 

❖45868 180 

1994; Thermostat Gasket. 25168 

1994; Thermostat Gasket (1 Pack). 27168 


Land Rover 


Discovery 
V-8 3.9 L 

1994; OE Type Thermostat. 414419 190 



V-6 2.5 L 


1991-1990; OE Exact Thermostat. 448118 180 

1991-1990; OE Type Thermostat. 414078 180 

❖14077 170 

1991-1990; Thermostat Seal. 25286 

1991-1990; Thermostat Seal (1 Pack). 27286 


1994; OE Exact Thermostat. 448128 180 

1994; OE Type Thermostat. 414078 180 

❖14077 170 

1994; Thermostat Seal. 25286 

1994; Thermostat Seal (1 Pack). 27286 

1993-1992; OE Exact Thermostat. 448118 180 

1993-1992; OE Type Thermostat. 414078 180 

❖14077 170 

1993-1992; Thermostat Seal. 25286 

1993- 1992; Thermostat Seal (1 Pack). 27286 

GS300 

6-Cyl. 3.0 L 

1994- 1993; OE Exact Thermostat. 448308 180 

1994-1993; OE Type Thermostat. 414108 180 

1994-1993; Thermostat Seal. 25286 

1994-1993; Thermostat Seal (1 Pack). 27286 

LS400 

V-8 4.0 L 

1994-1990; OE Exact Thermostat. 448128 180 

1994-1990; OE Type Thermostat. 414078 180 

❖14077 170 

1994-1990; Thermostat Seal. 25286 

1994-1990; Thermostat Seal (1 Pack). 27286 

SC300 

6-Cyl. 3.0 L 

1994-1992; OE Exact Thermostat. 448308 180 

1994-1992; OE Type Thermostat. 414108 180 

1994-1992; Thermostat Seal. 25286 

1994-1992; Thermostat Seal (1 Pack). 27286 

SC400 

V-8 4.0 L 

1994-1992; OE Exact Thermostat. 448128 180 

1994-1992; OE Type Thermostat. 414078 180 

❖14077 170 

1994-1992; Thermostat Seal. 25286 

1994-1992; Thermostat Seal (1 Pack). 27286 


Lincoln 


Capri 

V-8 317 

1954-1952; OE Type Thermostat. 413928 180 

❖13926 160 

V-8 341 

1955; OE Type Thermostat. 413928 180 

❖13926 160 

V-8 368 

1957-1956; OE Type Thermostat. 413928 180 

❖13926 160 

V-8 430 

1959-1958; Premium Thermostat. 445478 180 

❖45479 195 

1959-1958; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1959-1958; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1959-1958; Thermostat Gasket. 25140 

1959-1958; Thermostat Gasket (1 Pack). 27140 


Continental 
6-Cyl. 2.4 L Diesel 

1985-1984; OE Type Thermostat. 413588 176 

1985-1984; Thermostat Seal. 25271 

1985-1984; Thermostat Seal (1 Pack). 27271 


4 OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Lincoln - Continued 

Lincoln - Continued 

Continental - Continued 

Continental - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 3.8 L 

1994-1988; Premium Thermostat. ♦45359 195 


❖45358 180 
❖45356 160 

1994-1988; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1994-1988; Thermostat Gasket. 25138 

1994-1988; Thermostat Gasket (1 Pack). 27138 

1982; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1982; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1982; Thermostat Gasket. 25138 

1982; Thermostat Gasket (1 Pack). 27138 

V-8 400 

1979-1977; OE Type Thermostat. >13469 195 

❖13468 180 

1979-1977; Thermostat Gasket. 25168 

1979-1977; Thermostat Gasket (1 Pack). 27168 

V-8 430 

1965-1962; Premium Thermostat. ♦45479 195 

❖45478 180 

1965-1962; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1965-1962; Economy Thermostat. ♦13079 195 

❖13078 180 
❖13076 160 

1965-1962; Thermostat Gasket. 25140 

1965-1962; Thermostat Gasket (1 Pack). 27140 

1961; Premium Thermostat. ♦45478 180 

❖45479 195 

1961; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1961; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

1961; Thermostat Gasket. 25140 

1961; Thermostat Gasket (1 Pack). 27140 

V-8 460 

1978-1969; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1978-1969; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1978-1969; Thermostat Gasket. 25168 

1978-1969; Thermostat Gasket (1 Pack). 27168 

V-8 462 

1968; Premium Thermostat. ♦45479 195 

❖45478 180 

1968; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1968; Economy Thermostat. ♦ISOTO 195 

❖13078 180 
❖13076 160 

1968; Thermostat Gasket. 25168 

1968; Thermostat Gasket (1 Pack). 27168 

1967-1966; Premium Thermostat. ♦45479 195 

❖45478 180 

1967-1966; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

1967-1966; Economy Thermostat. ♦ISOTO 195 

❖13078 180 
❖13076 160 

1967-1966; Thermostat Gasket. 25140 

1967-1966; Thermostat Gasket (1 Pack). 27140 


V-8 5.0 L 

1987-1982; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1987-1982; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1987-1982; Thermostat Gasket. 25150 

1987-1982; Thermostat Gasket (1 Pack). 27150 

1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25150 

1980; Thermostat Gasket (1 Pack). 27150 

V-8 5.8 L 

1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25150 

1980; Thermostat Gasket (1 Pack). 27150 

Continental Mark II 

V-8 368 

1957-1956; OE Type Thermostat. ^13928 180 

❖13926 160 

Continental Mark III 

V-8 430 

1958; Premium Thermostat. ♦45478 180 

❖45479 195 

1958; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1958; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1958; Thermostat Gasket. 25140 

1958; Thermostat Gasket (1 Pack). 27140 

Continental Mark IV 

V-8 430 

1959; Premium Thermostat. ♦45478 180 

❖45479 195 

1959; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1959; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1959; Thermostat Gasket. 25140 

1959; Thermostat Gasket (1 Pack). 27140 

Continental Mark V 

V-8 430 

I960; Premium Thermostat. ♦45478 180 

❖45479 195 

1960; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1960; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

1960; Thermostat Gasket. 25140 

1960; Thermostat Gasket (1 Pack). 27140 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. <> Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Lincoln - Continued 

Mazda - Continued 

Versailles - Continued 

626 - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 302 - Continued 

1977; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1977; Thermostat Gasket. 25149 

1977; Thermostat Gasket (1 Pack). 27149 

V-8 351 

1977; OE Type Thermostat. ♦ 13469 195 

♦13468 180 

1977; Thermostat Gasket. 25149 

1977; Thermostat Gasket (1 Pack). 27149 

V-8 5.0 L 

1980; Premium Thermostat. 445359 195 

♦45358 180 
♦45356 160 

1980; Economy Thermostat. 413009 195 

♦13008 180 
♦13006 160 

1980; Thermostat Gasket. 25149 

1980; Thermostat Gasket (1 Pack). 27149 



4-Cyl. 1.6 L 


1994-1986; Premium Thermostat. 445869 195 

♦45868 180 

1994-1986; OE Type Thermostat. 413869 195 

♦13868 180 

1994-1986; Thermostat Gasket. 25168 

1994-1986; Thermostat Gasket (1 Pack). 27168 

616 

4-Cyl. 97 

1971; Premium Thermostat. 445869 195 

♦45868 180 

1971; OE Type Thermostat. 413869 195 

♦13868 180 

1971; Thermostat Gasket. 25168 

1971; Thermostat Gasket (1 Pack). 27168 

618 

4-Cyl. 110 

1972; Premium Thermostat. 445869 195 

♦45868 180 

1972; OE Type Thermostat. 413869 195 

♦13868 180 

1972; Thermostat Gasket. 25168 

1972; Thermostat Gasket (1 Pack). 27168 

626 

4-Cyl. 120 

1979; Premium Thermostat. 445869 195 

♦45868 180 

1979; OE Type Thermostat. 413869 195 

♦13868 180 

1979; Thermostat Gasket. 25168 

1979; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.0 L 

1994-1993; OE Exact Thermostat. 4048478 180 

1994-1993; OE Type Thermostat. 414048 180 

♦14047 170 

1994-1993; Thermostat Seal. 25285 

1994-1993; Thermostat Seal (1 Pack). 27285 

1987-1980; Premium Thermostat. 445869 195 

♦45868 180 

1987-1980; OE Type Thermostat. 413869 195 

♦13868 180 

1987-1980; Thermostat Gasket. 25168 

1987-1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.0 L Diesel 

1985-1984; Premium Thermostat. 445859 195 

♦45858 180 


4-Cyl. 2.0 L Diesel - Continued 

1985-1984; OE Type Thermostat. 413859 195 

♦13858 180 

1985-1984; Thermostat Gasket. 25168 

1985-1984; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.2 L 

1992-1988; Premium Thermostat. 445869 195 

♦45868 180 

1992-1988; OE Type Thermostat. 413869 195 

♦13868 180 

1992-1988; Thermostat Gasket. 25168 

1992-1988; Thermostat Gasket (1 Pack). 27168 

V-6 2.5 L 

1994-1993; OE Exact Thermostat. 4048478 180 

1994-1993; OE Type Thermostat. 414048 180 

♦14047 170 

1994-1993; Thermostat Seal. 25285 

1994-1993; Thermostat Seal (1 Pack). 27285 

808 

4-Cyl. 97 

1977-1972; Premium Thermostat. 445869 195 

♦45868 180 

1977-1972; OE Type Thermostat. 413869 195 

♦13868 180 

1977-1972; Thermostat Gasket. 25168 

1977- 1972; Thermostat Gasket (1 Pack). 27168 

929 

V-6 3.0 L 

1994-1988; OE Exact Thermostat. 4048358 180 

1994-1988; OE Type Thermostat. 414168 180 

1994-1988; Thermostat Seal. 25283 

1994-1988; Thermostat Seal (1 Pack). 27283 

B1600 Pickup 

4-Cyl. 97 

1976-1972; Premium Thermostat. 445869 195 

♦45868 180 

1976-1972; OE Type Thermostat. 413869 195 

♦13868 180 

1976-1972; Thermostat Gasket. 25168 

1976-1972; Thermostat Gasket (1 Pack). 27168 

B1800 Pickup 

4-Cyl. 110 

1978- 1977; Premium Thermostat. 445869 195 

♦45868 180 

1978-1977; OE Type Thermostat. 413869 195 

♦13868 180 

1978-1977; Thermostat Gasket. 25168 

1978-1977; Thermostat Gasket (1 Pack). 27168 

B2000 Pickup 

4-Cyl. 120 

1979; Premium Thermostat. 445869 195 

♦45868 180 

1979; OE Type Thermostat. 413869 195 

♦13868 180 

1979; Thermostat Gasket. 25168 

1979; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.0 L 

1987-1986; Premium Thermostat. 445869 195 

♦45868 180 

1987-1986; OE Type Thermostat. 413869 195 

♦13868 180 

1987-1986; Thermostat Gasket. 25168 

1987-1986; Thermostat Gasket (1 Pack). 27168 

1984-1980; Premium Thermostat. 445869 195 

♦45868 180 

1984-1980; OE Type Thermostat. 413869 195 

♦13868 180 

1984-1980; Thermostat Gasket. 25168 


4 OE Temperature. ♦ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. -0 Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Mazda - Continued 

MX-3 - Continued 

4-Cvl. 1.6 L- Continued 



1994-1992; OE Type Thermostat. 

. ♦13869 

195 


❖13868 

180 

1994-1992; Thermostat Gasket. 

. 25168 


1994-1992; Thermostat Gasket (1 Pack). 

. 27168 


V-61.8L 



1994-1992; OE Exact Thermostat. 

. ♦048478 

180 

1994-1992; OE Type Thermostat. 

. ♦ 14048 

180 


❖14047 

170 

1994-1992; Thermostat Seal. 

. 25285 


1994-1992; Thermostat Seal (1 Pack). 

. 27285 


MX-5 Miata 

4-Cvl. 1.6 L 



1993-1990; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1993-1990; OE Type Thermostat. 

. ♦ 13869 

195 


❖13868 

180 

1993-1990; Thermostat Gasket. 

. 25168 


1993-1990; Thermostat Gasket (1 Pack). 

. 27168 


4-Cvl. 1.8 L 



1994; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1994; OE Type Thermostat. 

. ♦ 13869 

195 


❖13868 

180 

1994; Thermostat Gasket. 

. 25168 


1994; Thermostat Gasket (1 Pack). 

. 27168 


MX-6 

4-Cvl. 2.0 L 



1994-1993; OE Exact Thermostat. 

. ♦048478 

180 

1994-1993; OE Type Thermostat. 

. ♦ 14048 

180 


❖14047 

170 

1994-1993; Thermostat Seal. 

. 25285 


1994-1993; Thermostat Seal (1 Pack). 

. 27285 


4-Cvl. 2.2 L 



1992-1988; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1992-1988; OE Type Thermostat. 

. ♦ 13869 

195 


❖13868 

180 

1992-1988; Thermostat Gasket. 

. 25168 


1992-1988; Thermostat Gasket (1 Pack). 

. 27168 


V-6 2.5 L 



1994-1993; OE Exact Thermostat. 

. ♦048478 

180 

1994-1993; OE Type Thermostat. 

. ♦ 14048 

180 


❖14047 

170 

1994-1993; Thermostat Seal. 

. 25285 


1994-1993; Thermostat Seal (1 Pack). 

. 27285 


Navajo 

V-6 4.0 L 



1994-1991; Premium Thermostat. 

. ♦45369 

195 


❖45368 

180 

1994-1991; OEType Thermostat. 

. ♦ 13959 

195 


❖13958 

180 

1994-1991; Thermostat Seal. 

. 25279 


1994-1991; Thermostat Seal (1 Pack). 

. 27279 


Protege 

4-Cvl. 1.8 L 



1994-1990; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1994-1990; OE Type Thermostat. 

. ♦ 13869 

195 


❖13868 

180 

1994-1990; Thermostat Gasket. 

. 25168 


1994-1990; Thermostat Gasket (1 Pack). 

. 27168 


R100 

2-Rotor 70 



1972-1971; Premium Thermostat. 

. ♦45398 

180 


❖45399 

195 

1972-1971; OEType Thermostat. 

. ♦13398 

180 


❖13399 

195 


Application 

Part 

Number 

Tem 

P°F 

Mazda - Continued 

1 R100 - Continued 

2-Rotor 70 - Continued 



1972-1971; Thermostat Gasket. 

. 25168 


1972-1971; Thermostat Gasket (1 Pack). 

. 27168 


Rotary Pickup 

2-Rotor 80 



1977-1974; Premium Thermostat. 

. ♦45398 

180 


❖45399 

195 

1977-1974; OE Type Thermostat. 

. ♦■mgs 

180 


❖13399 

195 

1977-1974; Thermostat Gasket. 

. 25168 


1977-1974; Thermostat Gasket (1 Pack). 

. 27168 


RX-2 

2-Rotor 70 



1974-1971; Premium Thermostat. 

. ♦45398 

180 


❖45399 

195 

1974-1971; OEType Thermostat. 

. ♦mgs 

180 


❖13399 

195 

1974-1971; Thermostat Gasket. 

. 25168 


1974-1971; Thermostat Gasket (1 Pack). 

. 27168 


RX-3 

2-Rotor 70 



1978-1972; Premium Thermostat. 

. ♦45398 

180 


❖45399 

195 

1978-1972; OE Type Thermostat. 

. ♦13398 

180 


❖13399 

195 

1978-1972; Thermostat Gasket. 

. 25168 


1978-1972; Thermostat Gasket (1 Pack). 

. 27168 


RX-4 

2-Rotor 80 



1978-1974; Premium Thermostat. 

. ♦45398 

180 


❖45399 

195 

1978-1974; OE Type Thermostat. 

. ♦mgs 

180 


❖13399 

195 

1978-1974; Thermostat Gasket. 

. 25168 


1978-1974; Thermostat Gasket (1 Pack). 

. 27168 


RX-7 

2-Rotor 1.1 L 



1985-1980; Premium Thermostat. 

. ♦45398 

180 


❖45399 

195 

1985-1980; OE Type Thermostat. 

. ♦mgs 

180 


❖13399 

195 

1985-1980; Thermostat Gasket. 

. 25168 


1985-1980; Thermostat Gasket (1 Pack). 

. 27168 


2-Rotor 1.3 L 



1994-1993; OE Exact Thermostat. 

. ♦048438 

180 

1994-1993; OE Type Thermostat. 

. ♦13978 

180 


❖13979 

195 

1994-1993; Thermostat Seal. 

. 25281 


1994-1993; Thermostat Seal (1 Pack). 

. 27281 


1991-1989; OE Exact Thermostat. 

. ♦ >48438 

180 

1991-1989; OE Type Thermostat. 

. ♦mTS 

180 


❖13979 

195 

1991-1989; Thermostat Seal. 

. 25281 


1991-1989; Thermostat Seal (1 Pack). 

. 27281 


1988-1984; Premium Thermostat. 

. ♦45398 

180 


❖45399 

195 

1988-1984; OE Type Thermostat. 

. ♦13398 

180 


❖13399 

195 

1988-1984; Thermostat Gasket. 

. 25168 


1988-1984; Thermostat Gasket (1 Pack). 

. 27168 


2-Rotor 70 



1979; Premium Thermostat. 

. ♦45398 

180 


❖45399 

195 

1979; OE Type Thermostat. 

. ♦13398 

180 


❖13399 

195 

1979; Thermostat Gasket. 

. 25168 


1979; Thermostat Gasket (1 Pack). 

. 27168 



♦ OE Temperature. 
O Seal Included. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application Number p™ 

Application Number p™ 

Mercedes-Benz 

Mercedes-Benz - Continued 

190 

220 

4-Cyl. 116 

1955; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1955; OE Type Thermostat. ♦13358 180 

4-Cyl. 134 

1973; OE Exact Thermostat. ♦048019 189 

1972-1971 ;OE Type Thermostat. ♦13649 190 

❖13648 180 

1972-1971; Thermostat Seal. 25271 

❖13352 205 
❖13359 195 
❖13356 160 

1955; Economy Thermostat. ♦13008 180 

1972-1971; Thermostat Seal (1 Pack). 27271 

1970; OE Type Thermostat. ♦13649 190 

❖13648 180 

1969-1968; OE Type Thermostat. ♦13649 190 

❖13009 195 
❖13006 160 

4-Cyl. 116 Diesel 

1959; OE Type Thermostat; Jul. & Newer; 176 Deg. F. Opening 

Temp. ♦ 13588 176 

❖13648 180 

1969-1968; Thermostat Seal. 25271 

1969- 1968; Thermostat Seal (1 Pack). 27271 

4-Cyl. 134 Diesel 

1970- 1968'OE Type Thermostat ♦13588 176 

1959; Thermostat Seal (1 Pack); Jul. & Newer. 27271 

1970-1968; Thermostat Seal. 25271 

1959; Thermostat Seal; Jul. & Newer. 25271 

4-Cyl. 121 Diesel 

1965-1963; OE Type Thermostat. ♦13649 190 

❖13648 180 

1965-1963; Thermostat Seal. 25271 

1965-1963; Thermostat Seal (1 Pack). 27271 

1970-1968; Thermostat Seal (1 Pack). 27271 

220B 

6-Cyl. 134 

1965-1960; OE Type Thermostat. ♦13649 190 

❖13648 180 

1965-1960; Thermostat Seal. 25271 

1965-1960; Thermostat Seal (1 Pack). 27271 

190C 

4-Cyl. 116 

1965-1963; OE Type Thermostat. ♦13649 190 

❖ 13648 180 

1965-1963; Thermostat Seal. 25271 

1965-1963; Thermostat Seal (1 Pack). 27271 

220D 

4-Cyl. 134 Diesel 

1973; OE Exact Thermostat. ♦048019 189 

1972-1971 ;OE Type Thermostat. ♦ 13588 176 

1972-1971; Thermostat Seal. 25271 

1972-1971; Thermostat Seal (1 Pack). 27271 

190D 

4- Cyl. 2.2 L Diesel 

1985-1984; OE Type Thermostat. ♦ 13588 176 

1985-1984; Thermostat Seal. 25271 

1985-1984; Thermostat Seal (1 Pack). 27271 

5- Cyl. 2.5 L Diesel 

1989-1986; OE Exact Thermostat. ♦048658 176 

1989-1986; OE Type Thermostat. ♦ISSSS 176 

1989-1986; Thermostat Seal. 25271 

220S 

6-Cyl. 134 

1959; OE Type Thermostat; Jul. & Newer. ♦13649 190 

❖13648 180 

1959; Thermostat Seal (1 Pack); Jul. & Newer. 27271 

1959; Thermostat Seal; Jul. & Newer. 25271 

220SB; 220SEB 

1989-1986; Thermostat Seal (1 Pack). 27271 

6-Cyl. 134 

1965-1960; OE Type Thermostat. ♦13649 190 

❖13648 180 

1965-1960; Thermostat Seal. 25271 

1965-1960; Thermostat Seal (1 Pack). 27271 

190E 

4-Cyl. 2.3 L 

1993-1991; OE Exact Thermostat. ♦048019 189 

1988-1984; OE Exact Thermostat. ♦048019 189 

6-Cyl. 2.6 L 

1993-1987; OE Exact Thermostat. ♦048019 189 

230 

4-Cyl. 141 

1978-1974; OE Exact Thermostat. ♦048019 189 

6-Cyl. 141 

1969-1966; OE Type Thermostat. ♦13649 190 

❖ 13648 180 

1969-1966; Thermostat Seal. 25271 

1969-1966; Thermostat Seal (1 Pack). 27271 

190SL 

4-Cyl. 116 

1963-1956; Premium Thermostat. ♦45358 180 

❖45356 160 

1963-1956; OE Type Thermostat. ♦ISSSS 180 

❖13356 160 

1963-1956; Economy Thermostat. ♦13008 180 

230S 

❖13006 160 

1963-1956; Thermostat Gasket. 25101 

1963-1956; Thermostat Gasket (1 Pack). 27101 

6-Cyl. 141 

1967; Thermostat Seal. 25271 

1967; Thermostat Seal (1 Pack). 27271 

200 

1966; OE Type Thermostat. ♦13649 190 

❖ 13648 180 

1966; Thermostat Seal. 25271 

1966; Thermostat Seal (1 Pack). 27271 

4-Cyl. 121 

1967-1966; OE Type Thermostat. ♦13649 190 

❖ 13648 180 

1967-1966; Thermostat Seal. 25271 

230SL 

1967- 1966; Thermostat Seal (1 Pack). 27271 

4-Cyl. 121 Diesel 

1968- 1967; OE Type Thermostat. ♦ 13588 176 

1968-1967; Thermostat Seal. 25271 

6-Cyl. 141 

1966-1963; OE Type Thermostat. ♦13649 190 

•013648 180 

1966-1963; Thermostat Seal. 25271 

1968-1967; Thermostat Seal (1 Pack). 27271 

1966; OE Type Thermostat; 176 Deg. F. Opening Temp. ♦13588 176 

1966; Thermostat Seal. 25271 

1966-1963; Thermostat Seal (1 Pack). 27271 

240D 

1966; Thermostat Seal (1 Pack). 27271 

4-Cyl. 147 Diesel 

1979-1976; OE Exact Thermostat. ♦048058 176 

1979-1976; OE Type Thermostat. ♦ 13588 176 


♦ OE Temperature. 
O Seal Included. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Mercedes-Benz - Continued 

Mercedes-Benz - Continued 

240D - Continued 

280SE - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 147 Diesel - Continued 

1979-1976; Thermostat Seal. 25271 

1979-1976; Thermostat Seal (1 Pack). 27271 

1975-1974; OE Type Thermostat. + 13588 176 

1975-1974; Thermostat Seal. 25271 

1975- 1974; Thermostat Seal (1 Pack). 27271 

4-Cyl. 2.4 L Diesel 

1983-1980; OE Exact Thermostat. ♦048058 176 

1983-1980; OE Type Thermostat. +13588 176 

1983-1980; Thermostat Seal. 25271 

1983-1980; Thermostat Seal (1 Pack). 27271 

250 

6-Cy 1.152 

1970-1968; OE Type Thermostat. +13649 190 

+13648 180 

1970-1968; Thermostat Seal. 25271 

1970- 1968; Thermostat Seal (1 Pack). 27271 

6-Cyl. 170 

1972-1971; OE Type Thermostat. +13649 190 

+13648 180 

1972-1971; Thermostat Seal. 25271 

1972-1971; Thermostat Seal (1 Pack). 27271 

250C 

6-Cyl. 170 

1972-1970; OE Type Thermostat. +13649 190 

+13648 180 

1972-1970; Thermostat Seal. 25271 

1972-1970; Thermostat Seal (1 Pack). 27271 

250S; 250SE 

6-Cyl. 152 

1967-1966; OE Type Thermostat. +13649 190 

+13648 180 

1967-1966; Thermostat Seal. 25271 

1967-1966; Thermostat Seal (1 Pack). 27271 

260E 

6-Cyl. 2.6 L 

1989-1987; OE Exact Thermostat. +C348019 189 

280;280C 

6-Cyl. 168 

1976- 1973; OE Exact Thermostat. +048019 189 

280CE 

6-Cyl. 168 

1979-1978; OE Exact Thermostat. +048019 189 

6-Cyl. 2.8 L 

1981-1980; OE Exact Thermostat. +048019 189 

280E 

6-Cyl. 168 

1979-1977; OE Exact Thermostat. +048019 189 

6-Cyl. 2.8 L 

1981-1980; OE Exact Thermostat. +048019 189 

280S 

6-Cyl. 168 

1976-1975; OE Exact Thermostat. +048019 189 

6-Cyl. 170 

1971 -1968; OE Type Thermostat. +13649 190 

+13648 180 

1971- 1968; Thermostat Seal. 25271 

1971-1968; Thermostat Seal (1 Pack). 27271 

280SE 

6-Cyl. 168 

1979-1977; OE Exact Thermostat. +048019 189 


6-Cyl. 170 

1972-1968; OE Type Thermostat. +13649 190 

+13648 180 

1972-1968; Thermostat Seal. 25271 

1972- 1968; Thermostat Seal (1 Pack). 27271 

6-Cyl. 2.8 L 

1980; OE Exact Thermostat. +048019 189 

V-8 214 

1971-1970; OE Type Thermostat. +13649 190 

+13648 180 

1971-1970; Thermostat Seal. 25271 

1971-1970; Thermostat Seal (1 Pack). 27271 

V-8 276 

1973- 1972; OE Type Thermostat. +13496 160 

1973-1972; Thermostat Seal. 25271 

1973-1972; Thermostat Seal (1 Pack). 27271 

280SEL 

6-Cyl. 170 

1971 -1968; OE Type Thermostat. +13649 190 

+13648 180 

1971-1968; Thermostat Seal. 25271 

1971-1968; Thermostat Seal (1 Pack). 27271 

V-8 276 

1973-1972; OE Type Thermostat. +13496 160 

1973-1972; Thermostat Seal. 25271 

1973-1972; Thermostat Seal (1 Pack). 27271 

280SL 

6-Cyl. 170 

1971 -1968; OE Type Thermostat. +13649 190 

+13648 180 

1971-1968; Thermostat Seal. 25271 

1971-1968; Thermostat Seal (1 Pack). 27271 

300CD 

5-Cyl. 183 Diesel 

1979-1978; OE Exact Thermostat. +048058 176 

1979-1978; OE Type Thermostat. +13588 176 

1979-1978; Thermostat Seal. 25271 

1979-1978; Thermostat Seal (1 Pack). 27271 

5- Cyl. 3.0 L Diesel 

1985-1980; OE Exact Thermostat. +048058 176 

1985-1980; OE Type Thermostat. +13588 176 

1985-1980; Thermostat Seal. 25271 

1985-1980; Thermostat Seal (1 Pack). 27271 

300CE 

6- Cvl. 3.0 L 

1992; OE Exact Thermostat. +048019 189 

1991-1990; OE Exact Thermostat. +048019 189 

1991-1990; OE Type Thermostat. +13649 190 

1989-1988; OE Exact Thermostat. +048019 189 

6-Cyl. 3.2 L 

1993; OE Exact Thermostat. +048019 189 

300D 

5-Cyl. 183 Diesel 

1979-1976; OE Exact Thermostat. +048058 176 

1979-1976; OE Type Thermostat. +13588 176 

1979-1976; Thermostat Seal. 25271 

1979-1976; Thermostat Seal (1 Pack). 27271 

1975; OE Type Thermostat. +13588 176 

1975; Thermostat Seal. 25271 

1975; Thermostat Seal (1 Pack). 27271 

5-Cyl. 2.5 L Diesel 

1993-1990; OE Exact Thermostat. +048658 176 

1993-1990; OE Type Thermostat. +13588 176 

1993-1990; Thermostat Seal. 25271 

1993-1990; Thermostat Seal (1 Pack). 27271 

5-Cyl. 3.0 L Diesel 

1985-1980; OE Exact Thermostat. +048058 176 


♦ OE Temperature. O Seal Included. 

+ Alternate Temperature. 
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Application 

Part 

Number 

Tem 

P °F 

Mercedes-Benz - Continued 

300D - Continued 

5-Cvl. 3.0 L Diesel - Continued 

1985-1980; OE Type Thermostat. 

♦13588 

176 

1985-1980; Thermostat Seal. 

25271 

1985-1980; Thermostat Seal (1 Pack). 

27271 


6-Cvl. 183 

1962-1960; OE Type Thermostat; 176 Deg. F. Opening Temp. 
1962-1960; Thermostat Seal. 

♦13588 

25271 

176 

1962-1960; Thermostat Seal (1 Pack). 

1959; OE Type Thermostat; Jul. & Newer; 176 Deg. F. Opening 

Temp. 

1959; Thermostat Seal (1 Pack); Jul. & Newer. 

27271 

♦ 13588 
27271 

176 

1959; Thermostat Seal; Jul. & Newer. 

25271 


6-Cyl. 3.0 L Diesel 

1987; OE Exact Thermostat. 

1987; OE Type Thermostat. 

1987; Thermostat Seal. 

♦048658 
♦ 13588 
25271 

176 

176 

1987; Thermostat Seal (1 Pack). 

27271 


300E 

6-Cyl. 2.6 L 

1992-1990; OE Exact Thermostat. 

♦048019 

189 

6-Cyl. 2.8 L 

1993; OE Exact Thermostat. 

♦048019 

189 

6-Cyl. 3.0 L 

1993-1986; OE Exact Thermostat. 

♦ 048019 

189 

6-Cyl. 3.2 L 

1993; OE Exact Thermostat. 

♦048019 

189 

300SD 

5-Cyl. 183 Diesel 

1979-1978; OE Exact Thermostat. 

♦048058 

176 

1979-1978; OE Type Thermostat. 

♦13588 

176 

1979-1978; Thermostat Seal. 

25271 

1979-1978; Thermostat Seal (1 Pack). 

27271 


5-Cyl. 3.0 L Diesel 

1985-1980; OE Exact Thermostat. 

♦ 048058 

176 

1985-1980; OE Type Thermostat. 

♦13588 

176 

1985-1980; Thermostat Seal. 

25271 

1985-1980; Thermostat Seal (1 Pack). 

27271 


6-Cyl. 3.5 L Diesel 

1993-1992; OE Exact Thermostat. 

♦ 048658 

176 

1993-1992; OE Type Thermostat. 

♦ 13588 

176 

1993-1992; Thermostat Seal. 

25271 

1993-1992; Thermostat Seal (1 Pack). 

27271 


300SDL 

6-Cyl. 3.0 L Diesel 

1987-1986; OE Exact Thermostat. 

♦048658 

176 

1987-1986; OE Type Thermostat. 

♦ 13588 

176 

1987-1986; Thermostat Seal. 

25271 

1987-1986; Thermostat Seal (1 Pack). 

27271 


300SE 

6-Cyl. 183 

1965-1960; OE Type Thermostat. 

♦ 13649 

190 

1965-1960; Thermostat Seal. 

♦13648 

25271 

180 

1965-1960; Thermostat Seal (1 Pack). 

27271 


6-Cyl. 3.0 L 

1991-1988; OE Exact Thermostat. 

♦048019 

189 

6-Cyl. 3.2 L 

1993-1992; OE Exact Thermostat. 

♦048019 

189 

300SEL 

6-Cyl. 3.0 L 

1991-1988; OE Exact Thermostat. 

♦048019 

189 

V-8 214 

1970; OE Type Thermostat. 

1970; Thermostat Seal. 

♦ 13496 
25271 

160 

1970; Thermostat Seal (1 Pack). 

27271 



and Light Trucks (1994 and Older) 

Application 

Part 

Number 

Tem 

P°F 

Mercedes-Benz - Continued 

300SEL - Continued 

V-8 276 

1973-1972; OE Type Thermostat. 

♦13496 

160 

1973-1972; Thermostat Seal. 

25271 

1973-1972; Thermostat Seal (1 Pack). 

27271 


V-8 386 

1971-1970; OE Type Thermostat. 

♦13649 

190 

1971-1970; Thermostat Seal. 

♦13648 

25271 

180 

1971-1970; Thermostat Seal (1 Pack). 

27271 


300SL 

6-Cyl. 3.0 L 

1993-1990; OE Exact Thermostat. 

♦048019 

189 

1993-1990; OE Type Thermostat. 

♦ 13649 

190 

300TD 

5-Cyl. 183 Diesel 

1979; OE Type Thermostat. 

1979; Thermostat Seal. 

♦ 13588 
25271 

176 

1979; Thermostat Seal (1 Pack). 

27271 


5-Cyl. 3.0 L Diesel 

1985-1980; OE Exact Thermostat. 

♦048058 

176 

1985-1980; OE Type Thermostat. 

♦13588 

176 

1985-1980; Thermostat Seal. 

25271 

1985-1980; Thermostat Seal (1 Pack). 

27271 


6-Cyl. 3.0 L Diesel 

1987; OE Exact Thermostat. 

1987; OE Type Thermostat. 

. ♦048658 
♦13588 

176 

176 

1987; Thermostat Seal. 

25271 

1987; Thermostat Seal (1 Pack). 

27271 


300TE 

6-Cyl. 3.0 L 

1993-1988; OE Exact Thermostat. 

♦048019 

189 

6-Cyl. 3.2 L 

1993; OE Exact Thermostat. 

. ^048019 

189 

350SD 

6-Cyl. 3.5 L Diesel 

1991; OE Exact Thermostat. 

1991; OE Type Thermostat. 

1991; Thermostat Seal. 

. ♦048658 
♦13588 
25271 

176 

176 

1991; Thermostat Seal (1 Pack). 

27271 


350SDL 

6-Cyl. 3.5 L Diesel 

1991-1990; OE Exact Thermostat. 

♦048658 

176 

1991-1990; OE Type Thermostat. 

♦13588 

176 

1991-1990; Thermostat Seal. 

25271 

1991-1990; Thermostat Seal (1 Pack). 

27271 


350SL 

V-8 276 

1972; OE Type Thermostat. 

1972; Thermostat Seal. 

♦ 13649 
♦13648 
25271 

190 

180 

1972; Thermostat Seal (1 Pack). 

27271 


380SE 

V-8 3.8 L 

1985-1984; OE Type Thermostat. 

♦13496 

160 

1985-1984; Thermostat Seal. 

25271 

1985-1984; Thermostat Seal (1 Pack). 

27271 


380SEC 

V-8 3.8 L 

1983-1982; OE Type Thermostat. 

♦ 13496 

160 

1983-1982; Thermostat Seal. 

25271 

1983-1982; Thermostat Seal (1 Pack). 

27271 


380SEL 

V-8 3.8 L 

1983-1981; OE Type Thermostat. 

♦ 13496 

160 


O Seal Included. 


♦ OE Temperature. 

♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application Number p™ 

Application Number p™ 

Mercedes-Benz - Continued 

Mercedes-Benz - Continued 

380SEL - Continued 

500SEC - Continued 

V-8 3.8 L - Continued 

1983-1981; Thermostat Seal. 25271 

V-8 5.0 L - Continued 

1985-1984; Thermostat Seal. 25271 

1983-1981; Thermostat Seal (1 Pack). 27271 

1985-1984; Thermostat Seal (1 Pack). 27271 

380SL 

500SEL 

V-8 3 8 L 

1985-1981; OE Type Thermostat. +13496 160 

1985-1981; Thermostat Seal. 25271 

1985-1981; Thermostat Seal (1 Pack). 27271 

V-8 5.0 L 

1993-1992; OE Type Thermostat; 1st Design. >014578 176 

1993-1992; Thermostat Water Outlet Assembly; 2nd Design ... >014598 176 

1985-1984; OE Type Thermostat. >13496 160 


1985-1984; Thermostat Seal. 25271 

1985-1984' Thermostat Seal (1 Pack) 27271 

380SLC 

V-8 3.8 L 

1981; OE Type Thermostat. +13496 160 


500SL 

1981; Thermostat Seal. 25271 

1981; Thermostat Seal (1 Pack). 27271 

V-8 5.0 L 

1993-1992; OE Type Thermostat; 1st Design. >014578 176 

1993-1992; Thermostat Water Outlet Assembly; 2nd Design ... >014598 176 
1991-1990; OE Type Thermostat. >014578 176 

400E 

V-8 4.2 L 

560SEC; 560SEL 

1993-1992; Thermostat Water Outlet Assembly; 2nd Design ... >-014598 176 

V-8 5.6 L 

1991-1986; OE Type Thermostat. >014578 176 

400SE 

V-8 4.2 L 

1992; OE Type Thermostat; 1st Design. >014578 176 

1992; Thermostat Water Outlet Assembly; 2nd Design. >014598 176 

560SL 

V-8 5.6 L 

1989-1986; OE Type Thermostat. >014578 176 

400SEL 

C220 

V-8 4.2 L 

1993; OE Type Thermostat; 1st Design. >014578 176 

1993; Thermostat Water Outlet Assembly; 2nd Design. >014598 176 

4-Cvl. 2.2 L 

1994; Thermostat Water Outlet Assembly. >014589 188 

C280 

420SEL 

6-Cyl. 2.8 L 

1994; OE Exact Thermostat. >048019 189 

V-8 4.2 L 

1991-1986; OE Type Thermostat. >014578 176 

E320 

450SE 

6-Cyl. 3.2 L 

1994; OE Exact Thermostat. >048019 189 

V-8 276 

1976-1973; OE Type Thermostat. >13496 160 

1976-1973- Thermostat Seal 25271 

E420 

1976-1973; Thermostat Seal (1 Pack). 27271 

V-8 4.2 L 

1994; OE Type Thermostat; 1st Design. >014578 176 

450SEL 

V-8 276 

1979-1973-OE Type Thermostat +13496 160 


E500 

1979-1973; Thermostat Seal. 25271 

1979-1973; Thermostat Seal (1 Pack). 27271 

V-8 4.5 L 

1980; OE Type Thermostat. >13496 160 

1980; Thermostat Seal. 25271 

1980; Thermostat Seal (1 Pack). 27271 

V-8 417 

1979-1977; OE Exact Thermostat. >048019 189 

V-8 5.0 L 

1994; OE Type Thermostat; 1st Design. >014578 176 

1994; Thermostat Water Outlet Assembly; 2nd Design. >014598 176 

S320 

6-Cyl. 3.2 L 

1994; OE Exact Thermostat. >048019 189 

S350D 

450SL; 450SLC 

6-Cyl. 3.5 L Diesel 

1994; OE Exact Thermostat. >048658 176 

1994; OE Type Thermostat. >13588 176 

V-8 276 

1979-1973; OE Type Thermostat. >13496 160 

1979-1973; Thermostat Seal. 25271 

S420 

1979-1973; Thermostat Seal (1 Pack). 27271 

V-8 4.5 L 

1980; OE Type Thermostat. >13496 160 

1980; Thermostat Seal. 25271 

1980; Thermostat Seal (1 Pack). 27271 

V-8 4.2 L 

1994; OE Type Thermostat; 1st Design. >014578 176 

1994; Thermostat Water Outlet Assembly; 2nd Design. >014598 176 

S500 

V-8 5.0 L 

1994; Thermostat Water Outlet Assembly; 2nd Design. >014598 176 

500E 

V-8 5.0 L 

1993-1992; OE Type Thermostat; 1st Design. >014578 176 

1993-1992; Thermostat Water Outlet Assembly; 2nd Design ... >014598 176 

1994; OE Type Thermostat; 1st Design. >014578 176 

SL320 

6-Cyl. 3.2 L 

1994; OE Exact Thermostat. >048019 189 

500SEC 

V-8 5.0 L 

1993’ OF Type Thermostat 1 1st Design +014578 17fi 

SL500 

1993; Thermostat Water Outlet Assembly; 2nd Design. >014598 176 

1985-1984-OE Type Thermostat +13496 160 

V-8 5.0 L 

1994; OE Type Thermostat; 1st Design. >014578 176 


1994; Thermostat Water Outlet Assembly; 2nd Design. >014598 176 


> OE Temperature. O Seal Included. 

> Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Mercury 

Mercury - Continued 

Bobcat 

Capri - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cvl. 140 

1979-1978; Premium Thermostat. ♦045829 195 

❖045828 180 
❖045820 192 

1979-1978; OE Type Thermostat. ♦ >13829 195 

❖013828 180 
❖013820 192 

1979-1978; Thermostat Gasket. 25174 

1979-1978; Thermostat Gasket (1 Pack). 27174 

1977-1975; Premium Thermostat. ♦45349 195 

❖45348 180 

1977-1975; OE Type Thermostat. ^13349 195 

❖13348 180 

1977-1975; Thermostat Gasket. 25164 

1977-1975; Thermostat Gasket (1 Pack). 27164 

4-Cvl. 2.3 L 

1980; Premium Thermostat. ♦045829 195 

❖045828 180 
❖045820 192 

1980; OE Type Thermostat. ♦013829 195 

❖013828 180 
❖013820 192 

1980; Thermostat Gasket. 25174 

1980; Thermostat Gasket (1 Pack). 27174 

V-6 171 

1979-1975; Premium Thermostat. ♦45379 195 

❖45378 180 

1979-1975; OE Type Thermostat. ♦ 13379 195 

❖13378 180 
❖13376 160 

1979-1975; Thermostat Gasket. 25165 

1979-1975; Thermostat Gasket (1 Pack). 27165 

1979-1975; Thermostat Seal. 25266 

1979-1975; Thermostat Seal (1 Pack). 27266 


Capri 

4-Cvl. 1.6 L 

1994; Premium Thermostat. ♦45868 180 

❖45869 195 

1994; OE Type Thermostat. ♦ISSeS 180 

❖13869 195 

1994; Thermostat Gasket. 25168 

1994; Thermostat Gasket (1 Pack). 27168 

1993-1991; Premium Thermostat. ♦45869 195 

❖45868 180 

1993-1991; OE Type Thermostat. ♦ISSeO 195 

❖13868 180 

1993-1991; Thermostat Gasket. 25168 

1993-1991; Thermostat Gasket (1 Pack). 27168 

4-Cvl. 122 

1974-1971; Premium Thermostat. ♦45349 195 

❖45348 180 

1974-1971 ;0E Type Thermostat. ♦13349 195 

❖13348 180 

1974-1971; Thermostat Gasket. 25161 

1974-1971; Thermostat Gasket (1 Pack). 27161 

1974-1971; Thermostat Seal. 25262 

1974-1971; Thermostat Seal (1 Pack). 27262 

4-Cvl. 140 

1979-1978; Premium Thermostat. ♦045829 195 

❖045828 180 
❖045820 192 

1979-1978; OE Type Thermostat. ♦013829 195 

❖013828 180 
❖013820 192 

1979-1978; Thermostat Gasket. 25174 

1979-1978; Thermostat Gasket (1 Pack). 27174 

1977-1976; Premium Thermostat. ♦45349 195 

❖45348 180 

1977-1976; OE Type Thermostat. ^13349 195 

❖13348 180 

1977-1976; Thermostat Gasket. 25164 

1977-1976; Thermostat Gasket (1 Pack). 27164 


4-Cvl. 2.3 L 

1986-1980; Premium Thermostat. ♦045829 195 

❖045828 180 
❖045820 192 

1986-1980; OE Type Thermostat. ♦013829 195 

❖013828 180 
❖013820 192 

1986-1980; Thermostat Gasket. 25174 

1986-1980; Thermostat Gasket (1 Pack). 27174 

4-Cvl. 98 

1972-1970; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1972-1970; OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972-1970; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1972-1970; Thermostat Gasket. 25138 

1972- 1970; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 200 

1979; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25149 

1979; Thermostat Gasket (1 Pack). 27149 

6-Cyl. 3.3 L 

1982-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1982-1980; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1982-1980; Thermostat Gasket. 25149 

1982-1980; Thermostat Gasket (1 Pack). 27149 

V-6 159 

1973- 1972; Premium Thermostat. ♦45379 195 

❖45378 180 

1973-1972; OE Type Thermostat. ♦I3379 195 

❖13378 180 
❖13376 160 

1973-1972; Thermostat Gasket. 25165 

1973-1972; Thermostat Gasket (1 Pack). 27165 

1973-1972; Thermostat Seal. 25266 

1973-1972; Thermostat Seal (1 Pack). 27266 

V-6 171 

1979-1976; Premium Thermostat. ♦45379 195 

❖45378 180 

1979-1976; OE Type Thermostat. ♦ 13379 195 

❖13378 180 
❖13376 160 

1979-1976; Thermostat Gasket. 25165 

1979-1976; Thermostat Gasket (1 Pack). 27165 

1979-1976; Thermostat Seal. 25266 

1979-1976; Thermostat Seal (1 Pack). 27266 

1974; Premium Thermostat. ♦45379 195 

❖45378 180 


♦ OE Temperature. 

❖ Alternate Temperature. 


O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application Number p™ 

Application Number p™ 

Mercury - Continued 

Mercury - Continued 

Capri - Continued 

Colony Park - Continued 


V-6 171 - Continued 

1974; OE Type Thermostat. +13379 195 

+13378 180 
+13376 160 

1974; Thermostat Gasket. 25165 

1974; Thermostat Gasket (1 Pack). 27165 

1974; Thermostat Seal. 25266 

1974; Thermostat Seal (1 Pack). 27266 

V-6 3.8 L 

1986-1983; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1986-1983; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1986-1983; Thermostat Gasket. 25138 

1986-1983; Thermostat Gasket (1 Pack). 27138 

V-8 302 

1979; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979; Thermostat Gasket. 25150 

1979; Thermostat Gasket (1 Pack). 27150 

V-8 4.2 L 

1982-1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1982-1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1982-1980; Thermostat Gasket. 25150 

1982-1980; Thermostat Gasket (1 Pack). 27150 

V-8 5.0 L 

1986; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1986; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1986; Thermostat Gasket. 25150 

1986; Thermostat Gasket (1 Pack). 27150 

1985; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1985; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1985; Thermostat Gasket. 25149 

1985; Thermostat Gasket (1 Pack). 27149 

1984-1982; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1984-1982; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1984-1982; Thermostat Gasket. 25150 

1984-1982; Thermostat Gasket (1 Pack). 27150 

Colony Park 

V-8 400 

1974-1971 ;OE Type Thermostat. +13469 195 

+13468 180 

1974-1971; Thermostat Gasket. 25168 

1974-1971; Thermostat Gasket (1 Pack). 27168 

V-8 429 

1973-1971; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 


V-8 429 - Continued 

1973-1971; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1973-1971; Thermostat Gasket. 25153 

1973- 1971; Thermostat Gasket (1 Pack). 27153 

V-8 460 

1974- 1972; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1974-1972; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1974-1972; Thermostat Gasket. 25153 

1974-1972; Thermostat Gasket (1 Pack). 27153 

V-8 5.0 L 

1991-1987; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1991-1987; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1991-1987; Thermostat Gasket. 25150 

1991-1987; Thermostat Gasket (1 Pack). 27150 

V-8 5.8 L (Canada) 

1988-1987; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1988-1987; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1988-1987; Thermostat Gasket. 25150 

1988-1987; Thermostat Gasket (1 Pack). 27150 

Comet 

6-Cyl. 144 

1963-1962; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1963-1962; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1963-1962; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1963-1962; Thermostat Gasket. 25138 

1963-1962; Thermostat Gasket (1 Pack). 27138 

1961-1960; Premium Thermostat. +45358 180 

+45359 195 
+45356 160 

1961-1960; OE Type Thermostat. +13358 180 

+13352 205 
+13359 195 
+13356 160 

1961-1960; Economy Thermostat. +13008 180 

+13009 195 
+13006 160 

1961-1960; Thermostat Gasket. 25138 

1961-1960; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 170 

1972-1971; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1972-1971 ;OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1972-1971; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1972-1971; Thermostat Gasket. 25149 

1972-1971; Thermostat Gasket (1 Pack). 27149 


♦ OE Temperature. 


+ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Mercury - Continued 

Mercury - Continued 

Comet - Continued 

Comet - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cvl. 170 - Continued 

1964-1962; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1964-1962; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1964-1962; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1964-1962; Thermostat Gasket. 25138 

1964-1962; Thermostat Gasket (1 Pack). 27138 

1961; Premium Thermostat. ❖45358 180 

❖45359 195 
❖45356 160 

1961; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1961; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1961; Thermostat Gasket. 25138 

1961; Thermostat Gasket (1 Pack). 27138 

6-Cvl. 200 

1977-1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1977-1971; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977-1971; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1977-1971; Thermostat Gasket. 25149 

1977-1971; Thermostat Gasket (1 Pack). 27149 

1968-1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1968-1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1968-1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1968-1967; Thermostat Gasket. 25138 

1968-1967; Thermostat Gasket (1 Pack). 27138 

1966-1965; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1966-1965; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1966-1965; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1966-1965; Thermostat Gasket. 25149 

1966-1965; Thermostat Gasket (1 Pack). 27149 

1964; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1964; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1964; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1964; Thermostat Gasket. 25138 


6-Cyl. 200 - Continued 

1964; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 

1977-1971; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1977-1971 ;OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977-1971; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1977-1971; Thermostat Gasket. 25149 

1977-1971; Thermostat Gasket (1 Pack). 27149 

1969; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969; Thermostat Gasket. 25138 

1969; Thermostat Gasket (1 Pack). 27138 

V-8 260 

1964-1963; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1964-1963; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1964-1963; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1964-1963; Thermostat Gasket. 25150 

1964-1963; Thermostat Gasket (1 Pack). 27150 

V-8 289 

1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25135 

1967; Thermostat Gasket (1 Pack). 27135 

V-8 302 

1977-1971; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1977-1971; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1977-1971; Thermostat Gasket. 25150 

1977-1971; Thermostat Gasket (1 Pack). 27150 

1969-1968; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969-1968; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1968; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969-1968; Thermostat Gasket. 25150 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Mercury - Continued 

Comet - Continued 

V-8 302 - Continued 



1969-1968; Thermostat Gasket (1 Pack). 

. 27150 


V-8 351 



1969; Premium Thermostat. 

. ♦45359 

195 


0-45358 

180 


0-45356 

160 

1969; OE Type Thermostat. 

. ♦13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1969; Economy Thermostat. 

. ♦13009 

195 


0-13008 

180 


0-13006 

160 

1969; Thermostat Gasket. 

. 25168 


1969; Thermostat Gasket (1 Pack). 

. 27168 


V-8 390 



1969-1967; Premium Thermostat. 

. ♦45359 

195 


0-45358 

180 


0-45356 

160 

1969-1967; OE Type Thermostat. 

. ♦isssg 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1969-1967; Economy Thermostat. 

. ♦13009 

195 


0-13008 

180 


0-13006 

160 

1969-1967; Thermostat Gasket. 

. 25153 


1969-1967; Thermostat Gasket (1 Pack). 

. 27153 


V-8 427; V-8 428 



1968; Premium Thermostat. 

. ♦45359 

195 


0-45358 

180 


0-45356 

160 

1968; OE Type Thermostat. 

. ♦ 13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1968; Economy Thermostat. 

. ♦13009 

195 


0-13008 

180 


0-13006 

160 

1968; Thermostat Gasket. 

. 25153 


1968; Thermostat Gasket (1 Pack). 

. 27153 


Cougar 

4-Cvl. 2.3 L 



1986-1984; Premium Thermostat. 

. ♦045829 

195 


0-045828 

180 


0-045820 

192 

1986-1984; OE Type Thermostat. 

. ♦013829 

195 


0-013828 

180 


0-013820 

192 

1986-1984; Thermostat Gasket. 

. 25174 


1986-1984; Thermostat Gasket (1 Pack). 

. 27174 


1982-1981; Premium Thermostat. 

. ♦ >45829 

195 


0-045828 

180 


0-045820 

192 

1982-1981; OEType Thermostat. 

. ♦013829 

195 


0-013828 

180 


0-013820 

192 

1982-1981; Thermostat Gasket. 

. 25174 


1982-1981; Thermostat Gasket (1 Pack). 

. 27174 


6-Cvl. 3.3 L 



1982-1980; Premium Thermostat. 

. ♦45359 

195 


0-45358 

180 


0-45356 

160 

1982-1980; OE Type Thermostat. 

. ♦ 13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1982-1980; Economy Thermostat. 

. ♦13009 

195 


0-13008 

180 


0-13006 

160 

1982-1980; Thermostat Gasket. 

. 25149 


1982-1980; Thermostat Gasket (1 Pack). 

. 27149 



Application 

Part 

Number 

Tem 

P°F 

Mercury - Continued 

Cougar - Continued 

V-6 3.8 L 



1994-1990; Premium Thermostat. 

... ♦45359 

195 


❖45358 

180 


❖45356 

160 

1994-1990; Economy Thermostat. 

... ♦13009 

195 


❖13008 

180 


❖13006 

160 

1994-1990; Thermostat Gasket. 

25138 


1994-1990; Thermostat Gasket (1 Pack). 

27138 


1989; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1989; Economy Thermostat. 

... ♦13009 

195 


❖13008 

180 


❖13006 

160 

1989; Thermostat Gasket (1 Pack); W/O Supercharger. 

27138 


1989; Thermostat Gasket; W/O Supercharger. 

25138 


1989; Thermostat Gasket (1 Pack); W/Supercharger. 

27150 


1989; Thermostat Gasket; W/Supercharger. 

25150 


1988-1982; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1988-1982; Economy Thermostat. 

... ♦13009 

195 


❖13008 

180 


❖13006 

160 

1988-1982; Thermostat Gasket. 

25138 


1988-1982; Thermostat Gasket (1 Pack). 

27138 


V-8 289 



1967; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

196? OE Type Thermostat. 

... ♦msg 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1967; Economy Thermostat. 

... ♦13009 

195 


❖13008 

180 


❖13006 

160 

1967; Thermostat Gasket. 

25135 


1967; Thermostat Gasket (1 Pack). 

27135 


V-8 302 



1979-1977; Premium Thermostat. 

... ♦45359 

195 


❖45358 

180 


❖45356 

160 

1979-1977; Economy Thermostat. 

... ♦13009 

195 


❖13008 

180 


❖13006 

160 

1979-1977; Thermostat Gasket. 

25150 


1979-1977; Thermostat Gasket (1 Pack). 

27150 


1970; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1970; Economy Thermostat. 

... ♦13009 

195 


❖13008 

180 


❖13006 

160 

1970; Thermostat Gasket. 

25150 


1970; Thermostat Gasket (1 Pack). 

27150 


1969-1968; Premium Thermostat. 

... ♦45359 

195 


❖45358 

180 


❖45356 

160 

1969-1968; OE Type Thermostat. 

♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1969-1968; Economy Thermostat. 

... ♦13009 

195 


❖13008 

180 


❖13006 

160 

1969-1968; Thermostat Gasket. 

25150 


1969-1968; Thermostat Gasket (1 Pack). 

27150 


V-8 351 



1979; OE Type Thermostat. 

... ♦13469 

195 


❖ 13468 

180 

1979; Thermostat Gasket. 

25149 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Mercury - Continued 

Mercury - Continued 

Cougar - Continued 

Cougar - Continued 

V-8 351 - Continued 



V-8 4.6 L- Continued 



1979; Thermostat Gasket (1 Pack). 

27149 


1994; OE Type Thermostat. 

. ♦13399 

195 

1978-1972; Premium Thermostat. 

... ♦45359 

195 


❖13398 

180 


❖45358 

180 

1994; Thermostat Seal. 

. 25290 



❖45356 

160 

1994; Thermostat Seal (1 Pack). 

. 27290 


1978-1972; Economy Thermostat. 

.... ♦13009 

195 

V-8 400 




❖13008 

180 

1978-1974; OE Type Thermostat. 

. ♦13469 

195 


❖13006 

160 


❖13468 

180 

1978-1972; Thermostat Gasket. 

25150 



951 fiR 


1978-1972; Thermostat Gasket (1 Pack). 

27150 


1978-1974; Thermostat Gasket (1 Pack). 

. 27168 


1971; Premium Thermostat; Eng. VIN H. 

♦45359 

195 





<$>45358 

180 

V-8 427 




❖45356 

160 

1968; Premium Thermostat. 

. ♦45359 

195 

1971; OE Type Thermostat; Eng. VIN H. 

.... ♦msg 

❖13352 

195 

205 


❖45358 

❖45356 

180 

160 


❖13358 

180 

1968; OE Type Thermostat. 

. ♦13359 

195 


❖13356 

160 


❖13352 

205 

1971; Economy Thermostat; Eng. VIN H. 

.... ♦13009 

❖13008 

195 

180 


❖13358 

❖13356 

180 

160 


❖13006 

160 

1968; Economy Thermostat. 

. ♦13009 

195 

1971; OE Type Thermostat; Eng. VIN M. 

... ♦13469 

❖ 13468 

195 

180 


❖13008 

❖13006 

180 

160 


25150 


1968; Thermostat Gasket. 

. 25153 


1971; Thermostat Gasket (1 Pack). 

27150 


1968; Thermostat Gasket (1 Pack). 

. 27153 


1970; Premium Thermostat; W/Windsor Eng. 

♦45359 

195 

V-8 428 




❖45358 

180 

1970; Premium Thermostat. 

. ♦45359 

195 


❖45356 

160 


❖45358 

180 

1970; Economy Thermostat; W/Windsor Eng. 

.... ♦13009 

195 


❖45356 

160 


❖ 13008 

180 

1970; Economy Thermostat. 

. ♦13009 

195 


❖13006 

160 


❖13008 

180 

1970; OE Type Thermostat; W/Cleveland Eng. 

.... ♦13469 

195 


❖13006 

160 


❖ 13648 

180 

1970; Thermostat Gasket. 

. 25153 



27150 


1970; Thermostat Gasket (1 Pack). 

. 27153 



25150 


1969-1968; Premium Thermostat. 

. ♦45359 

195 

1970; Thermostat Gasket (1 Pack); W/Cleveland Eng. 

27168 



❖45358 

180 

1970; Thermostat Gasket; W/Cleveland Eng. 

25168 



❖45356 

160 


>45359 

195 

1969-1968; OE Type Thermostat. 

. ♦13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1969; OE Type Thermostat. 

.... +m55 

195 


❖13356 

160 


❖13352 

205 

1969-1968; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 


>13009 

195 

1969-1968; Thermostat Gasket. 

. 25153 



❖13008 

180 

1969-1968; Thermostat Gasket (1 Pack). 

. 27153 



❖13006 

160 

V-8 429 



1969; Thermostat Gasket. 

25168 



>45359 

195 

1969; Thermostat Gasket (1 Pack). 

27168 



❖45358 

180 

V-8 390 




❖45356 

160 


>45359 

195 

1971-1970; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 


>13359 

195 

1971-1970; Thermostat Gasket. 

. 25153 



❖13352 

205 

1971-1970; Thermostat Gasket (1 Pack). 

. 27153 



❖13358 

180 

V-8 460 




❖13356 

160 

1976-1975; Premium Thermostat. 

. ♦45359 

195 

1969-1967; Economy Thermostat. 

.... ♦13009 

195 


❖45358 

180 


❖ 13008 

180 


❖45356 

160 


❖13006 

160 

1976-1975; Economy Thermostat. 

. ♦13009 

195 

1969-1967; Thermostat Gasket. 

25153 



❖13008 

180 

1969-1967; Thermostat Gasket (1 Pack). 

27153 



❖13006 

160 

V-8 4.2 L 



1976-1975; Thermostat Gasket. 

. 25153 


1982-1980; Premium Thermostat. 

♦45359 

195 

1976-1975; Thermostat Gasket (1 Pack). 

. 27153 



❖45358 

180 

1974; Premium Thermostat. 

. ♦45359 

195 


❖45356 

160 


❖45358 

180 

1982-1980; Economy Thermostat. 

.... ♦13009 

195 


❖45356 

160 


❖13008 

180 

1974; OE Type Thermostat. 

. ♦13359 

195 


❖ 13006 

160 


❖13352 

205 

1982-1980; Thermostat Gasket. 

25150 



❖13358 

180 

1982-1980; Thermostat Gasket (1 Pack). 

27150 



❖13356 

160 

V-8 4 6 L 



1974; Economy Thermostat. 

. ♦13009 

195 

V U "TiV L 

1994; Premium Thermostat. 

♦45399 

195 


❖13008 

180 


❖45398 

180 


❖13006 

160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Mercury - Continued 

Mercury - Continued 

Cougar - Continued 

Custom - Continued 


Application 


Part Tem 
Number p °F 


V-8 460 - Continued 

1974; Thermostat Gasket. 25153 

1974; Thermostat Gasket (1 Pack). 27153 

V-8 5.0 L 

1993-1991; Premium Thermostat. +45359 195 

-0-45358 180 
045356 160 

1993-1991; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1993-1991; Thermostat Gasket. 25150 

1993-1991; Thermostat Gasket (1 Pack). 27150 

1988-1986; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1988-1986; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1988-1986; Thermostat Gasket. 25150 

1988-1986; Thermostat Gasket (1 Pack). 27150 

1985; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1985; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1985; Thermostat Gasket. 25149 

1985; Thermostat Gasket (1 Pack). 27149 

1984; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1984; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1984; Thermostat Gasket. 25150 

1984; Thermostat Gasket (1 Pack). 27150 

1983; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1983; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1983; Thermostat Gasket. 25149 

1983; Thermostat Gasket (1 Pack). 27149 

1981-1980; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1981-1980; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1981-1980; Thermostat Gasket. 25150 

1981-1980; Thermostat Gasket (1 Pack). 27150 


Custom 
V-8 255 

1953-1952; Premium Thermostat. +45358 180 

045359 195 
045356 160 

1953-1952; OE Type Thermostat. +13358 180 

013352 205 
013359 195 
013356 160 

1953-1952; Economy Thermostat. +13008 180 

013009 195 
013006 160 

1953-1952; Thermostat Gasket. 25138 

1953-1952; Thermostat Gasket (1 Pack). 27138 

V-8 256 

1954; Premium Thermostat. +45478 180 

045479 195 

1954; OE Type Thermostat. +13478 180 

013479 195 
013476 160 


V-8 256 - Continued 

1954; Economy Thermostat. +13078 180 

013079 195 
013076 160 

V-8 292 

1955; Premium Thermostat. +45478 180 

045479 195 

1955; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1955; Economy Thermostat. +13078 180 

013079 195 
013076 160 

V-8 312 

1956; Premium Thermostat. +45478 180 

045479 195 

1956; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1956; Economy Thermostat. +13078 180 

013079 195 
013076 160 


Cyclone 

V-8 302 

1971; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1971; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1971; Thermostat Gasket. 25150 

1971; Thermostat Gasket (1 Pack). 27150 

1969; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1969; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1969; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1969; Thermostat Gasket. 25150 

1969; Thermostat Gasket (1 Pack). 27150 

V-8 351 

1971; Premium Thermostat; Eng. VIN H. +45359 195 

045358 180 
045356 160 

1971; Economy Thermostat; Eng. VIN H. +13009 195 

013008 180 
013006 160 

1971; OE Type Thermostat; Eng. VIN M. +13469 195 

013468 180 

1971; Thermostat Gasket. 25150 

1971; Thermostat Gasket (1 Pack). 27150 

1970; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1970; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1970; Thermostat Gasket. 25150 

1970; Thermostat Gasket (1 Pack). 27150 

1969; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1969; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 


♦ OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application Number p™ 

Application Number p™ 

Mercury - Continued 

Mercury - Continued 

Cyclone - Continued 

Grand Marquis - Continued 


V-8 351 - Continued 

1969; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1969; Thermostat Gasket. 25168 

1969; Thermostat Gasket (1 Pack). 27168 

V-8 390; V-8 428 

1969; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1969; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1969; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1969; Thermostat Gasket. 25153 

1969; Thermostat Gasket (1 Pack). 27153 

V-8 429 

1971-1970; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1971-1970; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1971-1970; Thermostat Gasket. 25153 

1971-1970; Thermostat Gasket (1 Pack). 27153 


Grand Marquis 

V-8 302 

1979; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1979; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1979; Thermostat Gasket. 25150 

1979; Thermostat Gasket (1 Pack). 27150 

V-8 351 

1979; OE Type Thermostat. ♦13469 195 

♦13468 180 

1979; Thermostat Gasket. 25168 

1979; Thermostat Gasket (1 Pack). 27168 

1978; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1978; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1978; Thermostat Gasket. 25150 

1978; Thermostat Gasket (1 Pack). 27150 

V-8 4.2 L 

1982-1981; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1982-1981; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1982-1981; Thermostat Gasket. 25150 

1982-1981; Thermostat Gasket (1 Pack). 27150 

V-8 4.6 L 

1994-1992; Premium Thermostat. ♦45399 195 

♦45398 180 

1994-1992; OE Type Thermostat. ♦ 13399 195 

♦13398 180 

1994-1992; Thermostat Seal. 25290 

1994-1992; Thermostat Seal (1 Pack). 27290 

V-8 400 

1978-1975; OE Type Thermostat. ♦13469 195 

♦13468 180 

1978-1975; Thermostat Gasket. 25168 


V-8 400 - Continued 

1978-1975; Thermostat Gasket (1 Pack). 27168 

V-8 460 

1978; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1978; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1978; Thermostat Gasket. 25168 

1978; Thermostat Gasket (1 Pack). 27168 

1977-1975; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1977-1975; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1977-1975; Thermostat Gasket. 25153 

1977-1975; Thermostat Gasket (1 Pack). 27153 

V-8 5.0 L 

1991-1986; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1991-1986; Economy Thermostat. ^13009 195 

♦13008 180 
♦13006 160 

1991-1986; Thermostat Gasket. 25150 

1991-1986; Thermostat Gasket (1 Pack). 27150 

1985; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1985; OE Type Thermostat. ♦13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1985; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1985; Thermostat Gasket. 25150 

1985; Thermostat Gasket (1 Pack). 27150 

1984-1980; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1984-1980; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1984-1980; Thermostat Gasket. 25150 

1984-1980; Thermostat Gasket (1 Pack). 27150 

V-8 5.8 L 

1981-1980; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1981-1980; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1981-1980; Thermostat Gasket. 25150 

1981-1980; Thermostat Gasket (1 Pack). 27150 

V-8 5.8 L (Canada) 

1989-1986; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1989-1986; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1989-1986; Thermostat Gasket. 25150 

1989-1986; Thermostat Gasket (1 Pack). 27150 

1985; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1985; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 


♦ OE Temperature. ♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Mercury - Continued 

Mercury - Continued 

Grand Marquis - Continued 

Marauder - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 5.8 L (Canada) - Continued 

1985; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1985; Thermostat Gasket. 25150 

1985; Thermostat Gasket (1 Pack). 27150 

1984-1982; Premium Thermostat. -^45359 195 

♦45358 180 
♦45356 160 

1984-1982; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1984-1982; Thermostat Gasket. 25150 

1984- 1982; Thermostat Gasket (1 Pack). 27150 

LN7 

4-Cyl. 1.6 L 

1983-1982; Premium Thermostat. ♦045829 195 

♦045828 180 
♦045820 192 

1983-1982; OE Type Thermostat. ♦013829 195 

♦013828 180 
♦013820 192 

1983-1982; Thermostat Gasket. 25174 

1983-1982; Thermostat Gasket (1 Pack). 27174 

Lynx 

4-Cyl. 1.6 L 

1985- 1981; Premium Thermostat. ♦045829 195 

♦045828 180 
♦045820 192 

1985-1981 ;OE Type Thermostat. ♦013829 195 

♦013828 180 
♦013820 192 

1985-1981; Thermostat Gasket. 25174 

1985-1981; Thermostat Gasket (1 Pack). 27174 

4-Cyl. 1.9 L 

1987-1985; Premium Thermostat. ♦045829 195 

♦045828 180 
♦045820 192 

1987-1985; OE Type Thermostat. ♦013829 195 

♦013828 180 
♦013820 192 

1987-1985; Thermostat Gasket. 25174 

1987-1985; Thermostat Gasket (1 Pack). 27174 

4-Cyl. 2.0 L Diesel 

1987-1984; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1987-1984; OE Type Thermostat. ^13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1987-1984; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1987-1984; Thermostat Gasket. 25173 

1987-1984; Thermostat Gasket (1 Pack). 27173 


Marauder 
V-8 390; V-8 429 

1970; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1970; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1970; Thermostat Gasket. 25153 

1970; Thermostat Gasket (1 Pack). 27153 

1969; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 


V-8 390; V-8 429 - Continued 

1969; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1969; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1969; Thermostat Gasket. 25153 

1969; Thermostat Gasket (1 Pack). 27153 


Marquis 

4-Cyl. 2.3 L 

1986-1983; Premium Thermostat. ♦045829 195 

♦045828 180 
♦045820 192 

1986-1983; OE Type Thermostat. ♦013829 195 

♦013828 180 
♦013820 192 

1986-1983; Thermostat Gasket. 25174 

1986-1983; Thermostat Gasket (1 Pack). 27174 

6-Cyl. 3.3 L 

1983; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1983; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1983; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1983; Thermostat Gasket. 25149 

1983; Thermostat Gasket (1 Pack). 27149 

V-6 3.8 L 

1986-1983; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1986-1983; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1986-1983; Thermostat Gasket. 25138 

1986-1983; Thermostat Gasket (1 Pack). 27138 

V-8 302 

1979; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1979; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1979; Thermostat Gasket. 25150 

1979; Thermostat Gasket (1 Pack). 27150 

V-8 351 

1979; OE Type Thermostat. ♦13469 195 

♦13468 180 

1979; Thermostat Gasket. 25149 

1979; Thermostat Gasket (1 Pack). 27149 

1978; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1978; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1978; Thermostat Gasket. 25150 

1978; Thermostat Gasket (1 Pack). 27150 

V-8 390 

1970; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1970; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 


♦ OE Temperature. ♦ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Mercury - Continued 

Mercury - Continued 

Mercury - Continued 

Monarch - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 255- Continued 

1951 -1949; OE Type Thermostat. ♦13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1951-1949; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1951-1949; Thermostat Gasket. 25138 


1951-1949; Thermostat Gasket (1 Pack). 27138 


Meteor 

6-Cyl. 170 



1963-1962; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1963-1962; OE Type Thermostat. 

. ♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1963-1962; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1963-1962; Thermostat Gasket. 

. 25138 


1963-1962; Thermostat Gasket (1 Pack). 

. 27138 


6-Cyl. 223 



1961; Premium Thermostat. 

. ♦45478 

180 


❖45479 

195 

1961; OE Type Thermostat. 

. ♦13478 

180 


❖13479 

195 


❖13476 

160 

1961; Economy Thermostat. 

. ♦13078 

180 


❖13079 

195 


❖13076 

160 

V-8 260 



1963-1962; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1963-1962; OE Type Thermostat. 

. ♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1963-1962; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1963-1962; Thermostat Gasket. 

. 25150 


1963-1962; Thermostat Gasket (1 Pack). 

. 27150 


V-8 292 



1961; Premium Thermostat. 

. ♦45478 

180 


❖45479 

195 

1961; OE Type Thermostat. 

. ♦13478 

180 


❖13479 

195 


❖13476 

160 

1961; Economy Thermostat. 

. ♦13078 

180 


❖13079 

195 


❖13076 

160 

Monarch 

6-Cyl. 200 



1977-1975; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1977-1975; OE Type Thermostat. 

. ♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1977-1975; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1977-1975; Thermostat Gasket. 

. 25149 


1977-1975; Thermostat Gasket (1 Pack). 

. 27149 



6-Cyl. 250 

1979-1975; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1975; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1975; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1975; Thermostat Gasket. 25149 

1979-1975; Thermostat Gasket (1 Pack). 27149 

6-Cvl. 4.1 L 

1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25149 

1980; Thermostat Gasket (1 Pack). 27149 

V-8 302 

1979-1975; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1975; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1975; Thermostat Gasket. 25150 

1979-1975; Thermostat Gasket (1 Pack). 27150 

V-8 351 

1977-1975; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1977-1975; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1977-1975; Thermostat Gasket. 25150 

1977-1975; Thermostat Gasket (1 Pack). 27150 

V-8 383 (Canada); V-8 430 (Canada) 

1960-1959; Premium Thermostat. ♦45478 180 

❖45479 195 

1960-1959; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1960-1959; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

1960-1959; Thermostat Gasket. 25140 

1960-1959; Thermostat Gasket (1 Pack). 27140 

V-8 4.2 L 

1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25150 

1980; Thermostat Gasket (1 Pack). 27150 

V-8 5.0 L 

1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25150 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Mercury - Continued 

Mercury - Continued 

Monarch - Continued 

Montclaire - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 5.0 L - Continued 


1980; Thermostat Gasket (1 Pack). 27150 


Montclair 

V-8 292 



1955; Premium Thermostat. 

. +45478 

180 


❖45479 

195 

1955; OE Type Thermostat. 

. +13478 

180 


❖13479 

195 


❖13476 

160 

1955; Economy Thermostat. 

. +13078 

180 


❖13079 

195 


❖13076 

160 

V-8 312 



1957-1956; Premium Thermostat. 

. +45478 

180 


❖45479 

195 

1957-1956; OE Type Thermostat. 

. +13478 

180 


❖13479 

195 


❖13476 

160 

1957-1956; Economy Thermostat. 

. +13078 

180 


❖13079 

195 


❖13076 

160 

V-8 383 



1959-1958; Premium Thermostat. 

. +45478 

180 


❖45479 

195 

1959-1958; OE Type Thermostat. 

. +13478 

180 


❖13479 

195 


❖13476 

160 

1959-1958; Economy Thermostat. 

. +13078 

180 


❖13079 

195 


❖13076 

160 

1959-1958; Thermostat Gasket. 

. 25140 


1959-1958; Thermostat Gasket (1 Pack). 

. 27140 


V-8 390; V-8 428 



1968; Premium Thermostat. 

. +45359 

195 


❖45358 

180 


❖45356 

160 

1968; OE Type Thermostat. 

. +13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1968; Economy Thermostat. 

. +13009 

195 


❖13008 

180 


❖13006 

160 

1968; Thermostat Gasket. 

. 25153 


1968; Thermostat Gasket (1 Pack). 

. 27153 


V-8 430 



1960-1958; Premium Thermostat. 

. +45478 

180 


❖45479 

195 

1960-1958; OE Type Thermostat. 

. +13478 

180 


❖13479 

195 


❖13476 

160 

1960-1958; Economy Thermostat. 

. +13078 

180 


❖13079 

195 


❖13076 

160 

1960-1958; Thermostat Gasket. 

. 25140 


1960-1958; Thermostat Gasket (1 Pack). 

. 27140 


Montclaire 


'-8 390 

1967; Premium Thermostat. 

. +45359 

195 


❖45358 

180 


❖45356 

160 

1967; OE Type Thermostat. 

. +13359 

195 

❖13352 

205 


❖13358 

180 


❖13356 

160 

1967; Economy Thermostat. 

. +13009 

195 

❖13008 

180 


❖13006 

160 

1967; Thermostat Gasket. 

. 25153 


1967; Thermostat Gasket (1 Pack). 

. 27153 



V-8 410 

1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25153 

1967; Thermostat Gasket (1 Pack). 27153 

1966; Premium Thermostat. +45479 195 

❖45478 180 

1966; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1966; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

V-8 427 

1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25153 

1967; Thermostat Gasket (1 Pack). 27153 

1965-1964; Premium Thermostat. +45479 195 

❖45478 180 

1965-1964; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1965-1964; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1965-1964; Thermostat Gasket. 25140 

1965-1964; Thermostat Gasket (1 Pack). 27140 

V-8 428 

1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25153 

1967; Thermostat Gasket (1 Pack). 27153 

1966; Premium Thermostat. +45479 195 

❖45478 180 

1966; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1966; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Mercury - Continued 

Mercury - Continued 

Montego 

Montego - Continued 

6-Cyl. 200 



V-8 351 - Continued 



1968; Premium Thermostat. 

. ♦45359 

195 

1976-1972; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1968; OE Type Thermostat. 

. ♦13359 

195 

1976-1972; Thermostat Gasket. 

. 25150 



❖13352 

205 

1976-1972; Thermostat Gasket (1 Pack). 

. 27150 



❖13358 

180 

1971; OE Type Thermostat; Eng. VIN M. 

. ♦13469 

195 


❖13356 

160 


❖13468 

180 

1968; Economy Thermostat. 

. ♦13009 

195 

1971; Thermostat Gasket. 

. 25150 



❖13008 

180 

1971; Thermostat Gasket (1 Pack). 

. 27150 



❖13006 

160 

1970; Premium Thermostat. 

. ♦45359 

195 

1968; Thermostat Gasket. 

. 25138 



❖45358 

180 

1968; Thermostat Gasket (1 Pack). 

. 27138 



❖45356 

160 

6-Cyl. 250 



1970; Economy Thermostat. 

. ♦13009 

195 

1974-1971; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1970; Thermostat Gasket. 

. 25150 


1974-1971; OEType Thermostat. 

. ♦ 13359 

195 

1970; Thermostat Gasket (1 Pack). 

. 27150 



❖13352 

205 

1969; Premium Thermostat. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1974-1971; Economy Thermostat. 

. ♦13009 

195 

1969; OE Type Thermostat. 

. ♦13359 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1974-1971; Thermostat Gasket. 

. 25149 



❖13356 

160 

1974-1971; Thermostat Gasket (1 Pack). 

. 27149 


1969; Economy Thermostat. 

. ♦13009 

195 

1970; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1969; Thermostat Gasket. 

. 25168 


1970; Economy Thermostat. 

. ♦13009 

195 

1969; Thermostat Gasket (1 Pack). 

. 27168 



❖13008 

180 

V-8 390 




❖13006 

160 

1969-1968; Premium Thermostat. 

. ♦45359 

195 

1970; Thermostat Gasket. 

. 25149 



❖45358 

180 

1970; Thermostat Gasket (1 Pack). 

. 27149 



❖45356 

160 

1969; Premium Thermostat. 

. ♦45359 

195 

1969-1968; OE Type Thermostat. 

. ♦13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1969; OE Type Thermostat. 

. ♦ 13359 

195 


❖13356 

160 


❖13352 

205 

1969-1968; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1969; Economy Thermostat. 

. ♦13009 

195 

1969-1968; Thermostat Gasket. 

. 25153 



❖13008 

180 

1969-1968; Thermostat Gasket (1 Pack). 

. 27153 



❖13006 

160 

V-8 400 



1969; Thermostat Gasket. 

. 25138 



4-1 *MfiQ 

195 

1969; Thermostat Gasket (1 Pack). 

. 27138 



❖13468 

180 

V-8 302 



1976-1972; Thermostat Gasket. 

. 25168 


1974-1970; Premium Thermostat. 

. ♦45359 

195 

1976-1972; Thermostat Gasket (1 Pack). 

. 27168 



❖45358 

180 

V-8 427 




❖45356 

160 

1968; Premium Thermostat. 

. ♦45359 

195 

1974-1970; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1968; OE Type Thermostat. 

. ♦13359 

195 

1974-1970; Thermostat Gasket. 

. 25150 



❖13352 

205 

1974-1970; Thermostat Gasket (1 Pack). 

. 27150 



❖13358 

180 

1969; Thermostat Gasket. 

. 25150 



❖13356 

160 

1969; Thermostat Gasket (1 Pack). 

. 27150 


1968; Economy Thermostat. 

. ♦13009 

195 

1968; Premium Thermostat. 

. ♦45359 

195 


4-13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1968; Thermostat Gasket. 

. 25153 


1968; OE Type Thermostat. 

. ♦ 13359 

195 

1968; Thermostat Gasket (1 Pack). 

. 27153 



❖13352 

205 





<013358 

180 

V-8 428 




❖13356 

160 

1969-1968; Premium Thermostat. 

. ♦45359 

195 

1968; Economy Thermostat. 

. ♦13009 

❖13008 

195 

180 


❖45358 

❖45356 

180 

160 


❖13006 

160 

1969-1968; OE Type Thermostat. 

. ♦13359 

195 

1968; Thermostat Gasket. 

. 25150 



❖13352 

205 

1968; Thermostat Gasket (1 Pack). 

. 27150 



❖13358 

❖13356 

180 

160 

V-8 351 



1969-1968; Economy Thermostat. 

. ♦13009 

195 

1976-1972; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1969-1968; Thermostat Gasket. 

. 25153 



♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Mercury - Continued 

Mercury - Continued 

Montego - Continued 

Monterey - Continued 

V-8 428 - Continued 



V-8 312 - Continued 



1969-1968; Thermostat Gasket (1 Pack). 

. 27153 


1960-1959; OE Type Thermostat. 

. ♦13478 

180 

V-8 429 




❖13479 

195 

1973-1971; Premium Thermostat. 

. ♦45359 

195 


❖13476 

160 


❖45358 

180 

1960-1959; Economy Thermostat. 

. ♦13078 

180 


❖45356 

160 


❖13079 

195 

1973-1971; Economy Thermostat. 

. ♦13009 

195 


❖13076 

160 


<013008 

180 

1957-1956; Premium Thermostat. 

. ♦45478 

180 


❖13006 

160 


❖45479 

195 




1957-1956; OE Type Thermostat. 

. ♦13478 

180 

1973-1971; Thermostat Gasket (1 Pack). 

. 27153 



❖13479 

195 

1970; Premium Thermostat. 

. ♦45359 

195 


❖13476 

160 


❖45358 

180 

1957-1956; Economy Thermostat. 

. ♦13078 

180 


❖45356 

160 


❖13079 

195 

1970; Economy Thermostat. 

. ♦13009 

195 


❖13076 

160 


❖13008 

180 

V-8 351 




❖13006 

160 

1973-1971; Premium Thermostat. 

. ♦45359 

195 

V-8 460 




❖45358 

180 

1976-1973; Premium Thermostat. 

. ♦45359 

195 


❖45356 

160 


❖45358 

180 

1973-1971; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1976-1973; Economy Thermostat. 

. ♦13009 

195 


❖13006 

160 


<013008 

180 

1973-1971; Thermostat Gasket. 

. 25150 



❖13006 

160 

1973-1971; Thermostat Gasket (1 Pack). 

. 27150 


1976-1973; Thermostat Gasket. 

. 25153 


V-8 383 



1976-1973; Thermostat Gasket (1 Pack). 

. 27153 


1960-1958; Premium Thermostat. 

. ♦45478 

180 

Monterey 


♦45479 

♦13478 

195 

180 

V-8 255 




❖13479 

195 

1953-1950; Premium Thermostat. 

. ♦45358 

180 


❖13476 

160 


❖45359 

195 

1960-1958; Economy Thermostat. 

. ♦13078 

180 


❖45356 

160 


❖13079 

195 

1953-1950; OE Type Thermostat. 

. ♦ 13358 

180 


❖13076 

160 


❖13352 

205 

1960-1958; Thermostat Gasket. 

. 25140 



❖13359 

195 

1960-1958; Thermostat Gasket (1 Pack). 

. 27140 



❖13356 

160 

V-8 390 



1953-1950; Economy Thermostat. 

. ♦13008 

180 

1970; Premium Thermostat. 

. ♦45359 

195 


❖13009 

195 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1953-1950; Thermostat Gasket. 

. 25138 


1970; Economy Thermostat. 

. ♦13009 

195 

1953-1950; Thermostat Gasket (1 Pack). 

. 27138 



❖13008 

180 

V-8 256 




❖13006 

160 

1954; Premium Thermostat. 

. ♦45478 

180 

1970; Thermostat Gasket. 

. 25153 



❖45479 

195 

1970; Thermostat Gasket (1 Pack). 

. 27153 


1954; OE Type Thermostat. 

. ♦13478 

180 

1969-1967; Premium Thermostat. 

. ♦45359 

195 


❖13479 

195 


❖45358 

180 


❖13476 

160 


❖45356 

160 

1954; Economy Thermostat. 

. ♦13078 

180 

1969-1967; OE Type Thermostat. 

. ♦13359 

195 


❖13079 

195 


❖13352 

205 


❖13076 

160 


❖13358 

180 

V-8 292 




❖13356 

160 


♦45478 

ISO 

1969-1967; Economy Thermostat. 

. ♦13009 

195 


❖45479 

195 


❖13008 

180 

1962-1961; OEType Thermostat. 

. ♦13478 

180 


❖13006 

160 


❖13479 

195 

1969-1967; Thermostat Gasket. 

. 25153 



❖13476 

160 

1969-1967; Thermostat Gasket (1 Pack). 

. 27153 


1962-1961; Economy Thermostat. 

. ♦13078 

180 

V-8 400 




❖13079 

195 

1974-1971; OEType Thermostat. 

. ♦13469 

195 


❖13076 

160 


❖13468 

180 

1955; Premium Thermostat. 

. ♦45478 

180 

1974-1971; Thermostat Gasket. 

. 25168 



❖45479 

195 

1974-1971; Thermostat Gasket (1 Pack). 

. 27168 


1955; OE Type Thermostat. 

. ♦13478 

180 

V-8 406 




❖13479 

195 

1963-1962; Premium Thermostat. 

. ♦45479 

195 


❖13476 

160 


❖45478 

180 

1955; Economy Thermostat. 

. ♦13078 

180 

1963-1962; OE Type Thermostat. 

. ♦13479 

195 


❖13079 

195 


❖13478 

180 


❖13076 

160 


❖13476 

160 

V-8 312 



1963-1962; Economy Thermostat. 

. ♦13079 

195 

1960-1959; Premium Thermostat. 

. ♦45478 

180 


❖13078 

180 


❖45479 

195 


❖13076 

160 




1963-1962; Thermostat Gasket. 

. 25140 





1963-1962; Thermostat Gasket (1 Pack). 

. 27140 



♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application Number p™ 

Application Number p™ 

Mercury - Continued 

Mercury - Continued 

Monterey - Continued 

Monterey - Continued 


V-8 410 

1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25153 

1967; Thermostat Gasket (1 Pack). 27153 

1966; Premium Thermostat. +45479 195 

❖45478 180 

1966; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1966; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

V-8 427 

1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25153 

1967; Thermostat Gasket (1 Pack). 27153 

1965-1963; Premium Thermostat. +45479 195 

❖45478 180 

1965-1963; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1965-1963; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1965-1963; Thermostat Gasket. 25140 

1965-1963; Thermostat Gasket (1 Pack). 27140 

V-8 428 

1969-1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969-1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969-1967; Thermostat Gasket. 25153 

1969-1967; Thermostat Gasket (1 Pack). 27153 

1966; Premium Thermostat. +45479 195 

❖45478 180 

1966; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 

1966; Economy Thermostat. +13079 195 

❖13078 180 
❖13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

V-8 429 

1973-1970; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 


V-8 429 - Continued 

1973-1970; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1973-1970; Thermostat Gasket. 25153 

1973- 1970; Thermostat Gasket (1 Pack). 27153 

1969; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969; Thermostat Gasket. 25153 

1969; Thermostat Gasket (1 Pack). 27153 

V-8 430 

1960-1958; Premium Thermostat. +45478 180 

❖45479 195 

1960-1958; OE Type Thermostat. +13478 180 

❖13479 195 
❖13476 160 

1960-1958; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1960-1958; Thermostat Gasket. 25140 

1960-1958; Thermostat Gasket (1 Pack). 27140 

V-8 460 

1974- 1972; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1974-1972; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1974-1972; Thermostat Gasket. 25153 

1974-1972; Thermostat Gasket (1 Pack). 27153 

Park Lane 

V-8 390 

1968; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1968; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1968; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1968; Thermostat Gasket. 25153 

1968; Thermostat Gasket (1 Pack). 27153 

V-8 410 

1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25153 

1967; Thermostat Gasket (1 Pack). 27153 

1966; Premium Thermostat. +45479 195 

❖45478 180 

1966; OE Type Thermostat. +13479 195 

❖13478 180 
❖13476 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Mercury - Continued 

Mercury - Continued 

Park Lane - Continued 

Sable - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 410 - Continued 

1966; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

V-8 427 

1967; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1967; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1967; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1967; Thermostat Gasket. 25153 

1967; Thermostat Gasket (1 Pack). 27153 

1965-1964; Premium Thermostat. +45479 195 

+45478 180 

1965-1964; OE Type Thermostat. +13479 195 

+13478 180 
+13476 160 

1965-1964; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1965-1964; Thermostat Gasket. 25140 

1965-1964; Thermostat Gasket (1 Pack). 27140 

V-8 428 

1968-1967; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1968-1967; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1968-1967; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1968-1967; Thermostat Gasket. 25153 

1968-1967; Thermostat Gasket (1 Pack). 27153 

1966; Premium Thermostat. +45479 195 

+45478 180 

1966; OE Type Thermostat. +13479 195 

+13478 180 
+13476 160 

1966; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

V-8 430 

1960-1958; Premium Thermostat. +45478 180 

+45479 195 

1960-1958; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1960-1958; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1960-1958; Thermostat Gasket. 25140 

1960-1958; Thermostat Gasket (1 Pack). 27140 

Sable 

4-Cvl. 2.5 L 

1986; Premium Thermostat. +045829 195 

+045828 180 
+045820 192 

1986; OE Type Thermostat. +013829 195 

+013828 180 
+013820 192 

1986; Thermostat Gasket. 25174 


4-Cyl. 2.5 L- Continued 

1986; Thermostat Gasket (1 Pack). 27174 

V-6 3.0 L 

1994-1986; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1994-1986; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1994-1986; Thermostat Gasket. 25183 

1994-1986; Thermostat Gasket (1 Pack). 27183 

V-6 3.8 L 

1994-1988; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1994-1988; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1994-1988; Thermostat Gasket. 25138 

1994-1988; Thermostat Gasket (1 Pack). 27138 


Topaz 

4-Cyl. 2.0 L Diesel 

1986-1984; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1986-1984; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1986-1984; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1986-1984; Thermostat Gasket. 25173 

1986-1984; Thermostat Gasket (1 Pack). 27173 

4-Cyl. 2.3 L 

1994-1984; Premium Thermostat. +045829 195 

+045828 180 
+045820 192 

1994-1984; OE Type Thermostat. +013829 195 

+013828 180 
+013820 192 

1994-1984; Thermostat Gasket. 25174 

1994-1984; Thermostat Gasket (1 Pack). 27174 

V-6 3.0 L 

1994-1992; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1994-1992; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1994-1992; Thermostat Gasket. 25183 

1994-1992; Thermostat Gasket (1 Pack). 27183 


Tracer 
4-Cyl. 1.6 L 

1989-1988; Premium Thermostat. +45869 195 

+45868 180 

1989-1988; OE Type Thermostat. +13869 195 

+13868 180 

1989-1988; Thermostat Gasket. 25168 

1989-1988; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.6 L (Canada) 

1990; Premium Thermostat. +45869 195 

+45868 180 

1990; OE Type Thermostat. +13869 195 

+13868 180 

1990; Thermostat Gasket. 25168 

1990; Thermostat Gasket (1 Pack). 27168 

1987; Premium Thermostat. +45869 195 

+45868 180 


♦ OE Temperature. 
O Seal Included. 


+ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. 0 Alternate Temperature. 

O Seal Included. * Gasket Not Required. Use Silicone. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


MG - Continued 

MG - Continued 

Magnette - Continued 

MGB - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cvl. 99 

1965-1962; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1965-1962; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1965-1962; Economy Thermostat. +13009 195 


❖13008 180 
❖13006 160 

MGA 
4-Cyl. 91 


1959-1956; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1959-1956; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1959-1956; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

4-Cyl. 97 

1961-1958; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1961-1958; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1961-1958; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

4-Cyl. 99 

1962; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1962; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1962; Economy Thermostat. +13009 195 


❖13008 180 
❖13006 160 

MGB 

4-Cyl. 1.8 L 


1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25173 

1980; Thermostat Gasket (1 Pack). 27173 

4-Cyl. 110 

1979-1970; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1970; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1970; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1970; Thermostat Gasket. 25173 


4-Cyl. 110 - Continued 

1979-1970; Thermostat Gasket (1 Pack). 27173 

1969-1963; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969-1963; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1963; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 


Midget 


4-Cyl. 58 

1962; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1962; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1962; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1961; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1961; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1961; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

4-Cyl. 67 

1966-1963; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1966-1963; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1966-1963; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

4-Cyl. 78 

1974-1970; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1974-1970; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1974-1970; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1974-1970; Thermostat Gasket. 25173 

1974-1970; Thermostat Gasket (1 Pack). 27173 

1969-1967; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969-1967; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1967; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

4-Cyl. 91 

1979-1975; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


MG - Continued 

Mitsubishi - Continued 

Midget - Continued 

Expo 


Application 


Part Tem 
Number p °F 


4-Cyl. 91 - Continued 

1979-1975; OE Type Thermostat. 4'13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1975; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1975; Thermostat Gasket. 25173 

1979-1975; Thermostat Gasket (1 Pack). 27173 

TF 1500 

4-Cyl. 91 

1955; Premium Thermostat. 4-45358 180 

❖45359 195 
❖45356 160 

1955; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1955; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 


Mitsubishi 


3000GT 

V-6 3.0 L 

1994-1991; OE Exact Thermostat. 4-048217 170 

1994-1991 ;OE Type Thermostat. 414127 170 

❖14128 180 

1994-1991; Thermostat Seal. 25283 

1994-1991; Thermostat Seal (1 Pack). 27283 

1994-1991; Thermostat Gasket. 25168 

1994-1991; Thermostat Gasket (1 Pack). 27168 

Cordia 

4-Cyl. 1.8 L 

1988-1983; Premium Thermostat. 445869 195 

❖45868 180 

1988-1983; OE Type Thermostat. 413869 195 

❖13868 180 

1988-1983; Thermostat Gasket. 25168 

1988-1983; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.0 L 

1988-1984; Premium Thermostat. 445869 195 

❖45868 180 

1988-1984; OE Type Thermostat. 413869 195 

❖13868 180 

1988-1984; Thermostat Gasket. 25168 

1988-1984; Thermostat Gasket (1 Pack). 27168 


Diamante 
V-6 3.0 L 

1994-1992; Premium Thermostat; W/SOHC Eng. 445869 195 

❖45868 180 

1994-1992; OE Type Thermostat; W/SOHC Eng. 4-13869 195 

❖13868 180 

1994-1992; OE Type Thermostat; W/DOHC Eng. 4-14128 180 

❖14127 170 

1994-1992; Thermostat Gasket; W/SOHC Eng. 25187 

1994-1992; Thermostat Gasket (1 Pack); W/DOHC Eng. 27167 

1994-1992; Thermostat Gasket; W/DOHC Eng. 25167 

1994-1992; Thermostat Seal (1 Pack); W/DOHC Eng. 27283 

1994-1992; Thermostat Seal; W/DOHC Eng. 25283 


Eclipse 

4-Cyl. 1.8 L; 4-Cyl. 2.0 L 

1994-1990; Premium Thermostat. 445869 195 

❖45868 180 

1994-1990; OE Type Thermostat. 413869 195 

❖13868 180 

1994-1990; Thermostat Gasket. 25168 

1994-1990; Thermostat Gasket (1 Pack). 27168 


4-Cyl. 1.8 L 

1994-1992; OE Type Thermostat. 4-14077 170 

❖14078 180 

1994-1992; Thermostat Seal. 25286 

1994-1992; Thermostat Seal (1 Pack). 27286 

4-Cyl. 2.4 L 

1994-1993; OE Exact Thermostat. 4-048168 180 

1994-1993; OE Type Thermostat. 414078 180 

❖14077 170 

1994-1993; Thermostat Seal. 25286 

1994-1993; Thermostat Seal (1 Pack). 27286 

1992; Premium Thermostat. 445869 195 

❖45868 180 

1992; OE Type Thermostat. 413869 195 

❖13868 180 

1992; Thermostat Gasket. 25168 

1992; Thermostat Gasket (1 Pack). 27168 


Galant 

4-Cyl. 2.0 L 

1993; OE Exact Thermostat. 4-048168 180 

1993; OE Type Thermostat. 4-14078 180 

❖14077 170 

1993; Thermostat Seal. 25286 

1993; Thermostat Seal (1 Pack). 27286 

1992-1989; Premium Thermostat. 445869 195 

❖45868 180 

1992-1989; OE Type Thermostat. 413869 195 

❖13868 180 

1992-1989; Thermostat Gasket. 25168 

1992-1989; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.4 L 

1994; OE Exact Thermostat. 4-048168 180 

1994; OE Type Thermostat. 414078 180 

❖14077 170 

1994; Thermostat Seal. 25286 

1994; Thermostat Seal (1 Pack). 27286 

1987-1985; Premium Thermostat. 445869 195 

❖45868 180 

1987-1985; OE Type Thermostat. 413869 195 

❖13868 180 

1987-1985; Thermostat Gasket. 25168 

1987-1985; Thermostat Gasket (1 Pack). 27168 

V-6 3.0 L 

1988; Premium Thermostat. 445869 195 

❖45868 180 

1988; OE Type Thermostat. 413869 195 

❖13868 180 

1988; Thermostat Gasket. 25168 

1988; Thermostat Gasket (1 Pack). 27168 


Mirage 

4-Cyl. 1.5 L 

1994-1985; Premium Thermostat. 445869 195 

❖45868 180 

1994-1985; OE Type Thermostat. 413869 195 

❖13868 180 

1994-1985; Thermostat Gasket. 25168 

1994-1985; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.6 L 

1992-1991; Premium Thermostat. 445869 195 

❖45868 180 

1992-1991; OE Type Thermostat. 413869 195 

❖13868 180 

1992-1991; Thermostat Gasket. 25168 

1992-1991; Thermostat Gasket (1 Pack). 27168 

1989-1985; Premium Thermostat. 445869 195 

❖45868 180 

1989-1985; OE Type Thermostat. 413869 195 

❖13868 180 

1989-1985; Thermostat Gasket. 25168 

1989-1985; Thermostat Gasket (1 Pack). 27168 


4 OE Temperature. ❖ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Mitsubishi - Continued 

Mitsubishi - Continued 

Mirage - Continued 

Pickup - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 1.8 L 

1994; OE Exact Thermostat. +048168 180 

1994; OE Type Thermostat. 4-14078 180 

414077 170 

1994; Thermostat Seal. 25286 

1994; Thermostat Seal (1 Pack). 27286 

1994; Thermostat Gasket. 25168 

1994; Thermostat Gasket (1 Pack). 27168 

1993; OE Exact Thermostat. 4048168 180 

1993; OE Type Thermostat. 414078 180 

414077 170 

1993; Thermostat Seal. 25286 

1993; Thermostat Seal (1 Pack). 27286 


Montero 

4-Cvl. 2.6 L 

1989-1983; Premium Thermostat. 445869 195 

445868 180 

1989-1983; OE Type Thermostat. 413869 195 

413868 180 

1989-1983; Thermostat Gasket. 25168 

1989-1983; Thermostat Gasket (1 Pack). 27168 

V-6 3.0 L 

1994-1989; Premium Thermostat. 445869 195 

445868 180 

1994-1989; OE Type Thermostat. 413869 195 

413868 180 

1994-1989; Thermostat Gasket. 25168 

1994-1989; Thermostat Gasket (1 Pack). 27168 

V-6 3.5 L 

1994; OE Type Thermostat. 414128 180 

414127 170 

1994; Thermostat Seal. 25283 

1994; Thermostat Seal (1 Pack). 27283 

Pickup 

4-Cyl. 2.0 L 

1989-1983; Premium Thermostat. 445869 195 

445868 180 

1989-1983; OE Type Thermostat. 413869 195 

413868 180 

1989-1983; Thermostat Gasket. 25168 

1989-1983; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.3 L Diesel 

1985-1983; Premium Thermostat. 445398 180 

445399 195 

1985-1983; OE Type Thermostat. 413398 180 

413399 195 

1985-1983; Thermostat Gasket. 25168 

1985-1983; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.4 L 

1994; OE Type Thermostat. 413869 195 

413868 180 

1994; Thermostat Seal. 25286 

1994; Thermostat Seal (1 Pack). 27286 

1993-1990; Premium Thermostat. 445869 195 

445868 180 

1993-1990; OE Type Thermostat. 413869 195 

413868 180 

1993-1990; Thermostat Gasket. 25168 

1993- 1990; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.6 L 

1989-1983; Premium Thermostat. 445869 195 

445868 180 

1989-1983; OE Type Thermostat. 413869 195 

413868 180 

1989-1983; Thermostat Gasket. 25168 

1989-1983; Thermostat Gasket (1 Pack). 27168 

V-6 3.0 L 

1994- 1990; Premium Thermostat. 445869 195 

445868 180 


V-6 3.0 L - Continued 

1994-1990; OE Type Thermostat. 413869 195 

413868 180 

1994-1990; Thermostat Gasket. 25168 

1994-1990; Thermostat Gasket (1 Pack). 27168 

Precis 

4-Cyl. 1.5 L 

1994-1987; Premium Thermostat. 445869 195 

445868 180 

1994-1987; OE Type Thermostat. 413869 195 

413868 180 

1994-1987; Thermostat Gasket. 25168 

1994-1987; Thermostat Gasket (1 Pack). 27168 


Sigma 

v-6 3.0 L 

1990; Premium Thermostat. 445869 195 

445868 180 

1990; OE Type Thermostat. 413869 195 

413868 180 

1990; Thermostat Gasket. 25187 

1989; Premium Thermostat. 445869 195 

445868 180 

1989; OE Type Thermostat. 413869 195 

413868 180 

1989; Thermostat Gasket. 25168 

1989; Thermostat Gasket (1 Pack). 27168 


Starion 

4-Cyl. 2.6 L 

1989-1983; Premium Thermostat. 445869 195 

445868 180 

1989-1983; OE Type Thermostat. 413869 195 

413868 180 

1989-1983; Thermostat Gasket. 25168 

1989- 1983; Thermostat Gasket (1 Pack). 27168 

Tredia 

4-Cyl. 1.8 L 

1988-1983; Premium Thermostat. 445869 195 

445868 180 

1988-1983; OE Type Thermostat. 413869 195 

413868 180 

1988-1983; Thermostat Gasket. 25168 

1988-1983; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.0 L 

1988-1984; Premium Thermostat. 445869 195 

445868 180 

1988-1984; OE Type Thermostat. 413869 195 

413868 180 

1988-1984; Thermostat Gasket. 25168 

1988-1984; Thermostat Gasket (1 Pack). 27168 

Van 

4-Cyl. 2.4 L 

1990- 1987; Premium Thermostat. 445869 195 

445868 180 

1990-1987; OE Type Thermostat. 413869 195 

413868 180 

1990-1987; Thermostat Gasket. 25168 

1990-1987; Thermostat Gasket (1 Pack). 27168 



4-Cyl. 1.6 L 

1981-1980; Premium Thermostat. 445359 195 

445358 180 
445356 160 

1981-1980; OE Type Thermostat. 413359 195 

413352 205 
413358 180 
413356 160 


4 OE Temperature. 

4 Alternate Temperature. 


O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Morgan - Continued 

4/4 - Continued 

4-Cvl. 1.6 L- Continued 



1981-1980; Economy Thermostat. 

♦13009 

195 


013008 

180 


❖13006 

160 

1981-1980; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


4-Cyl. 61 



1961-1960; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 



Material. 

27103 


4-Cyl. 72 



1959-1955; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 



Material. 

27103 


4-Cyl. 82 



1963-1961; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


4-Cyl. 91 



1967-1963; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


4-Cyl. 98 



1979-1968; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1979-1968; OE Type Thermostat. 

♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1979-1968; Economy Thermostat. 

♦ 13009 

195 


❖13008 

180 


❖13006 

160 

1979-1968; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 



Material. 

27103 


4/4 Series V 

4-Cyl. 91 



1968; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1968; OE Type Thermostat. 

♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1968; Economy Thermostat. 

♦13009 

195 


❖13008 

180 


❖13006 

160 

1968; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 



Material. 

27103 


Plus 8 

V-8 215 



1979-1968; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1979-1968; OE Type Thermostat. 

♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1979-1968; Economy Thermostat. 

♦ 13009 

195 


❖13008 

180 


❖13006 

160 

1979-1968; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 



Material. 

27103 


V-8 3.5 L 



1981-1980; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1981-1980; OE Type Thermostat. 

♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1981-1980; Economy Thermostat. 

♦13009 

195 


❖13008 

180 


❖13006 

160 


Application 

Part 

Number 

Tem 

P°F 

Morgan - Continued 

Plus 8-Continued 

V-8 3.5 L - Continued 



1981-1980; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 



Material. 

27103 


Plus Four 

4-Cyl. 122 



1962-1955; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 



Material. 

27103 


4-Cyl. 127 



1954-1951; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


4-Cyl. 131 



1968; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1968; OE Type Thermostat. 

♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1968; Economy Thermostat. 

♦13009 

195 


❖13008 

180 


❖13006 

160 

1968; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


1967-1961; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


Morris 

1 Mini-Minor 

4-Cyl. 52 



1967-1963; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1967-1963; OE Type Thermostat. 

♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1967-1963; Economy Thermostat. 

♦13009 

195 


❖13008 

180 


❖13006 

160 

1967-1963; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


1962; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1962; OE Type Thermostat. 

♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1962; Economy Thermostat. 

♦ 13009 

195 


❖13008 

180 


❖13006 

160 

1962; Thermostat Gasket. 

25173 


1962; Thermostat Gasket (1 Pack). 

27173 


1961-1960; Premium Thermostat. 

♦45358 

180 


❖45359 

195 


❖45356 

160 

1961-1960; OE Type Thermostat. 

♦ 13358 

180 


❖13352 

205 


❖13359 

195 


❖13356 

160 

1961-1960; Economy Thermostat. 

♦13008 

180 


❖13009 

195 


❖13006 

160 

1961-1960; Thermostat Gasket. 

25173 


1961-1960; Thermostat Gasket (1 Pack). 

27173 


4-Cyl. 59 



1967-1964; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Morris - Continued 

Morris - Continued 

Mini-Minor - Continued 

Minor - Continued 


Application 


Part Tem 
Number p °F 


4-Cyl. 59 - Continued 


1967-1964; OE Type Thermostat. 

♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1967-1964; Economy Thermostat. 

♦ 13009 

195 


❖13008 

180 


❖13006 

160 

1967-1964; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


4-Cyl. 61 



1967; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1967; OE Type Thermostat. 

♦ 13359 

195 


❖ 13352 

205 


❖13358 

180 


❖13356 

160 

1967; Economy Thermostat. 

♦13009 

195 


❖ 13008 

180 


❖13006 

160 

1967; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


1965-1963; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1965-1963; OE Type Thermostat. 

♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1965-1963; Economy Thermostat. 

♦ 13009 

195 


❖13008 

180 


❖ 13006 

160 

1965-1963; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 



Material. 

27103 


4-Cyl. 65 



1963; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1963; OE Type Thermostat. 

♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1963; Economy Thermostat. 

♦13009 

195 


❖13008 

180 


❖13006 

160 

1963; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 



Material. 

27103 


4-Cyl. 78 



1967-1964; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1967-1964; OE Type Thermostat. 

♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1967-1964; Economy Thermostat. 

♦ 13009 

195 


❖ 13008 

180 


❖13006 

160 

1967-1964; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 



Material. 

27103 


Minor 

4-Cyl. 49 



1956-1954; Premium Thermostat. 

♦45358 

180 


❖45359 

195 


❖45356 

160 

1956-1954; OE Type Thermostat. 

♦13358 

180 


❖13352 

205 


❖13359 

195 


❖13356 

160 


4-Cyl. 49 - Continued 

1956-1954; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1956-1954; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

1953; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

4-Cyl. 52 

1971-1968; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1971 -1968; OE Type Thermostat. ^13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971-1968; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1971-1968; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

4-Cyl. 56 

1952-1950; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

4-Cyl. 58 

1962; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1962; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1962; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1962; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

1961-1957; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1961 -1957; OE Type Thermostat. ♦ 13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1961-1957; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1961-1957; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

4-Cyl. 59; 4-Cyl. 61 

1971-1968; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1971-1968; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971-1968; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1971-1968; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

4-Cyl. 67 

1971-1963; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1971-1963; OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971-1963; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. 0 Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Nissan 

Nissan - Continued 

200SX 

210 - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 1.8 L 

1986-1984; Premium Thermostat. ♦45858 180 

❖45859 195 

1986-1984; OE Type Thermostat. ♦ ISSSS 180 

❖13859 195 

1986-1984; Thermostat Gasket. 25168 

1986-1984; Thermostat Gasket (1 Pack). 27168 

4-Cvl. 1.8 L (Canada) 

1987; Premium Thermostat. ♦45858 180 

❖45859 195 

1987; OE Type Thermostat. ♦13858 180 

❖13859 195 

1987; Thermostat Gasket. 25173 

1987; Thermostat Gasket (1 Pack). 27173 

4-Cy 1.119 

1979-1977; Premium Thermostat. ♦45858 180 

❖45859 195 

1979-1977; OE Type Thermostat. ♦ 13858 180 

❖13859 195 

1979-1977; Thermostat Gasket. 25113 

1979-1977; Thermostat Gasket (1 Pack). 27113 

4-Cyl. 2.0 L 

1988; Premium Thermostat. ♦45858 180 

❖45859 195 

1988; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1988; Thermostat Gasket. 25168 

1988; Thermostat Gasket (1 Pack). 27168 

1987; Premium Thermostat. ♦45858 180 

❖45859 195 

1987; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1987; Thermostat Gasket. 25173 

1987; Thermostat Gasket (1 Pack). 27173 

1986-1984; Premium Thermostat. ♦45858 180 

❖45859 195 

1986-1984; OE Type Thermostat. ♦13858 180 

❖13859 195 

1986-1984; Thermostat Gasket. 25168 

1986-1984; Thermostat Gasket (1 Pack). 27168 

1981-1980; Premium Thermostat. ♦45858 180 

❖45859 195 

1981-1980; OE Type Thermostat. ♦13858 180 

❖13859 195 

1981-1980; Thermostat Gasket. 25168 

1981- 1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.2 L 

1983; Premium Thermostat. ♦45858 180 

❖45859 195 

1983; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1983; Thermostat Gasket. 25113 

1983; Thermostat Gasket (1 Pack). 27113 

1982; Premium Thermostat. ♦45858 180 

❖45859 195 

1982; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1982; Thermostat Gasket. 25168 

1982; Thermostat Gasket (1 Pack). 27168 

V-6 3.0 L 

1988-1987; OE Exact Thermostat. ♦*48177 170 

1988-1987; Premium Thermostat. ♦*45947 170 

❖*45948 180 

1988-1987; OE Type Thermostat. ♦*13947 170 

❖*13948 180 

210 

4-Cyl. 1.2 L; 4-Cyl. 1.4 L 

1982- 1980; Premium Thermostat. ♦45858 180 

❖45859 195 

1982-1980; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 


4-Cyl. 1.2 L; 4-Cyl. 1.4 L- Continued 


1982-1980; Thermostat Gasket. 25113 

1982-1980; Thermostat Gasket (1 Pack). 27113 

4-Cyl. 1.5 L 

1982-1980; Premium Thermostat. ♦45858 180 

❖45859 195 

1982-1980; OE Type Thermostat. ♦13858 180 

❖13859 195 

1982-1980; Thermostat Gasket. 25173 

1982-1980; Thermostat Gasket (1 Pack). 27173 

4-Cyl. 85 

1979; Premium Thermostat. ♦45858 180 

❖45859 195 

1979; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1979; Thermostat Gasket. 25173 

1979; Thermostat Gasket (1 Pack). 27173 

4-Cyl. 91 

1979; Premium Thermostat. ♦45858 180 

❖45859 195 

1979; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

240SX 

4-Cyl. 2.4 L 

1994-1993; OE Exact Thermostat. ^*48447 170 

1994-1993; Premium Thermostat. ♦*45967 170 

1994-1993; OE Type Thermostat. ♦*13967 170 

❖*13968 180 

1992-1989; OE Exact Thermostat. ^48447 170 

1992-1989; Premium Thermostat. ♦45967 170 

1992-1989; OE Type Thermostat. ♦ 13967 170 

❖13968 180 

1992-1989; Thermostat Gasket. 25173 

1992-1989; Thermostat Gasket (1 Pack). 27173 

240Z 

6-Cyl. 146 

1973-1970; Premium Thermostat. ♦45859 195 

❖45858 180 

1973-1970; OE Type Thermostat. ^13859 195 

❖13858 180 

1973-1970; Thermostat Gasket. 25168 

1973-1970; Thermostat Gasket (1 Pack). 27168 

260Z 

6-Cyl. 157 

1975-1974; Premium Thermostat. ♦45858 180 

❖45859 195 

1975-1974; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1975-1974; Thermostat Gasket. 25113 

1975-1974; Thermostat Gasket (1 Pack). 27113 

280Z 

6-Cyl. 168 

1978-1975; Premium Thermostat. ♦45858 180 

❖45859 195 

1978-1975; OE Type Thermostat. ♦13858 180 

❖13859 195 

1978-1975; Thermostat Gasket. 25168 

1978- 1975; Thermostat Gasket (1 Pack). 27168 

280ZX 

6-Cyl. 168 

1979- 1978; Premium Thermostat. ♦45858 180 

❖45859 195 

1979-1978; OE Type Thermostat. ^13858 180 

❖13859 195 

1979-1978; Thermostat Gasket. 25168 

1979-1978; Thermostat Gasket (1 Pack). 27168 


♦ OE Temperature. 

* Gasket Not Required. Use Silicone. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Nissan - Continued 

Nissan - Continued 

280ZX- Continued 

510-Continued 


Application 


Part Tem 
Number p °F 


6-Cvl. 2.8 L 

1983-1981; Premium Thermostat. ♦45858 180 

❖45859 195 

1983-1981; OE Type Thermostat. ♦13858 180 

❖13859 195 

1983-1981; Thermostat Gasket. 25113 

1983-1981; Thermostat Gasket (1 Pack). 27113 

1980; Premium Thermostat. ♦45858 180 

❖45859 195 

1980; OE Type Thermostat. ♦13858 180 

❖13859 195 

1980; Thermostat Gasket. 25168 

1980; Thermostat Gasket (1 Pack). 27168 

300ZX 

V-6 3.0 L 

1994-1987; OE Exact Thermostat. ♦*48177 170 

1994-1987; Premium Thermostat. ♦*45947 170 

❖*45948 180 

1994-1987; OE Type Thermostat. ♦*13947 170 

❖*13948 180 

1986-1984; OE Exact Thermostat. ♦*48187 170 

1986-1984; Premium Thermostat. ♦*45948 180 

❖*45947 170 

1986-1984; OE Type Thermostat. ♦*13948 180 

❖*13947 170 

310 

4-Cyl. 1.4 L 

1980; Premium Thermostat. ♦45858 180 

❖45859 195 

1980; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1980; Thermostat Gasket. 25113 

1980; Thermostat Gasket (1 Pack). 27113 

4-Cyl. 1.5 L 

1982-1981; Premium Thermostat. ♦45858 180 

❖45859 195 

1982-1981; OE Type Thermostat. ^13858 180 

❖13859 195 

1982-1981; Thermostat Gasket. 25173 

1982-1981; Thermostat Gasket (1 Pack). 27173 

4-Cyl. 85 

1979; Premium Thermostat. ♦45858 180 

❖45859 195 

1979; OE Type Thermostat. ♦13858 180 

❖13859 195 

1979; Thermostat Gasket. 25113 

1979; Thermostat Gasket (1 Pack). 27113 

311 

4-Cyl. 121 

1969-1967; Thermostat Gasket. 25113 

1969- 1967; Thermostat Gasket (1 Pack). 27113 

4-Cyl. 97 

1970- 1967; Premium Thermostat. ♦45858 180 

❖45859 195 

1970-1967; OE Type Thermostat. ^13858 180 

❖13859 195 

1970-1967; Thermostat Gasket. 25113 

1970-1967; Thermostat Gasket (1 Pack). 27113 

510 

4-Cyl. 119 

1979-1978; Premium Thermostat. ♦45858 180 

❖45859 195 

1979-1978; OE Type Thermostat. ♦ 13858 180 

❖13859 195 

1979-1978; Thermostat Gasket. 25113 

1979-1978; Thermostat Gasket (1 Pack). 27113 

4-Cyl. 2.0 L 

1981-1980; Premium Thermostat. ♦45858 180 

❖45859 195 


4-Cyl. 2.0 L- Continued 

1981-1980; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1981-1980; Thermostat Gasket. 25168 

1981-1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 97 

1973-1968; Premium Thermostat. ♦45858 180 

❖45859 195 

1973-1968; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1973-1968; Thermostat Gasket. 25113 

1973-1968; Thermostat Gasket (1 Pack). 27113 

520 Pickup 

4-Cyl. 79 

1968-1967; Premium Thermostat. ♦45858 180 

❖45859 195 

1968-1967; OE Type Thermostat. ♦13858 180 

❖13859 195 

1968-1967; Thermostat Gasket. 25113 

1968-1967; Thermostat Gasket (1 Pack). 27113 

521 Pickup 

4-Cyl. 79 

1969; Premium Thermostat. ♦45858 180 

❖45859 195 

1969; OE Type Thermostat. ♦13858 180 

❖13859 195 

1969; Thermostat Gasket. 25113 

1969; Thermostat Gasket (1 Pack). 27113 

4-Cyl. 97 

1972-1970; Premium Thermostat. ♦45858 180 

❖45859 195 

1972-1970; OE Type Thermostat. ^13858 180 

❖13859 195 

1972-1970; Thermostat Gasket. 25113 

1972-1970; Thermostat Gasket (1 Pack). 27113 

4-Cyl. 98 

1968; Premium Thermostat. ♦45858 180 

❖45859 195 

1968; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

610 

4-Cyl. 108 

1973; Premium Thermostat. ♦45858 180 

❖45859 195 

1973; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1973; Thermostat Gasket. 25113 

1973; Thermostat Gasket (1 Pack). 27113 

4-Cyl. 119 

1976-1974; Premium Thermostat. ♦45858 180 

❖45859 195 

1976-1974; OE Type Thermostat. ^13858 180 

❖13859 195 

1976-1974; Thermostat Gasket. 25113 

1976-1974; Thermostat Gasket (1 Pack). 27113 

620 Pickup 

4-Cyl. 108 

1974; Premium Thermostat. ♦45858 180 

❖45859 195 

1974; OE Type Thermostat. ♦13858 180 

❖13859 195 

1974; Thermostat Gasket. 25113 

1974; Thermostat Gasket (1 Pack). 27113 

4-Cyl. 119 

1979-1975; Premium Thermostat. ♦45858 180 

❖45859 195 

1979-1975; OE Type Thermostat. ♦13858 180 

❖13859 195 


♦ OE Temperature. ❖ Alternate Temperature. 

* Gasket Not Required. Use Silicone. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Nissan - Continued 

Nissan - Continued 

620 Pickup ■ Continued 

Altima - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 119 - Continued 

1979-1975; Thermostat Gasket. 25168 

1979-1975; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 97 

1973-1972; Premium Thermostat. ♦45858 180 

❖45859 195 

1973-1972; OE Type Thermostat. ♦13858 180 

❖13859 195 

1973-1972; Thermostat Gasket. 25113 

1973-1972; Thermostat Gasket (1 Pack). 27113 

710 

4-Cyl. 108 

1974; Premium Thermostat. ♦45858 180 

❖45859 195 

1974; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1974; Thermostat Gasket. 25113 

1974; Thermostat Gasket (1 Pack). 27113 

4-Cyl. 119 

1977-1975; Premium Thermostat. ♦45858 180 

❖45859 195 

1977-1975; OE Type Thermostat. ^13858 180 

❖13859 195 

1977-1975; Thermostat Gasket. 25113 

1977-1975; Thermostat Gasket (1 Pack). 27113 

720 Pickup 

4-Cvl. 2.0 L 

1980; Premium Thermostat. ♦45858 180 

❖45859 195 

1980; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1980; Thermostat Gasket. 25168 

1980; Thermostat Gasket (1 Pack). 27168 

810 

6-Cyl. 146 

1979-1977; Premium Thermostat. ♦45858 180 

❖45859 195 

1979-1977; OE Type Thermostat. ^13858 180 

❖13859 195 

1979-1977; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

6-Cyl. 2.4 L 

1981-1980; Premium Thermostat. ♦45858 180 

❖45859 195 

1981-1980; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1981-1980; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

6-Cyl. 2.8 L Diesel 

1981; Premium Thermostat. ♦45858 180 

❖45859 195 

1981; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1981; Thermostat Gasket. 25113 

1981; Thermostat Gasket (1 Pack). 27113 

1200 

4-Cyl. 71 

1973-1971; Premium Thermostat. ♦45858 180 

❖45859 195 

1973-1971 ;OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1973-1971; Thermostat Gasket. 25113 

1973-1971; Thermostat Gasket (1 Pack). 27113 

Altima 

4-Cyl. 2.4 L 

1994-1993; OE Exact Thermostat. ^*48447 170 

1994-1993; Premium Thermostat. ♦*45967 170 


4-Cyl. 2.4 L- Continued 

1994-1993; OE Type Thermostat. ♦*13967 170 

❖*13968 180 

Axxess 

4-Cyl. 2.4 L 

1990; OE Exact Thermostat. ^48447 170 

1990; Premium Thermostat. ♦45967 170 

1990; OE Type Thermostat. ♦13967 170 

❖13968 180 

1990; Thermostat Gasket. 25173 

1990; Thermostat Gasket (1 Pack). 27173 

B210 

4-Cyl. 79 

1974; Premium Thermostat. ♦45858 180 

❖45859 195 

1974; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1974; Thermostat Gasket. 25168 

1974; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 85 

1978-1975; Premium Thermostat. ♦45858 180 

❖45859 195 

1978-1975; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1978-1975; Thermostat Gasket. 25168 

1978-1975; Thermostat Gasket (1 Pack). 27168 

F10 

4-Cyl. 85 

1978-1976; Premium Thermostat. ♦45858 180 

❖45859 195 

1978-1976; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1978-1976; Thermostat Gasket. 25113 

1978-1976; Thermostat Gasket (1 Pack). 27113 


Maxima 
6-Cyl. 2.4 L 

1984-1983; Premium Thermostat. ♦45858 180 

❖45859 195 

1984-1983; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1984-1983; Thermostat Gasket. 25168 

1984-1983; Thermostat Gasket (1 Pack). 27168 

1982; Premium Thermostat. ♦45858 180 

❖45859 195 

1982; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1982; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

1981; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

6-Cyl. 2.8 L Diesel 

1983-1982; Premium Thermostat. ♦45858 180 

❖45859 195 

1983-1982; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1983-1982; Thermostat Gasket. 25113 

1983-1982; Thermostat Gasket (1 Pack). 27113 

V-6 3.0 L 

1994-1985; Premium Thermostat. ♦*45947 170 

❖*45948 180 

1994-1985; OE Type Thermostat. ♦*13947 170 

❖*13948 180 

NX 

4-Cyl. 1.6 L 

1993-1991; OE Exact Thermostat. ♦*48368 180 

1993-1991; Premium Thermostat. ♦*45758 180 

1993-1991; OE Type Thermostat. ♦sWSS 180 

1993-1991; Thermostat Gasket. 25113 


♦ OE Temperature. 

* Gasket Not Required. Use Silicone. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Nissan - Continued 

Nissan - Continued 

NX - Continued 

Pickup - Continued 


Application 


Part Tem 
Number p °F 


4-Cyl. 1.6 L- Continued 

1993-1991; Thermostat Gasket (1 Pack). 27113 

4-Cyl. 2.0 L 

1993-1991; OE Exact Thermostat. -f*48447 170 

1993-1991; Premium Thermostat. ♦*45967 170 

1993- 1991; OE Type Thermostat. ♦*13967 170 

♦*13968 180 

Pathfinder 

4-Cyl. 2.4 L 

1987; Premium Thermostat. ♦45858 180 

♦45859 195 

1987; OE Type Thermostat. ♦ISSSS 180 

♦13859 195 

1987; Thermostat Gasket. 25168 

1987; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.4 L (Canada) 

1988; Premium Thermostat. ♦45858 180 

♦45859 195 

1988; OE Type Thermostat. ♦ISSSS 180 

♦13859 195 

1988; Thermostat Gasket. 25168 

1988; Thermostat Gasket (1 Pack). 27168 

V-6 3.0 L 

1994- 1993; Premium Thermostat. ♦*45947 170 

♦*45948 180 

1994-1993; OE Type Thermostat. ♦*13947 170 

♦*13948 180 

1992-1990; OE Exact Thermostat. ♦*48177 170 

1992-1990; Premium Thermostat. ♦*45947 170 

♦*45948 180 

1992-1990; OE Type Thermostat. ♦*13947 170 

♦*13948 180 

1989-1988; Premium Thermostat. ♦*45947 170 

♦*45948 180 

1989-1988; OE Type Thermostat. ♦*13947 170 

♦*13948 180 

1987; OE Exact Thermostat. ♦*48177 170 

1987; Premium Thermostat. ♦*45947 170 

♦*45948 180 

1987; OE Type Thermostat. ♦*13947 170 

♦*13948 180 

Pickup 

4-Cyl. 2.0 L 

1984; Premium Thermostat. ♦45858 180 

♦45859 195 

1984; OE Type Thermostat. ♦ISSSS 180 

♦13859 195 

1984; Thermostat Gasket. 25168 

1984; Thermostat Gasket (1 Pack). 27168 

1983; Premium Thermostat. ♦45858 180 

♦45859 195 

1983; OE Type Thermostat. ♦ISSSS 180 

♦13859 195 

1983; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

4-Cyl. 2.2 L 

1983; Premium Thermostat. ♦45858 180 

♦45859 195 

1983; OE Type Thermostat. ♦ISSSS 180 

♦13859 195 

1983; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

1982-1981; Premium Thermostat. ♦45858 180 

♦45859 195 

1982-1981; OE Type Thermostat. ♦ISSSS 180 

♦13859 195 

1982-1981; Thermostat Gasket. 25168 

1982-1981; Thermostat Gasket (1 Pack). 27168 


4-Cyl. 2.2 L Diesel 

1983; Premium Thermostat. ♦45398 180 

♦45399 195 

1983; OE Type Thermostat. ♦ISSgS 180 

♦13399 195 

1983; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

1982-1981; Premium Thermostat. ♦45398 180 

♦45399 195 

1982-1981; OE Type Thermostat. ♦ISSgS 180 

♦13399 195 

1982-1981; Thermostat Gasket. 25173 

1982-1981; Thermostat Gasket (1 Pack). 27173 

4-Cyl. 2.4 L 

1994; OE Exact Thermostat. ^48447 170 

1994; Premium Thermostat. ♦45967 170 

1994; OE Type Thermostat. ♦ 13967 170 

♦13968 180 

1994; Thermostat Gasket. 25173 

1994; Thermostat Gasket (1 Pack). 27173 

1993-1990; OE Exact Thermostat. ^*48447 170 

1993-1990; Premium Thermostat. ♦*45967 170 

1993- 1990; OE Type Thermostat. ♦*13967 170 

♦*13968 180 

1989-1984; Premium Thermostat. ♦45858 180 

♦45859 195 

1989-1984; OE Type Thermostat. ♦ISSSS 180 

♦13859 195 

1989-1984; Thermostat Gasket. 25168 

1989-1984; Thermostat Gasket (1 Pack). 27168 

1983; Premium Thermostat. ♦45858 180 

♦45859 195 

1983; OE Type Thermostat. ♦ISSSS 180 

♦13859 195 

1983; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

4-Cyl. 2.5 L Diesel 

1986-1983; Premium Thermostat. ♦45398 180 

♦45399 195 

1986-1983; OE Type Thermostat. ♦ISSgS 180 

♦13399 195 

1986-1983; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

V-6 3.0 L 

1994- 1986; Premium Thermostat. ^*45947 170 

♦*45948 180 

1994-1986; OE Type Thermostat. ♦*13947 170 

♦*13948 180 

Pulsar NX 

4-Cyl. 1.5 L 

1984-1983; Premium Thermostat. ♦45858 180 

♦45859 195 

1984-1983; OE Type Thermostat. ♦ISSSS 180 

♦13859 195 

1984-1983; Thermostat Gasket. 25173 

1984-1983; Thermostat Gasket (1 Pack). 27173 

4-Cyl. 1.6 L 

1990; OE Exact Thermostat. ♦*48368 180 

1990; Premium Thermostat. ♦*45758 180 

1990; OE Type Thermostat. ♦sWSS 180 

1990; Thermostat Gasket. 25113 

1990; Thermostat Gasket (1 Pack). 27113 

1989; Premium Thermostat. ♦*45758 180 

1989; OE Type Thermostat. ♦sWSS 180 

1989; Thermostat Gasket. 25113 

1989; Thermostat Gasket (1 Pack). 27113 

1988-1983; Premium Thermostat. ♦45858 180 

♦45859 195 

1988-1983; OE Type Thermostat. ♦ISSSS 180 

♦13859 195 


1988-1983; Thermostat Gasket. 25173 

1988-1983; Thermostat Gasket (1 Pack). 27173 


♦ OE Temperature. * Gasket Not Required. Use Silicone. 

♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Nissan - Continued 

Nissan - Continued 

Pulsar NX - Continued 

Stanza 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 1.8 L 

1989; Premium Thermostat. ♦45858 180 

❖45859 195 

1989; OE Type Thermostat. >-13858 180 

❖13859 195 

1989; Thermostat Gasket. 25168 

1989; Thermostat Gasket (1 Pack). 27168 

1988; Premium Thermostat. ♦45859 195 

❖45858 180 

1988; OE Type Thermostat. ♦ISSSO 195 

❖13858 180 

1988; Thermostat Gasket. 25173 

1988; Thermostat Gasket (1 Pack). 27173 


Quest 

V-6 3.0 L 

1994-1993; Premium Thermostat. ♦*45947 170 

❖*45948 180 

1994-1993; OE Type Thermostat. ♦*13947 170 

❖*13948 180 

Sentra 

4-Cyl. 1.5 L 

1983-1982; Premium Thermostat. ♦45858 180 

❖45859 195 

1983-1982; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1983-1982; Thermostat Gasket. 25173 

1983-1982; Thermostat Gasket (1 Pack). 27173 

4-Cyl. 1.6 L 

1994-1989; OE Exact Thermostat. ♦*48368 180 

1994-1989; Premium Thermostat. ♦*45758 180 

1994-1989; OE Type Thermostat. ♦sWSS 180 

1988-1986; Premium Thermostat. ♦45858 180 

❖45859 195 

1988-1986; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

1988-1986; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

1985; Premium Thermostat. ♦45858 180 

❖45859 195 

1985; OE Type Thermostat. ♦13858 180 

❖13859 195 

1985; Thermostat Gasket. 25173 

1985; Thermostat Gasket (1 Pack). 27173 

1984; Premium Thermostat. ♦45858 180 

❖45859 195 

1984; OE Type Thermostat. ♦13858 180 

❖13859 195 

1984; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

1983; Premium Thermostat. ♦45858 180 

❖45859 195 

1983; OE Type Thermostat. ♦ISSSS 180 

❖13859 195 

4-Cyl. 1.7 L Diesel 

1986-1983; OE Type Thermostat. ♦ISgeS 180 

❖13967 170 

1986-1983; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

4-Cyl. 1.7 L Diesel (Canada) 

1987; OE Type Thermostat. ^13968 180 

❖13967 170 

1987; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

4-Cyl. 2.0 L 

1994-1991; OE Exact Thermostat. ^*48447 170 

1994-1991; Premium Thermostat. ♦*45967 170 

1994-1991; OE Type Thermostat. ♦sISOeT 170 

❖*13968 180 


4-Cyl. 2.0 L 

1989-1984; Premium Thermostat. ♦45858 180 

❖45859 195 

1989-1984; OE Type Thermostat. ♦13858 180 

❖13859 195 

1989-1984; Thermostat Gasket. 25168 

1989-1984; Thermostat Gasket (1 Pack). 27168 

1983; Premium Thermostat. ♦45858 180 

❖45859 195 

1983; OE Type Thermostat. ♦13858 180 

❖13859 195 

1983; Thermostat Gasket. 25173 

1983; Thermostat Gasket (1 Pack). 27173 

1982; Premium Thermostat. ♦45858 180 

❖45859 195 

1982; OE Type Thermostat. ♦13858 180 

❖13859 195 

1982; Thermostat Gasket. 25168 

1982; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.4 L 

1992-1990; OE Exact Thermostat. ^48447 170 

1992-1990; Premium Thermostat. ♦45967 170 

1992-1990; OE Type Thermostat. ^13967 170 

❖13968 180 

1992-1990; Thermostat Gasket. 25173 

1992-1990; Thermostat Gasket (1 Pack). 27173 

Van 

4-Cyl. 2.4 L 

1990; Premium Thermostat. ♦45858 180 

❖45859 195 

1990; OE Type Thermostat. ♦13858 180 

❖13859 195 

1990; Thermostat Gasket. 25168 

1990; Thermostat Gasket (1 Pack). 27168 

1988-1987; Premium Thermostat. ♦45858 180 

❖45859 195 

1988-1987; OE Type Thermostat. ♦13858 180 

❖13859 195 

1988-1987; Thermostat Gasket. 25168 

1988-1987; Thermostat Gasket (1 Pack). 27168 



V-8 400 

1969-1968; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1969-1968; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1968; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1969-1968; Thermostat Gasket. 25148 

1969-1968; Thermostat Gasket (1 Pack). 27148 

V-8 455 

1971-1968; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1971-1968; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971-1968; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1971-1968; Thermostat Gasket. 25148 

1971-1968; Thermostat Gasket (1 Pack). 27148 


♦ OE Temperature. 

* Gasket Not Required. Use Silicone. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Oldsmobile - Continued 

Achieva 

4-Cvl. 2.3 L 



1994; Premium Thermostat. 

. ♦45028 

180 

1994; OE Type Thermostat. 

. ♦14028 

180 

1994; Thermostat Seal. 

. 25272 


1994; Thermostat Seal (1 Pack). 

. 27272 


1993-1992; Premium Thermostat. 

. ♦45359 

195 


♦45358 

180 


♦45356 

160 

1993-1992; OE Type Thermostat. 

. >13359 

195 


♦13352 

205 


♦13358 

180 


♦13356 

160 

1993-1992; Economy Thermostat. 

. >13009 

195 


♦13008 

180 


♦13006 

160 

1993-1992; Thermostat Gasket. 

. 25184 


1993-1992; Thermostat Gasket (1 Pack). 

. 27184 


V-6 3.1 L 



1994; Premium Thermostat. 

. >045899 

195 

1994; OE Type Thermostat. 

. >013899 

195 

V-6 3.3 L 



1993; Premium Thermostat. 

. >45849 

195 


♦45848 

180 

1993; OE Type Thermostat. 

. >13849 

195 


♦13848 

180 

1993; Thermostat Seal. 

. 25273 


1993; Thermostat Seal (1 Pack). 

. 27273 


1992; Premium Thermostat. 

. >45849 

195 


♦45848 

180 

1992; OE Type Thermostat. 

. >13849 

195 


♦13848 

180 

1992; Thermostat Gasket. 

. 25184 


1992; Thermostat Gasket (1 Pack). 

. 27184 


1992; Thermostat Seal. 

. 25273 


1992; Thermostat Seal (1 Pack). 

. 27273 


Bravada 

V-6 4.3 L 



1994-1993; Premium Thermostat. 

. >45849 

195 


♦45848 

180 

1994-1993; OE Type Thermostat. 

. >13849 

195 


♦13848 

180 

1994-1993; Thermostat Seal. 

. 25273 


1994-1993; Thermostat Seal (1 Pack). 

. 27273 


1992; Premium Thermostat; Eng. VIN W. 

. >45849 

195 


♦45848 

180 

1992; OE Type Thermostat; Eng. VIN W. 

. >13849 

195 


♦13848 

180 

1992; Premium Thermostat; Eng. VIN Z. 

. >45359 

195 


♦45358 

180 


♦45356 

160 

1992; OE Type Thermostat; Eng. VIN Z. 

. >13359 

195 


♦13352 

205 


♦13358 

180 


♦13356 

160 

1992; Economy Thermostat; Eng. VIN Z. 

. >13009 

195 


♦13008 

180 


♦13006 

160 

1992; Thermostat Gasket (1 Pack); Eng. VIN Z. 

. 27153 


1992; Thermostat Gasket; Eng. VIN Z. 

. 25153 


1992; Thermostat Seal (1 Pack); Eng. VIN W. 

. 27273 


1992; Thermostat Seal; Eng. VIN W. 

. 25273 


1991; Premium Thermostat. 

. >45359 

195 


♦45358 

180 


♦45356 

160 

1991; OE Type Thermostat. 

. >13359 

195 


♦13352 

205 


♦13358 

180 


♦13356 

160 

1991; Economy Thermostat. 

. >13009 

195 


♦13008 

180 


♦13006 

160 

1991; Thermostat Gasket. 

. 25153 






Application 

Part 

Number 

Tem 

P°F 

Oldsmobile - Continued 

Bravada - Continued 

V-6 4.3 L - Continued 



1991; Thermostat Gasket (1 Pack). 

27153 


Calais 

4-Cvl. 2.5 L 



1987-1985; Premium Thermostat. 

.. >045819 

195 


♦045818 

180 

1987-1985; OE Type Thermostat. 

.. >013819 

195 


♦013818 

180 

V-6 3.0 L 



1987; Premium Thermostat. 

>45849 

195 


♦45848 

180 

1987; OE Type Thermostat. 

... >13849 

195 


♦13848 

180 

1987; Thermostat Gasket - Throttle Body. 

25194 


1987; Thermostat Gasket - Water Outlet Connector. 

25193 


1987; Thermostat Seal. 

25282 


1987; Thermostat Seal (1 Pack). 

27282 


1986-1985; Premium Thermostat. 

>45849 

195 


♦45848 

180 

1986-1985; OE Type Thermostat. 

>13849 

195 


♦ 13848 

180 

1986-1985; Thermostat Gasket - Throttle Body. 

25194 


1986-1985; Thermostat Gasket - Water Outlet Connector. 

25193 


Custom Cruiser 

V-8 350 



1979-1978; Premium Thermostat. 

>45359 

195 


♦45358 

180 


♦45356 

160 

1979-1978; OE Type Thermostat. 

>13359 

195 


♦13352 

205 


♦13358 

180 


♦13356 

160 

1979-1978; Economy Thermostat. 

... >13009 

195 


♦13008 

180 


♦13006 

160 

1979-1978; Thermostat Gasket. 

25148 


1979-1978; Thermostat Gasket (1 Pack). 

27148 


1977; Premium Thermostat. 

>45359 

195 


♦45358 

180 


♦45356 

160 

1977; OE Type Thermostat. 

... >13359 

195 


♦13352 

205 


♦13358 

180 


♦13356 

160 

1977; Economy Thermostat. 

... >13009 

195 


♦13008 

180 


♦13006 

160 

1977; Thermostat Gasket (1 Pack); Eng. VIN L. 

27138 


1977; Thermostat Gasket; Eng. VIN L. 

25138 


1977; Thermostat Gasket (1 Pack); Eng. VIN R. 

27148 


1977; Thermostat Gasket; Eng. VIN R. 

25148 


1973; Premium Thermostat. 

>45359 

195 


♦45358 

180 


♦45356 

160 

1973; OE Type Thermostat. 

... >13359 

195 


♦13352 

205 


♦13358 

180 


♦13356 

160 

1973; Economy Thermostat. 

... >13009 

195 


♦13008 

180 


♦13006 

160 

1973; Thermostat Gasket. 

25148 


1973; Thermostat Gasket (1 Pack). 

27148 


V-8 350 Diesel 



1979-1978; Premium Thermostat. 

>45359 

195 


♦45358 

180 


♦45356 

160 

1979-1978; OE Type Thermostat. 

>13359 

195 


♦13352 

205 


♦13358 

180 


♦13356 

160 


♦ OE Temperature. 
O Seal Included. 


♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Oldsmobile - Continued 

Oldsmobile - Continued 

Custom Cruiser - Continued 

Custom Cruiser - Continued 

V-8 350 Diesel - Continued 



V-8 5.0 L - Continued 



1979-1978; Economy Thermostat. 

. ♦13009 

195 

1990-1980; OE Type Thermostat. 

. ♦■msg 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1979-1978; Thermostat Gasket. 

. 25148 



❖13356 

160 

1979-1978; Thermostat Gasket (1 Pack). 

. 27148 


1990-1980; Economy Thermostat. 

. ♦13009 

195 

V-8 400 




❖13008 

180 

1975; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


<$>45358 

180 

1990-1980; Thermostat Gasket. 

. 25148 



❖45356 

160 

1990-1980; Thermostat Gasket (1 Pack). 

. 27148 


1975; OE Type Thermostat. 

. ♦ 13359 

195 

V-8 5.7 L 




❖13352 

205 

1992; Premium Thermostat. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1975; Economy Thermostat. 

. ♦13009 

195 

1992; OE Type Thermostat. 

. ♦13359 

195 


❖ 13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1975; Thermostat Gasket. 

. 25148 



❖13356 

160 

1975; Thermostat Gasket (1 Pack). 

. 27148 


1992; Economy Thermostat. 

. ♦13009 

195 

V-8 403 




❖13008 

180 

1979-1977; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


❖45358 

180 

1992; Thermostat Gasket. 

. 25138 



❖45356 

160 

1992; Thermostat Gasket (1 Pack). 

. 27138 


1979-1977; OE Type Thermostat. 

. ♦•msg 

195 

1980; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1980; OE Type Thermostat. 

. ♦isssg 

195 

1979-1977; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1979-1977; Thermostat Gasket. 

. 25148 


1980; Economy Thermostat. 

. ♦13009 

195 

1979-1977; Thermostat Gasket (1 Pack). 

. 27148 



❖13008 

180 





❖13006 

160 

V-8 455 



1980; Thermostat Gasket. 

25148 


1976-1971; Premium Thermostat. 

. ♦45359 

❖45358 

195 

180 

1980; Thermostat Gasket (1 Pack). 

. 27148 



❖45356 

160 

V-8 5.7 L Diesel 





IQS 

1985-1980; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1985-1980; OE Type Thermostat. 

. ♦isssg 

195 

1976-1971; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 


95148 


1985-1980; Economy Thermostat. 

. ♦13009 

195 

1976-1971; Thermostat Gasket (1 Pack). 

. 27148 



❖13008 

180 





❖13006 

160 

V-8 5.0 L 



1985-1980; Thermostat Gasket. 

. 25148 


1992; Premium Thermostat. 

. ♦45359 

❖45358 

195 

180 

1985-1980; Thermostat Gasket (1 Pack). 

. 27148 



❖45356 

160 

Cutlass 



1992; OE Type Thermostat. 

. ♦ 13359 

195 

6-Cyl. 250 




❖13352 

205 

19?6-1975; Premium Thermostat. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1992; Economy Thermostat. 

. ♦13009 

195 

1976-1975; OE Type Thermostat. 

. ♦isssg 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1992; Thermostat Gasket. 

. 25138 



<*13356 

160 

1992; Thermostat Gasket (1 Pack). 

. 27138 


1976-1975; Economy Thermostat. 

. ♦13009 

195 

1991; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1976-1975; Thermostat Gasket. 

. 25138 


1991; OE Type Thermostat. 

. ♦ 13359 

195 

1976-1975; Thermostat Gasket (1 Pack). 

. 27138 



❖13352 

205 

1976-1975; Thermostat Seal. 

. 25282 



❖13358 

180 

1976-1975; Thermostat Seal (1 Pack). 

. 27282 



❖13356 

160 

1971-1967; Premium Thermostat. 

. ♦45359 

195 

1991; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1971-1967; OE Type Thermostat. 

. ♦13359 

195 

1991; Thermostat Gasket. 

. 25184 



<*13352 

205 

1991; Thermostat Gasket (1 Pack). 

. 27184 



<*13358 

180 

1990-1980; Premium Thermostat. 

. ♦45359 

195 


<*13356 

160 


❖45358 

180 





❖45356 

160 





♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Oldsmobile - Continued 

Oldsmobile - Continued 

Cutlass - Continued 

Cutlass - Continued 

6-Cyl. 250 - Continued 



V-8 260 



1971-1967; Economy Thermostat. 

. ♦13009 

195 

1979-1975; Premium Thermostat. 

. 045359 

195 


013008 

180 


❖45358 

180 


013006 

160 


❖45356 

160 

1971-1967; Thermostat Gasket. 

. 25138 


1979-1975; OE Type Thermostat. 

. 013359 

195 

1971-1967; Thermostat Gasket (1 Pack). 

. 27138 



❖13352 

205 

V-6 231 




❖13358 

180 

1979-1977; Premium Thermostat. 

. 045359 

195 


❖13356 

160 


045358 

180 

1979-1975; Economy Thermostat. 

. 013009 

195 


045356 

160 


❖13008 

180 

1979-1977; OE Type Thermostat. 

. 013359 

195 


❖13006 

160 


<013352 

205 

1979-1975; Thermostat Gasket. 

. 25148 



013358 

180 

1979-1975; Thermostat Gasket (1 Pack). 

. 27148 



013356 

160 

V-8 260 Diesel 



1979-1977; Economy Thermostat. 

. ♦13009 

195 

1979; Premium Thermostat. 

. 045359 

195 


013008 

180 


❖45358 

180 


013006 

160 


❖45356 

160 

1979-1977; Thermostat Gasket. 

. 25132 


1979; OE Type Thermostat. 

. 013359 

195 

1979-1977; Thermostat Gasket (1 Pack). 

. 27132 



❖13352 

205 

V-6 3.8 L 




❖13358 

180 

1987; Premium Thermostat. 

. 045359 

195 


❖13356 

160 


045358 

180 

1979; Economy Thermostat. 

. ♦13009 

195 


045356 

160 


❖13008 

180 

1987; OE Type Thermostat. 

. 013359 

195 


❖13006 

160 


013352 

205 

1979; Thermostat Gasket. 

. 25148 



013358 

180 

1979; Thermostat Gasket (1 Pack). 

. 27148 



013356 

160 

V-8 305 



1987; Economy Thermostat. 

. ♦13009 

195 

1979-1978; Premium Thermostat. 

. 045359 

195 


013008 

180 


❖45358 

180 


013006 

160 


❖45356 

160 

1987; Thermostat Gasket. 

. 25132 


1979-1978; OE Type Thermostat. 

. 013359 

195 

1987; Thermostat Gasket (1 Pack). 

. 27132 



❖13352 

205 

1986; Premium Thermostat. 

. 045359 

195 


❖13358 

180 


045358 

180 


❖13356 

160 


045356 

160 

1979-1978; Economy Thermostat. 

. ♦13009 

195 

1986; OE Type Thermostat. 

. 013359 

195 


❖13008 

180 


013352 

205 


❖13006 

160 


013358 

180 

1979-1978; Thermostat Gasket. 

. 25138 



013356 

160 

1979-1978; Thermostat Gasket (1 Pack). 

. 27138 


1986; Economy Thermostat. 

. 013009 

195 

V-8 330 




013008 

180 

1967; Premium Thermostat. 

. 045359 

195 


013006 

160 


❖45358 

180 

1986; Thermostat Gasket. 

. 25167 



❖45356 

160 

1986; Thermostat Gasket (1 Pack). 

. 27167 


1967; OE Type Thermostat. 

. 013359 

195 

1986; Thermostat Seal. 

. 25273 



<0-13352 

205 

1986; Thermostat Seal (1 Pack). 

. 27273 



❖13358 

180 

1985-1980; Premium Thermostat. 

. 045359 

195 


❖13356 

160 


045358 

180 

1967; Economy Thermostat. 

. ♦13009 

195 


045356 

160 


❖13008 

180 

1985-1980; OE Type Thermostat. 

. 013359 

195 


❖13006 

160 


013352 

205 

1967; Thermostat Gasket. 

. 25148 



013358 

180 

1967; Thermostat Gasket (1 Pack). 

. 27148 



013356 

160 




1985-1980; Economy Thermostat. 

. ♦13009 

195 

V-8 350 




013008 

180 

1979; Premium Thermostat. 

. 045359 

195 


013006 

160 


❖45358 

180 

1985-1980; Thermostat Gasket. 

. 25132 



❖45356 

160 

1985-1980; Thermostat Gasket (1 Pack). 

. 27132 


1979; OE Type Thermostat. 

. 013359 

❖13352 

195 

205 

V-6 4.3 L Diesel 




❖13358 

180 

1984-1982; Premium Thermostat. 

. 045359 

195 


❖13356 

160 


045358 

180 

1979; Economy Thermostat. 

. ♦13009 

195 


045356 

160 


❖13008 

180 

1984-1982; OE Type Thermostat. 

. 013359 

195 


❖13006 

160 


013352 

205 

1979; Thermostat Gasket. 

. 25148 



013358 

180 

1979; Thermostat Gasket (1 Pack). 

. 27148 



013356 

160 

1977-1975; Premium Thermostat. 

. 045359 

195 

1984-1982; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


013008 

180 


❖45356 

160 


013006 

160 

1977-1975; OE Type Thermostat. 

. 013359 

195 

1984-1982; Thermostat Gasket. 

. 25148 



❖13352 

205 

1984-1982; Thermostat Gasket (1 Pack). 

. 27148 



❖13358 

180 





❖13356 

160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Oldsmobile - Continued 

Oldsmobile - Continued 

Cutlass - Continued 

Cutlass - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 350 - Continued 

1977-1975; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1977-1975; Thermostat Gasket. 25148 

1977-1975; Thermostat Gasket (1 Pack). 27148 

1974-1972; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1974-1972; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1974-1972; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1974-1972; Thermostat Gasket. 25132 

1974-1972; Thermostat Gasket (1 Pack). 27132 

1971-1968; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1971 -1968; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971-1968; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1971-1968; Thermostat Gasket. 25148 

1971-1968; Thermostat Gasket (1 Pack). 27148 

V-8 4.3 L 

1982-1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1982-1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982-1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1982-1980; Thermostat Gasket. 25148 

1982-1980; Thermostat Gasket (1 Pack). 27148 

V-8 4.4 L (Canada) 

1982; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1982; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1982; Thermostat Gasket. 25138 

1982; Thermostat Gasket (1 Pack). 27138 

1981; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1981; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1981; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1981; Thermostat Gasket. 25148 

1981; Thermostat Gasket (1 Pack). 27148 

V-8 400 

1967; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 


V-8 400 - Continued 

1967; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25148 

1967; Thermostat Gasket (1 Pack). 27148 

V-8 403 

1977; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1977; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1977; Thermostat Gasket. 25148 

1977; Thermostat Gasket (1 Pack). 27148 

V-8 455 

1976-1970; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1976-1970; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1970; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1976-1970; Thermostat Gasket. 25148 

1976-1970; Thermostat Gasket (1 Pack). 27148 

V-8 5.0 L 

1987; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1987; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1987; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1987; Thermostat Gasket (1 Pack); Eng. VIN Y. 27148 

1987; Thermostat Gasket; Eng. VIN Y. 25148 

1986-1982; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1986-1982; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1986-1982; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1986-1982; Thermostat Gasket. 25148 

1986-1982; Thermostat Gasket (1 Pack). 27148 

1980; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. 0 Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Oldsmobile - Continued 

Cutlass Ciera - Continued 

V-6 2.8 L - Continued 



1986; Thermostat Gasket (1 Pack); Eng. VIN X. 

. 27138 


1986; Thermostat Gasket; Eng. VIN X. 

. 25138 


V-6 2.8 L (Canada) 



1985; Premium Thermostat. 

. ♦45359 

195 


0-45358 

180 


0-45356 

160 

1985; OE Type Thermostat. 

. >13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1985; Economy Thermostat. 

. >13009 

195 


0-13008 

180 


0-13006 

160 

1984; Premium Thermostat. 

. >45359 

195 


0-45358 

180 


0-45356 

160 

1984; OE Type Thermostat. 

. >13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1984; Economy Thermostat. 

. >13009 

195 


0-13008 

180 


0-13006 

160 

1984; Thermostat Gasket. 

. 25138 


1984; Thermostat Gasket (1 Pack). 

. 27138 


1983; Premium Thermostat. 

. >45359 

195 


0-45358 

180 


0-45356 

160 

1983; OE Type Thermostat. 

. >13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1983; Economy Thermostat. 

. >13009 

195 


0-13008 

180 


0-13006 

160 

1982; Premium Thermostat. 

. >45359 

195 


0-45358 

180 


0-45356 

160 

1982; OE Type Thermostat. 

. >13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1982; Economy Thermostat. 

. >13009 

195 


0-13008 

180 


0-13006 

160 

1982; Thermostat Gasket. 

. 25138 


1982; Thermostat Gasket (1 Pack). 

. 27138 


V-6 3.0 L 



1985-1982; Premium Thermostat. 

. >45359 

195 


0-45358 

180 


0-45356 

160 

1985-1982; OE Type Thermostat. 

. >13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1985-1982; Economy Thermostat. 

. >13009 

195 


0-13008 

180 


0-13006 

160 

1985-1982; Thermostat Gasket. 

. 25132 


1985-1982; Thermostat Gasket (1 Pack). 

. 27132 


V-6 3.1 L 



1994; Premium Thermostat. 

. >045899 

195 

1994; OE Type Thermostat. 

. >013899 

195 

V-6 3.3 L 



1993-1989; Premium Thermostat. 

. >45849 

195 


0-45848 

180 

1993-1989; OE Type Thermostat. 

. >13849 

195 


0-13848 

180 

1993-1989; Thermostat Gasket. 

. 25184 


1993-1989; Thermostat Gasket (1 Pack). 

. 27184 


1993-1989; Thermostat Seal. 

. 25273 


1993-1989; Thermostat Seal (1 Pack). 

. 27273 



Application 

Part 

Number 

Tem 

P°F 

Oldsmobile - Continued 

1 Cutlass Ciera - Continued 

V-6 3.8 L 



1988-1986; Premium Thermostat. 

♦45849 

195 


❖45848 

180 

1988-1986; OE Type Thermostat. 

♦ 13849 

195 


❖ 13848 

180 

1988-1986; Thermostat Gasket. 

25167 


1988-1986; Thermostat Gasket (1 Pack). 

27167 


1988-1986; Thermostat Seal (1 Pack) -Bolt Housing; W/1-Bolt 



Housing. 

27277 


1988-1986; Thermostat Seal -Bolt Housing; W/1-Bolt Housing . 

25277 


1988-1986; Thermostat Seal (1 Pack) -Bolt Housing; W/O 



1-Bolt Housing. 

27273 


1988-1986; Thermostat Seal -Bolt Housing; W/O 1-Bolt 



Housing. 

25273 


1985-1984; Premium Thermostat. 

>45358 

180 


❖45359 

195 


❖45356 

160 

1985-1984; OE Type Thermostat. 

♦13358 

180 


❖13352 

205 


❖13359 

195 


❖13356 

160 

1985-1984; Economy Thermostat. 

♦13008 

180 


❖13009 

195 


❖13006 

160 

1985-1984; Thermostat Gasket. 

25132 


1985-1984; Thermostat Gasket (1 Pack). 

27132 


V-6 4.3 L Diesel 



1985-1982; Premium Thermostat. 

>45358 

180 


❖45359 

195 


❖45356 

160 

1985-1982; OE Type Thermostat. 

♦ 13358 

180 


❖13352 

205 


❖13359 

195 


❖13356 

160 

1985-1982; Economy Thermostat. 

♦ 13008 

180 


❖13009 

195 


❖13006 

160 

1985-1982; Thermostat Gasket. 

25138 


1985-1982; Thermostat Gasket (1 Pack). 

27138 


Cutlass Cruiser 

4-Cyl. 2.5 L 



1990; Premium Thermostat. 

>45359 

195 


❖45358 

180 


❖45356 

160 

1990; OE Type Thermostat. 

♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1990; Economy Thermostat. 

♦13009 

195 


❖13008 

180 


❖13006 

160 

1990; Thermostat Gasket. 

25168 


1990; Thermostat Gasket (1 Pack). 

27168 


1990; Thermostat Seal. 

25282 


1990; Thermostat Seal (1 Pack). 

27282 


V-6 231 



1979-1978; Premium Thermostat. 

>45359 

195 


❖45358 

180 


❖45356 

160 

1979-1978; OE Type Thermostat. 

♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1979-1978; Economy Thermostat. 

♦13009 

195 


❖13008 

180 


❖13006 

160 

1979-1978; Thermostat Gasket. 

25132 


1979-1978; Thermostat Gasket (1 Pack). 

27132 


V-6 3.1 L 



1994; Premium Thermostat. 

♦045899 

195 

1994; OE Type Thermostat. 

♦013899 

195 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Oldsmobile - Continued 

Oldsmobile - Continued 

Cutlass Cruiser - Continued 

Cutlass Cruiser - Continued 


Application 


Part Tem 
Number p °F 


V-6 3.3 L 

1993-1990; Premium Thermostat. ♦45849 195 


❖45848 180 

1993-1990; OE Type Thermostat. ♦13849 195 

❖13848 180 

1993-1990; Thermostat Gasket. 25184 

1993-1990; Thermostat Gasket (1 Pack). 27184 

1993-1990; Thermostat Seal. 25273 

1993-1990; Thermostat Seal (1 Pack). 27273 

V-6 3.8 L 

1981-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1981-1980; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1981-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1981-1980; Thermostat Gasket. 25132 

1981-1980; Thermostat Gasket (1 Pack). 27132 

V-8 260 

1979-1978; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1978; OE Type Thermostat. ^13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1978; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1978; Thermostat Gasket. 25148 

1979-1978; Thermostat Gasket (1 Pack). 27148 

V-8 305 

1979-1978; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1978; OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1978; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1978; Thermostat Gasket. 25138 

1979-1978; Thermostat Gasket (1 Pack). 27138 

V-8 350 

1979; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket (1 Pack); Eng. VIN L. 27138 

1979; Thermostat Gasket; Eng. VIN L. 25138 

1979; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1979; Thermostat Gasket; Eng. VIN R. 25148 

1978; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1978; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1978; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 


V-8 350 - Continued 

1978; Thermostat Gasket. 25138 

1978; Thermostat Gasket (1 Pack). 27138 

V-8 350 Diesel 

1979; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25148 

1979; Thermostat Gasket (1 Pack). 27148 

V-8 4.3 L 

1981-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1981-1980; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1981-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1981-1980; Thermostat Gasket. 25148 

1981-1980; Thermostat Gasket (1 Pack). 27148 

V-8 4.4 L (Canada) 

1981; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1981; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1981; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

V-8 5.0 L 

1981; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1981; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1981; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1981; Thermostat Gasket. 25148 

1981; Thermostat Gasket (1 Pack). 27148 

1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

V-8 5.7 L Diesel 

1981-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Oldsmobile - Continued 

Oldsmobile - Continued 

Cutlass Cruiser - Continued 

Delmont 88 - Continued 


Application 


Part Tem 
Number p °F 


V-8 5.7 L Diesel - Continued 

1981-1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1981-1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1981-1980; Thermostat Gasket. 25148 

1981-1980; Thermostat Gasket (1 Pack). 27148 


Cutlass Supreme 

4-Cvl. 2.3 L 

1991-1990; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1991-1990; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1991-1990; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1991-1990; Thermostat Gasket. 25184 

1991-1990; Thermostat Gasket (1 Pack). 27184 

V-6 2.8 L 

1989-1988; Premium Thermostat. +045899 195 

1989-1988; OE Type Thermostat. +013899 195 

V-6 3.1 L 

1994-1989; Premium Thermostat. +045899 195 

1994-1989; OE Type Thermostat. +013899 195 

V-6 3.4 L 

1994-1991; Premium Thermostat. +045899 195 

1994-1991 ;OE Type Thermostat. +013899 195 

V-8 5.0 L 

1988; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1988; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1988; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1988; Thermostat Gasket. 25148 

1988; Thermostat Gasket (1 Pack). 27148 

Delmont 88 

V-8 330 

1967; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1967; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1967; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1967; Thermostat Gasket. 25148 

1967; Thermostat Gasket (1 Pack). 27148 

V-8 350 

1968; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1968; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 


V-8 350 - Continued 

1968; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1968; Thermostat Gasket. 25148 

1968; Thermostat Gasket (1 Pack). 27148 

V-8 425 

1967; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1967; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1967; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1967; Thermostat Gasket. 25148 

1967; Thermostat Gasket (1 Pack). 27148 

V-8 455 

1968; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1968; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1968; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1968; Thermostat Gasket. 25148 

1968; Thermostat Gasket (1 Pack). 27148 

Delta 88 

v-6 231 

1979-1977; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1977; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979-1977; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1977; Thermostat Gasket. 25132 

1979-1977; Thermostat Gasket (1 Pack). 27132 

V-6 3.0 L 

1986; Premium Thermostat. +45849 195 

❖45848 180 

1986; OE Type Thermostat. +13849 195 

+13848 180 

1986; Thermostat Gasket - Throttle Body. 25194 

1986; Thermostat Gasket - Water Outlet Connector. 25193 

V-6 3.8 L 

1988; Premium Thermostat. +45849 195 

+45848 180 

1988; OE Type Thermostat. +13849 195 

+13848 180 

1988; Thermostat Gasket (1 Pack); Eng. VIN 3. 27167 

1988; Thermostat Gasket; Eng. VIN 3. 25167 

1988; Thermostat Seal (1 Pack); Eng. VIN 3 . 27273 

1988; Thermostat Seal; Eng. VIN 3 . 25273 

1988; Thermostat Seal (1 Pack); Eng. VIN C. 27277 

1988; Thermostat Seal; Eng. VIN C. 25277 

1987; Premium Thermostat. +45849 195 

❖45848 180 

1987; OE Type Thermostat. +13849 195 

+13848 180 

1987; Thermostat Gasket. 25167 

1987; Thermostat Gasket (1 Pack). 27167 

1987; Thermostat Seal (1 Pack) -Bolt Housing; W/1-Bolt 

Housing. 27277 


♦ OE Temperature. 
O Seal Included. 


+ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Oldsmobile - Continued 

Oldsmobile - Continued 

Delta 88 - Continued 

Delta 88 - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 3.8 L - Continued 

1987; Thermostat Seal -Bolt Housing; W/1-Bolt Housing. 25277 

1987; Thermostat Seal (1 Pack) -Bolt Housing; W/O 1-Bolt 

Housing. 27273 

1987; Thermostat Seal -Bolt Housing; W/O 1-Bolt Housing. 25273 

1986; Premium Thermostat. +45849 195 

❖45848 180 

1986; OE Type Thermostat. +13849 195 

❖13848 180 

1986; Thermostat Gasket. 25167 

1986; Thermostat Gasket (1 Pack). 27167 

1986; Thermostat Seal (1 Pack) -Bolt Housing; W/O 1-Bolt 

Housing. 27273 

1986; Thermostat Seal -Bolt Housing; W/O 1-Bolt Housing. 25273 

1986; Thermostat Seal (1 Pack) -Bolt Housing; W/1-Bolt 

Housing. 27277 

1986; Thermostat Seal -Bolt Housing; W/1-Bolt Housing. 25277 

1985-1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1985-1980; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985-1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1985-1980; Thermostat Gasket. 25132 

1985-1980; Thermostat Gasket (1 Pack). 27132 

V-8 260 

1979-1977; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1977; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1977; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1977; Thermostat Gasket. 25148 

1979-1977; Thermostat Gasket (1 Pack). 27148 

V-8 301 

1979; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25148 

1979; Thermostat Gasket (1 Pack). 27148 

V-8 350 

1979-1978; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1978; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1978; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1978; Thermostat Gasket. 25148 

1979-1978; Thermostat Gasket (1 Pack). 27148 

1977; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 


V-8 350 - Continued 

1977; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1977; Thermostat Gasket (1 Pack); Eng. VIN L. 27138 

1977; Thermostat Gasket; Eng. VIN L. 25138 

1977; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1977; Thermostat Gasket; Eng. VIN R. 25148 

1976-1975; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1976-1975; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1975; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1976-1975; Thermostat Gasket. 25148 

1976-1975; Thermostat Gasket (1 Pack). 27148 

1974-1973; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1974-1973; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1974-1973; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1974-1973; Thermostat Gasket. 25132 

1974-1973; Thermostat Gasket (1 Pack). 27132 

1972-1971; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1972-1971; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972-1971; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1972-1971; Thermostat Gasket. 25148 

1972-1971; Thermostat Gasket (1 Pack). 27148 

1970; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1970; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969; Thermostat Gasket. 25148 

1969; Thermostat Gasket (1 Pack). 27148 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Oldsmobile - Continued 

Oldsmobile - Continued 

Delta 88 - Continued 

Delta 88 - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 350 Diesel 

1979-1978; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1978; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1978; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1978; Thermostat Gasket. 25148 

1979-1978; Thermostat Gasket (1 Pack). 27148 

V-8 4.3 L 

1982-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1982-1980; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1982-1980; Thermostat Gasket. 25148 

1982-1980; Thermostat Gasket (1 Pack). 27148 

V-8 4.4 L (Canada) 

1982-1981; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1982-1981; OE Type Thermostat. ♦I3359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982-1981; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1982-1981; Thermostat Gasket. 25138 

1982-1981; Thermostat Gasket (1 Pack). 27138 

V-8 400 

1975; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1975; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1975; Thermostat Gasket. 25138 

1975; Thermostat Gasket (1 Pack). 27138 

V-8 403 

1979-1977; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1977; OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1977; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1977; Thermostat Gasket. 25148 

1979-1977; Thermostat Gasket (1 Pack). 27148 

V-8 425 

1967; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 


V-8 425 - Continued 

1967; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25148 

1967; Thermostat Gasket (1 Pack). 27148 

V-8 455 

1976-1968; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1976-1968; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1968; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1976-1968; Thermostat Gasket. 25148 

1976-1968; Thermostat Gasket (1 Pack). 27148 

V-8 5.0 L 

1985-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1985-1980; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1985-1980; Thermostat Gasket. 25148 

1985-1980; Thermostat Gasket (1 Pack). 27148 

V-8 5.7 L 

1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25148 

1980; Thermostat Gasket (1 Pack). 27148 

V-8 5.7 L Diesel 

1985-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1985-1980; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1985-1980; Thermostat Gasket. 25148 

1985-1980; Thermostat Gasket (1 Pack). 27148 

Eighty Eight 

V-6 3.8 L 

1994-1992; Premium Thermostat. ♦45849 195 

❖45848 180 

1994-1992; OE Type Thermostat. ♦13849 195 

❖13848 180 

1994-1992; Thermostat Gasket. 25195 

1994-1992; Thermostat Seal. 25273 

1994-1992; Thermostat Seal (1 Pack). 27273 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Oldsmobile - Continued 

Oldsmobile - Continued 

Eighty Eight - Continued 

F85 - Continued 


Application 


Part Tem 
Number p °F 


V-6 3.8 L - Continued 

1991; Premium Thermostat. ♦45849 195 

❖45848 180 

1991; OE Type Thermostat. >13849 195 

❖13848 180 

1991; Thermostat Gasket. 25195 

1990-1989; Premium Thermostat. >45849 195 

❖45848 180 

1990-1989; OE Type Thermostat. >13849 195 

❖13848 180 

1990-1989; Thermostat Seal. 25277 

1990-1989; Thermostat Seal (1 Pack). 27277 

V-8 394 

1964; Premium Thermostat. >45358 180 

❖45356 160 

1964; OE Type Thermostat. >13358 180 

❖13352 205 
❖13356 160 

1964; Economy Thermostat. >13008 180 

❖13006 160 

1964; Thermostat Gasket. 25138 

1964; Thermostat Gasket (1 Pack). 27138 

V-8 425 

1966-1965; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1966-1965; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1966-1965; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1966-1965; Thermostat Gasket. 25148 

1966- 1965; Thermostat Gasket (1 Pack). 27148 

F85 

6-Cyl. 250 

1971-1966; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1971-1966; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971-1966; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1971-1966; Thermostat Gasket. 25138 

1971-1966; Thermostat Gasket (1 Pack). 27138 

V-6 225 

1965-1964; Premium Thermostat. >45358 180 

❖45359 195 
❖45356 160 

1965-1964; OE Type Thermostat. >13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1965-1964; Economy Thermostat. >13008 180 

❖13009 195 
❖13006 160 

1965-1964; Thermostat Gasket. 25132 

1965-1964; Thermostat Gasket (1 Pack). 27132 

V-8 330 

1967- 1964; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1967-1964; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


V-8 330 - Continued 

1967-1964; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1967-1964; Thermostat Gasket. 25148 

1967-1964; Thermostat Gasket (1 Pack). 27148 

V-8 350 

1972; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1972; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1972; Thermostat Gasket. 25132 

1972; Thermostat Gasket (1 Pack). 27132 

1971-1968; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1971 -1968; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971-1968; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1971-1968; Thermostat Gasket. 25148 

1971-1968; Thermostat Gasket (1 Pack). 27148 

V-8 400 

1966-1965; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1966-1965; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1966-1965; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1966-1965; Thermostat Gasket. 25148 

1966-1965; Thermostat Gasket (1 Pack). 27148 

V-8 455 

1972; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1972; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1972; Thermostat Gasket. 25148 

1972; Thermostat Gasket (1 Pack). 27148 


Firenza 
4-Cvl. 1.8 L 

1986-1983; Premium Thermostat. >045819 195 

❖045818 180 

1986-1983; OE Type Thermostat. >013819 195 

❖013818 180 

1982; Premium Thermostat; Eng. VIN O. >045819 195 

❖045818 180 

1982; OE Type Thermostat; Eng. VINO. >013819 195 

❖013818 180 

1982; Premium Thermostat; Eng. VIN G. >45349 195 

❖45348 180 


1982; OE Type Thermostat; Eng. VIN G. >13349 195 

❖13348 180 

1982; Thermostat Gasket (1 Pack); Eng. VIN G. 27168 


♦ OE Temperature. ❖ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Oldsmobile - Continued 

Oldsmobile - Continued 

Firenza - Continued 

Jetstar 1 - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 1.8 L- Continued 

1982; Thermostat Gasket; Eng. VIN G. 25168 

4-Cyl. 2.0 L 

1988-1987; Premium Thermostat; Eng. VIN 1. ♦045889 195 

1988-1987; OE Type Thermostat; Eng. VIN 1. ♦ >13889 195 

1988-1987; Premium Thermostat; Eng. VIN K. +045819 195 

❖045818 180 

1988-1987; OE Type Thermostat; Eng. VIN K. +013819 195 

❖013818 180 

1986-1983; Premium Thermostat. +45349 195 

❖45348 180 

1986-1983; OE Type Thermostat. +13349 195 

❖13348 180 

1986-1983; Thermostat Gasket. 25168 

1986-1983; Thermostat Gasket (1 Pack). 27168 

V-6 2.8 L 

1987; Premium Thermostat. +045899 195 

1987; OE Type Thermostat. +013899 195 

1986-1985; Premium Thermostat. +45349 195 

❖45348 180 

1986-1985; OE Type Thermostat. +13349 195 

❖13348 180 

1986-1985; Thermostat Gasket. 25168 

1986-1985; Thermostat Gasket (1 Pack). 27168 

Jetstar 88 

V-8 330 

1966-1964; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1966-1964; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1966-1964; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1966-1964; Thermostat Gasket. 25148 

1966-1964; Thermostat Gasket (1 Pack). 27148 

Jetstar I 

V-8 330 

1964; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1964; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1964; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1964; Thermostat Gasket. 25148 

1964; Thermostat Gasket (1 Pack). 27148 

V-8 394 

1964; Premium Thermostat. +45358 180 

❖45356 160 

1964; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1964; Economy Thermostat. +13008 180 

❖13006 160 

1964; Thermostat Gasket. 25138 

1964; Thermostat Gasket (1 Pack). 27138 

V-8 425 

1965; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1965; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


V-8 425 - Continued 

1965; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1965; Thermostat Gasket. 25148 

1965; Thermostat Gasket (1 Pack). 27148 

Ninety Eight 

V-6 3.0 L 

1985; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1985; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1985; Thermostat Gasket. 25132 

1985; Thermostat Gasket (1 Pack). 27132 

V-6 3.8 L 

1994-1991; Premium Thermostat. +45849 195 

❖45848 180 

1994-1991 ;OE Type Thermostat. +13849 195 

❖13848 180 

1994-1991; Thermostat Gasket. 25195 

1994-1991; Thermostat Seal. 25273 

1994-1991; Thermostat Seal (1 Pack). 27273 

1990-1988; Premium Thermostat. +45849 195 

❖45848 180 

1990-1988; OE Type Thermostat. +13849 195 

❖13848 180 

1990-1988; Thermostat Seal. 25277 

1990-1988; Thermostat Seal (1 Pack). 27277 

1987-1986; Premium Thermostat. +45849 195 

❖45848 180 

1987-1986; OE Type Thermostat. +13849 195 

❖13848 180 

1987-1986; Thermostat Gasket. 25167 

1987-1986; Thermostat Gasket (1 Pack). 27167 

1987-1986; Thermostat Seal (1 Pack) -Bolt Housing; W/1-Bolt 

Housing. 27277 

1987-1986; Thermostat Seal -Bolt Housing; W/1 -Bolt Housing . 25277 

1987-1986; Thermostat Seal (1 Pack) -Bolt Housing; W/O 

1-Bolt Housing. 27273 

1987-1986; Thermostat Seal -Bolt Housing; W/O 1-Bolt 

Housing. 25273 

1985; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1985; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1985; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1985; Thermostat Gasket. 25132 

1985; Thermostat Gasket (1 Pack). 27132 

V-6 4.1 L 

1983-1981; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1983-1981; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1983-1981; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1983-1981; Thermostat Gasket. 25132 

1983-1981; Thermostat Gasket (1 Pack). 27132 


♦ OE Temperature. 

❖ Alternate Temperature. 


O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Oldsmobile - Continued 

Oldsmobile - Continued 

Ninety Eight - Continued 

Ninety Eight - Continued 


Application 


Part Tem 
Number p °F 


V-6 4.3 L Diesel 

1985; Premium Thermostat. ♦45358 180 

❖45359 195 
❖45356 160 

1985; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1985; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1985; Thermostat Gasket. 25148 

1985; Thermostat Gasket (1 Pack). 27148 

V-8 350 

1979-1977; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1977; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1977; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1977; Thermostat Gasket. 25148 

1979-1977; Thermostat Gasket (1 Pack). 27148 

1975; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1975; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1975; Thermostat Gasket. 25148 

1975; Thermostat Gasket (1 Pack). 27148 

1973; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1973; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1973; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1973; Thermostat Gasket. 25148 

1973; Thermostat Gasket (1 Pack). 27148 

1972; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1972; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1972; Thermostat Gasket. 25132 

1972; Thermostat Gasket (1 Pack). 27132 

V-8 350 Diesel 

1979-1978; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1978; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1978; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 


V-8 350 Diesel - Continued 

1979-1978; Thermostat Gasket. 25148 

1979-1978; Thermostat Gasket (1 Pack). 27148 

V-8 394 

1964; Premium Thermostat. +45358 180 

❖45356 160 

1964; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1964; Economy Thermostat. +13008 180 

❖13006 160 

1964; Thermostat Gasket. 25138 

1964; Thermostat Gasket (1 Pack). 27138 

V-8 400 

1975; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1975; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1975; Thermostat Gasket. 25138 

1975; Thermostat Gasket (1 Pack). 27138 

V-8 403 

1979-1977; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1979-1977; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1977; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1979-1977; Thermostat Gasket. 25148 

1979-1977; Thermostat Gasket (1 Pack). 27148 

V-8 425 

1967-1965; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1967-1965; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967-1965; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1967-1965; Thermostat Gasket. 25148 

1967-1965; Thermostat Gasket (1 Pack). 27148 

V-8 455 

1976-1968; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1976-1968; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1968; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1976-1968; Thermostat Gasket. 25148 

1976-1968; Thermostat Gasket (1 Pack). 27148 

V-8 5.0 L 

1984-1980; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Oldsmobile - Continued 

Oldsmobile - Continued 

Ninety Eight - Continued 

Omega - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 5.0 L - Continued 

1984-1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1984-1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1984-1980; Thermostat Gasket. 25148 

1984-1980; Thermostat Gasket (1 Pack). 27148 

V-8 5.7 L 

1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1980; Thermostat Gasket. 25148 

1980; Thermostat Gasket (1 Pack). 27148 

V-8 5.7 L Diesel 

1984-1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1984-1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1984-1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1984-1980; Thermostat Gasket. 25148 

1984-1980; Thermostat Gasket (1 Pack). 27148 

Omega 

4-Cyl. 2.5 L 

1984-1982; Premium Thermostat. +045819 195 

+045818 180 

1984-1982; OE Type Thermostat. +013819 195 

+013818 180 

1981; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1981; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1981; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1981; Thermostat Gasket. 25138 

1981; Thermostat Gasket (1 Pack). 27138 

1980; Premium Thermostat. +45399 195 

+45398 180 

1980; OE Type Thermostat. +13399 195 

+13398 180 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 

1976-1973; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1976-1973; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1976-1973; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1976-1973; Thermostat Gasket. 25138 


6-Cyl. 250 - Continued 

1976- 1973; Thermostat Gasket (1 Pack). 27138 

V-6 2.8 L 

1984-1981; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1984-1981 ;OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1984-1981; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1984-1981; Thermostat Gasket. 25138 

1984-1981; Thermostat Gasket (1 Pack). 27138 

1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1980; Thermostat Gasket. 25132 

1980; Thermostat Gasket (1 Pack). 27132 

V-6 231 

1979-1977; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1977; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979-1977; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1977; Thermostat Gasket. 25132 

1979-1977; Thermostat Gasket (1 Pack). 27132 

V-8 260 

1977- 1975; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1977-1975; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1977-1975; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1977-1975; Thermostat Gasket. 25148 

1977-1975; Thermostat Gasket (1 Pack). 27148 

V-8 305 

1979-1977; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1977; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979-1977; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1977; Thermostat Gasket. 25138 

1979-1977; Thermostat Gasket (1 Pack). 27138 

V-8 350 

1979; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 


♦ OE Temperature. 
O Seal Included. 


+ Alternate Temperature. 


561 



































































Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Oldsmobile - Continued 

Oldsmobile - Continued 

Omega - Continued 

Series 88 - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 350 - Continued 

1979; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979; Thermostat Gasket. 25148 

1979; Thermostat Gasket (1 Pack). 27148 

1978; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1978; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1978; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1978; Thermostat Gasket. 25138 

1978; Thermostat Gasket (1 Pack). 27138 

1977; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1977; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1977; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1977; Thermostat Gasket (1 Pack); Eng. VIN L. 27138 

1977; Thermostat Gasket; Eng. VIN L. 25138 

1977; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1977; Thermostat Gasket; Eng. VIN R. 25148 

1976-1975; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1976-1975; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1976-1975; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1976-1975; Thermostat Gasket. 25132 

1976-1975; Thermostat Gasket (1 Pack). 27132 

1974-1973; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1974-1973; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1974-1973; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1974-1973; Thermostat Gasket. 25148 

1974-1973; Thermostat Gasket (1 Pack). 27148 

Series 88 

V-8 303 

1953-1949; Premium Thermostat. +45358 180 

+45356 160 

1953-1949; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1953-1949; Economy Thermostat. +13008 180 

+13006 160 

1953-1949; Thermostat Gasket. 25138 

1953-1949; Thermostat Gasket (1 Pack). 27138 


V-8 324 

1956-1954; Premium Thermostat. +45358 180 

+45356 160 

1956-1954; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1956-1954; Economy Thermostat. +13008 180 

+13006 160 

1956-1954; Thermostat Gasket. 25138 

1956-1954; Thermostat Gasket (1 Pack). 27138 

V-8 371 

1960-1957; Premium Thermostat. +45358 180 

+45356 160 

1960-1957; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1960-1957; Economy Thermostat. +13008 180 

+13006 160 

1960-1957; Thermostat Gasket. 25138 

1960-1957; Thermostat Gasket (1 Pack). 27138 

V-8 394 

1963-1959; Premium Thermostat. +45358 180 

+45356 160 

1963-1959; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1963-1959; Economy Thermostat. +13008 180 

+13006 160 

1963-1959; Thermostat Gasket. 25138 

1963-1959; Thermostat Gasket (1 Pack). 27138 

Series 98 

V-8 303 

1953-1949; Premium Thermostat. +45358 180 

+45356 160 

1953-1949; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1953-1949; Economy Thermostat. +13008 180 

+13006 160 

1953-1949; Thermostat Gasket. 25138 

1953-1949; Thermostat Gasket (1 Pack). 27138 

V-8 324 

1956-1954; Premium Thermostat. +45358 180 

+45356 160 

1956-1954; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1956-1954; Economy Thermostat. +13008 180 

+13006 160 

1956-1954; Thermostat Gasket. 25138 

1956-1954; Thermostat Gasket (1 Pack). 27138 

V-8 371 

1958-1957; Premium Thermostat. +45358 180 

+45356 160 

1958-1957; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1958-1957; Economy Thermostat. +13008 180 

+13006 160 

1958-1957; Thermostat Gasket. 25138 

1958-1957; Thermostat Gasket (1 Pack). 27138 

V-8 394 

1963-1959; Premium Thermostat. +45358 180 

+45356 160 

1963-1959; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1963-1959; Economy Thermostat. +13008 180 

+13006 160 

1963-1959; Thermostat Gasket. 25138 

1963-1959; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. + Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Oldsmobile - Continued 

Oldsmobile - Continued 

Silhouette 

Starfire - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 3.1 L 

1994-1990; Premium Thermostat. ♦045899 195 

1994-1990; OE Type Thermostat. ♦013899 195 


V-6 3.8 L 

1994-1992; Premium Thermostat. ♦45849 195 

045848 180 

1994-1992; OE Type Thermostat. ♦13849 195 

♦13848 180 

1994-1992; Thermostat Seal. 25273 

1994-1992; Thermostat Seal (1 Pack). 27273 

Starfire 

4-Cyl. 140 

1977-1976; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1977-1976; OE Type Thermostat. ♦ 13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1977-1976; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1977-1976; Thermostat Gasket. 25163 

1977-1976; Thermostat Gasket (1 Pack). 27163 

4-Cyl. 151 

1979; Premium Thermostat. ♦45399 195 

♦45398 180 

1979; OE Type Thermostat. ♦ISSgg 195 

♦13398 180 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1978; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1978; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1978; Thermostat Gasket. 25138 

1978; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 2.5 L 

1980; Premium Thermostat. ♦45399 195 

♦45398 180 

1980; OE Type Thermostat. ♦ISSOO 195 

♦13398 180 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

V-6 231 

1979-1975; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1979-1975; OE Type Thermostat. ^13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1979-1975; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1979-1975; Thermostat Gasket. 25132 

1979-1975; Thermostat Gasket (1 Pack). 27132 

V-6 3.8 L 

1980; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1980; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 


V-6 3.8 L - Continued 

1980; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1980; Thermostat Gasket. 25132 

1980; Thermostat Gasket (1 Pack). 27132 

V-8 305 

1979-1977; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1979-1977; OE Type Thermostat. ♦ 13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1979-1977; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1979-1977; Thermostat Gasket. 25138 

1979-1977; Thermostat Gasket (1 Pack). 27138 

V-8 394 

1964-1961; Premium Thermostat. ♦45358 180 

♦45356 160 

1964-1961; OE Type Thermostat. ^13358 180 

♦13352 205 
♦13356 160 

1964-1961; Economy Thermostat. ♦13008 180 

♦13006 160 

1964-1961; Thermostat Gasket. 25138 

1964-1961; Thermostat Gasket (1 Pack). 27138 

V-8 425 

1966-1965; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1966-1965; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1966-1965; Economy Thermostat. ^13009 195 

♦13008 180 
♦13006 160 

1966-1965; Thermostat Gasket. 25148 

1966-1965; Thermostat Gasket (1 Pack). 27148 


Toronado 
V-6 3.8 L 

1992-1991; Premium Thermostat. ♦45849 195 

♦45848 180 

1992-1991; OE Type Thermostat. ♦13849 195 

♦13848 180 

1992-1991; Thermostat Gasket. 25195 

1992-1991; Thermostat Seal. 25273 

1992-1991; Thermostat Seal (1 Pack). 27273 

1990-1988; Premium Thermostat. ♦45849 195 

♦45848 180 

1990-1988; OE Type Thermostat. ♦13849 195 

♦13848 180 

1990-1988; Thermostat Seal. 25277 

1990-1988; Thermostat Seal (1 Pack). 27277 

1987-1986; Premium Thermostat. ♦45849 195 

♦45848 180 

1987-1986; OE Type Thermostat. ♦13849 195 

♦13848 180 

1987-1986; Thermostat Gasket. 25167 

1987-1986; Thermostat Gasket (1 Pack). 27167 

1987-1986; Thermostat Seal (1 Pack) -Bolt Housing; W/1-Bolt 

Housing. 27277 

1987-1986; Thermostat Seal -Bolt Housing; W/1 -Bolt Housing . 25277 

1987-1986; Thermostat Seal (1 Pack) -Bolt Housing; W/O 

1-Bolt Housing. 27273 

1987-1986; Thermostat Seal -Bolt Housing; W/O 1-Bolt 

Housing. 25273 


♦ OE Temperature. 

♦ Alternate Temperature. 


O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Oldsmobile - Continued 

Oldsmobile - Continued 

Toronado- Continued 

Toronado - Continued 


Application 


Part Tem 
Number p °F 


V-6 4.1 L 

1984-1981; Premium Thermostat. ♦45359 195 


❖45358 180 
❖45356 160 

1984-1981; OE Type Thermostat. 4-13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1984-1981; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1984-1981; Thermostat Gasket. 25132 

1984- 1981; Thermostat Gasket (1 Pack). 27132 

V-8 350; V-8 350 Diesel 

1979; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1979; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25148 

1979; Thermostat Gasket (1 Pack). 27148 

V-8 403 

1978-1977; Premium Thermostat. 4-45359 195 

❖45358 180 
❖45356 160 

1978-1977; OE Type Thermostat. 4-13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1978-1977; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1978-1977; Thermostat Gasket. 25148 

1978-1977; Thermostat Gasket (1 Pack). 27148 

V-8 425 

1967-1966; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1967-1966; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967-1966; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1967-1966; Thermostat Gasket. 25148 

1967-1966; Thermostat Gasket (1 Pack). 27148 

V-8 455 

1976-1968; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1976-1968; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1968; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1976-1968; Thermostat Gasket. 25148 

1976-1968; Thermostat Gasket (1 Pack). 27148 

V-8 5.0 L 

1985- 1980; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 


V-8 5.0 L - Continued 

1985-1980; OE Type Thermostat. 4-13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985-1980; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1985-1980; Thermostat Gasket. 25148 

1985-1980; Thermostat Gasket (1 Pack). 27148 

V-8 5.7 L 

1980; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25148 

1980; Thermostat Gasket (1 Pack). 27148 

V-8 5.7 L Diesel 

1985-1980; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1985-1980; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1985-1980; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1985-1980; Thermostat Gasket. 25148 

1985-1980; Thermostat Gasket (1 Pack). 27148 

Vista Cruiser 

V-8 330 

1967-1964; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1967-1964; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967-1964; Economy Thermostat. 4-13009 195 

❖13008 180 
❖13006 160 

1967-1964; Thermostat Gasket. 25148 

1967-1964; Thermostat Gasket (1 Pack). 27148 

V-8 350 

1975-1968; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1975-1968; OE Type Thermostat. 413359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975-1968; Economy Thermostat. 413009 195 

❖13008 180 
❖13006 160 

1975-1968; Thermostat Gasket. 25148 

1975-1968; Thermostat Gasket (1 Pack). 27148 

V-8 400 

1969-1968; Premium Thermostat. 445359 195 

❖45358 180 
❖45356 160 

1969-1968; OE Type Thermostat. 4-13359 195 

❖13352 205 
❖13358 180 
❖13356 160 


4 OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Oldsmobile - Continued 

Opel - Continued 

Vista Cruiser - Continued 

Kadett 


Application 


Part 

Number 


Tem 
P °F 


V-8 400 - Continued 

1969-1968; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1969-1968; Thermostat Gasket. 25148 

1969-1968; Thermostat Gasket (1 Pack). 27148 

V-8 455 

1975-1970; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1975-1970; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975-1970; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1975-1970; Thermostat Gasket. 25148 

1975-1970; Thermostat Gasket (1 Pack). 27148 


Opel 


Caravan 

4-Cvl. 102 

1962-1961; Premium Thermostat. >45358 180 

❖45356 160 

1962-1961 ;OE Type Thermostat. >13358 180 

❖13352 205 
❖13356 160 

1962-1961; Economy Thermostat. >13008 180 

❖13006 160 

1962-1961; Thermostat Gasket. 25138 

1962-1961; Thermostat Gasket (1 Pack). 27138 

4-Cvl. 91 

1960-1956; Premium Thermostat. >45358 180 

❖45356 160 

1960-1956; OE Type Thermostat. >13358 180 

❖13352 205 
❖13356 160 

1960-1956; Economy Thermostat. >13008 180 

❖13006 160 

1960-1956; Thermostat Gasket. 25138 

1960-1956; Thermostat Gasket (1 Pack). 27138 

GT 

4-Cvl. 116 

1969; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1969; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1969; Thermostat Gasket. 25138 

1969; Thermostat Gasket (1 Pack). 27138 

1969; Thermostat Seal. 25262 

1969; Thermostat Seal (1 Pack). 27262 

4-Cyl. 66 

1969; Premium Thermostat; Eng. VIN W. >45349 195 

❖45348 180 

1969; OE Type Thermostat; Eng. VIN W. >13349 195 

❖13348 180 

1969; Thermostat Gasket. 25138 

1969; Thermostat Gasket (1 Pack). 27138 

1969; Thermostat Seal. 25262 

1969; Thermostat Seal (1 Pack). 27262 


4-Cyl. 66 

1972-1968; Premium Thermostat. >45349 195 

❖45348 180 

1972-1968; OE Type Thermostat. >13349 195 

❖13348 180 

1972-1968; Thermostat Gasket. 25138 

1972-1968; Thermostat Gasket (1 Pack). 27138 

1972-1968; Thermostat Seal. 25262 

1972-1968; Thermostat Seal (1 Pack). 27262 

1967-1966; Premium Thermostat; Eng. VIN W. >45349 195 

❖45348 180 

1967-1966; OE Type Thermostat; Eng. VIN W. >13349 195 

❖13348 180 

1967-1966; Thermostat Gasket. 25138 

1967-1966; Thermostat Gasket (1 Pack). 27138 

1967-1966; Thermostat Seal. 25262 

1967-1966; Thermostat Seal (1 Pack). 27262 

4-Cyl. 91; 4-Cyl. 116 

1968; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1968; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1968; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1968; Thermostat Gasket. 25138 

1968; Thermostat Gasket (1 Pack). 27138 

1968; Thermostat Seal. 25262 

1968; Thermostat Seal (1 Pack). 27262 


Kapitan 

6-Cyl. 151 

1957-1956; Premium Thermostat. >45358 180 

❖45356 160 

1957-1956; OE Type Thermostat. >13358 180 

❖13352 205 
❖13356 160 

1957-1956; Economy Thermostat. >13008 180 

❖13006 160 

1957-1956; Thermostat Gasket. 25138 

1957-1956; Thermostat Gasket (1 Pack). 27138 

Olympia Rekord 

4-Cyl. 102 

1962-1961; Premium Thermostat. >45358 180 

❖45356 160 

1962-1961; OE Type Thermostat. >13358 180 

❖13352 205 
❖13356 160 

1962-1961; Economy Thermostat. >13008 180 

❖13006 160 

1962-1961; Thermostat Gasket. 25138 

1962-1961; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 91 

1960-1956; Premium Thermostat. >45358 180 

❖45356 160 

1960-1956; OE Type Thermostat. >13358 180 

❖13352 205 
❖13356 160 

1960-1956; Economy Thermostat. >13008 180 

❖13006 160 

1960-1956; Thermostat Gasket. 25138 

1960-1956; Thermostat Gasket (1 Pack). 27138 

Opel 

4-Cyl. Ill 

1979-1976; Premium Thermostat. >45358 180 

❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Opel - Continued 

Packard - Continued 

Opel - Continued 

Cavalier - Continued 


Application 


Part Tem 
Number p °F 


4-Cyl. Ill - Continued 

1979-1976; OE Type Thermostat. +■13358 180 

❖13352 205 
❖13356 160 

1979-1976; Economy Thermostat. +13008 180 

❖13006 160 

1979-1976; Thermostat Gasket. 25168 

1979-1976; Thermostat Gasket (1 Pack). 27168 

Rallye 

4-Cv 1.116 

1969-1968; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1969-1968; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1968; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969-1968; Thermostat Gasket. 25138 

1969-1968; Thermostat Gasket (1 Pack). 27138 

1969-1968; Thermostat Seal. 25262 

1969-1968; Thermostat Seal (1 Pack). 27262 

4-Cyl. 66 

1969-1967; Premium Thermostat; Eng. VIN W. +45349 195 

❖45348 180 

1969-1967; OE Type Thermostat; Eng. VIN W. +13349 195 

❖13348 180 

1969-1967; Thermostat Gasket. 25138 

1969-1967; Thermostat Gasket (1 Pack). 27138 

1969-1967; Thermostat Seal. 25262 

1969-1967; Thermostat Seal (1 Pack). 27262 

4-Cyl. 91 

1968; Premium Thermostat. +45359 195 

❖45358 180 
❖45356 160 

1968; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1968; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1968; Thermostat Gasket. 25138 

1968; Thermostat Gasket (1 Pack). 27138 

1968; Thermostat Seal. 25262 

1968; Thermostat Seal (1 Pack). 27262 


Packard 


Caribbean 

V-8 374 

1956; Premium Thermostat. +45358 180 

❖45359 195 
❖45356 160 

1956; OE Type Thermostat. +13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1956; Economy Thermostat. +13008 180 

❖13009 195 
❖13006 160 

1956; Thermostat Gasket. 25138 

1956; Thermostat Gasket (1 Pack). 27138 


Cavalier 
8-Cyl. 327 

1954-1953; Premium Thermostat. +45358 180 

❖45356 160 


8-Cyl. 327 - Continued 

1954-1953; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1954-1953; Economy Thermostat. +13008 180 

❖13006 160 

Clipper 

8-Cyl. 288; 8-Cyl. 327 

1954-1953; Premium Thermostat. +45358 180 

❖45356 160 

1954-1953; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1954-1953; Economy Thermostat. +13008 180 

❖13006 160 

V-8 289 

1957; Premium Thermostat. +45358 180 

❖45356 160 

1957; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1957; Economy Thermostat. +13008 180 

❖13006 160 

1957; Thermostat Gasket. 25138 

1957; Thermostat Gasket (1 Pack). 27138 

V-8 320 

1955; Premium Thermostat. +45358 180 

❖45356 160 

1955; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1955; Economy Thermostat. +13008 180 

❖13006 160 

1955; Thermostat Gasket. 25138 

1955; Thermostat Gasket (1 Pack). 27138 

V-8 352 

1956-1955; Premium Thermostat. +45358 180 

❖45356 160 

1956-1955; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1956-1955; Economy Thermostat. +13008 180 

❖13006 160 

1956-1955; Thermostat Gasket. 25138 

1956-1955; Thermostat Gasket (1 Pack). 27138 

Clipper Eight Series 

8-Cyl. 282 

1947-1946; Premium Thermostat. +45358 180 

❖45356 160 

1947-1946; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1947-1946; Economy Thermostat. +13008 180 

❖13006 160 

Clipper Six 

6-Cyl. 245 

1947-1946; Premium Thermostat. +45358 180 

❖45356 160 

1947-1946; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1947-1946; Economy Thermostat. +13008 180 

❖13006 160 

Custom Eight Series 

8-Cyl. 356 

1950-1948; Premium Thermostat. +45358 180 

❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P °F 

Application 

Part 

Number 

Tem 

P°F 

Packard - Continued 

Packard - Continued 

Custom Eight Series - Continued 

Packard - Continued 

8-Cyl. 356- Continued 



8-Cyl. 256- Continued 



1950-1948; OE Type Thermostat. 

♦13358 

180 

1935; OE Type Thermostat. 

. ♦13358 

180 


❖13352 

205 


❖13352 

205 


❖13356 

160 


❖13356 

160 

1950-1948; Economy Thermostat. 

... ♦13008 

180 

1935; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 


❖13006 

160 

Custom Super Clipper Eight Series 

8-Cyl. 282 


inn 

8-Cyl. 356 




❖45356 

1 OU 

160 

1947-1946; Premium Thermostat. 

♦45358 

180 



180 


❖45356 

160 


❖13352 

205 

1947-1946; OE Type Thermostat. 

♦13358 

180 


❖13356 

160 


❖13352 

❖13356 

205 

160 

1942-1936; Economy Thermostat. 

. ♦13008 

❖13006 

180 

160 

1947-1946; Economy Thermostat. 

... ♦13008 

180 





❖13006 

160 

8-Cyl. 288 








180 

Eight Series 


❖45356 

160 

8-Cyl. 288 



1952-1951; OEType Thermostat. 

. ♦13358 

180 

1950-1948; Premium Thermostat. 

♦45358 

180 


❖13352 

205 


❖45356 

160 


❖13356 

160 


-4-13358 

18fl 

1952-1951; Economy Thermostat. 

. ♦13008 

180 


❖13352 

205 


❖13006 

160 


❖13356 

160 

8-Cyl. 320 



1950-1948; Economy Thermostat. 

♦13008 

180 

1939-1935; Premium Thermostat. 

. ♦45358 

180 


❖13006 

160 


❖45356 

160 

Executive 

1939-1935; OE Type Thermostat. 

. ♦13358 

<$>13352 

180 

205 

V-8 352 




❖13356 

160 

1956; Premium Thermostat. 

♦45358 

180 

1939-1935; Economy Thermostat. 

. ♦13008 

180 


❖45356 

160 


❖13006 

160 

1956; OE Type Thermostat. 

... ♦issss 

180 

8-Cyl. 327 




❖13352 

205 

1952-1951; Premium Thermostat. 

. ♦45358 

180 


❖13356 

160 


❖45356 

160 

1956; Economy Thermostat. 

... ♦13008 

180 

1952-1951; OEType Thermostat. 

. ♦13358 

180 


❖13006 

160 


❖13352 

205 

1956; Thermostat Gasket. 

25138 



<$>13356 

160 

1956; Thermostat Gasket (1 Pack). 

27138 


1952-1951; Economy Thermostat. 

♦ 13008 

180 

Hawk 


❖13006 

160 

V-8 289 



8-Cyl. 356 



1958; Premium Thermostat. 

♦45358 

180 

1942-1940; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 


❖45356 

160 

1958; OE Type Thermostat. 

... ♦mss 

180 

1942-1940; OE Type Thermostat. 

. ♦13358 

180 


❖13352 

205 


❖13352 

205 


❖13356 

160 


❖13356 

160 

1958; Economy Thermostat. 

... ♦13008 

180 

1942-1940; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 


❖13006 

160 

1958; Thermostat Gasket. 

25138 


8-Cyl. 359 



1958; Thermostat Gasket (1 Pack). 

27138 


1954; Premium Thermostat. 

. ♦45358 

180 

Packard 


^45356 

4-13358 

160 

180 

6-Cyl. 237 




❖13352 

205 

1937; Premium Thermostat. 

♦45358 

180 


❖13356 

160 


❖45356 

160 

1954; Economy Thermostat. 

. ♦13008 

180 

1937; OE Type Thermostat. 

... ♦13358 

180 


❖13006 

160 


❖13352 

205 

8-Cyl. 384 




❖13356 

160 

1936-1935; Premium Thermostat. 

. ♦45358 

180 

1937; Economy Thermostat. 

... ♦13008 

180 


❖45356 

160 


❖13006 

160 

1936-1935; OE Type Thermostat. 

. ♦13358 

180 

6-Cyl. 245 




❖13352 

205 

1942-1938; Premium Thermostat. 

♦45358 

180 


❖13356 

160 


❖45356 

160 

1936-1935; Economy Thermostat. 

. ♦13008 

180 

1942-1938; OE Type Thermostat. 

♦13358 

180 


❖13006 

160 


❖13352 

205 

V-12 473 




❖13356 

160 

1939-1935; Premium Thermostat. 

. ♦45358 

180 

1942-1938; Economy Thermostat. 

... ♦13008 

180 


❖45356 

160 


❖13006 

160 

1939-1935; OE Type Thermostat. 

. ♦13358 

180 

8-Cyl. 256 




❖13352 

205 

1935; Premium Thermostat. 

♦45358 

180 


❖13356 

160 


❖45356 

160 

1939-1935; Economy Thermostat. 

. ♦13008 

180 





❖13006 

160 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Packard - Continued 

Passport - Continued 

Packard - Continued 

Optima - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 289 

1958; Premium Thermostat. 4-45358 180 

❖45356 160 

1958; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1958; Economy Thermostat. 413008 180 

❖13006 160 

1958; Thermostat Gasket. 25138 

1958; Thermostat Gasket (1 Pack). 27138 

V-8 352 

1955; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1955; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1955; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1955; Thermostat Gasket. 25138 

1955; Thermostat Gasket (1 Pack). 27138 

V-8 374 

1956; Premium Thermostat. 445358 180 

❖45359 195 
❖45356 160 

1956; OE Type Thermostat. 413358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1956; Economy Thermostat. 413008 180 

❖13009 195 
❖13006 160 

1956; Thermostat Gasket. 25138 

1956; Thermostat Gasket (1 Pack). 27138 


Patrician 

8-Cyl. 327 

1953; Premium Thermostat. 445358 180 

❖45356 160 

1953; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1953; Economy Thermostat. 413008 180 

❖13006 160 

Super Clipper Eight Series 

8-Cyl. 356 

1947-1946; Premium Thermostat. 445358 180 

❖45356 160 

1947-1946; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1947-1946; Economy Thermostat. 413008 180 

❖13006 160 

Super Eight Series 

8-Cyl. 327 

1950-1948; Premium Thermostat. 445358 180 

❖45356 160 

1950-1948; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1950-1948; Economy Thermostat. 413008 180 

❖13006 160 



4-Cyl. 1.6 L (Canada) 

1992-1988; Premium Thermostat. 445349 195 

❖45348 180 


4-Cyl. 1.6 L (Canada) - Continued 


1992-1988; OE Type Thermostat. 413349 195 

❖13348 180 

1992-1988; Thermostat Gasket. 25168 

1992-1988; Thermostat Gasket (1 Pack). 27168 

1992-1988; Thermostat Seal. 25272 

1992-1988; Thermostat Seal (1 Pack). 27272 



4-Cyl. 110 

1970; Premium Thermostat. 445869 195 

❖45868 180 

1970; OE Type Thermostat. 413869 195 

❖13868 180 

1970; Thermostat Gasket. 25168 

1970; Thermostat Gasket (1 Pack). 27168 

604 

4-Cyl. 2.3 L Diesel 

1984-1982; OE Type Thermostat. 413649 190 

❖13648 180 

1984-1982; Thermostat Seal. 25271 

1984-1982; Thermostat Seal (1 Pack). 27271 

V-6163 

1979-1977; OE Type Thermostat. 413649 190 

❖13648 180 

1979-1977; Thermostat Seal. 25271 

1979-1977; Thermostat Seal (1 Pack). 27271 

V-6 174 

1979; OE Type Thermostat. 413649 190 

❖13648 180 

1979; Thermostat Seal. 25271 

1979; Thermostat Seal (1 Pack). 27271 

V-6 2.8 L (Canada) 

1981; Thermostat Seal. 25271 

1981; Thermostat Seal (1 Pack). 27271 

1980; OE Type Thermostat. 413649 190 

❖13648 180 

1980; Thermostat Seal. 25271 

1980; Thermostat Seal (1 Pack). 27271 


Plymouth 


Acclaim 

4-Cyl. 2.5 L 

1994-1989; Premium Thermostat. 445789 195 

❖45788 180 

1994-1989; OE Type Thermostat. 413789 195 

❖13788 180 

1994-1989; Thermostat Gasket. 25167 

1994-1989; Thermostat Gasket (1 Pack). 27167 

V-6 3.0 L 

1994-1989; Premium Thermostat. 445869 195 

❖45868 180 

1994-1989; OE Type Thermostat. 413869 195 

❖13868 180 

1994-1989; Thermostat Gasket. 25168 

1994-1989; Thermostat Gasket (1 Pack). 27168 


Arrow 

4-Cyl. 1.6 L 

1980; Premium Thermostat. 445869 195 

❖45868 180 

1980; OE Type Thermostat. 413869 195 

❖13868 180 

1980; Thermostat Gasket. 25168 

1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 122 

1979-1976; Premium Thermostat. 445868 180 

❖45869 195 


4 OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Plymouth - Continued 

Plymouth - Continued 

Arrow - Continued 

B Series Van - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 122 - Continued 

1979-1976; OE Type Thermostat. ♦'13868 180 

❖13869 195 

1979-1976; Thermostat Gasket. 25168 

1979-1976; Thermostat Gasket (1 Pack). 27168 

4-Cy 1.156 

1979; Premium Thermostat. ♦45869 195 

❖45868 180 

1979; OE Type Thermostat. ♦13869 195 

❖13868 180 

1979; Thermostat Gasket. 25168 

1979; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.6 L 

1980; Premium Thermostat. ♦45869 195 

❖45868 180 

1980; OE Type Thermostat. ♦ISSeg 195 

❖13868 180 

1980; Thermostat Gasket. 25168 

1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 98 

1979-1976; Premium Thermostat. ♦45869 195 

❖45868 180 

1979-1976; OE Type Thermostat. ♦13869 195 

❖13868 180 

1979-1976; Thermostat Gasket. 25168 

1979-1976; Thermostat Gasket (1 Pack). 27168 


Arrow Pickup 

4-Cyl. 122 

1979; Premium Thermostat. ♦45868 180 

❖45869 195 

1979; OE Type Thermostat. ♦13868 180 

❖13869 195 

1979; Thermostat Gasket. 25168 

1979; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 156 

1979; Premium Thermostat. ♦45869 195 

❖45868 180 

1979; OE Type Thermostat. ♦ISSeg 195 

❖13868 180 

1979; Thermostat Gasket. 25168 

1979; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.0 L 

1982-1980; Premium Thermostat. ♦45869 195 

❖45868 180 

1982-1980; OE Type Thermostat. ♦ISSOO 195 

❖13868 180 

1982-1980; Thermostat Gasket. 25168 

1982-1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.6 L 

1982-1980; Premium Thermostat. ♦45869 195 

❖45868 180 

1982-1980; OE Type Thermostat. ♦ISSOO 195 

❖13868 180 

1982-1980; Thermostat Gasket. 25168 

1982-1980; Thermostat Gasket (1 Pack). 27168 

B Series Van 

6-Cyl. 225 

1979-1974; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1974; OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1974; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1974; Thermostat Gasket. 25138 

1979-1974; Thermostat Gasket (1 Pack). 27138 


6-Cyl. 3.7 L 

1983; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1983; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1983; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1983; Thermostat Gasket. 25138 

1983; Thermostat Gasket (1 Pack). 27138 

1982; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1982; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1982; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1982; Thermostat Gasket. 25168 

1982; Thermostat Gasket (1 Pack). 27168 

1981-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1981-1980; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1981-1980; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 

V-8 318 

1979; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978-1974; Premium Thermostat. ♦45479 195 

❖45478 180 

1978-1974; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1978-1974; Economy Thermostat. ♦13079 195 

❖13078 180 
❖13076 160 

1978-1974; Thermostat Gasket. 25140 

1978-1974; Thermostat Gasket (1 Pack). 27140 

V-8 360 

1979; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1979; Thermostat Gasket. 25138 

1979; Thermostat Gasket (1 Pack). 27138 

1978-1974; Premium Thermostat. ♦45479 195 

❖45478 180 

1978-1974; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

1978-1974; Economy Thermostat. ^13079 195 

❖13078 180 
❖13076 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Plymouth - Continued 

Plymouth - Continued 

B Series Van - Continued 

Barracuda - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 360 - Continued 

1978-1974; Thermostat Gasket. 25140 

1978-1974; Thermostat Gasket (1 Pack). 27140 

V-8 400; V-8 440 

1978-1976; Premium Thermostat. ♦45479 195 

-4-45478 180 

1978-1976; OE Type Thermostat. ♦13479 195 

4-13478 180 
4-13476 160 

1978-1976; Economy Thermostat. >13079 195 

4-13078 180 
4-13076 160 

1978-1976; Thermostat Gasket. 25140 

1978-1976; Thermostat Gasket (1 Pack). 27140 

V-8 5.2 L 

1983-1980; Premium Thermostat. >45359 195 

4-45358 180 
4-45356 160 

1983-1980; Economy Thermostat. >13009 195 

4-13008 180 
4-13006 160 

1 983-1980; Thermostat Gasket. 25138 

1983-1980; Thermostat Gasket (1 Pack). 27138 

V-8 5.9 L 

1983-1980; Premium Thermostat. >45359 195 

4-45358 180 
4-45356 160 

1983-1980; Economy Thermostat. >13009 195 

4-13008 180 
4-13006 160 

1983-1980; Thermostat Gasket. 25138 

1983-1980; Thermostat Gasket (1 Pack). 27138 


Barracuda 

6-Cyl. 198 

1971; Premium Thermostat. >45359 195 

4-45358 180 
4-45356 160 

1971; OE Type Thermostat. >13359 195 

4-13352 205 
4-13358 180 
4-13356 160 

1971; Economy Thermostat. >13009 195 

4-13008 180 
4-13006 160 

1971; Thermostat Gasket. 25138 

1971; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 225 

1972-1967; Premium Thermostat. >45359 195 

4-45358 180 
4-45356 160 

1972-1967; OE Type Thermostat. >13359 195 

4-13352 205 
4-13358 180 
4-13356 160 

1972-1967; Economy Thermostat. >13009 195 

4-13008 180 
4-13006 160 

1972-1967; Thermostat Gasket. 25138 

1972-1967; Thermostat Gasket (1 Pack). 27138 

V-8 273 

1967; Premium Thermostat. >45479 195 

4-45478 180 

1967; OE Type Thermostat. >13479 195 

4-13478 180 
4-13476 160 

1967; Economy Thermostat. >13079 195 

4-13078 180 
4-13076 160 

1967; Thermostat Gasket. 25140 

1967; Thermostat Gasket (1 Pack). 27140 


V-8 318 

1974-1968; Premium Thermostat. >45479 195 

4-45478 180 

1974-1968; OE Type Thermostat. >13479 195 

4-13478 180 
4-13476 160 

1974-1968; Economy Thermostat. >13079 195 

4-13078 180 
4-13076 160 

1974-1968; Thermostat Gasket. 25140 

1974-1968; Thermostat Gasket (1 Pack). 27140 

V-8 340 

1973-1968; Premium Thermostat. >45479 195 

4-45478 180 

1973-1968; OE Type Thermostat. >13479 195 

4-13478 180 
4-13476 160 

1973-1968; Economy Thermostat. >13079 195 

4-13078 180 
4-13076 160 

1973-1968; Thermostat Gasket. 25140 

1973-1968; Thermostat Gasket (1 Pack). 27140 

V-8 360 

1974; Premium Thermostat. >45479 195 

4-45478 180 

1974; OE Type Thermostat. >13479 195 

4-13478 180 
4-13476 160 

1974; Economy Thermostat. >13079 195 

4-13078 180 
4-13076 160 

1974; Thermostat Gasket. 25140 

1974; Thermostat Gasket (1 Pack). 27140 

V-8 383 

1971-1967; Premium Thermostat. >45479 195 

4-45478 180 

1971-1967; OE Type Thermostat. >13479 195 

4-13478 180 
4-13476 160 

1971-1967; Economy Thermostat. >13079 195 

4-13078 180 
4-13076 160 

1971-1967; Thermostat Gasket. 25140 

1971-1967; Thermostat Gasket (1 Pack). 27140 

V-8 426; V-8 440 

1971-1970; Premium Thermostat. >45479 195 

4-45478 180 

1971-1970; OE Type Thermostat. >13479 195 

4-13478 180 
4-13476 160 

1971-1970; Economy Thermostat. >13079 195 

4-13078 180 
4-13076 160 

1971-1970; Thermostat Gasket. 25140 

1971-1970; Thermostat Gasket (1 Pack). 27140 


Belvedere 
6-Cyl. 218 

1954; Premium Thermostat. >45478 180 

4-45479 195 

1954; OE Type Thermostat. >13478 180 

4-13479 195 
4-13476 160 

1954; Economy Thermostat. >13078 180 

4-13079 195 
4-13076 160 

1954; Thermostat Gasket. 25140 

1954; Thermostat Gasket (1 Pack). 27140 

6-Cyl. 225 

1970-1963; Premium Thermostat. >45359 195 

4-45358 180 
4-45356 160 


♦ OE Temperature. 4 - Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Plymouth - Continued 

Plymouth - Continued 

Belvedere - Continued 

Belvedere - Continued 

6-Cvl. 225- Continued 



V-8 300 



1970-1963; OE Type Thermostat. 

. ♦13359 

195 

1957; Premium Thermostat. 

. ♦45479 

195 


❖13352 

205 


❖45478 

180 


❖13358 

180 

1957; OE Type Thermostat. 

. ♦13479 

195 


❖13356 

160 


❖13478 

180 

1970-1963; Economy Thermostat. 

. ♦13009 

195 


❖13476 

160 


❖13008 

180 

1957; Economy Thermostat. 

. ♦13079 

195 


❖13006 

160 


❖13078 

180 

1970-1963; Thermostat Gasket. 

. 25138 



❖13076 

160 

1970-1963; Thermostat Gasket (1 Pack). 

. 27138 


1957; Thermostat Gasket. 

. 25140 


1962-1960; Premium Thermostat. 

. ♦45358 

180 

1957; Thermostat Gasket (1 Pack). 

. 27140 



❖45356 

160 

V-8 303 



1962-1960; OE Type Thermostat. 

. ♦13358 

180 

1956; Premium Thermostat. 

. ♦45479 

195 


❖13352 

205 


❖45478 

180 


❖13356 

160 

1956; OE Type Thermostat. 

. ♦13479 

195 

1962-1960; Economy Thermostat. 

. ♦13008 

180 


❖13478 

180 


❖13006 

160 


❖13476 

160 

6-Cyl. 230 



1956; Economy Thermostat. 

. ♦13079 

195 

1959-1954; Premium Thermostat. 

. ♦45478 

180 


❖13078 

180 


❖45479 

195 


❖13076 

160 

1959-1954; OE Type Thermostat. 

. ♦13478 

180 

1956; Thermostat Gasket. 

. 25140 



❖13479 

195 

1956; Thermostat Gasket (1 Pack). 

. 27140 



❖13476 

160 

V-8 318 



1959-1954; Economy Thermostat. 

. ♦13078 

180 



195 


❖13079 

195 


❖45478 

180 


❖13076 

160 

1970-1957; OE Type Thermostat. 

. ♦13479 

195 

1959-1954; Thermostat Gasket. 

. 25140 



<£>13478 

180 

1959-1954; Thermostat Gasket (1 Pack). 

. 27140 



❖13476 

160 

V-8 241; V-8 259 



1970-1957; Economy Thermostat. 

. ♦13079 

195 

1955; Premium Thermostat. 

. ♦45479 

195 


❖13078 

180 


❖45478 

180 


❖13076 

160 

1955; OE Type Thermostat. 

. ♦13479 

195 

1970-1957; Thermostat Gasket. 

. 25140 



❖13478 

180 

1970-1957; Thermostat Gasket (1 Pack). 

. 27140 



❖13476 

160 

V-8 350 



1955; Economy Thermostat. 

. ♦13079 

195 

1958; Premium Thermostat. 

. ♦45479 

195 


❖13078 

180 


❖45478 

180 


❖13076 

160 

1958; OE Type Thermostat. 

. ♦13479 

195 

1955; Thermostat Gasket. 

. 25140 



❖13478 

180 

1955; Thermostat Gasket (1 Pack). 

. 27140 



❖13476 

160 

V-8 269 



1958; Economy Thermostat. 

. ♦13079 

195 

1956; Premium Thermostat. 

. ♦45479 

195 


❖13078 

180 


❖45478 

180 


❖13076 

160 

1956; OE Type Thermostat. 

. ♦13479 

195 

1958; Thermostat Gasket. 

. 25140 



❖13478 

180 

1958; Thermostat Gasket (1 Pack). 

. 27140 



❖13476 

160 

V-8 361 



1956; Economy Thermostat. 

. ♦13079 

195 

1966-1959; Premium Thermostat. 

. ♦45479 

195 


❖13078 

180 


❖45478 

180 


❖13076 

160 

1966-1959; OE Type Thermostat. 

. ♦13479 

195 

1956; Thermostat Gasket. 

. 25140 



❖13478 

180 

1956; Thermostat Gasket (1 Pack). 

. 27140 



❖13476 

160 

V-8 273 



1966-1959; Economy Thermostat. 

. ♦13079 

195 

1968-1965; Premium Thermostat. 

. ♦45479 

195 


❖13078 

180 


❖45478 

180 


❖13076 

160 

1968-1965; OE Type Thermostat. 

. ♦13479 

195 

1966-1959; Thermostat Gasket. 

. 25140 



❖13478 

180 

1966-1959; Thermostat Gasket (1 Pack). 

. 27140 



❖13476 

160 

V-8 383 



1968-1965; Economy Thermostat. 

. ♦13079 

195 



195 


❖13078 

180 


❖45478 

180 


❖13076 

160 

1970-1960; OE Type Thermostat. 

. ♦13479 

195 

1968-1965; Thermostat Gasket. 

. 25140 



<£>13478 

180 

1968-1965; Thermostat Gasket (1 Pack). 

. 27140 



❖13476 

160 

V-8 276 



1970-1960; Economy Thermostat. 

. ♦13079 

195 

1957-1956; Premium Thermostat. 

. ♦45479 

195 


❖13078 

180 


❖45478 

180 


❖13076 

160 

1957-1956; OE Type Thermostat. 

. ♦13479 

195 

1970-1960; Thermostat Gasket. 

. 25140 



❖13478 

180 

1970-1960; Thermostat Gasket (1 Pack). 

. 27140 



❖13476 

160 

V-8 413 



1957-1956; Economy Thermostat. 

. ♦ 13079 

195 

1961; Premium Thermostat. 

. ♦45479 

195 


❖13078 

180 


❖45478 

180 


❖13076 

160 

1961; OE Type Thermostat. 

. ♦13479 

195 

1957-1956; Thermostat Gasket. 

. 25140 



<£>13478 

180 

1957-1956; Thermostat Gasket (1 Pack). 

. 27140 



<0>13476 

160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Plymouth - Continued 

Plymouth - Continued 

Belvedere - Continued 

Caravelle - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 413- Continued 

1961; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1961; Thermostat Gasket. 25140 

1961; Thermostat Gasket (1 Pack). 27140 

V-8 426 

1969; Premium Thermostat. +45479 195 

+45478 180 

1969; OE Type Thermostat. +13479 195 

+13478 180 
+13476 160 

1969; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1969; Thermostat Gasket. 25140 

1969; Thermostat Gasket (1 Pack). 27140 

1967-1963; Premium Thermostat. +45479 195 

+45478 180 

1967-1963; OE Type Thermostat. +13479 195 

+13478 180 
+13476 160 

1967-1963; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1967-1963; Thermostat Gasket. 25140 

1967-1963; Thermostat Gasket (1 Pack). 27140 

V-8 440 

1969; Premium Thermostat. +45479 195 

+45478 180 

1969; OE Type Thermostat. +13479 195 

+13478 180 
+13476 160 

1969; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1969; Thermostat Gasket. 25140 

1969; Thermostat Gasket (1 Pack). 27140 

1967; Premium Thermostat. +45479 195 

+45478 180 

1967; OE Type Thermostat. +13479 195 

+13478 180 
+13476 160 

1967; Economy Thermostat. +13079 195 

+13078 180 
+13076 160 

1967; Thermostat Gasket. 25140 

1967; Thermostat Gasket (1 Pack). 27140 


Cambridge 

6-Cyl. 218 

1953-1951; Premium Thermostat. +45478 180 

+45479 195 

1953-1951; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1953-1951; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1953-1951; Thermostat Gasket. 25140 

1953-1951; Thermostat Gasket (1 Pack). 27140 


Caravelle 
4-Cyl. 2.2 L 

1988-1985; Premium Thermostat. +45789 195 

+45788 180 

1988-1985; OE Type Thermostat. +13789 195 

+13788 180 

1988-1985; Thermostat Gasket. 25167 

1988-1985; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.5 L 

1988-1986; Premium Thermostat. +45789 195 

+45788 180 


4-Cyl. 2.5 L- Continued 

1988-1986; OE Type Thermostat. +13789 195 

+13788 180 

1988-1986; Thermostat Gasket. 25167 

1988-1986; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.6 L 

1985; Premium Thermostat. +45869 195 

+45868 180 

1985; OE Type Thermostat. +13869 195 

+13868 180 

1985; Thermostat Gasket. 25168 

1985; Thermostat Gasket (1 Pack). 27168 


Champ 

4-Cyl. 1.4 L 

1982-1980; Premium Thermostat. +45869 195 

+45868 180 

1982-1980; OE Type Thermostat. +13869 195 

+13868 180 

1982-1980; Thermostat Gasket. 25168 

1982-1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.6 L 

1982-1980; Premium Thermostat. +45869 195 

+45868 180 

1982-1980; OE Type Thermostat. +13869 195 

+13868 180 

1982-1980; Thermostat Gasket. 25168 

1982-1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 86 

1979; Premium Thermostat. +45869 195 

+45868 180 

1979; OE Type Thermostat. +13869 195 

+13868 180 

1979; Thermostat Gasket. 25168 

1979; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 98 

1979; Premium Thermostat. +45869 195 

+45868 180 

1979; OE Type Thermostat. +13869 195 

+13868 180 

1979; Thermostat Gasket. 25168 

1979; Thermostat Gasket (1 Pack). 27168 

Colt 

4-Cyl. 1.4 L 

1984-1983; Premium Thermostat. +45869 195 

+45868 180 

1984-1983; OE Type Thermostat. +13869 195 

+13868 180 

1984-1983; Thermostat Gasket. 25168 

1984-1983; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.5 L 

1994-1985; Premium Thermostat. +45869 195 

+45868 180 

1994-1985; OE Type Thermostat. +13869 195 

+13868 180 

1994-1985; Thermostat Gasket. 25168 

1994-1985; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.6 L 

1990-1983; Premium Thermostat. +45869 195 

+45868 180 

1990-1983; OE Type Thermostat. +13869 195 

+13868 180 

1990-1983; Thermostat Gasket. 25168 

1990-1983; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.8 L 

1994-1993; OE Exact Thermostat. +048168 180 

1994-1993; OE Type Thermostat. +14078 180 

+14077 170 

1994-1993; Thermostat Seal. 25286 

1994-1993; Thermostat Seal (1 Pack). 27286 


♦ OE Temperature. + Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. -0 Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Plymouth - Continued 

Duster - Continued 

V-8 340 



1973-1970; Premium Thermostat. 

. ♦45479 

195 


0-45478 

180 

1973-1970; OE Type Thermostat. 

. ♦ 13479 

195 


0-13478 

180 


0-13476 

160 

1973-1970; Economy Thermostat. 

. ♦ 13079 

195 


0-13078 

180 


0-13076 

160 

1973-1970; Thermostat Gasket. 

. 25140 


1973-1970; Thermostat Gasket (1 Pack). 

. 27140 


V-8 360 



1976-1974; Premium Thermostat. 

. ♦45479 

195 


0-45478 

180 

1976-1974; OE Type Thermostat. 

. ♦ 13479 

195 


0-13478 

180 


0-13476 

160 

1976-1974; Economy Thermostat. 

. ♦ 13079 

195 


0-13078 

180 


0-13076 

160 

1976-1974; Thermostat Gasket. 

. 25140 


1976-1974; Thermostat Gasket (1 Pack). 

. 27140 


Fury 

6-Cyl. 225 



1978-1975; Premium Thermostat. 

. ♦45359 

195 


0-45358 

180 


0-45356 

160 

1978-1975; OE Type Thermostat. 

. ♦ 13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1978-1975; Economy Thermostat. 

. ♦13009 

195 


0-13008 

180 


0-13006 

160 

1978-1975; Thermostat Gasket. 

. 25138 


1978-1975; Thermostat Gasket (1 Pack). 

. 27138 


1972-1963; Premium Thermostat. 

. ♦45359 

195 


0-45358 

180 


0-45356 

160 

1972-1963; OE Type Thermostat. 

. ♦ 13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1972-1963; Economy Thermostat. 

. ♦13009 

195 


0-13008 

180 


0-13006 

160 

1972-1963; Thermostat Gasket. 

. 25138 


1972-1963; Thermostat Gasket (1 Pack). 

. 27138 


1962-1960; Premium Thermostat. 

. ♦45358 

180 


0-45356 

160 

1962-1960; OE Type Thermostat. 

. ♦ 13358 

180 


0-13352 

205 


0-13356 

160 

1962-1960; Economy Thermostat. 

. ♦13008 

180 


0-13006 

160 

6-Cyl. 230 



1959; Premium Thermostat. 

. ♦45478 

180 


0-45479 

195 

1959; OE Type Thermostat. 

. ♦13478 

180 


0-13479 

195 


0-13476 

160 

1959; Economy Thermostat. 

. ♦13078 

180 


0-13079 

195 


0-13076 

160 

1959; Thermostat Gasket. 

. 25140 


1959; Thermostat Gasket (1 Pack). 

. 27140 


V-8 273 



1967; Premium Thermostat. 

. ♦45479 

195 


0-45478 

180 

1967; OE Type Thermostat. 

. ♦ 13479 

195 


0-13478 

180 


0-13476 

160 


Application 

Part 

Number 

Tem 

P°F 

Plymouth - Continued 

Fury - Continued 

V-8 273 - Continued 



1967; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1967; Thermostat Gasket. 

. 25140 


1967; Thermostat Gasket (1 Pack). 

. 27140 


V-8 318 



1978-1975; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1978-1975; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

1978-1975; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1978-1975; Thermostat Gasket. 

. 25140 


1978-1975; Thermostat Gasket (1 Pack). 

. 27140 


1973-1959; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1973-1959; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

1973-1959; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1973-1959; Thermostat Gasket. 

. 25140 


1973-1959; Thermostat Gasket (1 Pack). 

. 27140 


V-8 360 



1978-1971; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1978-1971; OEType Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

1978-1971; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1978-1971; Thermostat Gasket. 

. 25140 


1978-1971; Thermostat Gasket (1 Pack). 

. 27140 


V-8 361 



1966-1959; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1966-1959; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

1966-1959; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1966-1959; Thermostat Gasket. 

. 25140 


1966-1959; Thermostat Gasket (1 Pack). 

. 27140 


V-8 383 



1971-1960; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1971-1960; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

1971-1960; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1971-1960; Thermostat Gasket. 

. 25140 


1971-1960; Thermostat Gasket (1 Pack). 

. 27140 


V-8 400 



1978-1972; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1978-1972; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

1978-1972; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1978-1972; Thermostat Gasket. 

. 25140 


1978-1972; Thermostat Gasket (1 Pack). 

. 27140 



♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application Number p™ 

Application Number p™ 

Plymouth - Continued 

Plymouth - Continued 

Fury - Continued 

Gran Fury - Continued 


V-8 413 

1962-1961; Premium Thermostat. ♦45479 195 

0-45478 180 

1962-1961 ;OE Type Thermostat. ♦13479 195 

0-13478 180 
0-13476 160 

1962-1961; Economy Thermostat. >13079 195 

0-13078 180 
0-13076 160 

1962-1961; Thermostat Gasket. 25140 

1962-1961; Thermostat Gasket (1 Pack). 27140 

V-8 426 

1965-1963; Premium Thermostat. >45479 195 

0-45478 180 

1965-1963; OE Type Thermostat. >13479 195 

0-13478 180 
0-13476 160 

1965-1963; Economy Thermostat. >13079 195 

0-13078 180 
0-13076 160 

1965-1963; Thermostat Gasket. 25140 

1965-1963; Thermostat Gasket (1 Pack). 27140 

V-8 440 

1978-1977; Premium Thermostat. >45479 195 

0-45478 180 

1978-1977; OE Type Thermostat. >13479 195 

0-13478 180 
0-13476 160 

1978-1977; Economy Thermostat. >13079 195 

0-13078 180 
0-13076 160 

1978-1977; Thermostat Gasket. 25140 

1978-1977; Thermostat Gasket (1 Pack). 27140 

1975-1966; Premium Thermostat. >45479 195 

0-45478 180 

1975-1966; OE Type Thermostat. >13479 195 

0-13478 180 
0-13476 160 

1975-1966; Economy Thermostat. >13079 195 

0-13078 180 
0-13076 160 

1975-1966; Thermostat Gasket. 25140 

1975-1966; Thermostat Gasket (1 Pack). 27140 

Gran Fury 

6-Cvl. 3.7 L 

1983-1980; Premium Thermostat. >45359 195 

0-45358 180 
0-45356 160 

1983-1980; OE Type Thermostat. >13359 195 

0-13352 205 
0-13358 180 
0-13356 160 

1983-1980; Economy Thermostat. >13009 195 

0-13008 180 
0-13006 160 

1983-1980; Thermostat Gasket. 25138 

1983-1980; Thermostat Gasket (1 Pack). 27138 

V-8 318 

1977-1975; Premium Thermostat. >45479 195 

0-45478 180 

1977-1975; OE Type Thermostat. >13479 195 

0-13478 180 
0-13476 160 

1977-1975; Economy Thermostat. >13079 195 

0-13078 180 
0-13076 160 

1977-1975; Thermostat Gasket. 25140 

1977-1975; Thermostat Gasket (1 Pack). 27140 

V-8 360; V-8 400; V-8 440 

1977-1975; Premium Thermostat. >45479 195 

0-45478 180 


V-8 360; V-8 400; V-8 440 - Continued 


1977-1975; OE Type Thermostat. >13479 195 

0-13478 180 
0-13476 160 

1977-1975; Economy Thermostat. >13079 195 

0-13078 180 
0-13076 160 

1977-1975; Thermostat Gasket. 25140 

1977-1975; Thermostat Gasket (1 Pack). 27140 

V-8 5.2 L 

1989-1980; Premium Thermostat. >45359 195 

0-45358 180 
0-45356 160 

1989-1980; Economy Thermostat. >13009 195 

0-13008 180 
0-13006 160 

1989-1980; Thermostat Gasket. 25138 

1989-1980; Thermostat Gasket (1 Pack). 27138 

V-8 5.9 L 

1980; Premium Thermostat. >45359 195 

0-45358 180 
0-45356 160 

1980; Economy Thermostat. >13009 195 

0-13008 180 
0-13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

Grand Voyager 

4-Cyl. 2.2 L 

1987; Premium Thermostat. >45789 195 

0-45788 180 

1987; OE Type Thermostat. >13789 195 

0-13788 180 

1987; Thermostat Gasket. 25167 

1987; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.5 L 

1989-1988; Premium Thermostat. >45789 195 

0-45788 180 

1989-1988; OE Type Thermostat. >13789 195 

0-13788 180 

1989-1988; Thermostat Gasket. 25167 

1989-1988; Thermostat Gasket (1 Pack). 27167 

V-6 3.0 L 

1994-1992; Premium Thermostat. >45869 195 

0-45868 180 

1994-1992; OE Type Thermostat. >13869 195 

0-13868 180 

1994-1992; Thermostat Gasket. 25168 

1994-1992; Thermostat Gasket (1 Pack). 27168 

1989-1987; Premium Thermostat. >45869 195 

0-45868 180 

1989-1987; OE Type Thermostat. >13869 195 

0-13868 180 

1989-1987; Thermostat Gasket. 25168 

1989-1987; Thermostat Gasket (1 Pack). 27168 

V-6 3.3 L 

1994-1993; Premium Thermostat. >45209 195 

1994-1993; OE Type Thermostat. >14209 195 

1994-1993; Thermostat Gasket. 25186 

1994-1993; Thermostat Gasket (1 Pack). 27186 

1992-1990; Premium Thermostat. >45789 195 

0-45788 180 

1992-1990; OE Type Thermostat. >13789 195 

0-13788 180 

1992-1990; Thermostat Gasket. 25167 

1992-1990; Thermostat Gasket (1 Pack). 27167 

V-6 3.8 L 

1994; Premium Thermostat. >45209 195 

1994; OE Type Thermostat. >14209 195 

1994; Thermostat Gasket. 25167 

1994; Thermostat Gasket (1 Pack). 27167 


♦ OE Temperature. O- Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Plymouth - Continued 

Plymouth - Continued 

Horizon 

Plaza - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 1.6 L 

1986-1983; Premium Thermostat. ♦45789 195 

❖45788 180 

1986-1983; OE Type Thermostat. ♦13789 195 

❖13788 180 

1986-1983; Thermostat Gasket. 25167 

1986-1983; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 1.7 L 

1983-1980; OE Type Thermostat. ^13429 195 

1983-1980; Thermostat Gasket. 25167 

1983-1980; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 104 

1979-1978; OE Type Thermostat. ^13429 195 

1979-1978; Thermostat Gasket. 25167 

1979-1978; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.2 L 

1990-1981; Premium Thermostat. ♦45789 195 

❖45788 180 

1990-1981 ;OE Type Thermostat. ♦ 13789 195 

❖13788 180 

1990-1981; Thermostat Gasket. 25167 

1990-1981; Thermostat Gasket (1 Pack). 27167 


Laser 

4-Cyl. 1.8 L 

1994-1990; Premium Thermostat. ♦45869 195 

❖45868 180 

1994-1990; OE Type Thermostat. ♦ISSOO 195 

❖13868 180 

1994-1990; Thermostat Gasket. 25168 

1994-1990; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.0 L 

1994; Premium Thermostat. ♦45869 195 

❖45868 180 

1994; OE Type Thermostat. ♦ISSeO 195 

❖13868 180 

1994; Thermostat Gasket. 25168 

1994; Thermostat Gasket (1 Pack). 27168 

1993; Premium Thermostat. ♦45869 195 

❖45868 180 

1993; OE Type Thermostat. ♦13869 195 

❖13868 180 

1993; Thermostat Gasket (1 Pack); Eng. VIN E. 27168 

1993; Thermostat Gasket; Eng. VIN E. 25168 

1992-1990; Premium Thermostat. ♦45869 195 

❖45868 180 

1992-1990; OE Type Thermostat. ♦13869 195 

❖13868 180 

1992-1990; Thermostat Gasket. 25168 

1992-1990; Thermostat Gasket (1 Pack). 27168 


Plaza 
6-Cyl. 218 

1954; Premium Thermostat. ♦45478 180 

❖45479 195 

1954; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1954; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1954; Thermostat Gasket. 25140 

1954; Thermostat Gasket (1 Pack). 27140 

6-Cyl. 230 

1958-1954; Premium Thermostat. ♦45478 180 

❖45479 195 

1958-1954; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1958-1954; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 


6-Cyl. 230 - Continued 

1958-1954; Thermostat Gasket. 25140 

1958-1954; Thermostat Gasket (1 Pack). 27140 

V-8 241; V-8 259 

1955; Premium Thermostat. ♦45479 195 

❖45478 180 

1955; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1955; Economy Thermostat. ^13079 195 

❖13078 180 
❖13076 160 

1955; Thermostat Gasket. 25140 

1955; Thermostat Gasket (1 Pack). 27140 

V-8 269 

1956; Premium Thermostat. ♦45479 195 

❖45478 180 

1956; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1956; Economy Thermostat. ^13079 195 

❖13078 180 
❖13076 160 

1956; Thermostat Gasket. 25140 

1956; Thermostat Gasket (1 Pack). 27140 

V-8 276 

1957-1956; Premium Thermostat. ♦45479 195 

❖45478 180 

1957-1956; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1957-1956; Economy Thermostat. ^13079 195 

❖13078 180 
❖13076 160 

1957-1956; Thermostat Gasket. 25140 

1957-1956; Thermostat Gasket (1 Pack). 27140 

V-8 300 

1957; Premium Thermostat. ♦45479 195 

❖45478 180 

1957; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1957; Economy Thermostat. ^13079 195 

❖13078 180 
❖13076 160 

1957; Thermostat Gasket. 25140 

1957; Thermostat Gasket (1 Pack). 27140 

V-8 318 

1958; Premium Thermostat. ♦45479 195 

❖45478 180 

1958; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1958; Economy Thermostat. ♦ISOTg 195 

❖13078 180 
❖13076 160 

1958; Thermostat Gasket. 25140 

1958; Thermostat Gasket (1 Pack). 27140 

Reliant 

4-Cyl. 2.2 L 

1989-1981; Premium Thermostat. ♦45789 195 

❖45788 180 

1989-1981; OE Type Thermostat. ^13789 195 

❖13788 180 

1989-1981; Thermostat Gasket. 25167 

1989-1981; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.5 L 

1989-1986; Premium Thermostat. ♦45789 195 

❖45788 180 

1989-1986; OE Type Thermostat. ♦WSg 195 

❖13788 180 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Plymouth - Continued 

Plymouth - Continued 

Reliant - Continued 

Road Runner - Continued 


Application 


Part Tem 
Number p °F 


4-Cyl. 2.5 L- Continued 

1989-1986; Thermostat Gasket. 25167 

1989-1986; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 2.6 L 

1985-1981 ; Premium Thermostat. ♦45869 195 

❖45868 180 

1985-1981; OE Type Thermostat. ♦13869 195 

❖13868 180 

1985-1981 ; Thermostat Gasket. 25168 

1985-1981; Thermostat Gasket (1 Pack). 27168 


Road Runner 

V-8 318 

1974-1972; Premium Thermostat. ^45479 195 

❖45478 180 

1974-1972; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

1974-1972; Economy Thermostat. ♦ISOTg 195 

❖13078 180 
❖13076 160 

1974-1972; Thermostat Gasket. 25140 

1974-1972; Thermostat Gasket (1 Pack). 27140 

V-8 340 

1973-1971; Premium Thermostat. ♦45479 195 

❖45478 180 

1973-1971; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

1973-1971; Economy Thermostat. ♦ISOTg 195 

❖13078 180 
❖13076 160 

1973-1971; Thermostat Gasket. 25140 

1973- 1971; Thermostat Gasket (1 Pack). 27140 

V-8 360 

1974; Premium Thermostat. ♦45479 195 

❖45478 180 

1974; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1974; Economy Thermostat. ♦ISOTg 195 

❖13078 180 
❖13076 160 

1974; Thermostat Gasket. 25140 

1974; Thermostat Gasket (1 Pack). 27140 

V-8 383 

1971; Premium Thermostat. ^45479 195 

❖45478 180 

1971; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1971; Economy Thermostat. ♦ISOTg 195 

❖13078 180 
❖13076 160 

1971; Thermostat Gasket. 25140 

1971; Thermostat Gasket (1 Pack). 27140 

V-8 400 

1974- 1972; Premium Thermostat. ^45479 195 

❖45478 180 

1974-1972; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

1974-1972; Economy Thermostat. ♦ISOTg 195 

❖13078 180 
❖13076 160 

1974-1972; Thermostat Gasket. 25140 

1974-1972; Thermostat Gasket (1 Pack). 27140 

V-8 426 

1971; Premium Thermostat. ^45479 195 

❖45478 180 


V-8 426 - Continued 

1 971 ; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1971; Economy Thermostat. ♦13079 195 

❖13078 180 
❖13076 160 

1971; Thermostat Gasket. 25140 

1971 ; Thermostat Gasket (1 Pack). 27140 

V-8 440 

1974-1971 ; Premium Thermostat. ^45479 195 

❖45478 180 

1974-1971 ; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

1974-1971; Economy Thermostat. ♦ISOTg 195 

❖13078 180 
❖13076 160 

1974-1971; Thermostat Gasket. 25140 

1974-1971; Thermostat Gasket (1 Pack). 27140 


Sapporo 

4-Cyl. 156 

1979-1978; Premium Thermostat. ♦45869 195 

❖45868 180 

1979-1978; OE Type Thermostat. ^13869 195 

❖13868 180 

1979-1978; Thermostat Gasket. 25168 

1979-1978; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 2.6 L 

1983-1980; Premium Thermostat. ♦45869 195 

❖45868 180 

1983-1980; OE Type Thermostat. ♦ISSOO 195 

❖13868 180 

1983-1980; Thermostat Gasket. 25168 

1983-1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 98 

1979-1978; Premium Thermostat. ♦45869 195 

❖45868 180 

1979-1978; OE Type Thermostat. ♦ISSeg 195 

❖13868 180 

1979-1978; Thermostat Gasket. 25168 

1979-1978; Thermostat Gasket (1 Pack). 27168 

Satellite 

6-Cyl. 225 

1974-1968; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1974-1968; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1974-1968; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1974-1968; Thermostat Gasket. 25138 

1974-1968; Thermostat Gasket (1 Pack). 27138 

V-8 273 

1968-1965; Premium Thermostat. ♦45479 195 

❖45478 180 

1968-1965; OE Type Thermostat. ^13479 195 

❖13478 180 
❖13476 160 

1968-1965; Economy Thermostat. ♦ISOTO 195 

❖13078 180 
❖13076 160 

1968-1965; Thermostat Gasket. 25140 

1968-1965; Thermostat Gasket (1 Pack). 27140 

V-8 318 

1974-1965; Premium Thermostat. ♦45479 195 

❖45478 180 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Plymouth - Continued 

Satellite - Continued 

V-8 318 - Continued 



1974-1965; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

1974-1965; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1974-1965; Thermostat Gasket. 

. 25140 


1974-1965; Thermostat Gasket (1 Pack). 

. 27140 


V-8 340 



1972; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1972; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

1972; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1972; Thermostat Gasket. 

. 25140 


1972; Thermostat Gasket (1 Pack). 

. 27140 


V-8 360 



1974; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1974; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

1974; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1974; Thermostat Gasket. 

. 25140 


1974; Thermostat Gasket (1 Pack). 

. 27140 


V-8 361 



1966-1965; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1966-1965; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

1966-1965; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1966-1965; Thermostat Gasket. 

. 25140 


1966-1965; Thermostat Gasket (1 Pack). 

. 27140 


V-8 383 



1971-1965; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1971-1965; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

1971-1965; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1971-1965; Thermostat Gasket. 

. 25140 


1971-1965; Thermostat Gasket (1 Pack). 

. 27140 


V-8 400 



1974-1972; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1974-1972; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

1974-1972; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1974-1972; Thermostat Gasket. 

. 25140 


1974-1972; Thermostat Gasket (1 Pack). 

. 27140 


V-8 426 



1971; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1971; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 


Application 

Part 

Number 

Tem 

P°F 

Plymouth - Continued 

Satellite - Continued 

V-8 426 - Continued 



1971; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1971; Thermostat Gasket. 

. 25140 


1971; Thermostat Gasket (1 Pack). 

. 27140 


1969-1965; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1969-1965; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

1969-1965; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1969-1965; Thermostat Gasket. 

. 25140 


1969-1965; Thermostat Gasket (1 Pack). 

. 27140 


V-8 440 



1974-1967; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1974-1967; OE Type Thermostat. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

1974-1967; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 

1974-1967; Thermostat Gasket. 

. 25140 


1974-1967; Thermostat Gasket (1 Pack). 

. 27140 


Savoy 

6-Cyl. 218 



1954; Premium Thermostat. 

. ♦45478 

180 


❖45479 

195 

1954; OE Type Thermostat. 

. ♦13478 

180 


❖13479 

195 


❖13476 

160 

1954; Economy Thermostat. 

. ♦13078 

180 


❖13079 

195 


❖13076 

160 

1954; Thermostat Gasket. 

. 25140 


1954; Thermostat Gasket (1 Pack). 

. 27140 


6-Cvl. 225 



1964-1963; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1964-1963; OE Type Thermostat. 

. ♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1964-1963; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1964-1963; Thermostat Gasket. 

. 25138 


1964-1963; Thermostat Gasket (1 Pack). 

. 27138 


1962-1960; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 

1962-1960; OE Type Thermostat. 

. ♦13358 

180 


❖13352 

205 


❖13356 

160 

1962-1960; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 

6-Cyl. 230 



1959-1954; Premium Thermostat. 

. ♦45478 

180 


❖45479 

195 

1959-1954; OE Type Thermostat. 

. ♦13478 

180 


❖13479 

195 


❖13476 

160 

1959-1954; Economy Thermostat. 

. ♦13078 

180 


❖13079 

195 


❖13076 

160 

1959-1954; Thermostat Gasket. 

. 25140 


1959-1954; Thermostat Gasket (1 Pack). 

. 27140 



♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application Number p™ 

Application Number p™ 

Plymouth - Continued 

Plymouth - Continued 

Savoy - Continued 

Savoy - Continued 


V-8 241; V-8 259 

1955; Premium Thermostat. ♦45479 195 


0-45478 180 

1955; OE Type Thermostat. 4-13479 195 

0-13478 180 
0-13476 160 

1955; Economy Thermostat. 413079 195 

0-13078 180 
0-13076 160 

1955; Thermostat Gasket. 25140 

1955; Thermostat Gasket (1 Pack). 27140 

V-8 269; V-8 276 

1956; Premium Thermostat. 445479 195 

0-45478 180 

1956; OE Type Thermostat. 413479 195 

0-13478 180 
0-13476 160 

1956; Economy Thermostat. 413079 195 

0-13078 180 
0-13076 160 

1956; Thermostat Gasket. 25140 

1956; Thermostat Gasket (1 Pack). 27140 

V-8 300 

1957; Premium Thermostat. 445479 195 

0-45478 180 

1957; OE Type Thermostat. 413479 195 

0-13478 180 
0-13476 160 

1957; Economy Thermostat. 413079 195 

0-13078 180 
0-13076 160 

1957; Thermostat Gasket. 25140 

1957; Thermostat Gasket (1 Pack). 27140 

V-8 318 

1964-1958; Premium Thermostat. 445479 195 

0-45478 180 

1964-1958; OE Type Thermostat. 413479 195 

0-13478 180 
0-13476 160 

1964-1958; Economy Thermostat. 413079 195 

0-13078 180 
0-13076 160 

1964-1958; Thermostat Gasket. 25140 

1964-1958; Thermostat Gasket (1 Pack). 27140 

V-8 361 

1964-1959; Premium Thermostat. 445479 195 

0-45478 180 

1964-1959; OE Type Thermostat. 413479 195 

0-13478 180 
0-13476 160 

1964-1959; Economy Thermostat. 413079 195 

0-13078 180 
0-13076 160 

1964-1959; Thermostat Gasket. 25140 

1964-1959; Thermostat Gasket (1 Pack). 27140 

V-8 383 

1964-1963; Premium Thermostat. 445479 195 

0-45478 180 

1964-1963; OE Type Thermostat. 413479 195 

0-13478 180 
0-13476 160 

1964-1963; Economy Thermostat. 413079 195 

0-13078 180 
0-13076 160 

1964-1963; Thermostat Gasket. 25140 

1964-1963; Thermostat Gasket (1 Pack). 27140 

1961-1960; Premium Thermostat. 445479 195 

0-45478 180 

1961-1960; OE Type Thermostat. 413479 195 

0-13478 180 
0-13476 160 


V-8 383 - Continued 

1961-1960; Economy Thermostat. 413079 195 

0-13078 180 
0-13076 160 

1961-1960; Thermostat Gasket. 25140 

1961-1960; Thermostat Gasket (1 Pack). 27140 

V-8 413 

1961; Premium Thermostat. 445479 195 

0-45478 180 

1961; OE Type Thermostat. 413479 195 

0-13478 180 
0-13476 160 

1961; Economy Thermostat. 413079 195 

0-13078 180 
0-13076 160 

1961; Thermostat Gasket. 25140 

1961; Thermostat Gasket (1 Pack). 27140 

V-8 426 

1964-1963; Premium Thermostat. 445479 195 

0-45478 180 

1964-1963; OE Type Thermostat. 413479 195 

0-13478 180 
0-13476 160 

1964-1963; Economy Thermostat. 413079 195 

0-13078 180 
0-13076 160 

1964-1963; Thermostat Gasket. 25140 

1964-1963; Thermostat Gasket (1 Pack). 27140 


Scamp 

6-Cyl. 198 

1974-197 1; Premium Thermostat. 445359 1 95 

0-45358 180 
0-45356 160 

1974-1971 ;OE Type Thermostat. 413359 195 

0-13352 205 
0-13358 180 
0-13356 160 

1974-1971; Economy Thermostat. 413009 195 

0-13008 180 
0-13006 160 

1974-1971; Thermostat Gasket. 25138 

1974-1971; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 225 

1976-1971; Premium Thermostat. 445359 195 

0-45358 180 
0-45356 160 

1 976-1971 ; OE Type Thermostat. 413359 195 

0-13352 205 
0-13358 180 
0-13356 160 

1976-1971; Economy Thermostat. 413009 195 

0-13008 180 
0-13006 160 

1976-1971; Thermostat Gasket. 25138 

1976-1971; Thermostat Gasket (1 Pack). 27138 

V-8 318 

1976-1971; Premium Thermostat. 445479 195 

0-45478 180 

1976-1971 ; OE Type Thermostat. 413479 195 

0-13478 180 
0-13476 160 

1976-1971; Economy Thermostat. 413079 195 

0-13078 180 
0-13076 160 

1976-1971; Thermostat Gasket. 25140 

1976-1971; Thermostat Gasket (1 Pack). 27140 


Scamp Pickup 
4-Cyl. 2.2 L 

1983; Premium Thermostat. 445789 195 

0-45788 180 


4 OE Temperature. O- Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Plymouth - Continued 

Plymouth - Continued 

Trailduster- Continued 

Valiant - Continued 


Application 


Part Tem 
Number p °F 


V-8 5.2 L 

1981-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1981-1980; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 

V-8 5.9 L 

1981-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1981-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 


Valiant 


6-Cvl. 170 

1969-1963; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1969-1963; OE Type Thermostat. 

. ♦ 13359 

195 

❖13352 

205 


❖13358 

180 


❖13356 

160 

1969-1963; Economy Thermostat. 

. ♦13009 

195 

❖13008 

180 


❖13006 

160 

1969-1963; Thermostat Gasket. 

. 25138 


1969-1963; Thermostat Gasket (1 Pack). 

. 27138 


1962-1960; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 

1962-1960; OE Type Thermostat. 

. ♦ 13358 

180 

❖13352 

205 


❖13356 

160 

1962-1960; Economy Thermostat. 

. ♦13008 

180 

❖13006 

160 

6-Cvl. 198 

1974-1970; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1974-1970; OE Type Thermostat. 

. ♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1974-1970; Economy Thermostat. 

. ♦13009 

195 

❖13008 

180 


❖13006 

160 

1974-1970; Thermostat Gasket. 

. 25138 


1974-1970; Thermostat Gasket (1 Pack). 

. 27138 


6-Cvl. 225 

1976-1963; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1976-1963; OE Type Thermostat. 

. ♦ 13359 

195 

❖13352 

205 


❖13358 

180 


❖13356 

160 

1976-1963; Economy Thermostat. 

. ♦13009 

195 

❖13008 

180 


❖13006 

160 

1976-1963; Thermostat Gasket. 

. 25138 


1976-1963; Thermostat Gasket (1 Pack). 

. 27138 


1962-1961; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 

1962-1961; OEType Thermostat. 

. ♦ 13358 

180 

❖13352 

205 


❖13356 

160 

1962-1961; Economy Thermostat. 

. ♦13008 

180 

❖13006 

160 


V-8 273 

1969-1964; Premium Thermostat. ♦45479 195 

❖45478 180 

1969-1964; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1969-1964; Economy Thermostat. ♦13079 195 

❖13078 180 
❖13076 160 

1969-1964; Thermostat Gasket. 25140 

1969-1964; Thermostat Gasket (1 Pack). 27140 

V-8 318 

1976-1968; Premium Thermostat. ♦45479 195 

❖45478 180 

1976-1968; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1976-1968; Economy Thermostat. ♦13079 195 

❖13078 180 
❖13076 160 

1976-1968; Thermostat Gasket. 25140 

1976-1968; Thermostat Gasket (1 Pack). 27140 

V-8 360 

1976; Premium Thermostat. ♦45479 195 

❖45478 180 

1976; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1976; Economy Thermostat. ♦13079 195 

❖13078 180 
❖13076 160 

1976; Thermostat Gasket. 25140 

1976; Thermostat Gasket (1 Pack). 27140 

1974; Premium Thermostat. ♦45479 195 

❖45478 180 

1974; OE Type Thermostat. ♦13479 195 

❖13478 180 
❖13476 160 

1974; Economy Thermostat. ♦13079 195 

❖13078 180 
❖13076 160 

1974; Thermostat Gasket. 25140 

1974; Thermostat Gasket (1 Pack). 27140 

Volare 

6-Cyl. 225 

1979-1976; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1979-1976; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1979-1976; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1979-1976; Thermostat Gasket. 25138 

1979-1976; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 3.7 L 

1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1980; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. 0 Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Pontiac - Continued 

Pontiac - Continued 

6000 - Continued 

6000 - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 3.1 L 

1991-1988; Premium Thermostat. ♦045899 195 

1991-1988; OE Type Thermostat. ♦013899 195 


4-Cyl. 2.5 L- Continued 

1989-1984; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1989-1984; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1989-1984; Thermostat Gasket. 25138 

1989-1984; Thermostat Gasket (1 Pack). 27138 

1989-1984; Thermostat Seal. 25282 

1989-1984; Thermostat Seal (1 Pack). 27282 

1983; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1983; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1983; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1983; Thermostat Gasket (1 Pack); Eng. VIN R. 27138 

1983; Thermostat Gasket; Eng. VIN R. 25138 

1983; Thermostat Seal. 25282 

1983; Thermostat Seal (1 Pack). 27282 

1982; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1982; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1982; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1982; Thermostat Gasket. 25138 

1982; Thermostat Gasket (1 Pack). 27138 

1982; Thermostat Seal. 25282 

1982; Thermostat Seal (1 Pack). 27282 

V-6 2.8 L 

1989-1987; Premium Thermostat. ♦045899 195 

1989-1987; OE Type Thermostat. ♦013899 195 

1986-1985; Premium Thermostat; Eng. VIN W. ♦45349 195 

♦45348 180 

1986-1985; OE Type Thermostat; Eng. VIN W. ♦13349 195 

♦13348 180 

1986-1985; Premium Thermostat; Eng. VIN X. ♦45359 195 

♦45358 180 
♦45356 160 

1986-1985; OE Type Thermostat; Eng. VIN X. ^13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1986-1985; Economy Thermostat; Eng. VIN X. ♦13009 195 

♦13008 180 
♦13006 160 

1986-1985; Thermostat Gasket (1 Pack); Eng. VIN W. 27168 

1986-1985; Thermostat Gasket; Eng. VIN W. 25168 

1986-1985; Thermostat Gasket (1 Pack); Eng. VIN X. 27138 

1986-1985; Thermostat Gasket; Eng. VIN X. 25138 

1984-1982; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1984-1982; OE Type Thermostat. ♦ 13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1984-1982; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1984-1982; Thermostat Gasket. 25138 

1984-1982; Thermostat Gasket (1 Pack). 27138 


V-6 4.3 L Diesel 

1985-1983; Premium Thermostat. ♦45358 180 

♦45359 195 
♦45356 160 

1985-1983; OE Type Thermostat. ♦ISSSS 180 

♦13352 205 
♦13359 195 
♦13356 160 

1985-1983; Economy Thermostat. ^13008 180 

♦13009 195 
♦13006 160 

1 985-1983; Thermostat Gasket. 25168 

1985-1983; Thermostat Gasket (1 Pack). 27168 

1982; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1982; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1982; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1 982; Thermostat Gasket. 25168 

1982; Thermostat Gasket (1 Pack). 27168 


Acadian 

4-Cyl. 1.6 L (Canada) 

1987-1980; OE Type Thermostat. ♦ 13389 195 

♦13388 180 

1987-1980; Thermostat Gasket. 25167 

1987-1980; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 1.8 L Diesel (Canada) 

1986-1981; OE Type Thermostat. ^13778 180 

♦13779 195 

1986-1981; Thermostat Gasket. 25138 

1986-1981; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 85 (Canada) 

1977-1976; OE Type Thermostat. ^13389 195 

♦13388 180 

1977-1976; Thermostat Gasket. 25167 

1977-1976; Thermostat Gasket (1 Pack). 27167 

4-Cyl. 98 (Canada) 

1979-1976; OE Type Thermostat. ♦ 13389 195 

♦13388 180 

1979-1976; Thermostat Gasket. 25167 

1979-1976; Thermostat Gasket (1 Pack). 27167 

6-Cyl. 194 (Canada) 

1967-1964; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1967-1964; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1967-1964; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1967-1964; Thermostat Gasket. 25138 

1967-1964; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 230 (Canada) 

1969-1964; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1969-1964; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 


♦ OE Temperature. 
O Seal Included. 


♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Pontiac - Continued 

Pontiac - Continued 

Acadian - Continued 

Acadian - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 230 (Canada] - Continued 

1969-1964; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1969-1964; Thermostat Gasket. 25138 

1969-1964; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 (Canada) 

1969-1967; Premium Tnermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1969-1967; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1967; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1969-1967; Thermostat Gasket. 25138 

1969-1967; Thermostat Gasket (1 Pack). 27138 

V-8 283 (Canada) 

1967; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1967; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25138 

1967; Thermostat Gasket (1 Pack). 27138 

1966-1964; Premium Thermostat. >45358 180 

❖45356 160 

1966-1964; OE Type Thermostat. >13358 180 

❖13352 205 
❖13356 160 

1966-1964; Economy Thermostat. >13008 180 

❖13006 160 

1966-1964; Thermostat Gasket. 25138 

1966-1964; Thermostat Gasket (1 Pack). 27138 

V-8 307 (Canada) 

1969-1968; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1969-1968; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1968; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1969-1968; Thermostat Gasket. 25138 

1969-1968; Thermostat Gasket (1 Pack). 27138 

V-8 327 (Canada) 

1969-1967; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1969-1967; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1967; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1969-1967; Thermostat Gasket. 25138 

1969-1967; Thermostat Gasket (1 Pack). 27138 

1966-1965; Premium Thermostat. >45358 180 

❖45356 160 

1966-1965; OE Type Thermostat. >13358 180 

❖13352 205 
❖13356 160 


V-8 327 (Canada) - Continued 

1966-1965; Economy Thermostat. >13008 180 

❖13006 160 

1966-1965; Thermostat Gasket. 25138 

1966-1965; Thermostat Gasket (1 Pack). 27138 

V-8 350 (Canada) 

1969-1968; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1969-1968; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1968; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1969-1968; Thermostat Gasket. 25138 

1969-1968; Thermostat Gasket (1 Pack). 27138 

Astre 

4-Cyl. 140 

1977; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1977; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1977; Thermostat Gasket. 25163 

1977; Thermostat Gasket (1 Pack). 27163 

1976; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1976; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1976; Thermostat Gasket (1 Pack); Eng. VIN A . 27184 

1976; Thermostat Gasket; Eng. VIN A . 25184 

1976; Thermostat Gasket (1 Pack); Eng. VIN B . 27163 

1976; Thermostat Gasket; Eng. VIN B . 25163 

1975; Premium Thermostat. >45359 195 

❖45358 180 
❖45356 160 

1975; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1975; Thermostat Gasket. 25163 

1975; Thermostat Gasket (1 Pack). 27163 

4-Cyl. 140 (Canada) 

1974-1973; Premium Tnermostat. >45359 195 

❖45358 180 
❖45356 160 

1974-1973; OE Type Thermostat. >13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1974-1973; Economy Thermostat. >13009 195 

❖13008 180 
❖13006 160 

1974-1973; Thermostat Gasket. 25138 

1974-1973; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Pontiac - Continued 

Astre - Continued 

Bonneville - Continued 

4-Cyl. 151 



V-6 4.3 L - Continued 



1977; Premium Thermostat. 

. ♦45359 

195 

1986; OE Type Thermostat. 

.... ♦■msg 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1977; OE Type Thermostat. 

. ♦13359 

195 


❖13356 

160 


❖13352 

205 

1986; Economy Thermostat. 

... ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1977; Economy Thermostat. 

. ♦13009 

195 

1986; Thermostat Gasket. 

25138 



❖13008 

180 

1986; Thermostat Gasket (1 Pack). 

27138 



❖13006 

160 

V-8 301 



1977; Thermostat Gasket. 

. 25138 



♦45359 

195 

1977; Thermostat Gasket (1 Pack). 

. 27138 



❖45358 

180 

Bonneville 




❖45356 

160 





♦ 1335Q 

195 

V-6 3.8 L 




❖13352 

205 

1994-1992; Premium Thermostat. 

. ♦45849 

195 


❖13358 

180 


❖45848 

180 


❖13356 

160 

1994-1992; OE Type Thermostat. 

. ♦13849 

195 


♦13009 

195 


❖13848 

180 


❖13008 

180 

1994-1992; Thermostat Gasket: Eng. VIN L. 

. 25195 



<13006 

160 

1994-1992; Thermostat Seal. 

. 25273 


1979-1978; Thermostat Gasket (1 Pack); Eng. VIN W. 

27148 


1994-1992; Thermostat Seal (1 Pack). 

. 27273 


1979-1978; Thermostat Gasket; Eng. VIN W. 

25148 


1991-1989; Premium Thermostat. 

. ♦45849 

195 

1979-1978; Thermostat Gasket (1 Pack); Eng. VIN Y. 

27138 



❖45848 

180 

1979-1978; Thermostat Gasket: Eng. VIN Y. 

25138 


1991-1989; OE Type Thermostat. 

. ♦13849 

195 

1977; Premium Thermostat. 

♦45359 

195 


❖13848 

180 


❖45358 

180 

1991-1989; Thermostat Seal. 

. 25277 



<45356 

160 

1991-1989; Thermostat Seal (1 Pack). 

. 27277 


1977; OE Type Thermostat. 

.... ♦isssg 

195 

1988; Premium Thermostat. 

. ♦45849 

195 


❖13352 

205 


❖45848 

180 


❖13358 

180 

1988; OE Type Thermostat. 

. ♦13849 

195 


❖13356 

160 


❖13848 

180 

1977; Economy Thermostat. 

... ♦13009 

195 

1988; Thermostat Seal (1 Pack); Eng. VIN C . 

. 27277 



<13008 

180 

1988; Thermostat Seal; Eng. VIN C . 

. 25277 



<13006 

160 

1987; Premium Thermostat. 

. ♦45849 

195 

1977; Thermostat Gasket. 

25138 



❖45848 

180 

1977; Thermostat Gasket (1 Pack). 

27138 


1987; OE Type Thermostat. 

. ♦13849 

195 





❖13848 

180 

V-8 305 



1987; Thermostat Gasket. 

. 25167 


1977; Premium Thermostat. 

♦45359 

195 

1987; Thermostat Gasket (1 Pack). 

. 27167 



❖45358 

180 

1987; Thermostat Seal. 

. 25273 



❖45356 

160 

1987; Thermostat Seal (1 Pack). 

. 27273 


1977; OE Type Thermostat. 

.... ♦msg 

195 

1986-1980; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1986-1980; OE Type Thermostat. 

. ♦ 13359 

195 

1977; Economy Thermostat. 

... ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

V-8 347 



1986-1980; Economy Thermostat. 

. ♦13009 

195 

1957; Premium Thermostat. 

♦45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1957; OE Type Thermostat. 

.... ♦issss 

180 

1986-1980; Thermostat Gasket. 

. 25132 



❖13352 

205 

1986-1980; Thermostat Gasket (1 Pack). 

. 27132 



❖13356 

160 

V-6 4.1 L 



1957; Economy Thermostat. 

... ♦13008 

180 

1982; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


<045358 

ISO 

1957; Thermostat Gasket. 

25140 



❖45356 

160 

1957; Thermostat Gasket (1 Pack). 

27140 


1982; OE Type Thermostat. 

. ♦isssg 

195 

V-8 350 




❖13352 

205 

1979-1978; Premium Thermostat. 

... ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1982; Economy Thermostat. 

♦13009 

195 

1979-1978; OE Type Thermostat. 

♦13359 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1982; Thermostat Gasket. 

. 25132 



❖13356 

160 

1982; Thermostat Gasket (1 Pack). 

27132 


1979-1978; Economy Thermostat. 

.... ♦13009 

195 

V-6 4.3 L 




❖13008 

180 

1986; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


<>45358 

180 

1979-1978; Thermostat Gasket (1 Pack); Eng. VIN R. 

27148 



<45356 

160 

1979-1978; Thermostat Gasket; Eng. VIN R. 

25148 





1979-1978; Thermostat Gasket (1 Pack); Eng. VIN X. 

27132 





1979-1978; Thermostat Gasket; Eng. VIN X. 

25132 



♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Pontiac - Continued 

Bonneville - Continued 

Bonneville - Continued 

V-8 350 - Continued 



V-8 400 - Continued 



1977; Premium Thermostat. 

. ♦45359 

195 

1978-1971; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1977; OE Type Thermostat. 

. ♦ 13359 

195 

1978-1971; Thermostat Gasket. 

. 25138 



❖13352 

205 

1978-1971; Thermostat Gasket (1 Pack). 

. 27138 



❖13358 

180 

1969-1967; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1977; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1969-1967; OE Type Thermostat. 

. ♦13359 

195 


❖13006 

160 


❖13352 

205 

1977; Thermostat Gasket (1 Pack); Eng. VIN P. 

27138 



❖13358 

180 

1977; Thermostat Gasket; Eng. VIN P. 

. 25138 



❖13356 

160 

1977; Thermostat Gasket (1 Pack); Eng. VIN R. 

. 27148 


1969-1967; Economy Thermostat. 

. ♦13009 

195 

1977; Thermostat Gasket; Eng. VIN R. 

25148 



❖13008 

180 

V-8 370 




❖13006 

160 

1958; Premium Thermostat. 

♦45358 

180 

1969-1967; Thermostat Gasket. 

. 25138 



❖45356 

160 

1969-1967; Thermostat Gasket (1 Pack). 

. 27138 


1958; OE Type Thermostat. 

. ♦ 13358 

180 

V-8 403 




❖13352 

205 

1979-1977; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1958; Economy Thermostat. 

. ❖13009 

195 


❖45356 

160 


♦13008 

180 

1979-1977; OE Type Thermostat. 

. ♦13359 

195 


❖13006 

160 


❖13352 

205 

1958; Thermostat Gasket. 

25138 



❖13358 

180 

1958; Thermostat Gasket (1 Pack). 

27138 



❖13356 

160 

V-8 389 



1979-1977; Economy Thermostat. 

. ♦13009 

195 

1966-1959; Premium Thermostat. 

. ♦45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 


-t-l.TKft 

ian 

1979-1977; Thermostat Gasket. 

. 25148 



❖13352 

205 

1979-1977; Thermostat Gasket (1 Pack). 

. 27148 



❖13356 

160 

V-8 421 



1966-1959; Economy Thermostat. 

. ♦13008 

180 

1966-1963; Premium Thermostat. 

. ♦45358 

180 


❖13006 

160 


❖45356 

160 

1966-1959; Thermostat Gasket. 

. 25138 


1966-1963; OE Type Thermostat. 

. ♦13358 

180 

1966-1959; Thermostat Gasket (1 Pack). 

27138 



❖13352 

205 

V-8 4.3 L 




❖13356 

160 


+A5ViQ 

IQS 

1966-1963; Economy Thermostat. 

. ♦13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1966-1963; Thermostat Gasket. 

. 25138 


1981-1980; OE Type Thermostat. 

♦13359 

195 

1966-1963; Thermostat Gasket (1 Pack). 

. 27138 



❖13352 

205 

V-8 428 




❖13358 

180 

1969-1967; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1981-1980; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1969-1967; OE Type Thermostat. 

. ♦13359 

195 


❖13006 

160 


❖13352 

205 

1981-1980; Thermostat Gasket. 

25138 



❖13358 

180 

1981-1980; Thermostat Gasket (1 Pack). 

27138 



❖13356 

160 

V-8 4.9 L 



1969-1967; Economy Thermostat. 

. ♦13009 

195 

1980; Premium Thermostat. 

♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


<0*45356 

160 

1969-1967; Thermostat Gasket. 

. 25138 


1980; OE Type Thermostat. 

. ♦ 13359 

195 

1969-1967; Thermostat Gasket (1 Pack). 

. 27138 



❖13352 

205 

V-8 455 




❖13358 

180 

1976-1970; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1980; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1976-1970; OE Type Thermostat. 

. ♦13359 

195 


❖13006 

160 


❖13352 

205 

1980; Thermostat Gasket. 

25138 



❖13358 

180 

1980; Thermostat Gasket (1 Pack). 

27138 



❖13356 

160 

V-8 400 



1976-1970; Economy Thermostat. 

. ♦13009 

195 

1978-1971; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1976-1970; Thermostat Gasket. 

. 25138 


1978-1971; OEType Thermostat. 

♦13359 

195 

1976-1970; Thermostat Gasket (1 Pack). 

. 27138 



❖13352 

205 

V-8 5.0 L 




❖13358 

180 

1986-1983; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 





❖45356 

160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Pontiac - Continued 

Bonneville - Continued 

Catalina 

V-8 5.0 L- Continued 



6-Cyl. 250 (Canada) 



1986-1983; OE Type Thermostat. 

. ♦13359 

195 

1979-1977; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1979-1977; OE Type Thermostat. 

♦13359 

195 

1986-1983; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1986-1983; Thermostat Gasket. 

. 25138 


1979-1977; Economy Thermostat. 

. ♦13009 

195 

1986-1983; Thermostat Gasket (1 Pack). 

27138 



❖13008 

180 

1981; Premium Thermostat. 

♦45359 

195 


❖13006 

160 


❖45358 

180 

V-6 231 




❖45356 

160 

1979-1977; Premium Thermostat. 

. ♦45359 

195 

1981; OE Type Thermostat. 

. ♦ 13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1979-1977; OE Type Thermostat. 

♦13359 

195 


❖13356 

160 


❖13352 

205 

1981; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1979-1977; Economy Thermostat. 

. ♦13009 

195 

1981; Thermostat Gasket. 

25148 



❖13008 

180 

1981; Thermostat Gasket (1 Pack). 

27148 



❖13006 

160 

V-8 5.7 L 



1979-1977; Thermostat Gasket. 

25132 


1980; Premium Thermostat. 

♦45359 

195 

1979-1977; Thermostat Gasket (1 Pack). 

27132 



❖45358 

180 

V-6 3.8 L 




❖45356 

160 

1981-1980; Premium Thermostat. 

. ♦45359 

195 

1980; OE Type Thermostat. 

. ♦ 13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1981-1980; OE Type Thermostat. 

♦ 13359 

195 


❖13356 

160 


❖13352 

205 

1980; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1981-1980; Economy Thermostat. 

. ♦13009 

195 

1980; Thermostat Gasket (1 Pack); Eng. VIN R. 

27148 



❖13008 

180 

1980; Thermostat Gasket; Eng. VIN R. 

25148 



❖13006 

160 

1980; Thermostat Gasket (1 Pack); Eng. VIN X. 

27132 


1981-1980; Thermostat Gasket. 

25132 


1980; Thermostat Gasket; Eng. VIN X. 

. 25132 


1981-1980; Thermostat Gasket (1 Pack). 

27132 


V-8 5.7 L Diesel 



V-8 301 



1984-1980; Premium Thermostat. 

♦45359 

195 

1979; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45358 

180 


❖45356 

160 


❖45356 

160 

1984-1980; OE Type Thermostat. 

♦ 13359 

195 

1979; OE Type Thermostat. 

. ♦isssg 

195 


❖13352 

205 


❖13352 

205 


❖13358 

180 


❖13358 

180 


❖13356 

160 


❖13356 

160 

1984-1980; Economy Thermostat. 

. ♦13009 

195 

1979; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13008 

180 


❖13006 

160 


❖13006 

160 

1984-1980; Thermostat Gasket. 

25148 


1979; Thermostat Gasket (1 Pack); Eng. VIN W. 

27148 


1984-1980; Thermostat Gasket (1 Pack). 

27148 


1979; Thermostat Gasket; Eng. VIN W. 

. 25148 


Canada Models 



1979; Thermostat Gasket (1 Pack); Eng. VIN Y. 

27138 





1979; Thermostat Gasket; Eng. VIN Y. 

25138 


V-8 (Canada) 

1957-1955; Premium Thermostat. 

. ♦45358 

180 

1978; Premium Thermostat. 

♦45359 

❖45358 

195 

180 


❖45356 

160 


❖45356 

160 

1957-1955; OE Type Thermostat. 

♦ 13358 

180 

1978; OE Type Thermostat. 

. ♦isssg 

195 


❖13352 

205 


❖13352 

205 


❖13356 

160 


❖13358 

180 

1957-1955; Economy Thermostat. 

. ♦13008 

180 


❖13356 

160 


❖13006 

160 

1978; Economy Thermostat. 

. ♦13009 

195 

1957-1955; Thermostat Gasket. 

25138 



013008 

180 

1957-1955; Thermostat Gasket (1 Pack). 

27138 



❖13006 

160 

V-8 283 (Canada); V-8 348 (Canada) 



1978; Thermostat Gasket. 

25148 


1960-1958; Premium Thermostat. 

♦45358 

180 

1978; Thermostat Gasket (1 Pack). 

27148 



❖45356 

160 

1977; Premium Thermostat. 

♦45359 

195 

1960-1958; OE Type Thermostat. 

♦ 13358 

180 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13356 

160 

1977; OE Type Thermostat. 

. ♦13359 

195 

1960-1958; Economy Thermostat. 

. ♦13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1960-1958; Thermostat Gasket. 

. 25138 



❖13356 

160 

1960-1958; Thermostat Gasket (1 Pack). 

. 27138 






♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Pontiac - Continued 

Pontiac - Continued 

Catalina - Continued 

Catalina - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 301 - Continued 

1977; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1977; Thermostat Gasket. 25138 

1977; Thermostat Gasket (1 Pack). 27138 

V-8 305 

1977; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1977; OE Type Thermostat. ♦ 13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1977; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1977; Thermostat Gasket. 25138 

1977; Thermostat Gasket (1 Pack). 27138 

V-8 305 (Canada) 

1979-1978; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1979-1978; OE Type Thermostat. ♦I3359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1979-1978; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

V-8 350 

1979-1978; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1979-1978; OE Type Thermostat. ♦I3359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1979-1978; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1979-1978; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1979-1978; Thermostat Gasket; Eng. VIN R. 25148 

1979-1978; Thermostat Gasket (1 Pack); Eng. VIN X. 27132 

1979-1978; Thermostat Gasket; Eng. VIN X. 25132 

1977; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1977; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1977; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1977; Thermostat Gasket (1 Pack); Eng. VIN P. 27138 

1977; Thermostat Gasket; Eng. VIN P. 25138 

1977; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1977; Thermostat Gasket; Eng. VIN R. 25148 

1976; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1976; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1976; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1976; Thermostat Gasket. 25138 

1976; Thermostat Gasket (1 Pack). 27138 


V-8 350 - Continued 

1973-1970; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1973-1970; OE Type Thermostat. ^13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1973-1970; Economy Thermostat. ^13009 195 

♦13008 180 
♦13006 160 

1973-1970; Thermostat Gasket. 25138 

1973-1970; Thermostat Gasket (1 Pack). 27138 

V-8 350 (Canada) 

1975; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1975; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1975; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1975; Thermostat Gasket. 25138 

1975; Thermostat Gasket (1 Pack). 27138 

V-8 389 

1966-1959; Premium Thermostat. ♦45358 180 

♦45356 160 

1966-1959; OE Type Thermostat. ♦ISSSS 180 

♦13352 205 
♦13356 160 

1966-1959; Economy Thermostat. ♦13008 180 

♦13006 160 

1966-1959; Thermostat Gasket. 25138 

1966-1959; Thermostat Gasket (1 Pack). 27138 

V-8 4.3 L 

1981-1980; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1981-1980; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1981-1980; Economy Thermostat. ^13009 195 

♦13008 180 
♦13006 160 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 

V-8 4.4 L (Canada) 

1981; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1981; OE Type Thermostat. ♦13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1981; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1980; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1980; OE Type Thermostat. ♦13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1980; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 


♦ OE Temperature. ♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Pontiac - Continued 

Catalina - Continued 

Catalina - Continued 

V-8 4.9 L 



V-8 455 - Continued 



1980; Premium Thermostat. 

. ♦45359 

195 

1976-1970; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1980; OE Type Thermostat. 

. ♦ 13359 

195 

1976-1970; Thermostat Gasket. 

. 25138 



❖13352 

205 

1976-1970; Thermostat Gasket (1 Pack). 

27138 



❖13358 

180 

V-8 5.0 L 




❖13356 

160 

1981; Premium Thermostat. 

♦45359 

195 

1980; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1981; OE Type Thermostat. 

. ♦13359 

195 

1980; Thermostat Gasket. 

. 25138 



❖13352 

205 

1980; Thermostat Gasket (1 Pack). 

. 27138 



❖13358 

180 

V-8 400 




❖13356 

160 

1978-1967; Premium Thermostat. 

. ♦45359 

195 

1981; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1978-1967; OE Type Thermostat. 

. ♦13359 

195 

1981; Thermostat Gasket. 

. 25148 



❖13352 

205 

1981; Thermostat Gasket (1 Pack). 

27148 



❖13358 

180 

V-8 5.0 L (Canada) 




❖13356 

160 

1980; Premium Thermostat. 

♦45359 

195 

1978-1967; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1980; OE Type Thermostat. 

. ♦13359 

195 

1978-1967; Thermostat Gasket. 

. 25138 



❖13352 

205 

1978-1967; Thermostat Gasket (1 Pack). 

. 27138 



❖13358 

180 

V-8 403 




❖13356 

160 

1979-1977; Premium Thermostat. 

. ♦45359 

195 

1980; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1979-1977; OE Type Thermostat. 

. ♦ 13359 

195 

1980; Thermostat Gasket. 

. 25138 



❖13352 

205 

1980; Thermostat Gasket (1 Pack). 

27138 



❖13358 

180 

V-8 5.7 L 




❖13356 

160 

1980; Premium Thermostat. 

♦45359 

195 

1979-1977; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1980; OE Type Thermostat. 

. ♦13359 

195 

1979-1977; Thermostat Gasket. 

. 25148 



4-13352 

205 

1979-1977; Thermostat Gasket (1 Pack). 

. 27148 



❖13358 

180 

V-8 421 




❖13356 

160 

1966-1961; Premium Thermostat. 

. ♦45358 

180 

1980; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1966-1961; OEType Thermostat. 

. ♦ 13358 

180 


❖13006 

160 


❖13352 

205 

1980; Thermostat Gasket (1 Pack); Eng. VIN R. 

27148 



❖13356 

160 

1980; Thermostat Gasket; Eng. VIN R. 

25148 


1966-1961; Economy Thermostat. 

. ♦13008 

180 

1980; Thermostat Gasket (1 Pack); Eng. VIN X. 

. 27132 



❖13006 

160 

1980; Thermostat Gasket; Eng. VIN X. 

. 25132 


1966-1961; Thermostat Gasket. 

. 25138 


V-8 5.7 L Diesel 



1966-1961; Thermostat Gasket (1 Pack). 

. 27138 


1981-1980; Premium Thermostat. 

. ♦45359 

195 

V-8 428 




❖45358 

180 

1969-1967; Premium Thermostat. 

. ♦45359 

195 


❖45356 

160 


❖45358 

180 

1981-1980; OE Type Thermostat. 

♦13359 

195 


❖45356 

160 


❖13352 

205 

1969-1967; OE Type Thermostat. 

. ♦ 13359 

195 


❖13358 

180 


❖13352 

205 


❖13356 

160 


❖13358 

180 

1981-1980; Economy Thermostat. 

. ♦13009 

195 


❖13356 

160 


❖13008 

180 

1969-1967; Economy Thermostat. 

. ♦13009 

195 


❖13006 

160 


❖13008 

180 

1981-1980; Thermostat Gasket. 

25148 



❖13006 

160 

1981-1980; Thermostat Gasket (1 Pack). 

27148 


1969-1967; Thermostat Gasket. 

. 25138 






27138 


wlllcl Let 111 



V-8 455 



6-Cyl. 239; 8-Cyl. 249 



1976-1970; Premium Thermostat. 

. ♦45359 

195 

1949; Premium Thermostat. 

♦45358 

180 


❖45358 

180 


❖45356 

160 


❖45356 

160 

1949; OE Type Thermostat. 

. ♦13358 

180 

1976-1970; OE Type Thermostat. 

. ♦ 13359 

195 


❖13352 

205 


❖13352 

205 


❖13356 

160 


❖13358 

180 

1949; Economy Thermostat. 

. ♦13008 

180 


❖13356 

160 


❖13006 

160 




1949; Thermostat Gasket. 

25140 





1949; Thermostat Gasket (1 Pack). 

. 27140 



♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Pontiac - Continued 


Chieftain - Continued 

8-Cyl. 268 

1954-1950; Premium Thermostat. 
1954-1950; OE Type Thermostat. 


1954-1950; Economy Thermostat. 

1954-1950; Thermostat Gasket. 

1954-1950; Thermostat Gasket (1 Pack). 

V-8 287 

1955; Premium Thermostat. 

1955; OE Type Thermostat. 


1955; Economy Thermostat. 

1955; Thermostat Gasket. 

1955; Thermostat Gasket (1 Pack). 

V-8 317 

1956; Premium Thermostat. 

1956; OE Type Thermostat. 


1956; Economy Thermostat. 

1956; Thermostat Gasket. 

1956; Thermostat Gasket (1 Pack). 

V-8 347 

1957; Premium Thermostat. 

1957; OE Type Thermostat. 


1957; Economy Thermostat. 

1957; Thermostat Gasket. 

1957; Thermostat Gasket (1 Pack). 

V-8 370 

1958; Premium Thermostat. 

1958; OE Type Thermostat. 


1958; Economy Thermostat. 

1958; Thermostat Gasket. 

1958; Thermostat Gasket (1 Pack). 


Executive 


V-8 389 


Part Tem 
Number p °F 


♦45358 180 
❖45356 160 

180 


♦ 13358 
❖13352 205 
❖13356 160 

♦ 13008 180 
❖13006 160 

25140 

27140 

♦45358 180 
❖45356 160 

♦ 13358 180 
❖13352 205 
❖13356 160 

♦ 13008 180 
❖13006 160 

25140 

27140 

♦45358 180 
❖45356 160 
♦13358 180 
❖13352 205 
❖13356 160 
♦13008 180 
❖13006 160 
25140 
27140 

♦45358 180 
❖45356 160 
♦13358 180 
❖13352 205 
❖13356 160 

♦ 13008 180 
❖13006 160 

25140 

27140 

♦45358 180 
❖45356 160 


♦ 13358 180 
❖13352 205 
❖13356 160 

♦ 13008 180 
❖13006 160 

25138 

27138 


1967; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1967; OE Type Thermostat. 

. ♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1967; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1967; Thermostat Gasket. 

. 25138 


1967; Thermostat Gasket (1 Pack). 

. 27138 


'-8 400; V-8 428 



1969-1967; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 


Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Executive - Continued 

V-8 400; V-8 428 - Continued 



1969-1967; OE Type Thermostat. 

. ♦isssg 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1969-1967; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1969-1967; Thermostat Gasket. 

. 25138 


1969-1967; Thermostat Gasket (1 Pack). 

. 27138 


Fiero 

4-Cvl. 2.5 L 



1988-1984; Premium Thermostat. 

. ♦045819 

195 


❖045818 

180 

1988-1984; OE Type Thermostat. 

. ♦013819 

195 


❖013818 

180 

V-6 2.8 L 



1988-1985; Premium Thermostat. 

. ♦045819 

195 


❖045818 

180 

1988-1985; OE Type Thermostat. 

. ♦ >13819 

195 


❖013818 

180 

Firebird 

4-Cvl. 2.5 L 



1986-1982; Premium Thermostat. 

. ♦45399 

195 


❖45398 

180 

1986-1982; OE Type Thermostat. 

. ♦13399 

195 


❖13398 

180 

1986-1982; Thermostat Gasket. 

. 25138 


1986-1982; Thermostat Gasket (1 Pack). 

. 27138 


6-Cyl. 230 



1967; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1967; OE Type Thermostat. 

. ♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1967; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1967; Thermostat Gasket. 

. 25138 


1967; Thermostat Gasket (1 Pack). 

. 27138 


6-Cyl. 250 



1976-1968; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1976-1968; OE Type Thermostat. 

. ♦13359 

195 


❖13352 

205 

| 

❖13358 

180 


❖13356 

160 

1976-1968; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1976-1968; Thermostat Gasket. 

. 25138 


1976-1968; Thermostat Gasket (1 Pack). 

. 27138 


V-6 2.8 L 



1989; Premium Thermostat. 

. ♦45849 

195 


❖45848 

180 

1989; OE Type Thermostat. 

. ♦13849 

195 


❖ 13848 

180 

1989; Thermostat Seal. 

. 25272 


1989; Thermostat Seal (1 Pack). 

. 27272 


1988; Premium Thermostat. 

. ♦45349 

195 


❖45348 

180 

1988; OE Type Thermostat. 

. ♦13349 

195 


❖13348 

180 

1988; Thermostat Gasket. 

. 25167 


1988; Thermostat Gasket (1 Pack). 

. 27167 


1987-1985; Premium Thermostat. 

. ♦45349 

195 


❖45348 

180 


♦ OE Temperature. 
O Seal Included. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Firebird - Continued 

V-6 2.8 L-Continued 



1987-1985; OE Type Thermostat. 

♦13349 

195 


❖13348 

180 

1987-1985; Thermostat Gasket. 

. 25168 


1987-1985; Thermostat Gasket (1 Pack). 

. 27168 


1984; Premium Thermostat; Eng. VIN 1. 

. ♦45349 

195 


❖45348 

180 

1984; OE Type Thermostat; Eng. VIN 1. 

. ♦13349 

195 


❖13348 

180 

1984; Premium Thermostat; Eng. VIN L. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1984; OE Type Thermostat; Eng. VIN L. 

. ♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1984; Economy Thermostat; Eng. VIN L. 

♦ 13009 

195 


❖13008 

180 


❖13006 

160 

1984; Thermostat Gasket (1 Pack); Eng. VIN 1. 

. 27168 


1984; Thermostat Gasket; Eng. VIN 1. 

25168 


1984; Thermostat Gasket (1 Pack); Eng. VIN L. 

. 27138 


1984; Thermostat Gasket; Eng. VIN L. 

25138 


1983; Premium Thermostat; Eng. VIN 1. 

. ♦45349 

195 


❖45348 

180 

1983; OE Type Thermostat; Eng. VIN 1. 

. ♦13349 

195 


❖13348 

180 

1983; Premium Thermostat; Eng. VIN L. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1983; OE Type Thermostat; Eng. VIN L. 

. ♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1983; Economy Thermostat; Eng. VIN L. 

♦ 13009 

195 


❖13008 

180 


❖13006 

160 

1983; Thermostat Gasket (1 Pack); Eng. VIN 1. 

. 27168 


1983; Thermostat Gasket; Eng. VIN 1. 

25168 


1983; Thermostat Gasket (1 Pack); Eng. VIN L. 

. 27167 


1983; Thermostat Gasket; Eng. VIN L. 

25167 


1982; Premium Thermostat. 

♦45349 

195 


❖45348 

180 

1982; OE Type Thermostat. 

. ♦13349 

195 


❖13348 

180 

1982; Thermostat Gasket. 

. 25168 


1982; Thermostat Gasket (1 Pack). 

27168 


V-6 231 



1979-1977; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1979-1977; OE Type Thermostat. 

♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1979-1977; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1979-1977; Thermostat Gasket. 

. 25132 


1979-1977; Thermostat Gasket (1 Pack). 

. 27132 


V-6 3.1 L 



1992; Premium Thermostat. 

♦45849 

195 


❖45848 

180 

1992; OE Type Thermostat. 

. ♦13849 

195 


❖13848 

180 

1992; Thermostat Gasket. 

. 25167 


1992; Thermostat Gasket (1 Pack). 

27167 


1991-1990; Premium Thermostat. 

. ♦45849 

195 


❖45848 

180 

1991-1990; OE Type Thermostat. 

. ♦13849 

195 


❖13848 

180 

1991-1990; Thermostat Seal. 

. 25272 


1991-1990; Thermostat Seal (1 Pack). 

. 27272 



Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Firebird - Continued 

V-6 3.4 L 



1994-1993; Premium Thermostat. 

. ♦45849 

195 


❖45848 

180 

1994-1993; OE Type Thermostat. 

♦ 13849 

195 


❖ 13848 

180 

1994-1993; Thermostat Seal. 

. 25272 


1994-1993; Thermostat Seal (1 Pack). 

27272 


V-6 3.8 L 



1989; Premium Thermostat. 

♦45848 

180 


❖45849 

195 

1989; OE Type Thermostat. 

. ♦13848 

180 


❖ 13849 

195 

1989; Thermostat Gasket. 

. 25167 


1989; Thermostat Gasket (1 Pack). 

27167 


1989; Thermostat Seal. 

. 25273 


1989; Thermostat Seal (1 Pack). 

27273 


1981-1980; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1981-1980; OE Type Thermostat. 

♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1981-1980; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1981-1980; Thermostat Gasket. 

. 25132 


1981-1980; Thermostat Gasket (1 Pack). 

. 27132 


V-8 301 



1979; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1979; OE Type Thermostat. 

. ♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1979; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1979; Thermostat Gasket (1 Pack); Eng. VIN W. 

27148 


1979; Thermostat Gasket; Eng. VIN W. 

. 25148 


1979; Thermostat Gasket (1 Pack); Eng. VIN Y. 

27138 


1979; Thermostat Gasket; Eng. VIN Y. 

. 25138 


1977; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1977; OE Type Thermostat. 

. ♦isssg 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1977; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1977; Thermostat Gasket. 

. 25138 


1977; Thermostat Gasket (1 Pack). 

27138 


V-8 305 



1979-1977; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1979-1977; OE Type Thermostat. 

♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1979-1977; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1979-1977; Thermostat Gasket. 

. 25138 


1979-1977; Thermostat Gasket (1 Pack). 

. 27138 


V-8 326 



1967; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Pontiac - Continued 

Firebird - Continued 

Firebird - Continued 

V-8 326 - Continued 



V-8 4.4 L (Canada) - Continued 



1967; OE Type Thermostat. 

. ♦13359 

195 

1981; Thermostat Gasket. 

25138 



❖13352 

205 

1981; Thermostat Gasket (1 Pack). 

27138 



❖13358 

180 

V-8 4.9 L 




❖13356 

160 

1981; Premium Thermostat; Eng. VIN T. 

. ♦45399 

195 

1967; Economy Thermostat. 

. ♦13009 

195 


❖45398 

180 


❖13008 

180 

1981; OE Type Thermostat; Eng. VIN T. 

. ♦13399 

195 


❖13006 

160 


❖13398 

180 

1967; Thermostat Gasket. 

25140 


1981; Premium Thermostat; Eng. VIN W. 

. ♦45359 

195 

1967; Thermostat Gasket (1 Pack). 

27140 



❖45358 

180 

V-8 350 




❖45356 

160 

1979-1978; Premium Thermostat. 

. ♦45359 

195 

1981; OE Type Thermostat; Eng. VIN W. 

. ♦isssg 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1979-1978; OE Type Thermostat. 

♦ 13359 

195 


❖13356 

160 


❖13352 

205 

1981; Economy Thermostat; Eng. VIN W. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1979-1978; Economy Thermostat. 

. ♦13009 

195 

1981; Thermostat Gasket (1 Pack); Eng. VIN T. 

27138 



❖13008 

180 

1981; Thermostat Gasket; Eng. VIN T. 

25138 



❖13006 

160 

1981; Thermostat Gasket (1 Pack); Eng. VIN W. 

27148 


1979-1978; Thermostat Gasket. 

. 25138 


1981; Thermostat Gasket; Eng. VIN W. 

. 25148 


1979-1978; Thermostat Gasket (1 Pack). 

27138 


1980; Premium Thermostat; Eng. VIN T. 

. ♦45399 

195 

1977; Premium Thermostat. 

♦45359 

195 


❖45398 

180 


❖45358 

180 

1980; OE Type Thermostat; Eng. VIN T. 

. ♦13399 

195 


❖45356 

160 


❖13398 

180 

1977; OE Type Thermostat. 

. ♦ 13359 

195 

1980; Premium Thermostat; Eng. VIN W. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1980; OE Type Thermostat; Eng. VIN W. 

. ♦isssg 

195 

1977; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1977; Thermostat Gasket (1 Pack); Eng. VIN P. 

27138 


1980; Economy Thermostat; Eng. VIN W. 

. ♦13009 

195 

1977; Thermostat Gasket; Eng. VIN P. 

. 25138 



❖13008 

180 

1977; Thermostat Gasket (1 Pack); Eng. VIN R. 

27148 



❖13006 

160 

1977; Thermostat Gasket; Eng. VIN R. 

. 25148 


1980; Thermostat Gasket. 

25138 


1976-1968; Premium Thermostat. 

. ♦45359 

195 

1980; Thermostat Gasket (1 Pack). 

. 27138 



❖45358 

180 

V-8 400 




❖45356 

160 

1979-1967; Premium Thermostat. 

. ♦45359 

195 

1976-1968; OE Type Thermostat. 

♦ 13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1979-1967; OE Type Thermostat. 

♦ 13359 

195 


❖13356 

160 


❖13352 

205 

1976-1968; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1979-1967; Economy Thermostat. 

. ♦13009 

195 

1976-1968; Thermostat Gasket. 

25138 



013008 

180 

1976-1968; Thermostat Gasket (1 Pack). 

27138 



❖13006 

160 

V-8 4.3 L 



1979-1967; Thermostat Gasket. 

25138 


1981-1980; Premium Thermostat. 

. ♦45359 

195 

1979-1967; Thermostat Gasket (1 Pack). 

. 27138 



❖45358 

180 

V-8 403 




❖45356 

160 

1979-1977; Premium Thermostat. 

. ♦45359 

195 

1981-1980; OE Type Thermostat. 

♦ 13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1979-1977; OE Type Thermostat. 

♦ 13359 

195 


❖13356 

160 


❖13352 

205 

1981-1980; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1979-1977; Economy Thermostat. 

. ♦13009 

195 

1981-1980; Thermostat Gasket. 

25138 



❖13008 

180 

1981-1980; Thermostat Gasket (1 Pack). 

27138 



❖13006 

160 

V-8 4.4 L (Canada) 



1979-1977; Thermostat Gasket. 

25148 


1981; Premium Thermostat. 

♦45359 

195 

1979-1977; Thermostat Gasket (1 Pack). 

27148 



❖45358 

180 

V-8 455 




❖45356 

160 

1976-1971; Premium Thermostat. 

. ♦45359 

195 

1981; OE Type Thermostat. 

. ♦ 13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1976-1971; OEType Thermostat. 

♦ 13359 

195 


❖13356 

160 


❖13352 

205 

1981; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 





♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Part Tem 
Number p °F 


Application 


Pontiac - Continued 


Firebird - Continued 

V-8 455 - Continued 

1976-1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1976-1971; Thermostat Gasket. 25138 

1976-1971; Thermostat Gasket (1 Pack). 27138 

V-8 5.0 L 

1992-1980; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1992-1980; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1992-1980; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1992-1980; Thermostat Gasket. 25138 

1992-1980; Thermostat Gasket (1 Pack). 27138 

V-8 5.7 L 

1994-1993; Premium Thermostat. ♦045218 180 

1994-1993; OE Type Thermostat. ♦ )14218 180 

1992-1987; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1992-1987; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1992-1987; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1992-1987; Thermostat Gasket. 25138 

1992-1987; Thermostat Gasket (1 Pack). 27138 

Firefly 

3-Cvl. 1.0 L (Canada) 

1994; Premium Thermostat. ♦45849 195 

❖45848 180 

1994; OE Type Thermostat. ♦13849 195 

❖ 13848 180 

1994; Thermostat Gasket. 25167 

1994; Thermostat Gasket (1 Pack). 27167 

1991-1987; Premium Thermostat. ♦45848 180 

❖45849 195 

1991-1987; OE Type Thermostat. ♦13848 180 

❖ 13849 195 

1991-1987; Thermostat Gasket. 25167 

1991-1987; Thermostat Gasket (1 Pack). 27167 

1986-1985; Premium Thermostat. ♦45849 195 

❖45848 180 

1986-1985; OE Type Thermostat. ♦13849 195 

❖13848 180 

1986-1985; Thermostat Gasket. 25167 

1986-1985; Thermostat Gasket (1 Pack). 27167 

1994; Premium Thermostat. ♦45849 195 

❖45848 180 

1994; OE Type Thermostat. ♦13849 195 

❖13848 180 

1994; Thermostat Gasket. 25167 

1994; Thermostat Gasket (1 Pack). 27167 

1991-1987; Premium Thermostat. ♦45848 180 

❖45849 195 

1991 -1987; OE Type Thermostat. ♦13848 180 

❖ 13849 195 

1991-1987; Thermostat Gasket. 25167 

1991-1987; Thermostat Gasket (1 Pack). 27167 

1986-1985; Premium Thermostat. ♦45849 195 

❖45848 180 

1986-1985; OE Type Thermostat. ♦13849 195 

❖ 13848 180 

1986-1985; Thermostat Gasket. 25167 

1986-1985; Thermostat Gasket (1 Pack). 27167 

♦ OE Temperature. 

O Seal Included. 


Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

1 Grand Am 

4-Cyl. 2.0 L 



1989-1987; Premium Thermostat. 

... ♦045819 

195 


❖045818 

180 

1989-1987; OE Type Thermostat. 

.. ♦013819 

195 


❖013818 

180 

4-Cyl. 2.3 L 



1994; Premium Thermostat. 

♦45028 

180 

1994; OE Type Thermostat. 

... ♦ 14028 

180 

1994; Thermostat Seal. 

25272 


1994; Thermostat Seal (1 Pack). 

27272 


1994; Thermostat Gasket (1 Pack); Eng. VIN 3. 

27184 


1994; Thermostat Gasket; Eng. VIN 3. 

25184 


1993-1988; Premium Thermostat. 

... ♦45359 

195 


❖45358 

180 


❖45356 

160 

1993-1988; OE Type Thermostat. 

♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1993-1988; Economy Thermostat. 

... ♦13009 

195 


❖13008 

180 


❖13006 

160 

1993-1988; Thermostat Gasket. 

25184 


1993-1988; Thermostat Gasket (1 Pack). 

27184 


4-Cyl. 2.5 L 



1991-1989; Premium Thermostat. 

... ♦45359 

195 


❖45358 

180 


❖45356 

160 

1991-1989; OE Type Thermostat. 

♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1991-1989; Economy Thermostat. 

... ♦13009 

195 


❖13008 

180 


❖13006 

160 

1991-1989; Thermostat Gasket. 

25138 


1991-1989; Thermostat Gasket (1 Pack). 

27138 


1991-1989; Thermostat Seal. 

25282 


1991-1989; Thermostat Seal (1 Pack). 

27282 


1988-1985; Premium Thermostat. 

... ♦045819 

195 


❖045818 

180 

1988-1985; OE Type Thermostat. 

.. ♦013819 

195 


❖013818 

180 

V-6 231 



1979; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1979; OE Type Thermostat. 

... ♦isssg 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1979; Economy Thermostat. 

... ♦13009 

195 


❖13008 

180 


❖13006 

160 

1979; Thermostat Gasket. 

25132 


1979; Thermostat Gasket (1 Pack). 

27132 


V-6 3.0 L 



1987-1985; Premium Thermostat. 

... ♦45849 

195 


❖45848 

180 

1987-1985; OE Type Thermostat. 

♦13849 

195 


❖13848 

180 

1987-1985; Thermostat Gasket - Throttle Body. 

25194 


1987-1985; Thermostat Gasket - Water Outlet Connector. 

25193 


V-6 3.1 L 



1994; Premium Thermostat. 

.. ♦045899 

195 

1994; OE Type Thermostat. 

... ♦013899 

195 

V-6 3.3 L 



1993-1992; Premium Thermostat. 

... ♦45849 

195 


❖45848 

180 

1993-1992; OE Type Thermostat. 

♦ 13849 

195 


❖ 13848 

180 

1993-1992; Thermostat Gasket. 

25193 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Pontiac - Continued 

Pontiac - Continued 

Grand Am - Continued 

Grand Am - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 3.3 L - Continued 

1993-1992; Thermostat Seal. 25273 

1993-1992; Thermostat Seal (1 Pack). 27273 

V-8 301 

1979-1978; Premium Thermostat. +45359 195 

-0-45358 180 
045356 160 

1979-1978; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1979-1978; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1979-1978; Thermostat Gasket (1 Pack); Eng. VIN W. 27148 

1979-1978; Thermostat Gasket; Eng. VIN W. 25148 

1979-1978; Thermostat Gasket (1 Pack); Eng. VIN Y. 27138 

1979-1978; Thermostat Gasket; Eng. VIN Y. 25138 

V-8 305 

1979-1978; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1979-1978; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1979-1978; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1979-1978; Thermostat Gasket. 25138 

1979-1978; Thermostat Gasket (1 Pack). 27138 

V-8 350 

1975; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1975; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1975; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1975; Thermostat Gasket. 25138 

1975; Thermostat Gasket (1 Pack). 27138 

1973; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1973; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1973; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1973; Thermostat Gasket. 25138 

1973; Thermostat Gasket (1 Pack). 27138 

V-8 4.9 L 

1980; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1980; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1980; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 


V-8 400; V-8 455 

1975-1973; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1975-1973; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1975-1973; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1975-1973; Thermostat Gasket. 25138 

1975-1973; Thermostat Gasket (1 Pack). 27138 

V-8 5.0 L 

1980; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1980; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1980; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 


Grand Lemans 

6-Cyl. 250 

1976-1975; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1976-1975; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1976-1975; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1976-1975; Thermostat Gasket. 25138 

1976-1975; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 (Canada) 

1977; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1977; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1977; Economy Thermostat. +13009 195 

013008 180 
013006 160 

V-6 200 (Canada) 

1979-1978; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1979-1978; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1979-1978; Economy Thermostat. +13009 195 

013008 180 
013006 160 

V-6 231 

1979; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1979; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 


♦ OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Pontiac - Continued 

Pontiac - Continued 

Grand Lemans - Continued 

Grand Lemans - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-6 231 - Continued 

1979; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1979; Thermostat Gasket (1 Pack); Eng. VIN A . 27132 

1979; Thermostat Gasket; Eng. VIN A . 25132 

1979; Thermostat Gasket (1 Pack); Eng. VIN 2. 27138 

1979; Thermostat Gasket; Eng. VIN 2. 25138 

1978; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1978; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1978; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1978; Thermostat Gasket. 25132 

1978; Thermostat Gasket (1 Pack). 27132 

1977; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1977; OE Type Thermostat. ♦ISSSO 195 

♦13352 205 
♦13358 180 
♦13356 160 

1977; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

V-6 3.8 L 

1981; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1981; OE Type Thermostat. ♦13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1981; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1981; Thermostat Gasket. 25132 

1981; Thermostat Gasket (1 Pack). 27132 

1980; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1980; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1980; Economy Thermostat. ^13009 195 

♦13008 180 
♦13006 160 

1980; Thermostat Gasket (1 Pack); Eng. VIN A . 27132 

1980; Thermostat Gasket; Eng. VIN A . 25132 

1980; Thermostat Gasket (1 Pack); Eng. VIN K. 27138 

1980; Thermostat Gasket; Eng. VIN K. 25138 

V-8 260 

1976; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1976; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1976; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1976; Thermostat Gasket. 25148 

1976; Thermostat Gasket (1 Pack). 27148 


V-8 267 (Canada) 

1979; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1979; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1979; Economy Thermostat. ^13009 195 

♦13008 180 
♦13006 160 

V-8 301 

1979; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1979; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1979; Economy Thermostat. ^13009 195 

♦13008 180 
♦13006 160 

1979; Thermostat Gasket (1 Pack); Eng. VIN W. 27148 

1979; Thermostat Gasket; Eng. VIN W. 25148 

1979; Thermostat Gasket (1 Pack); Eng. VIN Y. 27138 

1979; Thermostat Gasket; Eng. VIN Y. 25138 

1977; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1977; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1977; Economy Thermostat. ^13009 195 

♦13008 180 
♦13006 160 

1977; Thermostat Gasket. 25138 

1977; Thermostat Gasket (1 Pack). 27138 

V-8 305 

1979-1977; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1979-1977; OE Type Thermostat. ♦ 13359 195 

♦13352 205 
♦13358 180 
♦13356 160 

1979-1977; Economy Thermostat. ^13009 195 

♦13008 180 
♦13006 160 

1979-1977; Thermostat Gasket. 25138 

1979-1977; Thermostat Gasket (1 Pack). 27138 

V-8 305 (Canada) 

1976; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1976; OE Type Thermostat. ♦ISSSg 195 

♦13352 205 
♦13358 180 
♦13356 160 

1976; Economy Thermostat. ♦13009 195 

♦13008 180 
♦13006 160 

1976; Thermostat Gasket. 25138 

1976; Thermostat Gasket (1 Pack). 27138 

V-8 350 

1979-1978; Premium Thermostat. ♦45359 195 

♦45358 180 
♦45356 160 

1979-1978; OE Type Thermostat. ^13359 195 

♦13352 205 
♦13358 180 
♦13356 160 


♦ OE Temperature. ♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Pontiac - Continued 

Grand Lemans - Continued 

Grand Lemans - Continued 

V-8 350 - Continued 



V-8 4.9 L - Continued 



1979-1978; Economy Thermostat. 

. ♦13009 

195 

1981; OE Type Thermostat. 

. ♦■mss 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1979-1978; Thermostat Gasket. 

25138 



❖13356 

160 

1979-1978; Thermostat Gasket (1 Pack). 

27138 


1981; Economy Thermostat. 

. ♦13009 

195 

1977; Premium Thermostat. 

♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1981; Thermostat Gasket. 

. 25148 


1977; OE Type Thermostat. 

. ♦ 13359 

195 

1981; Thermostat Gasket (1 Pack). 

. 27148 



❖13352 

205 

1980; Premium Thermostat. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1977; Economy Thermostat. 

. ♦13009 

195 

1980; OE Type Thermostat. 

. ♦13359 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1977; Thermostat Gasket (1 Pack); Eng. VIN P. 

27138 



❖13356 

160 

1977; Thermostat Gasket; Eng. VIN P. 

. 25138 


1980; Economy Thermostat. 

. ♦13009 

195 

1977; Thermostat Gasket (1 Pack); Eng. VIN R. 

27148 



❖13008 

180 

1977; Thermostat Gasket; Eng. VIN R. 

25148 



❖13006 

160 

1976-1975; Premium Thermostat. 

. ♦45359 

195 

1980; Thermostat Gasket. 

. 25138 



❖45358 

180 

1980; Thermostat Gasket (1 Pack). 

. 27138 



❖45356 

160 

V-8 400 



1976-1975; OE Type Thermostat. 

♦ 13359 

195 


+-A.W q 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1977-1975; OE Type Thermostat. 

. ♦13359 

195 

1976-1975; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1976-1975; Thermostat Gasket. 

25138 



♦nnnq 

195 

1976-1975; Thermostat Gasket (1 Pack). 

27138 



❖13008 

180 

V-8 4.3 L 




❖13006 

160 

1981-1980; Premium Thermostat. 

. ♦45359 

195 

1977-1975; Thermostat Gasket. 

. 25138 



❖45358 

180 

1977-1975; Thermostat Gasket (1 Pack). 

. 27138 



❖45356 

160 

V-8 403 



1981-1980; OE Type Thermostat. 

♦ 13359 

195 

1977; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1977; OE Type Thermostat. 

. ♦13359 

195 

1981-1980; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1981-1980; Thermostat Gasket. 

25138 


1977; Economy Thermostat. 

. ♦13009 

195 

1981-1980; Thermostat Gasket (1 Pack). 

27138 



❖13008 

180 

V-8 4.4 L (Canada) 




❖13006 

160 

1981; Premium Thermostat. 

. ♦45359 

195 

1977; Thermostat Gasket. 

. 25148 



❖45358 

180 

1977; Thermostat Gasket (1 Pack). 

. 27148 



❖45356 

160 

V-8 455 



1981; OE Type Thermostat. 

. ♦ 13359 

195 

1976-1975; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1976-1975; OE Type Thermostat. 

. ♦13359 

195 

1981; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1981; Thermostat Gasket. 

25138 



*nnnq 

195 

1981; Thermostat Gasket (1 Pack). 

27138 



❖13008 

180 

1980; Premium Thermostat. 

♦45359 

195 


❖13006 

160 


❖45358 

180 

1976-1975; Thermostat Gasket. 

. 25138 



❖45356 

160 

1976-1975; Thermostat Gasket (1 Pack). 

. 27138 


1980; OE Type Thermostat. 

. ♦ 13359 

195 





<013352 

205 

V-8 5.0 L 




❖13358 

180 

1980; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1980; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1980; OE Type Thermostat. 

. ♦13359 

195 


❖13006 

160 


❖13352 

205 





❖13358 

180 

V-8 4.9 L 




❖13356 

160 

1981; Premium Thermostat. 

♦45359 

195 

1980; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 




1980; Thermostat Gasket. 

. 25138 



♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Pontiac - Continued 

Grand Lemans - Continued 

Grand Prix - Continued 

V-8 5.0 L- Continued 



V-6 3.8 L 



1980; Thermostat Gasket (1 Pack). 

. 27138 


1987-1980; Premium Thermostat. 

♦45359 

195 

V-8 5.0 L (Canada) 




❖45358 

180 

1981; Premium Thermostat. 

. ♦45359 

195 


❖45356 

160 


❖45358 

180 

1987-1980; OE Type Thermostat. 

♦13359 

195 


❖45356 

160 


❖13352 

205 

1981; OE Type Thermostat. 

. ♦13359 

195 


❖13358 

180 


❖13352 

205 


❖13356 

160 


❖13358 

180 

1987-1980; Economy Thermostat. 

.... ♦13009 

195 


❖13356 

160 


❖13008 

180 

1981; Economy Thermostat. 

. ♦13009 

195 


❖13006 

160 


>13008 

180 

1987-1980; Thermostat Gasket. 

25132 



❖13006 

160 

1987-1980; Thermostat Gasket (1 Pack). 

27132 


1981; Thermostat Gasket. 

. 25138 


V-6 4.1 L 



1981; Thermostat Gasket (1 Pack). 

. 27138 


1982; Premium Thermostat. 

♦45359 

195 

Grand Prix 


>45358 

<0>45356 

180 

160 

4-Cvl. 2.3 L 



1982 OE Type Thermostat. 

.... ♦msg 

195 

1991-1990; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1991-1990; OE Type Thermostat. 

. ♦ 13359 

195 


>13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1982 Thermostat Gasket. 

25132 


1991-1990; Economy Thermostat. 

. ♦13009 

195 

1982; Thermostat Gasket (1 Pack). 

27132 



❖13008 

180 

V-6 4.3 L 




❖13006 

160 

1987-1986; Premium Thermostat. 

... ♦45359 

195 

1991-1990; Thermostat Gasket. 

. 25184 



>45358 

180 

1991-1990; Thermostat Gasket (1 Pack). 

. 27184 



❖45356 

160 

V-6 2.8 L 



1987-1986; OE Type Thermostat. 

♦13359 

195 

1989-1988; Premium Thermostat. 

. ♦045899 

195 


❖13352 

205 

1989-1988; OE Type Thermostat. 

. ♦ )13899 

195 


❖13358 

180 

V-6 231 




❖13356 

160 

1979; Premium Thermostat. 

. ♦45359 

195 

1987-1986; Economy Thermostat. 

.... ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1979; OE Type Thermostat. 

. ♦isssg 

195 

1987-1986; Thermostat Gasket. 

25138 



❖13352 

205 

1987-1986; Thermostat Gasket (1 Pack). 

27138 



❖13358 

180 

V-8 301 




❖13356 

160 

1979-1978; Premium Thermostat. 

... ♦45359 

195 

1979; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1979-1978; OE Type Thermostat. 

♦ 13359 

195 

1979; Thermostat Gasket (1 Pack); Eng. VIN A. 

. 27132 



❖13352 

205 

1979; Thermostat Gasket; Eng. VIN A. 

. 25132 



❖13358 

180 

1979; Thermostat Gasket (1 Pack); Eng. VIN 2. 

. 27138 



❖13356 

160 

1979; Thermostat Gasket; Eng. VIN 2. 

. 25138 


1979-1978; Economy Thermostat. 

.... ♦13009 

195 

1978; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1979-1978; Thermostat Gasket (1 Pack); Eng. VIN W. 

27148 


1978; OE Type Thermostat. 

. ♦isssg 

195 

1979-1978; Thermostat Gasket; Eng. VIN W. 

25148 



❖13352 

205 

1979-1978; Thermostat Gasket (1 Pack); Eng. VIN Y. 

27138 



❖13358 

180 

1979-1978; Thermostat Gasket; Eng. VIN Y. 

25138 



❖13356 

160 

1977; Premium Thermostat. 

♦45359 

195 

1978; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1977; OE Type Thermostat. 

.... ♦isssg 

195 

1978; Thermostat Gasket. 

. 25132 



❖13352 

205 

1978; Thermostat Gasket (1 Pack). 

. 27132 



❖13358 

180 

V-6 3.1 L 




❖13356 

160 

1994-1989; Premium Thermostat. 

. ♦045899 

195 

1977; Economy Thermostat. 

... ♦13009 

195 

1994-1989; OE Type Thermostat. 

. ♦ )13899 

195 


❖13008 

180 

V-6 3.4 L 




>13006 

25138 

160 

1994; Premium Thermostat. 

1994; OE Type Thermostat. 

. ♦ >45899 

. ♦ )13899 

195 

195 

1977; Thermostat Gasket (1 Pack). 

27138 


1993-1992; OE Type Thermostat. 

. ♦ )13899 

195 

V-8 305 



1991; Premium Thermostat. 

. ♦ >45899 

195 

1979-1978; Premium Thermostat. 

... ♦45359 

195 

1991; OE Type Thermostat. 

. ♦ )13899 

195 


❖45358 

180 





❖45356 

160 


♦ OE Temperature. 0 Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Pontiac - Continued 

Grand Prix- Continued 

Grand Prix - Continued 

V-8 305 - Continued 



V-8 4.9 L 



1979-1978; OE Type Thermostat. 

. ♦13359 

195 

1980; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1980; OE Type Thermostat. 

. ♦13359 

195 

1979-1978; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1979-1978; Thermostat Gasket. 

. 25138 


1980; Economy Thermostat. 

. ♦13009 

195 

1979-1978; Thermostat Gasket (1 Pack). 

27138 



❖13008 

180 

V-8 350 




❖13006 

160 

1977; Premium Thermostat. 

♦45359 

195 

1980; Thermostat Gasket. 

. 25138 



❖45358 

180 

1980; Thermostat Gasket (1 Pack). 

. 27138 



❖45356 

160 

V-8 400 



1977; OE Type Thermostat. 

. ♦13359 

195 

1977-1967; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1977-1967; OE Type Thermostat. 

. ♦13359 

195 

1977; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1977; Thermostat Gasket (1 Pack); Eng. VIN P. 

. 27138 


1977-1967; Economy Thermostat. 

. ♦13009 

195 

1977; Thermostat Gasket; Eng. VIN P. 

. 25138 



❖13008 

180 

1977; Thermostat Gasket (1 Pack); Eng. VIN R. 

27148 



❖13006 

160 

1977; Thermostat Gasket; Eng. VIN R. 

. 25148 


1977-1967; Thermostat Gasket. 

. 25138 


1976; Premium Thermostat. 

♦45359 

195 

1977-1967; Thermostat Gasket (1 Pack). 

. 27138 



❖45358 

180 

V-8 403 




❖45356 

160 

1977; Premium Thermostat. 

. ♦45359 

195 

1976; OE Type Thermostat. 

. ♦ 13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1977; OE Type Thermostat. 

. ♦13359 

195 


❖13356 

160 


❖13352 

205 

1976; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1977; Economy Thermostat. 

. ♦13009 

195 

1976; Thermostat Gasket. 

25138 



❖13008 

180 

1976; Thermostat Gasket (1 Pack). 

27138 



❖13006 

160 

V-8 389 



1977; Thermostat Gasket. 

. 25148 


1966-1962; Premium Thermostat. 

. ♦45358 

180 

1977; Thermostat Gasket (1 Pack). 

. 27148 



❖45356 

160 

V-8 421 



1966-1962; OE Type Thermostat. 

♦ 13358 

180 



180 


❖13352 

205 


❖45356 

160 


❖13356 

160 

1966-1963; OE Type Thermostat. 

. ♦13358 

180 

1966-1962; Economy Thermostat. 

. ♦13008 

180 


❖13352 

205 


❖13006 

160 


❖13356 

160 

1966-1962; Thermostat Gasket. 

25138 



-4-nnnR 

180 

1966-1962; Thermostat Gasket (1 Pack). 

27138 



❖13006 

160 

V-8 4.3 L 



1966-1963; Thermostat Gasket. 

. 25138 


1981-1980; Premium Thermostat. 

. ♦45359 

195 

1966-1963; Thermostat Gasket (1 Pack). 

. 27138 



❖45358 

180 

V-8 428 




❖45356 

160 

1969-1967; Premium Thermostat. 

. ♦45359 

195 

1981-1980; OE Type Thermostat. 

♦ 13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1969-1967; OE Type Thermostat. 

. ♦13359 

195 


❖13356 

160 


❖13352 

205 

1981-1980; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1969-1967; Economy Thermostat. 

. ♦13009 

195 

1981-1980; Thermostat Gasket. 

25138 



<0-13008 

180 

1981-1980; Thermostat Gasket (1 Pack). 

27138 



❖13006 

160 

V-8 4.4 L (Canada) 



1969-1967; Thermostat Gasket. 

. 25138 


1982-1981; Premium Thermostat. 

. ♦45359 

195 

1969-1967; Thermostat Gasket (1 Pack). 

. 27138 



❖45358 

180 

V-8 455 




❖45356 

160 

1976-1970; Premium Thermostat. 

. ♦45359 

195 

1982-1981; OEType Thermostat. 

♦ 13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1976-1970; OE Type Thermostat. 

. ♦13359 

195 


❖13356 

160 


❖13352 

205 

1982-1981; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 




1982-1981; Thermostat Gasket. 

. 25138 





1982-1981; Thermostat Gasket (1 Pack). 

. 27138 






♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Pontiac - Continued 

Grand Prix- Continued 

Grand Safari - Continued 

V-8 455 - Continued 



V-8 305 (Canada) 



1976-1970; Economy Thermostat. 

. ♦13009 

195 

1978; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1976-1970; Thermostat Gasket. 

. 25138 


1978; OE Type Thermostat. 

. ♦13359 

195 

1976-1970; Thermostat Gasket (1 Pack). 

. 27138 



❖13352 

205 

V-8 5.0 L 




❖13358 

180 

1987-1983; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1978; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1987-1983; OE Type Thermostat. 

. ♦ 13359 

195 


❖13006 

160 


❖13352 

205 

V-8 350 




❖13358 

180 

1978; Premium Thermostat. 

♦45359 

195 


❖13356 

160 


❖45358 

180 

1987-1983; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1978; OE Type Thermostat. 

. ♦13359 

195 


❖13006 

160 


❖13352 

205 

1987-1983; Thermostat Gasket. 

. 25138 



❖13358 

180 

1987-1983; Thermostat Gasket (1 Pack). 

. 27138 



❖13356 

160 

1980; Premium Thermostat. 

. ♦45359 

195 

1978; Economy Thermostat. 

. ♦13009 

195 


❖45358 

180 


❖13008 

180 


❖45356 

160 


❖13006 

160 

1980; OE Type Thermostat. 

. ♦ 13359 

195 

1978; Thermostat Gasket (1 Pack); Eng. VIN R. 

27148 



❖13352 

205 

1978; Thermostat Gasket; Eng. VIN R. 

25148 



❖13358 

180 

1978; Thermostat Gasket (1 Pack); Eng. VIN X. 

27132 



❖13356 

160 

1978; Thermostat Gasket; Eng. VIN X. 

. 25132 


1980; Economy Thermostat. 

. ♦13009 

195 

1977; Premium Thermostat. 

♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1980; Thermostat Gasket. 

. 25138 


1977; OE Type Thermostat. 

. ♦13359 

195 

1980; Thermostat Gasket (1 Pack). 

. 27138 



❖13352 

205 

V-8 5.7 L Diesel 




❖13358 

180 

1984-1981; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1977; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1984-1981; OEType Thermostat. 

. ♦ 13359 

195 


❖13006 

160 


❖13352 

205 

1977; Thermostat Gasket. 

25148 



❖13358 

180 

1977; Thermostat Gasket (1 Pack). 

27148 



❖13356 

160 

V-8 400 



1984-1981; Economy Thermostat. 

. ♦13009 

195 

1978-1971; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1984-1981; Thermostat Gasket. 

. 25148 


1978-1971; OE Type Thermostat. 

. ♦13359 

195 

1984-1981; Thermostat Gasket (1 Pack). 

. 27148 



❖13352 

205 

Grand Safari 


*❖13358 

<0*13356 

180 

160 

V-8 301 



1978-1971; Economy Thermostat. 

. ♦13009 

195 

1978-1977; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1978-1971; Thermostat Gasket. 

25138 


1978-1977; OE Type Thermostat. 

. ♦13359 

195 

1978-1971; Thermostat Gasket (1 Pack). 

27138 



❖13352 

205 

V-8 403 




❖13358 

180 

1978-1977; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1978-1977; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1978-1977; OE Type Thermostat. 

♦ 13359 

195 


❖13006 

160 


❖13352 

205 

1978-1977; Thermostat Gasket. 

. 25138 



<*>13358 

180 

1978-1977; Thermostat Gasket (1 Pack). 

. 27138 



❖13356 

160 

V-8 305 



1978-1977; Economy Thermostat. 

. ♦13009 

195 

1977; Premium Thermostat. 

. ♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1978-1977; Thermostat Gasket. 

25148 


1977; OE Type Thermostat. 

. ♦13359 

195 

1978-1977; Thermostat Gasket (1 Pack). 

27148 



❖13352 

205 

V-8 455 




❖13358 

180 

1976-1971; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1977; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1976-1971; OEType Thermostat. 

♦ 13359 

195 


❖13006 

160 


❖13352 

205 





❖13358 

180 





❖13356 

160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Pontiac - Continued 

Pontiac - Continued 

Grand Safari - Continued 

GTO - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 455 - Continued 

1976-1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1976-1971; Thermostat Gasket. 25138 

1976-1971; Thermostat Gasket (1 Pack). 27138 


Grandville 

V-8 400 

1975; Premium Thermostat. -*-45359 195 

❖45358 180 
❖45356 160 

1975; OE Type Thermostat. *13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975; Economy Thermostat. *13009 195 

❖13008 180 
❖13006 160 

1975; Thermostat Gasket. 25138 

1975; Thermostat Gasket (1 Pack). 27138 

1973; Premium Thermostat. *45359 195 

❖45358 180 
❖45356 160 

1973; OE Type Thermostat. *13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1973; Economy Thermostat. *13009 195 

❖13008 180 
❖13006 160 

1973; Thermostat Gasket. 25138 

1973; Thermostat Gasket (1 Pack). 27138 

1971; Premium Thermostat. *45359 195 

❖45358 180 
❖45356 160 

1971; OE Type Thermostat. *13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971; Economy Thermostat. *13009 195 

❖13008 180 
❖13006 160 

1971; Thermostat Gasket. 25138 

1971; Thermostat Gasket (1 Pack). 27138 

V-8 455 

1975-1971; Premium Thermostat. *45359 195 

❖45358 180 
❖45356 160 

1975-1971; OE Type Thermostat. *13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1975-1971; Economy Thermostat. *13009 195 

❖13008 180 
❖13006 160 

1975-1971; Thermostat Gasket. 25138 

1975-1971; Thermostat Gasket (1 Pack). 27138 

GTO 

V-8 326 

1966; Premium Thermostat. *45358 180 

❖45356 160 

1966; OE Type Thermostat. *13358 180 

❖13352 205 
❖13356 160 

1966; Economy Thermostat. *13008 180 

❖13006 160 

1966; Thermostat Gasket. 25140 

1966; Thermostat Gasket (1 Pack). 27140 

V-8 389 

1966; Premium Thermostat. *45358 180 

❖45356 160 


V-8 389 - Continued 

1966; OE Type Thermostat. *13358 180 

❖13352 205 
❖13356 160 

1966; Economy Thermostat. *13008 180 

❖13006 160 

1966; Thermostat Gasket. 25138 

1966; Thermostat Gasket (1 Pack). 27138 

V-8 400 

1971-1967; Premium Thermostat. *45359 195 

❖45358 180 
❖45356 160 

1971 -1967; OE Type Thermostat. *13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971-1967; Economy Thermostat. *13009 195 

❖13008 180 
❖13006 160 

1971-1967; Thermostat Gasket. 25138 

1971-1967; Thermostat Gasket (1 Pack). 27138 

V-8 455 

1971-1970; Premium Thermostat. *45359 195 

❖45358 180 
❖45356 160 

1971-1970; OE Type Thermostat. *13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1971-1970; Economy Thermostat. *13009 195 

❖13008 180 
❖13006 160 

1971-1970; Thermostat Gasket. 25138 

1971-1970; Thermostat Gasket (1 Pack). 27138 

J2000 

4-Cyl. 1.8 L 

1982; Premium Thermostat; Eng. VIN O. *045819 195 

❖045818 180 

1982; OE Type Thermostat; Eng. VINO. *013819 195 

❖013818 180 

1982; Premium Thermostat; Eng. VIN G. *45349 195 

❖45348 180 

1982; OE Type Thermostat; Eng. VIN G. *13349 195 

❖13348 180 

1982; Thermostat Gasket (1 Pack); Eng. VIN G. 27168 

1982; Thermostat Gasket; Eng. VIN G. 25168 


Laurentian 
6-Cvl. 230 (Canada) 

1965-1964; Premium Tnermostat. *45359 195 

❖45358 180 
❖45356 160 

1965-1964; OE Type Thermostat. *13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1965-1964; Economy Thermostat. *13009 195 

❖13008 180 
❖13006 160 

1965-1964; Thermostat Gasket. 25138 

1965-1964; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 (Canada) 

1969-1966; Premium Tnermostat. *45359 195 

❖45358 180 
❖45356 160 

1969-1966; OE Type Thermostat. *13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1969-1966; Economy Thermostat. *13009 195 

❖13008 180 
❖13006 160 


♦ OE Temperature. ❖ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Pontiac - Continued 

Pontiac - Continued 

Laurentian - Continued 

Laurentian - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 250 (Canada) - Continued 

1969-1966; Thermostat Gasket. 25138 

1969-1966; Thermostat Gasket (1 Pack). 27138 

V-8 283 (Canada) 

1967; Premium Thermostat. +45359 195 

-0-45358 180 
045356 160 

1967; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1967; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1967; Thermostat Gasket. 25138 

1967; Thermostat Gasket (1 Pack). 27138 

1966-1961; Premium Thermostat. +45358 180 

045356 160 

1966-1961; OE Type Thermostat. +13358 180 

013352 205 
013356 160 

1966-1961; Economy Thermostat. +13008 180 

013006 160 

1966-1961; Thermostat Gasket. 25138 

1966-1961; Thermostat Gasket (1 Pack). 27138 

V-8 327 (Canada) 

1969-1967; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1969-1967; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1969-1967; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1969-1967; Thermostat Gasket. 25138 

1969-1967; Thermostat Gasket (1 Pack). 27138 

1966-1961; Premium Thermostat. +45358 180 

045356 160 

1966-1961; OE Type Thermostat. +13358 180 

013352 205 
013356 160 

1966-1961; Economy Thermostat. +13008 180 

013006 160 

1966-1961; Thermostat Gasket. 25138 

1966-1961; Thermostat Gasket (1 Pack). 27138 

V-8 348 (Canada) 

1961; Premium Thermostat. +45358 180 

045356 160 

1961; OE Type Thermostat. +13358 180 

013352 205 
013356 160 

1961; Economy Thermostat. +13008 180 

013006 160 

1961; Thermostat Gasket. 25138 

1961; Thermostat Gasket (1 Pack). 27138 

V-8 350 (Canada) 

1969; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1969; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1969; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1969; Thermostat Gasket. 25138 

1969; Thermostat Gasket (1 Pack). 27138 


V-8 396 (Canada) 

1969-1967; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1969-1967; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1969-1967; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1969-1967; Thermostat Gasket. 25138 

1969-1967; Thermostat Gasket (1 Pack). 27138 

1966; Premium Thermostat. +45358 180 

045356 160 

1966; OE Type Thermostat. +13358 180 

013352 205 
013356 160 

1966; Economy Thermostat. +13008 180 

013006 160 

1966; Thermostat Gasket. 25138 

1966; Thermostat Gasket (1 Pack). 27138 

V-8 409 (Canada) 

1965-1964; Premium Thermostat. +45358 180 

045356 160 

1965-1964; OE Type Thermostat. +13358 180 

013352 205 
013356 160 

1965-1964; Economy Thermostat. +13008 180 

013006 160 

1965-1964; Thermostat Gasket. 25138 

1965-1964; Thermostat Gasket (1 Pack). 27138 

V-8 427 (Canada) 

1969-1967; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1969-1967; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 

1969-1967; Economy Thermostat. +13009 195 

013008 180 
013006 160 

1969-1967; Thermostat Gasket. 25138 

1969-1967; Thermostat Gasket (1 Pack). 27138 

1966; Premium Thermostat. +45358 180 

045356 160 

1966; OE Type Thermostat. +13358 180 

013352 205 
013356 160 

1966; Economy Thermostat. +13008 180 

013006 160 

1966; Thermostat Gasket. 25138 

1966; Thermostat Gasket (1 Pack). 27138 


Lemans 
4-Cvl. 1.6 L 

1993-1988; Premium Thermostat. +45349 195 

045348 180 

1993-1988; OE Type Thermostat. +13349 195 

013348 180 

1993-1988; Thermostat Gasket. 25168 

1993-1988; Thermostat Gasket (1 Pack). 27168 

1993-1988; Thermostat Seal. 25272 

1993-1988; Thermostat Seal (1 Pack). 27272 

6-Cyl. 250 

1976-1970; Premium Thermostat. +45359 195 

045358 180 
045356 160 

1976-1970; OE Type Thermostat. +13359 195 

013352 205 
013358 180 
013356 160 


♦ OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Pontiac - Continued 

Lemans - Continued 

Lemans - Continued 

6-Cyl. 250 - Continued 



V-6 3.8 L - Continued 



1976-1970; Economy Thermostat. 

. ♦13009 

195 

1981; OE Type Thermostat. 

. ♦■msg 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1976-1970; Thermostat Gasket. 

25138 



❖13356 

160 

1976-1970; Thermostat Gasket (1 Pack). 

. 27138 


1981; Economy Thermostat. 

. ♦13009 

195 

6-Cyl. 250 (Canada) 




❖13008 

180 

1977; Premium Thermostat. 

♦45359 

195 


013006 

160 


❖45358 

180 

1981; Thermostat Gasket (1 Pack); Eng. VIN A. 

27132 



❖45356 

160 

1981; Thermostat Gasket; Eng. VIN A. 

25132 


1977; OE Type Thermostat. 

. ♦ 13359 

195 

1980; Premium Thermostat. 

♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1980; OE Type Thermostat. 

. ♦13359 

195 

1977; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

V-6 200 (Canada) 



1980; Economy Thermostat. 

. ♦13009 

❖13008 

195 

180 

1979; Premium Thermostat. 

♦45359 

195 


❖13006 

160 


❖45358 

180 

1980; Thermostat Gasket (1 Pack); Eng. VIN A. 

27132 



❖45356 

160 

1980; Thermostat Gasket; Eng. VIN A. 

25132 


1979; OE Type Thermostat. 

. ♦ 13359 

195 

1980; Thermostat Gasket (1 Pack); Eng. VIN K. 

27138 



*^13352 

*0*13358 

205 

180 

1980; Thermostat Gasket; Eng. VIN K. 

25138 



❖13356 

160 

V-8 260 



1979; Economy Thermostat. 

. ♦13009 

195 

1976; Premium Thermostat. 

♦45359 

195 


❖13008 

180 


❖45358 

180 


❖13006 

160 


❖45356 

160 

1978; Premium Thermostat. 

♦45359 

195 

1976; OE Type Thermostat. 

. ♦isssg 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1978; OE Type Thermostat. 

. ♦ 13359 

195 


❖13356 

160 


❖13352 

205 

1976; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1978; Economy Thermostat. 

. ♦13009 

195 

1976; Thermostat Gasket. 

25148 



❖13008 

180 

1976; Thermostat Gasket (1 Pack). 

27148 



❖13006 

160 

V-8 267 (Canada) 



1978; Thermostat Gasket. 

. 25132 


1979; Premium Thermostat. 

♦45359 

195 

1978; Thermostat Gasket (1 Pack). 

27132 



❖45358 

180 

V-6 231 




❖45356 

160 

1979; Premium Thermostat. 

♦45359 

195 

1979; OE Type Thermostat. 

. ♦13359 

195 


❖45358 

180 


❖13352 

205 


❖45356 

160 


❖13358 

180 

1979; OE Type Thermostat. 

. ♦ 13359 

195 


❖13356 

160 


❖13352 

205 

1979; Economy Thermostat. 

. ♦13009 

195 


❖13358 

180 


❖13008 

180 


❖13356 

160 


❖13006 

160 

1979; Economy Thermostat. 

. ♦13009 

195 

V-8 301 




❖13008 

180 

1979; Premium Thermostat. 

♦45359 

195 


❖13006 

160 


❖45358 

180 

1979; Thermostat Gasket (1 Pack); Eng. VIN A. 

27132 



❖45356 

160 

1979; Thermostat Gasket; Eng. VIN A. 

. 25132 


1979; OE Type Thermostat. 

. ♦13359 

195 

1979; Thermostat Gasket (1 Pack); Eng. VIN 2. 

. 27138 



❖13352 

205 

1979; Thermostat Gasket; Eng. VIN 2. 

25138 



❖13358 

180 

1978-1977; Premium Thermostat. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1979; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1978-1977; OE Type Thermostat. 

♦13359 

195 


❖13006 

160 


❖13352 

205 

1979; Thermostat Gasket (1 Pack); Eng. VIN W. 

27148 



❖13358 

180 

1979; Thermostat Gasket; Eng. VIN W. 

25148 



❖13356 

160 

1979; Thermostat Gasket (1 Pack); Eng. VIN Y. 

27138 


1978-1977; Economy Thermostat. 

. ♦13009 

195 

1979; Thermostat Gasket; Eng. VIN Y. 

. 25138 



❖13008 

180 

1978; Premium Thermostat. 

♦45359 

195 


❖13006 

160 


❖45358 

180 

1978-1977; Thermostat Gasket. 

25132 



❖45356 

160 

1978-1977; Thermostat Gasket (1 Pack). 

. 27132 


1978; OE Type Thermostat. 

. ♦13359 

195 

V-6 3.8 L 




❖13352 

205 

1981; Premium Thermostat. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1978; Economy Thermostat. 

. ♦13009 

195 





❖13008 

180 





❖13006 

160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Lemans - Continued 

V-8 301 - Continued 



1978; Thermostat Gasket. 

. 25148 


1978; Thermostat Gasket (1 Pack). 

27148 


1977; Premium Thermostat. 

♦45359 

195 


0-45358 

180 


0-45356 

160 

1977; OE Type Thermostat. 

. ♦ 13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1977; Economy Thermostat. 

. ♦13009 

195 


0-13008 

180 


0-13006 

160 

1977; Thermostat Gasket. 

. 25138 


1977; Thermostat Gasket (1 Pack). 

27138 


V-8 305 



1979-1977; Premium Thermostat. 

. ♦45359 

195 


0-45358 

180 


0-45356 

160 

1979-1977; OE Type Thermostat. 

♦13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1979-1977; Economy Thermostat. 

. ♦13009 

195 


0-13008 

180 


0-13006 

160 

1979-1977; Thermostat Gasket. 

. 25138 


1979-1977; Thermostat Gasket (1 Pack). 

27138 


V-8 305 (Canada) 



1976; Premium Thermostat. 

♦45359 

195 


0-45358 

180 


0-45356 

160 

1976; OE Type Thermostat. 

. ♦ 13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1976; Economy Thermostat. 

. ♦13009 

195 


0-13008 

180 


0-13006 

160 

1976; Thermostat Gasket. 

. 25138 


1976; Thermostat Gasket (1 Pack). 

27138 


V-8 350 



1979-1978; Premium Thermostat. 

. ♦45359 

195 


0-45358 

180 


0-45356 

160 

1979-1978; OE Type Thermostat. 

♦ 13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1979-1978; Economy Thermostat. 

. ♦13009 

195 


0-13008 

180 


0-13006 

160 

1979-1978; Thermostat Gasket. 

. 25138 


1979-1978; Thermostat Gasket (1 Pack). 

27138 


1977; Premium Thermostat. 

♦45359 

195 


0-45358 

180 


0-45356 

160 

1977; OE Type Thermostat. 

. ♦ 13359 

195 


0-13352 

205 


0-13358 

180 


0-13356 

160 

1977; Economy Thermostat. 

. ♦13009 

195 


0-13008 

180 


0-13006 

160 

1977; Thermostat Gasket (1 Pack); Eng. VIN P. 

27138 


1977; Thermostat Gasket; Eng. VIN P. 

. 25138 


1977; Thermostat Gasket (1 Pack); Eng. VIN R. 

27148 


1977; Thermostat Gasket; Eng. VIN R. 

25148 


1976-1970; Premium Thermostat. 

. ♦45359 

195 


0-45358 

180 


0-45356 

160 


Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Lemans - Continued 

V-8 350 - Continued 



1976-1970; OE Type Thermostat. 

. ♦isssg 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1976-1970; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1976-1970; Thermostat Gasket. 

. 25138 


1976-1970; Thermostat Gasket (1 Pack). 

V-8 4.3 L 

. 27138 


1981-1980; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1981-1980; OE Type Thermostat. 

. ♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1981-1980; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1981-1980; Thermostat Gasket. 

. 25138 


1981-1980; Thermostat Gasket (1 Pack). 

. 27138 


V-8 4.4 L (Canada) 

1981-1980; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1981-1980; OE Type Thermostat. 

. ♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1981-1980; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1981-1980; Thermostat Gasket. 

. 25138 


1981-1980; Thermostat Gasket (1 Pack). 

V-8 4.9 L 

. 27138 


1981; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

198' OE Type Thermostat. 

. ♦13359 

195 

❖13352 

205 


❖13358 

180 


❖13356 

160 

1981; Economy Thermostat. 

. ♦13009 

195 

❖13008 

180 


❖13006 

160 

1981; Thermostat Gasket. 

. 25148 


1981; Thermostat Gasket (1 Pack). 

. 27148 


1980; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1980; OE Type Thermostat. 

. ♦13359 

195 

❖13352 

205 


❖13358 

180 


❖13356 

160 

1980; Economy Thermostat. 

. ♦13009 

195 

❖13008 

180 


❖13006 

160 

1980; Thermostat Gasket. 

. 25138 


1980; Thermostat Gasket (1 Pack). 

V-8 400 

. 27138 


1977-1970; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1977-1970; OE Type Thermostat. 

. ♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1977-1970; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1977-1970; Thermostat Gasket. 

. 25138 



♦ OE Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Pontiac - Continued 

Pontiac - Continued 

Lemans - Continued 

Parisienne - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 400 - Continued 


1977-1970; Thermostat Gasket (1 Pack). 

. 27138 


V-8 403 



1977; Premium Thermostat. 

. +45359 

195 


+45358 

180 


+45356 

160 

1977; OE Type Thermostat. 

. +13359 

195 


+13352 

205 


+13358 

180 


+13356 

160 

1977; Economy Thermostat. 

. +13009 

195 


+13008 

180 


+13006 

160 

1977; Thermostat Gasket. 

. 25148 


1977; Thermostat Gasket (1 Pack). 

. 27148 


V-8 455 



1976; Premium Thermostat. 

. +45359 

195 


+45358 

180 


+45356 

160 

1976; OE Type Thermostat. 

. +13359 

195 


+13352 

205 


+13358 

180 


+13356 

160 

1976; Economy Thermostat. 

. +13009 

195 


+13008 

180 


+13006 

160 

1976; Thermostat Gasket. 

. 25138 


1976; Thermostat Gasket (1 Pack). 

. 27138 


1974-1971; Premium Thermostat. 

. +45359 

195 


+45358 

180 


+45356 

160 

1974-1971; OEType Thermostat. 

. +13359 

195 


+13352 

205 


+13358 

180 


+13356 

160 

1974-1971; Economy Thermostat. 

. +13009 

195 


+13008 

180 


+13006 

160 

1974-1971; Thermostat Gasket. 

. 25138 


1974-1971; Thermostat Gasket (1 Pack). 

. 27138 


V-8 5.0 L 



1980; Premium Thermostat. 

. +45359 

195 


+45358 

180 


+45356 

160 

1980; OE Type Thermostat. 

. +13359 

195 


+13352 

205 


+13358 

180 


+13356 

160 

1980; Economy Thermostat. 

. +13009 

195 


+13008 

180 


+13006 

160 

1980; Thermostat Gasket. 

. 25138 


1980; Thermostat Gasket (1 Pack). 

. 27138 


V-8 5.0 L (Canada) 



1981; Premium Thermostat. 

. +45359 

195 


+45358 

180 


+45356 

160 

1981; OE Type Thermostat. 

. +13359 

195 


+13352 

205 


+13358 

180 


+13356 

160 

1981; Economy Thermostat. 

. +13009 

195 


+13008 

180 


+13006 

160 

Parisienne 

6-Cyl. 230 (Canada) 



1965-1964; Premium Tnermostat. 

. +45359 

195 


+45358 

180 


+45356 

160 


6-Cyl. 230 (Canada) - Continued 

1965-1964; OE Type Tnermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1965-1964; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1965-1964; Thermostat Gasket. 25138 

1965-1964; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 (Canada) 

1969-1966; Premium Tnermostat. +45359 195 

+45358 180 
+45356 160 

1969-1966; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1969-1966; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1969-1966; Thermostat Gasket. 25138 

1969-1966; Thermostat Gasket (1 Pack). 27138 

V-6 3.8 L 

1984-1983; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1984-1983; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1984-1983; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1984-1983; Thermostat Gasket. 25132 

1984-1983; Thermostat Gasket (1 Pack). 27132 

V-6 3.8 L (Canada) 

1985; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1985; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1985; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

V-6 4.3 L 

1986-1985; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1986-1985; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1986-1985; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1986-1985; Thermostat Gasket. 25138 

1986-1985; Thermostat Gasket (1 Pack). 27138 

V-8 283 (Canada) 

1967; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1967; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1967; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1967; Thermostat Gasket. 25138 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P °F 

Pontiac - Continued 

Parisienne - Continued 

V-8 283 (Canada) - Continued 

1967; Thermostat Gasket (1 Pack). 

. 27138 


1966-1961; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 

1966-1961; OE Type Thermostat. 

. ♦ 13358 

180 


❖13352 

205 


❖13356 

160 

1966-1961; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 

1966-1961; Thermostat Gasket. 

. 25138 


1966-1961; Thermostat Gasket (1 Pack). 

. 27138 


V-8 327 (Canada) 

1969-1967; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1969-1967; OE Type Thermostat. 

. ♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1969-1967; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1969-1967; Thermostat Gasket. 

. 25138 


1969-1967; Thermostat Gasket (1 Pack). 

. 27138 


1966-1961; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 

1966-1961; OE Type Thermostat. 

. ♦13358 

180 


❖13352 

205 


❖13356 

160 

1966-1961; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 

1966-1961; Thermostat Gasket. 

. 25138 


1966-1961; Thermostat Gasket (1 Pack). 

. 27138 


V-8 348 (Canada) 

1961; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 

1961; OE Type Thermostat. 

. ♦13358 

180 

❖13352 

205 


❖13356 

160 

1961; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 

1961; Thermostat Gasket. 

. 25138 


1961; Thermostat Gasket (1 Pack). 

. 27138 


V-8 350 (Canada) 

1969; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1969; OE Type Thermostat. 

. ♦ 13359 

195 

❖13352 

205 


❖13358 

180 


❖13356 

160 

1969; Economy Thermostat. 

. ♦13009 

195 

❖13008 

180 


❖13006 

160 

1969; Thermostat Gasket. 

. 25138 


1969; Thermostat Gasket (1 Pack). 

. 27138 


V-8 396 (Canada) 

1969-1967; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1969-1967; OE Type Thermostat. 

. ♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1969-1967; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1969-1967; Thermostat Gasket. 

. 25138 


1969-1967; Thermostat Gasket (1 Pack). 

. 27138 


1966; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 


Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Parisienne - Continued 

V-8 396 (Canada) - Continued 

1966; OE Type Thermostat. 

. ♦13358 

180 

❖13352 

205 


❖13356 

160 

1966; Economy Thermostat. 

. ♦13008 

180 

❖13006 

160 

1966; Thermostat Gasket. 

. 25138 


1966; Thermostat Gasket (1 Pack). 

. 27138 


V-8 409 (Canada) 

1965-1964; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 

1965-1964; OE Type Thermostat. 

. ♦13358 

180 


❖13352 

205 


❖13356 

160 

1965-1964; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 

1965-1964; Thermostat Gasket. 

. 25138 


1965-1964; Thermostat Gasket (1 Pack). 

. 27138 


V-8 427 (Canada) 

1969-1967; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1969-1967; OE Type Thermostat. 

. ♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1969-1967; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1969-1967; Thermostat Gasket. 

. 25138 


1969-1967; Thermostat Gasket (1 Pack). 

. 27138 


1966; Premium Thermostat. 

♦45358 

180 


❖45356 

160 

1966; OE Type Thermostat. 

. ♦13358 

180 

❖13352 

205 


❖13356 

160 

1966; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 

1966; Thermostat Gasket. 

. 25138 


1966; Thermostat Gasket (1 Pack). 

V-8 5.0 L 

. 27138 


1986; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1986; OE Type Thermostat. 

. ♦13359 

195 

❖13352 

205 


❖13358 

180 


❖13356 

160 

1986; Economy Thermostat. 

. ♦13009 

195 

❖13008 

180 


❖13006 

160 

1986; Thermostat Gasket (1 Pack); Eng. VIN H. 

. 27138 


1986; Thermostat Gasket; Eng. VIN H. 

25138 


1986; Thermostat Gasket (1 Pack); Eng. VIN Y. 

. 27148 


1986; Thermostat Gasket; Eng. VIN Y. 

. 25148 


1985-1983; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1985-1983; OE Type Thermostat. 

. ♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1985-1983; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1985-1983; Thermostat Gasket. 

. 25138 


1985-1983; Thermostat Gasket (1 Pack). 

V-8 5.7 L Diesel 

. 27138 


1985-1983; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Pontiac - Continued 

Pontiac - Continued 

Parisienne - Continued 

Phoenix - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 5.7 L Diesel - Continued 

1985-1983; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1985-1983; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1985-1983; Thermostat Gasket. 25148 

1985-1983; Thermostat Gasket (1 Pack). 27148 


Phoenix 

4-Cyl. 151 

1978-1977; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1978-1977; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1978-1977; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1978-1977; Thermostat Gasket. 25138 

1978-1977; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 2.5 L 

1984; Premium Thermostat. +045819 195 

+045818 180 

1984; OE Type Thermostat. +013819 195 

+013818 180 

1984; Thermostat Gasket. 25138 

1984; Thermostat Gasket (1 Pack). 27138 

1983; Premium Thermostat; Eng. VIN R. +045819 195 

+045818 180 

1983; OE Type Thermostat; Eng. VIN R. +013819 195 

+013818 180 

1982; Premium Thermostat; Eng. VIN 5 . +45359 195 

+45358 180 
+45356 160 

1982; OE Type Thermostat; Eng. VIN 5 . +13359 195 

+13352 205 
+13358 180 
+13356 160 

1982; Economy Thermostat; Eng. VIN 5 . +13009 195 

+13008 180 
+13006 160 

1982; Premium Thermostat; Eng. VIN R. +045819 195 

+045818 180 

1982; OE Type Thermostat; Eng. VIN R. +013819 195 

+013818 180 

1982; Thermostat Gasket. 25138 

1982; Thermostat Gasket (1 Pack). 27138 

1981-1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1981-1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1981-1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 

V-6 2.8 L 

1984-1980; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1984-1980; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 


V-6 2.8 L - Continued 

1984-1980; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1984-1980; Thermostat Gasket. 25138 

1984-1980; Thermostat Gasket (1 Pack). 27138 

V-6 231 

1979-1977; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1977; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979-1977; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1977; Thermostat Gasket. 25132 

1979-1977; Thermostat Gasket (1 Pack). 27132 

V-8 301 

1977; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1977; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1977; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

V-8 305 

1979-1977; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1977; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979-1977; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1977; Thermostat Gasket. 25138 

1979-1977; Thermostat Gasket (1 Pack). 27138 

V-8 350 

1979-1978; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1979-1978; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1979-1978; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1979-1978; Thermostat Gasket. 25138 

1979-1978; Thermostat Gasket (1 Pack). 27138 

1977; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1977; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1977; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1977; Thermostat Gasket (1 Pack); Eng. VIN L. 27138 

1977; Thermostat Gasket; Eng. VIN L. 25138 

1977; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1977; Thermostat Gasket; Eng. VIN R. 25148 


♦ OE Temperature. + Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Pontiac - Continued 

Pontiac - Continued 

Safari 

Series 26 


Application 


Part 

Number 


Tem 
P °F 


V-8 5.0 L 

1989-1987; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1989-1987; OE Type Thermostat. +13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1989-1987; Economy Thermostat. +13009 195 

❖13008 180 
❖13006 160 

1989-1987; Thermostat Gasket. 25148 

1989-1987; Thermostat Gasket (1 Pack). 27148 

Series 6BA; Series 6BB 

6-Cvl. 208 

1936; Premium Thermostat. +45358 180 

❖45356 160 

1936; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1936; Economy Thermostat. +13008 180 

❖13006 160 

1936; Thermostat Gasket. 25138 

1936; Thermostat Gasket (1 Pack). 27138 

Series 8BA 

8-Cvl. 232 

1936; Premium Thermostat. +45358 180 

❖45356 160 

1936; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1936; Economy Thermostat. +13008 180 

❖13006 160 

1936; Thermostat Gasket. 25140 

1936; Thermostat Gasket (1 Pack). 27140 

Series 24 

6-Cyl. 239 

1941; Premium Thermostat. +45358 180 

❖45356 160 

1941; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1941; Economy Thermostat. +13008 180 

❖13006 160 

1941; Thermostat Gasket. 25138 

1941; Thermostat Gasket (1 Pack). 27138 

Series 25 

6-Cyl. 223 

1940-1939; Premium Thermostat. +45358 180 

❖45356 160 

1940-1939; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1940-1939; Economy Thermostat. +13008 180 

❖13006 160 

1940-1939; Thermostat Gasket. 25138 

1940-1939; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 239 

1941; Premium Thermostat. +45358 180 

❖45356 160 

1941; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1941; Economy Thermostat. +13008 180 

❖13006 160 

1941; Thermostat Gasket. 25138 

1941; Thermostat Gasket (1 Pack). 27138 


6-Cyl. 223 

1940-1937; Premium Thermostat. +45358 180 

❖45356 160 

1940-1937; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1940-1937; Economy Thermostat. +13008 180 

❖13006 160 

1940-1937; Thermostat Gasket. 25138 

1940- 1937; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 239 

1941; Premium Thermostat. +45358 180 

❖45356 160 

1941; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1941; Economy Thermostat. +13008 180 

❖13006 160 

1941; Thermostat Gasket. 25138 

1941; Thermostat Gasket (1 Pack). 27138 

Series 27 

8-Cyl. 249 

1942-1941; Premium Thermostat. +45358 180 

❖45356 160 

1942-1941; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1942-1941; Economy Thermostat. +13008 180 

❖13006 160 

1942-1941; Thermostat Gasket. 25140 

1942-1941; Thermostat Gasket (1 Pack). 27140 

Series 28 

8-Cyl. 249 

1942-1937; Premium Thermostat. +45358 180 

❖45356 160 

1942-1937; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1942-1937; Economy Thermostat. +13008 180 

❖13006 160 

1942-1937; Thermostat Gasket. 25140 

1942-1937; Thermostat Gasket (1 Pack). 27140 

Series 29 

8-Cyl. 249 

1941- 1940; Premium Thermostat. +45358 180 

❖45356 160 

1941 -1940; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1941-1940; Economy Thermostat. +13008 180 

❖13006 160 

1941-1940; Thermostat Gasket. 25140 

1941-1940; Thermostat Gasket (1 Pack). 27140 

Series 601 

8-Cyl. 223 

1933; Premium Thermostat. +45358 180 

❖45356 160 

1933; OE Type Thermostat. +13358 180 

❖13352 205 
❖13356 160 

1933; Economy Thermostat. +13008 180 

❖13006 160 

1933; Thermostat Gasket. 25140 

1933; Thermostat Gasket (1 Pack). 27140 

Series 603 

8-Cyl. 223 

1934; Premium Thermostat. +45358 180 

❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Pontiac - Continued 

Pontiac - Continued 

Series 603 - Continued 

Star Chief - Continued 


Application 


Part Tem 
Number p °F 


8-Cyl. 223 - Continued 

1934; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1934; Economy Thermostat. +13008 180 

+13006 160 

1934; Thermostat Gasket. 25140 

1934; Thermostat Gasket (1 Pack). 27140 

Series 605 

8-Cvl. 223 

1935; Premium Thermostat. +45358 180 

+45356 160 

1935; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1935; Economy Thermostat. +13008 180 

+13006 160 

1935; Thermostat Gasket. 25140 

1935; Thermostat Gasket (1 Pack). 27140 

Series 701 

6-Cyl. 208 

1935; Premium Thermostat. +45358 180 

+45356 160 

1935; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1935; Economy Thermostat. +13008 180 

+13006 160 

1935; Thermostat Gasket. 25138 

1935; Thermostat Gasket (1 Pack). 27138 

Star Chief 

8-Cyl. 268 

1954; Premium Thermostat. +45358 180 

+45356 160 

1954; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1954; Economy Thermostat. +13008 180 

+13006 160 

1954; Thermostat Gasket. 25140 

1954; Thermostat Gasket (1 Pack). 27140 

V-8 287 

1955; Premium Thermostat. +45358 180 

+45356 160 

1955; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1955; Economy Thermostat. +13008 180 

+13006 160 

1955; Thermostat Gasket. 25140 

1955; Thermostat Gasket (1 Pack). 27140 

V-8 317 

1956; Premium Thermostat. +45358 180 

+45356 160 

1956; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1956; Economy Thermostat. +13008 180 

+13006 160 

1956; Thermostat Gasket. 25140 

1956; Thermostat Gasket (1 Pack). 27140 

V-8 347 

1957; Premium Thermostat. +45358 180 

+45356 160 

1957; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1957; Economy Thermostat. +13008 180 

+13006 160 

1957; Thermostat Gasket. 25140 


V-8 347 - Continued 

1957; Thermostat Gasket (1 Pack). 27140 

V-8 370 

1958; Premium Thermostat. +45358 180 

+45356 160 

1958; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1958; Economy Thermostat. +13008 180 

+13006 160 

1958; Thermostat Gasket. 25140 

1958; Thermostat Gasket (1 Pack). 27140 

V-8 389 

1966-1959; Premium Thermostat. +45358 180 

+45356 160 

1966-1959; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1966-1959; Economy Thermostat. +13008 180 

+13006 160 

1966-1959; Thermostat Gasket. 25138 

1966-1959; Thermostat Gasket (1 Pack). 27138 

V-8 421 

1966-1963; Premium Thermostat. +45358 180 

+45356 160 

1966-1963; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1966-1963; Economy Thermostat. +13008 180 

+13006 160 

1966-1963; Thermostat Gasket. 25138 

1966-1963; Thermostat Gasket (1 Pack). 27138 

Strato-Chief 

6-Cyl. 230 (Canada) 

1965-1964; Premium Tnermostat. +45359 195 

+45358 180 
+45356 160 

1965-1964; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1965-1964; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1965-1964; Thermostat Gasket. 25138 

1965-1964; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 (Canada) 

1969-1966; Premium Tnermostat. +45359 195 

+45358 180 
+45356 160 

1969-1966; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1969-1966; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1969-1966; Thermostat Gasket. 25138 

1969-1966; Thermostat Gasket (1 Pack). 27138 

V-8 283 (Canada) 

1967; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1967; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1967; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1967; Thermostat Gasket. 25138 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P °F 

Pontiac - Continued 

Strato-Chief - Continued 

V-8 283 (Canada) - Continued 

1967; Thermostat Gasket (1 Pack). 

. 27138 


1966-1961; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 

1966-1961; OE Type Thermostat. 

. ♦ 13358 

180 


❖13352 

205 


❖13356 

160 

1966-1961; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 

1966-1961; Thermostat Gasket. 

. 25138 


1966-1961; Thermostat Gasket (1 Pack). 

. 27138 


V-8 327 (Canada) 

1969-1967; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1969-1967; OE Type Thermostat. 

. ♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1969-1967; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1969-1967; Thermostat Gasket. 

. 25138 


1969-1967; Thermostat Gasket (1 Pack). 

. 27138 


1966-1961; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 

1966-1961; OE Type Thermostat. 

. ♦13358 

180 


❖13352 

205 


❖13356 

160 

1966-1961; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 

1966-1961; Thermostat Gasket. 

. 25138 


1966-1961; Thermostat Gasket (1 Pack). 

. 27138 


V-8 348 (Canada) 

1961; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 

1961; OE Type Thermostat. 

. ♦13358 

180 

❖13352 

205 


❖13356 

160 

1961; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 

1961; Thermostat Gasket. 

. 25138 


1961; Thermostat Gasket (1 Pack). 

. 27138 


V-8 350 (Canada) 

1969; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1969; OE Type Thermostat. 

. ♦ 13359 

195 

❖13352 

205 


❖13358 

180 


❖13356 

160 

1969; Economy Thermostat. 

. ♦13009 

195 

❖13008 

180 


❖13006 

160 

1969; Thermostat Gasket. 

. 25138 


1969; Thermostat Gasket (1 Pack). 

. 27138 


V-8 396 (Canada) 

1969-1967; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1969-1967; OE Type Thermostat. 

. ♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1969-1967; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1969-1967; Thermostat Gasket. 

. 25138 


1969-1967; Thermostat Gasket (1 Pack). 

. 27138 


1966; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 


Application 


Pontiac - Continued 


Strato-Chief - Continued 


Part Tem 
Number p °F 


1966; OE Type Thermostat. 

. ♦13358 

180 


❖13352 

205 


❖13356 

160 

1966; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 

1966; Thermostat Gasket. 

. 25138 


1966; Thermostat Gasket (1 Pack). 

. 27138 


'-8 409 (Canada) 

1965-1964; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 

1965-1964; OE Type Thermostat. 

. ♦13358 

180 


❖13352 

205 


❖13356 

160 

1965-1964; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 

1965-1964; Thermostat Gasket. 

. 25138 


1965-1964; Thermostat Gasket (1 Pack). 

. 27138 


'-8 427 (Canada) 

1969-1967; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1969-1967; OE Type Thermostat. 

. ♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1969-1967; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1969-1967; Thermostat Gasket. 

. 25138 


1969-1967; Thermostat Gasket (1 Pack). 

. 27138 


1966; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 

1966; OE Type Thermostat. 

. ♦13358 

180 


❖13352 

205 


❖13356 

160 

1966; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 

1966; Thermostat Gasket. 

. 25138 


1966; Thermostat Gasket (1 Pack). 

. 27138 



Streamliner 

8-Cyl. 249 



1949-1946; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 

1949-1946; OE Type Thermostat. 

. ♦13358 

180 


❖13352 

205 


❖13356 

160 

1949-1946; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 

1949-1946; Thermostat Gasket. 

. 25138 


1949-1946; Thermostat Gasket (1 Pack). 

. 27138 


8-Cyl. 268 



1951-1950; Premium Thermostat. 

. ♦45358 

180 


❖45356 

160 

1951-1950; OE Type Thermostat. 

. ♦13358 

180 


❖13352 

205 


❖13356 

160 

1951-1950; Economy Thermostat. 

. ♦13008 

180 


❖13006 

160 

1951-1950; Thermostat Gasket. 

. 25140 


1951-1950; Thermostat Gasket (1 Pack). 

. 27140 


Sunbird 

4-Cyl. 1.8 L 



1986-1985; Premium Thermostat. 

. ♦045819 

195 


❖045818 

180 

1986-1985; OE Type Thermostat. 

. ♦013819 

195 


❖013818 

180 

4-Cyl. 140 



1977; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 


♦ OE Temperature. 
O Seal Included. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Pontiac - Continued 

Pontiac - Continued 

Sunbird - Continued 

Sunbird - Continued 

4-Cyl. 140 - Continued 



4-Cyl. 2.0 L- Continued 



1977; OE Type Thermostat. 

. ♦13359 

195 

1994-1987; OE Type Thermostat. 

. ♦013819 

195 


❖13352 

205 


❖013818 

180 


❖13358 

180 

1986-1985; Premium Thermostat. 

. ♦45349 

195 


❖13356 

160 


❖45348 

180 

1977; Economy Thermostat. 

. ♦13009 

195 

1986-1985; OE Type Thermostat. 

. ♦13349 

195 


❖13008 

180 


❖13348 

180 


❖13006 

160 

1986-1985; Thermostat Gasket. 

. 25168 


1977; Thermostat Gasket. 

. 25163 


1986-1985; Thermostat Gasket (1 Pack). 

. 27168 


1977; Thermostat Gasket (1 Pack). 

. 27163 


4-Cyl. 2.5 L 



1976; Premium Thermostat. 

. ♦45359 

195 

1980; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45358 

180 


❖45356 

160 


❖45356 

160 

1976; OE Type Thermostat. 

. ♦ 13359 

195 

1980; OE Type Thermostat. 

. ♦13359 

195 


❖13352 

205 


❖13352 

205 


❖13358 

180 


❖13358 

180 


❖13356 

160 


❖13356 

160 

1976; Economy Thermostat. 

. ♦13009 

195 

1980; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13008 

180 


❖13006 

160 


❖13006 

160 

1976; Thermostat Gasket (1 Pack); Eng. VIN A. 

. 27184 


1980; Thermostat Gasket. 

. 25138 


1976; Thermostat Gasket; Eng. VIN A. 

. 25184 


1980; Thermostat Gasket (1 Pack). 

. 27138 


1976; Thermostat Gasket (1 Pack); Eng. VIN B. 

. 27163 


V-6 231 



1976; Thermostat Gasket; Eng. VIN B. 

. 25163 







1979-1976; Premium Thermostat. 

. ♦45359 

195 

4-Cyl. 151 




❖45358 

180 

1979; Premium Thermostat; Eng. VIN 1, 9. 

. ♦45399 

195 


❖45356 

160 


❖45398 

180 

1979-1976; OE Type Thermostat. 

. ♦isssg 

195 

1979; OE Type Thermostat; Eng. VIN 1,9. 

. ♦ 13399 

195 


❖13352 

205 


❖13398 

180 


❖13358 

180 

1979; Premium Thermostat; Eng. VIN V. 

. ♦45359 

195 


❖13356 

160 


❖45358 

180 

1979-1976; Economy Thermostat. 

. ♦13009 

195 


❖45356 

160 


❖13008 

180 

1979; OE Type Thermostat; Eng. VIN V. 

. ♦13359 

195 


❖13006 

160 


❖13352 

205 

1979-1976; Thermostat Gasket. 

. 25132 



❖13358 

180 

1979-1976; Thermostat Gasket (1 Pack). 

. 27132 



❖13356 

160 




1979; Economy Thermostat; Eng. VIN V. 

. ♦13009 

195 

180 

V-6 3.1 L 

1994-1991; Premium Thermostat. 

. ♦045899 

195 


❖13006 

160 

1994-1991; OEType Thermostat. 

. ♦ >13899 

195 

1979; Thermostat Gasket. 

. 25138 


V-6 3.8 L 



1979; Thermostat Gasket (1 Pack). 

. 27138 


1980; Premium Thermostat. 

. ♦45359 

195 

1978; Premium Thermostat; Eng. VIN 1. 

. ♦45399 

195 


❖45358 

180 


❖45398 

180 


❖45356 

160 

1978; OE Type Thermostat; Eng. VIN 1. 

. ♦ 13399 

195 

1980; OE Type Thermostat. 

. ♦isssg 

195 


❖13398 

180 


❖13352 

205 

1978; Premium Thermostat; Eng. VIN V. 

. ♦45359 

195 


❖13358 

180 


❖45358 

180 


❖13356 

160 


❖45356 

160 

1980; Economy Thermostat. 

. ♦13009 

195 

1978; OE Type Thermostat; Eng. VIN V. 

. ♦ 13359 

195 


❖13008 

180 


❖13352 

205 


❖13006 

160 


❖13358 

180 

1980; Thermostat Gasket. 

. 25132 



❖13356 

160 

1980; Thermostat Gasket (1 Pack). 

. 27132 


1978; Economy Thermostat; Eng. VIN V. 

. ♦13009 

195 

V-8 305 




❖13008 

180 

1979-1978; Premium Thermostat. 

. ♦45359 

195 


❖13006 

160 


❖45358 

180 

1978; Thermostat Gasket. 

. 25138 



❖45356 

160 

1978; Thermostat Gasket (1 Pack). 

. 27138 


1979-1978; OE Type Thermostat. 

. ♦isssg 

195 

1977; Premium Thermostat. 

. ♦45359 

195 


❖13352 

205 


❖45358 

180 


❖13358 

180 


❖45356 

160 


❖13356 

160 

1977; OE Type Thermostat. 

. +m59 

195 

1979-1978; Economy Thermostat. 

. ♦13009 

195 


❖13352 

205 


❖13008 

180 


❖13358 

180 


❖13006 

160 


❖13356 

160 

1979-1978; Thermostat Gasket. 

. 25138 


1977; Economy Thermostat. 

. ♦13009 

195 

1979-1978; Thermostat Gasket (1 Pack). 

. 27138 



❖13008 

❖13006 

180 

160 

Sunburst 

1977; Thermostat Gasket. 

. 25138 


4-Cyl. 1.5 L (Canada) 



1977; Thermostat Gasket (1 Pack). 

. 27138 


1988-1985; Premium Thermostat. 

♦45358 

180 

4-Cyl. 2.0 L 




❖45359 

195 

1994-1987; Premium Thermostat. 

. ♦045819 

195 


❖45356 

160 


❖045818 

180 





♦ OE Temperature. 0 Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Pontiac - Continued 

Pontiac - Continued 

Sunburst - Continued 

Tempest - Continued 


Application 


Part Tem 
Number p °F 


4-Cyl. 1.5 L (Canada) - Continued 

1988-1985; OE Type Thermostat. ♦13358 180 

❖13352 205 
❖13359 195 
❖13356 160 

1988-1985; Economy Thermostat. ♦13008 180 

❖13009 195 
❖13006 160 

1988-1985; Thermostat Gasket. 25168 

1988-1985; Thermostat Gasket (1 Pack). 27168 


Sunrunner 

4-Cyl. 1.6 L (Canada) 

1994; OE Exact Thermostat. ❖048028 180 

1994; OE Type Thermostat. ♦13958 180 

❖13959 195 

1994; Thermostat Seal (1 Pack); Eng. VIN 6; Use either gasket 

or seal to match OE design. 27281 

1994; Thermostat Seal; Eng. VIN 6; Use either gasket or seal 

to match OE design. 25281 

1994; Thermostat Gasket (1 Pack); Eng. VIN 6; Use either 

gasket or seal to match OE design. 27168 

1994; Thermostat Gasket; Eng. VIN 6; Use either gasket or 

seal to match OE design. 25168 

1994; Thermostat Gasket (1 Pack); Eng. VIN U. 27168 

1994; Thermostat Gasket; Eng. VIN U. 25168 


Super Chief 

V-8 347 

1957; Premium Thermostat. ♦45358 180 

❖45356 160 

1957; OE Type Thermostat. ♦ISSSS 180 

❖13352 205 
❖13356 160 

1957; Economy Thermostat. ♦13008 180 

❖13006 160 

1957; Thermostat Gasket. 25140 

1957; Thermostat Gasket (1 Pack). 27140 

V-8 370 

1958; Premium Thermostat. ♦45358 180 

❖45356 160 

1958; OE Type Thermostat. ♦ISSSS 180 

❖13352 205 
❖13356 160 

1958; Economy Thermostat. ♦13008 180 

❖13006 160 

1958; Thermostat Gasket. 25138 

1958; Thermostat Gasket (1 Pack). 27138 

T1000 

4-Cyl. 1.6 L 

1982-1981; OE Type Thermostat. ^13389 195 

❖13388 180 

1982-1981; Thermostat Gasket. 25167 

1982-1981; Thermostat Gasket (1 Pack). 27167 


Tempest 

4-Cyl. 2.0 L (Canada) 

1989-1987; Premium Thermostat. ♦045889 195 

1989-1987; OE Type Thermostat. ♦013889 195 

4-Cyl. 2.2 L (Canada) 

1991-1990; Premium Thermostat. ♦045889 195 

1991-1990; OE Type Thermostat. ♦013889 195 

6-Cyl. 215 

1965-1964; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1965-1964; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 


6-Cyl. 215- Continued 

1965-1964; Economy Thermostat. ^13009 195 

❖13008 180 
❖13006 160 

1965-1964; Thermostat Gasket. 25138 

1965- 1964; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 230 

1967-1966; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1967-1966; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967-1966; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1967-1966; Thermostat Gasket. 25138 

1967-1966; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 

1970-1968; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1970-1968; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970-1968; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1970-1968; Thermostat Gasket. 25138 

1970-1968; Thermostat Gasket (1 Pack). 27138 

V-6 2.8 L (Canada) 

1989-1987; Premium Thermostat. ♦045899 195 

1989-1987; OE Type Thermostat. ♦OlSSgg 195 

V-6 3.1 L (Canada) 

1991-1990; Premium Thermostat. ^045899 195 

1991-1990; OE Type Thermostat. ♦013899 195 

V-8 215 

1962-1961; Premium Thermostat. ♦45358 180 

❖45356 160 

1962-1961; OE Type Thermostat. ♦13358 180 

❖13352 205 
❖13356 160 

1962-1961; Economy Thermostat. ♦13008 180 

❖13006 160 

1962-1961; Thermostat Gasket. 25140 

1962-1961; Thermostat Gasket (1 Pack). 27140 

V-8 326 

1967; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1967; OE Type Thermostat. ♦ISSSO 195 

❖13352 205 
❖13358 180 
❖13356 160 

1967; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1967; Thermostat Gasket. 25140 

1967; Thermostat Gasket (1 Pack). 27140 

1966- 1963; Premium Thermostat. ♦45358 180 

❖45356 160 

1966-1963; OE Type Thermostat. ♦ISSSS 180 

❖13352 205 
❖13356 160 

1966-1963; Economy Thermostat. ^13008 180 

❖13006 160 

1966-1963; Thermostat Gasket. 25140 

1966-1963; Thermostat Gasket (1 Pack). 27140 


♦ OE Temperature. 
O Seal Included. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Pontiac - Continued 

Pontiac - Continued 

Tempest - Continued 

Ventura - Continued 


Application 


Part Tem 
Number p °F 


V-8 350 

1970-1968; Premium Thermostat. ♦45359 195 


❖45358 180 
❖45356 160 

1970-1968; OE Type Thermostat. ♦13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970-1968; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1970-1968; Thermostat Gasket. 25138 

1970-1968; Thermostat Gasket (1 Pack). 27138 

V-8 389 

1965-1964; Premium Thermostat. ♦45358 180 

❖45356 160 

1965-1964; OE Type Thermostat. ♦ISSSS 180 

❖13352 205 
❖13356 160 

1965-1964; Economy Thermostat. ^13008 180 

❖13006 160 

1965-1964; Thermostat Gasket. 25138 

1965-1964; Thermostat Gasket (1 Pack). 27138 

V-8 400 

1970; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1970; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1970; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1970; Thermostat Gasket. 25138 

1970; Thermostat Gasket (1 Pack). 27138 


Torpedo 

8-Cyl. 249 

1948-1946; Premium Thermostat. ♦45358 180 

❖45356 160 

1948-1946; OE Type Thermostat. ♦ 13358 180 

❖13352 205 
❖13356 160 

1948-1946; Economy Thermostat. ♦13008 180 

❖13006 160 

1948-1946; Thermostat Gasket. 25138 

1948-1946; Thermostat Gasket (1 Pack). 27138 


Trans Sport 
V-6 3.1 L 

1994-1990; Premium Thermostat. ♦045899 195 

1994-1990; OE Type Thermostat. ♦013899 195 

V-6 3.8 L 

1994-1992; Premium Thermostat. ♦45849 195 

❖45848 180 

1994-1992; OE Type Thermostat. ♦13849 195 

❖13848 180 

1994-1992; Thermostat Seal. 25273 

1994-1992; Thermostat Seal (1 Pack). 27273 


Ventura 

4-Cyl. 151 

1977; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1977; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 


4-Cyl. 151 - Continued 

1977; Thermostat Gasket. 25138 

1977; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 250 

1976-1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1976-1971 ;OE Type Thermostat. ♦ 13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1976-1971; Thermostat Gasket. 25138 

1976-1971; Thermostat Gasket (1 Pack). 27138 

V-6 231 

1977; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1977; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1977; Thermostat Gasket. 25132 

1977; Thermostat Gasket (1 Pack). 27132 

V-8 260 

1976-1975; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1976-1975; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1976-1975; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1976-1975; Thermostat Gasket. 25148 

1976-1975; Thermostat Gasket (1 Pack). 27148 

V-8 301; V-8 305 

1977; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1977; OE Type Thermostat. ♦ISSSg 195 

❖13352 205 
❖13358 180 
❖13356 160 

1977; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1977; Thermostat Gasket. 25138 

1977; Thermostat Gasket (1 Pack). 27138 

V-8 307 

1972-1971; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 

1972-1971; OE Type Thermostat. ^13359 195 

❖13352 205 
❖13358 180 
❖13356 160 

1972-1971; Economy Thermostat. ♦13009 195 

❖13008 180 
❖13006 160 

1972-1971; Thermostat Gasket. 25138 

1972-1971; Thermostat Gasket (1 Pack). 27138 

V-8 307 (Canada) 

1973; Premium Thermostat. ♦45359 195 

❖45358 180 
❖45356 160 


♦ OE Temperature. ❖ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Pontiac - Continued 

Porsche 

Ventura - Continued 

1924 


Application 


Part 

Number 


Tem 
P °F 


V-8 307 (Canada) - Continued 

1973; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1973; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1973; Thermostat Gasket. 25138 

1973; Thermostat Gasket (1 Pack). 27138 

V-8 350 

1977; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1977; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1977; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1977; Thermostat Gasket (1 Pack); Eng. VIN L. 27138 

1977; Thermostat Gasket; Eng. VIN L. 25138 

1977; Thermostat Gasket (1 Pack); Eng. VIN R. 27148 

1977; Thermostat Gasket; Eng. VIN R. 25148 

1976; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1976; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1976; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1976; Thermostat Gasket. 25138 

1976; Thermostat Gasket (1 Pack). 27138 

1975; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1975; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1975; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1975; Thermostat Gasket (1 Pack); Eng. VIN E. 27138 

1975; Thermostat Gasket; Eng. VIN E. 25138 

1975; Thermostat Gasket (1 Pack); Eng. VIN H, J, M. 27132 

1975; Thermostat Gasket; Eng. VIN H, J, M. 25132 

1974-1972; Premium Thermostat. +45359 195 

+45358 180 
+45356 160 

1974-1972; OE Type Thermostat. +13359 195 

+13352 205 
+13358 180 
+13356 160 

1974-1972; Economy Thermostat. +13009 195 

+13008 180 
+13006 160 

1974-1972; Thermostat Gasket. 25138 

1974-1972; Thermostat Gasket (1 Pack). 27138 

V-8 389 

1961-1960; Premium Thermostat. +45358 

+45356 

1961-1960; OE Type Thermostat. +13358 

+13352 
+13356 

1961-1960; Economy Thermostat. +13008 

+13006 

1961-1960; Thermostat Gasket. 25138 

1961-1960; Thermostat Gasket (1 Pack). 27138 


4-Cyl. 121 

1979-1977; Premium Thermostat. +45378 180 

-045379 195 

1979-1977; OE Type Thermostat. +13378 180 

+13379 195 
+13376 160 

1979-1977; Thermostat Seal. 25269 

1979-1977; Thermostat Seal (1 Pack). 27269 

4-Cyl. 2.0 L 

1982-1980; Premium Thermostat. +45378 180 

045379 195 

1982-1980; OE Type Thermostat. +13378 180 

+13379 195 
+13376 160 

1982-1980; Thermostat Seal. 25269 


1982-1980; Thermostat Seal (1 Pack). 27269 


928 

V-8 273 



1979-1978; OE Type Thermostat. 

. +13648 

180 


+13649 

190 

1979-1978; Thermostat Seal. 

. 25271 


1979-1978; Thermostat Seal (1 Pack). 

. 27271 


V-8 4.5 L 



1982-1980; OE Type Thermostat. 

. +13648 

180 


+13649 

190 

1982-1980; Thermostat Seal. 

. 25271 


1982-1980; Thermostat Seal (1 Pack). 

. 27271 


V-8 4.7 L 



1984-1983; OE Type Thermostat. 

. +13648 

180 


+13649 

190 

1984-1983; Thermostat Seal. 

. 25271 


1984-1983; Thermostat Seal (1 Pack). 

. 27271 


V-8 5.0 L 



1989-1985; OE Type Thermostat. 

. +13648 

180 


+13649 

190 

1989-1985; Thermostat Seal. 

. 25271 


1989-1985; Thermostat Seal (1 Pack). 

. 27271 


V-8 5.4 L 



1994-1993; OE Type Thermostat. 

. +13648 

180 


+13649 

190 

1994-1993; Thermostat Seal. 

. 25271 


1994-1993; Thermostat Seal (1 Pack). 

. 27271 


944 

4-Cyl. 2.5 L 



1989-1983; Premium Thermostat. 

. +45378 

180 


+45379 

195 

1989-1983; OE Type Thermostat. 

. +13378 

180 


+13379 

195 


+13376 

160 

1989-1983; Thermostat Seal. 

. 25269 


1989-1983; Thermostat Seal (1 Pack). 

. 27269 


4-Cyl. 2.7 L 



1989; Premium Thermostat. 

. +45378 

180 


+45379 

195 

1989; OE Type Thermostat. 

. +13378 

180 


+13379 

195 


+13376 

160 

1989; Thermostat Seal. 

. 25269 


1989; Thermostat Seal (1 Pack). 

. 27269 


4-Cyl. 3.0 L 



1991-1989; Premium Thermostat. 

. +45378 

180 


+45379 

195 

1991-1989; OE Type Thermostat. 

. +13378 

180 


+13379 

195 


+13376 

160 

1991-1989: Thermostat Seal. 

. 25269 



1991-1989; Thermostat Seal (1 Pack). 27269 


♦ OE Temperature. + Alternate Temperature. 


613 



















































































Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Porsche - Continued 

Rambler - Continued 

968 

American - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 3.0 L 

1994-1992; Premium Thermostat. 4-45378 180 

^45379 

1994-1992; OE Type Thermostat. 413378 180 

<►13379 195 
<13376 160 

1994-1992; Thermostat Seal. 25269 

1994-1992; Thermostat Seal (1 Pack). 27269 


Rambler 


Ambassador 

6-Cyl. 232 

1965; Premium Thermostat. 445359 195 

<45358 180 
<45356 160 

1965; OE Type Thermostat. 413359 195 

<13352 205 
<13358 180 
<13356 160 

1965; Economy Thermostat. 4-13009 195 

<13008 180 
<13006 160 

V-8 287 

1965; Premium Thermostat. 445479 195 

<45478 180 

1965; OE Type Thermostat. 413479 195 

<13478 180 
<13476 160 

1965; Economy Thermostat. 4-13079 195 

<13078 180 
<13076 160 

1965; Thermostat Gasket. ©25140 

1965; Thermostat Gasket (1 Pack). ©27140 

V-8 327 

1965-1958; Premium Thermostat. 445478 180 

<45479 195 

1965-1958; OE Type Thermostat. 413478 180 

<13479 195 
<13476 160 

1965-1958; Economy Thermostat. 4-13078 180 

<13079 195 
<13076 160 

1965-1958; Thermostat Gasket. @25140 

1965-1958; Thermostat Gasket (1 Pack). ©27140 


American 
6-Cyl. 196 

1965; Premium Thermostat; W/Cast Iron Eng. 445479 195 

<45478 180 

1965; OE Type Thermostat; W/Cast Iron Eng. 4-13479 195 

<13478 180 
<13476 160 

1965; Economy Thermostat; W/Cast Iron Eng. 4-13079 195 

<13078 180 
<13076 160 

1965; Thermostat Gasket (1 Pack); W/Cast Iron Eng. ©27140 

1965; Thermostat Gasket; W/Cast Iron Eng. @25140 

1964-1961; Premium Thermostat; W/Cast Iron Eng. 445479 195 

<45478 180 

1964-1961; OE Type Thermostat; W/Cast Iron Eng. 4-13479 195 

<13478 180 
<13476 160 

1964-1961; Economy Thermostat; W/Cast Iron Eng. 4-13079 195 

<13078 180 
<13076 160 

1964-1961; Premium Thermostat; W/Almnm. Eng. 445359 195 

<45358 180 
<45356 160 

1964-1961; OE Type Thermostat; W/Almnm. Eng. 413359 195 

<13352 205 
<13358 180 
<13356 160 


6-Cyl. 196- Continued 

1964-1961; Economy Thermostat; W/Almnm. Eng. 4-13009 195 

<13008 180 
<13006 160 

1964-1961; Thermostat Gasket (1 Pack); W/Almnm. Eng. 27132 

1964-1961; Thermostat Gasket; W/Almnm. Eng. 25132 

1964-1961; Thermostat Gasket (1 Pack); W/Cast Iron Eng. ©27140 

1964-1961; Thermostat Gasket; W/Cast Iron Eng. ©25140 

1960-1958; Premium Thermostat; W/Cast Iron Eng. 445479 195 

<45478 180 

1960-1958; OE Type Thermostat; W/Cast Iron Eng. 413479 195 

<13478 180 
<13476 160 

1960-1958; Economy Thermostat; W/Cast Iron Eng. 413079 195 

<13078 180 
<13076 160 

1960-1958; Thermostat Gasket (1 Pack); W/Cast Iron Eng. ©27140 

1960-1958; Thermostat Gasket; W/Cast Iron Eng. ©25140 

6-Cyl. 232 

1965; Premium Thermostat. 445359 195 

<45358 180 
<45356 160 

1965; OE Type Thermostat. 4-13359 195 

<13352 205 
<13358 180 
<13356 160 

1965; Economy Thermostat. 4-13009 195 

<13008 180 
<13006 160 


Marlin 

6-Cyl. 232 

1965; Premium Thermostat. 445359 195 

<45358 180 
<45356 160 

1965; OE Type Thermostat. 4-13359 195 

<13352 205 
<13358 180 
<13356 160 

1965; Economy Thermostat. 4-13009 195 

<13008 180 
<13006 160 

V-8 287 

1965; Premium Thermostat. 445479 195 

<45478 180 

1965; OE Type Thermostat. 413479 195 

<13478 180 
<13476 160 

1965; Economy Thermostat. 413079 195 

<13078 180 
<13076 160 

1965; Thermostat Gasket. ©25140 

1965; Thermostat Gasket (1 Pack). ©27140 

V-8 327 

1965; Premium Thermostat. 445478 180 

<45479 195 

1965; OE Type Thermostat. 413478 180 

<13479 195 
<13476 160 

1965; Economy Thermostat. 413078 180 

<13079 195 
<13076 160 

1965; Thermostat Gasket. ©25140 

1965; Thermostat Gasket (1 Pack). ©27140 

Rambler 

6-Cyl. 196 

1960-1958; Premium Thermostat; W/Cast Iron Eng. 445479 195 

<45478 180 

1960-1958; OE Type Thermostat; W/Cast Iron Eng. 413479 195 

<13478 180 
<13476 160 


4 OE Temperature. < Alternate Temperature. 

©Two Required. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Rambler - Continued 

Rambler - Continued 

Rambler - Continued 

Rambler Classic - Continued 


Application 


Part Tem 
Number p °F 


6-Cyl. 196- Continued 

1960-1958; Economy Thermostat; W/Cast Iron Eng. 

1960-1958; Thermostat Gasket (1 Pack); W/Cast Iron Eng 
1960-1958; Thermostat Gasket; W/Cast Iron Eng. 

♦13079 
❖13078 
❖13076 
©27140 
. ©25140 

195 

180 

160 

Rambler Classic 

6-Cyl. 196 



1964-1961; Premium Thermostat; W/Cast Iron Eng. 

. ♦45479 

195 


❖45478 

180 

1964-1961; OE Type Thermostat; W/Cast Iron Eng. 

. ♦13479 

195 


❖13478 

180 


❖13476 

160 

1964-1961; Economy Thermostat; W/Cast Iron Eng. 

♦13079 

195 


❖13078 

180 


❖13076 

160 

1964-1961; Premium Thermostat; W/Almnm. Eng. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1964-1961; OE Type Thermostat; W/Almnm. Eng. 

♦ 13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1964-1961; Economy Thermostat; W/Almnm. Eng. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

1964-1961; Thermostat Gasket (1 Pack); W/Almnm. Eng. 

27132 


1964-1961; Thermostat Gasket; W/Almnm. Eng. 

25132 


1964-1961; Thermostat Gasket (1 Pack); W/Cast Iron Eng 

©27140 


1964-1961; Thermostat Gasket; W/Cast Iron Eng. 

©25140 


6-Cyl. 199 



1965; Premium Thermostat. 

♦45359 

195 


❖45358 

180 


❖45356 

160 

1965; OE Type Thermostat. 

. ♦isssg 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1965; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

6-Cyl. 232 



1965-1964; Premium Thermostat. 

. ♦45359 

195 


❖45358 

180 


❖45356 

160 

1965-1964; OE Type Thermostat. 

♦13359 

195 


❖13352 

205 


❖13358 

180 


❖13356 

160 

1965-1964; Economy Thermostat. 

. ♦13009 

195 


❖13008 

180 


❖13006 

160 

V-8 250 



1961; Premium Thermostat. 

♦45478 

180 


❖45479 

195 

1961; OE Type Thermostat. 

. ♦13478 

180 


❖13479 

195 


❖13476 

160 

1961; Economy Thermostat. 

. ♦13078 

180 


❖13079 

195 


❖13076 

160 

1961; Thermostat Gasket. 

©25140 


1961; Thermostat Gasket (1 Pack). 

. ©27140 


V-8 287 



1965-1963; Premium Thermostat. 

. ♦45479 

195 


❖45478 

180 

1965-1963; OE Type Thermostat. 

♦ 13479 

195 


❖13478 

180 


❖13476 

160 

1965-1963; Economy Thermostat. 

. ♦13079 

195 


❖13078 

180 


❖13076 

160 


V-8 287 - Continued 

1965-1963; Thermostat Gasket. ©25140 

1965-1963; Thermostat Gasket (1 Pack). ©27140 

V-8 327 

1965; Premium Thermostat. ♦45478 180 

-0-45479 195 

1965; OE Type Thermostat. ♦13478 180 

0-13479 195 
0-13476 160 

1965; Economy Thermostat. ♦ISOTS 180 

0-13079 195 
0-13076 160 

1965; Thermostat Gasket. @25140 

1965; Thermostat Gasket (1 Pack). ©27140 

Rebel 

V-8 250 

1960-1958; Premium Thermostat. ♦45478 180 

0-45479 195 

1960-1958; OE Type Thermostat. ^13478 180 

0-13479 195 
0-13476 160 

1960-1958; Economy Thermostat. ♦ISOTS 180 

0-13079 195 
0-13076 160 

1960-1958; Thermostat Gasket. ©25140 

1960-1958; Thermostat Gasket (1 Pack). ©27140 


Renault 


Alliance 

4-Cyl. 1.4 L 

1987-1983; OE Type Thermostat. ^13519 195 

0-13518 180 

4-Cyl. 1.7 L 

1987-1985; Premium Thermostat. ♦45369 195 

0-45368 180 

1987-1985; OE Type Thermostat. ♦ISSSS 195 

0-13368 180 
0-13366 160 

1987-1985; Thermostat Seal. 25281 

1987-1985; Thermostat Seal (1 Pack). 27281 

4-Cyl. 2.0 L 

1987; Premium Thermostat. ♦45369 195 

0-45368 180 

1987; OE Type Thermostat. ♦ 13369 195 

0-13368 180 
0-13366 160 

1987; Thermostat Seal. 25281 

1987; Thermostat Seal (1 Pack). 27281 


Encore 
4-Cyl. 1.4 L 

1986-1984; OE Type Thermostat. ^13519 195 

0-13518 180 

4-Cyl. 1.7 L 

1986-1985; Premium Thermostat. ♦45369 195 

0-45368 180 

1986-1985; OE Type Thermostat. ♦ISSSS 195 

0-13368 180 
0-13366 160 

1986-1985; Thermostat Seal. 25281 

1986-1985; Thermostat Seal (1 Pack). 27281 


Fuego 

4-Cyl. 2.2 L 

1985-1984; OE Type Thermostat. ♦13649 190 

0-13648 180 

1985-1984; Thermostat Seal. 25271 

1985-1984; Thermostat Seal (1 Pack). 27271 


♦ OE Temperature. 
©Two Required. 


0- Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Renault - Continued 

Saab - Continued 

R10 

95 - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 68 

1968; OE Type Thermostat. >13519 195 

>13518 180 

4-Cyl. 79 

1969-1968; OE Type Thermostat. >13519 195 

>13518 180 

Sportwagon 

4-Cyl. 2.2 L 

1986-1984; OE Type Thermostat. >13649 190 

>13648 180 

1986-1984; Thermostat Seal. 25271 

1986-1984; Thermostat Seal (1 Pack). 27271 


Rover 


3- Litre 

6-Cyl. 183 

1968-1960; Premium Thermostat. >45358 180 

>45356 160 

1968-1960; OE Type Thermostat. >13358 180 

>13352 205 
>13356 160 

1968-1960; Economy Thermostat. >13008 180 

>13006 160 

1968-1960; Thermostat Gasket. 25101 

1968-1960; Thermostat Gasket (1 Pack). 27101 

2000 

4- Cyl. 121 

1971-1964; Premium Thermostat. >45358 180 

>45356 160 

1971 -1964; OE Type Thermostat. >13358 180 

>13352 205 
>13356 160 

1971-1964; Economy Thermostat. >13008 180 

>13006 160 

1971-1964; Thermostat Gasket. 25101 

1971-1964; Thermostat Gasket (1 Pack). 27101 

3500 

V-8 3.5 L 

1980; Premium Thermostat. >45358 180 

>45356 160 

1980; OE Type Thermostat. >13358 180 

>13352 205 
>13356 160 

1980; Economy Thermostat. >13008 180 

>13006 160 

1980; Thermostat Gasket. 25101 

1980; Thermostat Gasket (1 Pack). 27101 

3500S 

V-8 215 

1971-1969; Premium Thermostat. >45358 180 

>45356 160 

1971 -1969; OE Type Thermostat. >13358 180 

>13352 205 
>13356 160 

1971-1969; Economy Thermostat. >13008 180 

>13006 160 

1971-1969; Thermostat Gasket. 25101 

1971-1969; Thermostat Gasket (1 Pack). 27101 



3-Cyl. 49 

1968; Premium Thermostat. >45358 180 

>45356 160 

1968; OE Type Thermostat. >13358 180 

>13352 205 
>13356 160 


3-Cyl. 49 - Continued 

1968; Economy Thermostat. >13008 180 

>13006 160 

1968; Thermostat Gasket. 25138 

1968; Thermostat Gasket (1 Pack). 27138 

3-Cyl. 51 

1967-1960; Premium Thermostat. >45358 180 

>45356 160 

1967-1960; OE Type Thermostat. >13358 180 

>13352 205 
>13356 160 

1967-1960; Economy Thermostat. >13008 180 

>13006 160 

1967-1960; Thermostat Gasket. 25138 

1967-1960; Thermostat Gasket (1 Pack). 27138 

V-4 104 

1973-1971; Premium Thermostat. >45349 195 

>45348 180 

1973-1971 ;OE Type Thermostat. >13349 195 

>13348 180 

1973-1971; Thermostat Gasket. 25168 

1973-1971; Thermostat Gasket (1 Pack). 27168 

V-4 91 

1970-1967; Premium Thermostat. >45349 195 

>45348 180 

1970-1967; OE Type Thermostat. >13349 195 

>13348 180 

1970-1967; Thermostat Gasket. 25168 

1970-1967; Thermostat Gasket (1 Pack). 27168 

96 

3-Cyl. 49 

1968; Premium Thermostat. >45358 180 

>45356 160 

1968; OE Type Thermostat. >13358 180 

>13352 205 
>13356 160 

1968; Economy Thermostat. >13008 180 

>13006 160 

3-Cyl. 51 

1967; Premium Thermostat. >45358 180 

>45356 160 

1967; OE Type Thermostat. >13358 180 

>13352 205 
>13356 160 

1967; Economy Thermostat. >13008 180 

>13006 160 

1966-1961; Premium Thermostat. >45358 180 

>45356 160 

1966-1961; OE Type Thermostat. >13358 180 

>13352 205 
>13356 160 

1966-1961; Economy Thermostat. >13008 180 

>13006 160 

1966-1961; Thermostat Gasket. 25138 

1966-1961; Thermostat Gasket (1 Pack). 27138 

V-4104 

1973-1971; Premium Thermostat. >45349 195 

>45348 180 

1973-1971; OE Type Thermostat. >13349 195 

>13348 180 

1973-1971; Thermostat Gasket. 25168 

1973-1971; Thermostat Gasket (1 Pack). 27168 

V-4 91 

1970-1967; Premium Thermostat. >45349 195 

>45348 180 

1970-1967; OE Type Thermostat. >13349 195 

>13348 180 

1970-1967; Thermostat Gasket. 25168 

1970-1967; Thermostat Gasket (1 Pack). 27168 


> OE Temperature. > Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. -0 Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Saab - Continued 

Simca - Continued 

GT750 

1118 - Continued 


Application 


Part 

Number 


Tem 
P °F 


3-Cvl. 46 

1962-1960; Premium Thermostat. 4-45358 180 

❖45356 160 

1962-1960; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1962-1960; Economy Thermostat. 413008 180 

❖13006 160 

1962-1960; Thermostat Gasket. 25138 

1962-1960; Thermostat Gasket (1 Pack). 27138 

GT850 

3-Cvl. 51 

1963; Premium Thermostat. 445358 180 

❖45356 160 

1963; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1963; Economy Thermostat. 413008 180 

❖13006 160 

1963; Thermostat Gasket. 25138 

1963; Thermostat Gasket (1 Pack). 27138 

Monte Carlo 

3-Cvl. 51 

1967-1964; Premium Thermostat. 445358 180 

❖45356 160 

1967-1964; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1967-1964; Economy Thermostat. 413008 180 

❖13006 160 

1967-1964; Thermostat Gasket. 25138 

1967-1964; Thermostat Gasket (1 Pack). 27138 

V-4 91 

1967; Premium Thermostat. 445349 195 

❖45348 180 

1967; OE Type Thermostat. 413349 195 

❖13348 180 

1967; Thermostat Gasket. 25168 

1967; Thermostat Gasket (1 Pack). 27168 

Sonett 

V-4104 

1974-1970; Premium Thermostat. 445349 195 

❖45348 180 

1974-1970; OE Type Thermostat. 413349 195 

❖13348 180 

1974-1970; Thermostat Gasket. 25168 

1974-1970; Thermostat Gasket (1 Pack). 27168 

V-4 91 

1969-1968; Premium Thermostat. 445349 195 

❖45348 180 

1969-1968; OE Type Thermostat. 413349 195 

❖13348 180 

1969-1968; Thermostat Gasket. 25168 

1969-1968; Thermostat Gasket (1 Pack). 27168 



4-Cyl. 1.9 L 

1994-1991 ;OE Type Thermostat. 4014279 188 



4-Cyl. 68 

1969; Premium Thermostat. 445358 180 

❖45356 160 

1969; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 


4-Cyl. 68 - Continued 

1969; Economy Thermostat. 413008 180 

❖13006 160 

1969; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

1204 

4-Cyl. 73 

1969; Premium Thermostat. 445358 180 

❖45356 160 

1969; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1969; Economy Thermostat. 413008 180 

❖13006 160 

1969; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 


Material. 27103 


Sterling 


825 

V-6 2.5 L 

1988-1987; Premium Thermostat. 445878 180 

❖45879 195 
❖45877 170 

1988-1987; OE Type Thermostat. 413878 180 

❖13879 195 

1988-1987; Thermostat Seal. 25276 

1988-1987; Thermostat Seal (1 Pack). 27276 

827 

V-6 2.7 L 

1991-1989; Premium Thermostat. 445878 180 

❖45879 195 
❖45877 170 

1991-1989; OE Type Thermostat. 413878 180 

❖13879 195 

1991-1989; Thermostat Seal. 25276 

1991-1989; Thermostat Seal (1 Pack). 27276 


Studebaker 


Avanti 

V-8 289 

1964-1963; Premium Thermostat. 445358 180 

❖45356 160 

1964-1963; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1964-1963; Economy Thermostat. 413008 180 

❖13006 160 

1964-1963; Thermostat Gasket. 25138 

1964-1963; Thermostat Gasket (1 Pack). 27138 

V-8 304 

1964; Premium Thermostat. 445358 180 

❖45356 160 

1964; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1964; Economy Thermostat. 413008 180 

❖13006 160 

1964; Thermostat Gasket. 25138 

1964; Thermostat Gasket (1 Pack). 27138 


Champion 
6-Cy 1.164 

1940-1939; Premium Thermostat. 445358 180 

❖45356 160 

1940-1939; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1940-1939; Economy Thermostat. 413008 180 

❖13006 160 


4 OE Temperature. ❖ Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Studebaker - Continued 

Studebaker - Continued 

Champion - Continued 

Commander - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 164- Continued 

1940-1939; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

6-Cyl. 170 

1954-1946; Premium Thermostat. +45358 180 

-0-45356 160 

1954-1946; OE Type Thermostat. +13358 180 

013352 205 
013356 160 

1954-1946; Economy Thermostat. +13008 180 

013006 160 

1954-1946; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

1942-1941; Premium Thermostat. +45358 180 

045356 160 

1942-1941; OE Type Thermostat. +13358 180 

013352 205 
013356 160 

1942-1941; Economy Thermostat. +13008 180 

013006 160 

1942-1941; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

6-Cyl. 186 

1958-1955; Premium Thermostat. +45358 180 

045356 160 

1958-1955; OE Type Thermostat. +13358 180 

013352 205 
013356 160 

1958-1955; Economy Thermostat. +13008 180 

013006 160 

1958-1955; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 


Commander 

6-Cyl. 194 

1966-1965; Premium Thermostat. +45358 180 

045356 160 

1966-1965; OE Type Thermostat. +13358 180 

013352 205 
013356 160 

1966-1965; Economy Thermostat. +13008 180 

013006 160 

1966-1965; Thermostat Gasket. 25138 

1966-1965; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 226 

1948-1947; Premium Thermostat. +45478 180 

045479 195 

1948-1947; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1948-1947; Economy Thermostat. +13078 180 

013079 195 
013076 160 

1948-1947; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

1942-1939; Premium Thermostat. +45478 180 

045479 195 

1942-1939; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1942-1939; Economy Thermostat. +13078 180 

013079 195 
013076 160 

1942-1939; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

6-Cyl. 230 

1966; Premium Thermostat. +45358 180 

045356 160 

1966; OE Type Thermostat. +13358 180 

013352 205 
013356 160 

1966; Economy Thermostat. +13008 180 

013006 160 


6-Cyl. 230 - Continued 

1966; Thermostat Gasket. 25138 

1966; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 246 

1950-1949; Premium Thermostat. +45478 180 

045479 195 

1950-1949; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1950-1949; Economy Thermostat. +13078 180 

013079 195 
013076 160 

1950-1949; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 224 

1955; Premium Thermostat. +45478 180 

045479 195 

1955; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1955; Economy Thermostat. +13078 180 

013079 195 
013076 160 

1955; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

V-8 233 

1954-1951; Premium Thermostat. +45478 180 

045479 195 

1954-1951 ;OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1954-1951; Economy Thermostat. +13078 180 

013079 195 
013076 160 

1954-1951; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 259 

1958-1955; Premium Thermostat. +45478 180 

045479 195 

1958-1955; OE Type Thermostat. +13478 180 

013479 195 
013476 160 

1958-1955; Economy Thermostat. +13078 180 

013079 195 
013076 160 

1958-1955; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 283 

1966-1965; Premium Thermostat. +45358 180 

045356 160 

1966-1965; OE Type Thermostat. +13358 180 

013352 205 
013356 160 

1966-1965; Economy Thermostat. +13008 180 

013006 160 

1966-1965; Thermostat Gasket. 25138 

1966-1965; Thermostat Gasket (1 Pack). 27138 


Cruiser 
6-Cyl. 194 

1966-1965; Premium Thermostat. +45358 180 

045356 160 

1966-1965; OE Type Thermostat. +13358 180 

013352 205 
013356 160 

1966-1965; Economy Thermostat. +13008 180 

013006 160 

1966-1965; Thermostat Gasket. 25138 

1966-1965; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 230 

1966; Premium Thermostat. +45358 180 

045356 160 


♦ OE Temperature. O Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Studebaker - Continued 

Studebaker - Continued 

Cruiser - Continued 

Golden Hawk - Continued 


Application 


Part Tem 
Number p °F 


V-8 352 - Continued 

1956; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

Gran Turismo Hawk 


6-Cyl. 230 - Continued 

1966; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1966; Economy Thermostat. +13008 180 

+13006 160 

1966; Thermostat Gasket. 25138 

1966; Thermostat Gasket (1 Pack). 27138 

V-8 283 

1966-1965; Premium Thermostat. +45358 180 

+45356 160 

1966-1965; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1966-1965; Economy Thermostat. +13008 180 

+13006 160 

1966-1965; Thermostat Gasket. 25138 

1966-1965; Thermostat Gasket (1 Pack). 27138 


Daytona 

6-Cvl. 194; 6-Cyl. 230 

1966; Premium Thermostat. +45358 180 

+45356 160 

1966; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1966; Economy Thermostat. +13008 180 

+13006 160 

1966; Thermostat Gasket. 25138 

1966; Thermostat Gasket (1 Pack). 27138 

V-8 283 

1966-1965; Premium Thermostat. +45358 180 

+45356 160 

1966-1965; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1966-1965; Economy Thermostat. +13008 180 

+13006 160 

1966-1965; Thermostat Gasket. 25138 

1966-1965; Thermostat Gasket (1 Pack). 27138 

Flight Hawk 

6-Cyl. 186 

1956; Premium Thermostat. +45358 180 

+45356 160 

1956; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1956; Economy Thermostat. +13008 180 

+13006 160 

1956; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 


Golden Hawk 

V-8 289 

1958-1957; Premium Thermostat. +45478 180 

+45479 195 

1958-1957; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1958-1957; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1958-1957; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

V-8 352 

1956; Premium Thermostat. +45358 180 

+45356 160 

1956; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1956; Economy Thermostat. +13008 180 

+13006 160 


6-Cyl. 170 

1962; Premium Thermostat. +45358 180 

+45356 160 

1962; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1962; Economy Thermostat. +13008 180 

+13006 160 

1962; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

V-8 259 

1962; Premium Thermostat. +45478 180 

+45479 195 

1962; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1962; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1962; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

V-8 289 

1964-1963; Premium Thermostat. +45358 180 

+45356 160 

1964-1963; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1964-1963; Economy Thermostat. +13008 180 

+13006 160 

1964-1963; Thermostat Gasket. 25138 

1964-1963; Thermostat Gasket (1 Pack). 27138 

1962; Premium Thermostat. +45478 180 

+45479 195 

1962; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1962; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1962; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

Hawk 

6-Cyl. 170 

1961-1960; Premium Thermostat. +45358 180 

+45356 160 

1961-1960; OE Type Thermostat. +13358 180 

+13352 205 
+13356 160 

1961-1960; Economy Thermostat. +13008 180 

+13006 160 

1961-1960; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

V-8 259; V-8 289 

1961-1960; Premium Thermostat. +45478 180 

+45479 195 

1961-1960; OE Type Thermostat. +13478 180 

+13479 195 
+13476 160 

1961-1960; Economy Thermostat. +13078 180 

+13079 195 
+13076 160 

1961-1960; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Studebaker - Continued 

Studebaker - Continued 

Lark 

Power Hawk 


Application 


Part 

Number 


Tem 
P °F 


6-Cvl. 170 

1964-1963; Premium Thermostat. 4-45358 180 

❖45356 160 

1964-1963; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1964-1963; Economy Thermostat. 413008 180 

❖13006 160 

1964-1963; Thermostat Gasket. 25138 

1964-1963; Thermostat Gasket (1 Pack). 27138 

1962-1959; Premium Thermostat. 445358 180 

❖45356 160 

1962-1959; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1962-1959; Economy Thermostat. 413008 180 

❖13006 160 

1962-1959; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 259 

1964-1963; Premium Thermostat. 445358 180 

❖45356 160 

1964-1963; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1964-1963; Economy Thermostat. 413008 180 

❖13006 160 

1964-1963; Thermostat Gasket. 25138 

1964-1963; Thermostat Gasket (1 Pack). 27138 

1962-1959; Premium Thermostat. 445478 180 

❖45479 195 

1962-1959; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1962-1959; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1962-1959; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 289 

1964-1963; Premium Thermostat. 445358 180 

❖45356 160 

1964-1963; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1964-1963; Economy Thermostat. 413008 180 

❖13006 160 

1964-1963; Thermostat Gasket. 25138 

1964-1963; Thermostat Gasket (1 Pack). 27138 

1962-1961; Premium Thermostat. 445478 180 

❖45479 195 

1962-1961 ;OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1962-1961; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1962-1961; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 304 

1964; Premium Thermostat. 445358 180 

❖45356 160 

1964; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1964; Economy Thermostat. 413008 180 

❖13006 160 

1964; Thermostat Gasket. 25138 

1964; Thermostat Gasket (1 Pack). 27138 


V-8 259 

1956; Premium Thermostat. 445478 180 

❖45479 195 

1956; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1956; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1956; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 


President 

8-Cyl. 250 

1942-1939; Premium Thermostat. 445478 180 

❖45479 195 

1942-1939; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1942-1939; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1942-1939; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 259 

1955; Premium Thermostat. 445478 180 

❖45479 195 

1955; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1955; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1955; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

V-8 289 

1958-1956; Premium Thermostat. 445478 180 

❖45479 195 

1958-1956; OE Type Thermostat. 413478 180 

❖13479 195 
❖13476 160 

1958-1956; Economy Thermostat. 413078 180 

❖13079 195 
❖13076 160 

1958-1956; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 


Silver Hawk 

6-Cyl. 170 

1959; Premium Thermostat. 445358 180 

❖45356 160 

1959; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1959; Economy Thermostat. 413008 180 

❖13006 160 

1959; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

6-Cyl. 186 

1958-1957; Premium Thermostat. 445358 180 

❖45356 160 

1958-1957; OE Type Thermostat. 413358 180 

❖13352 205 
❖13356 160 

1958-1957; Economy Thermostat. 413008 180 

❖13006 160 

1958- 1957; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

V-8 259 

1959- 1957; Premium Thermostat. 445478 180 

❖45479 195 


4 OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Studebaker - Continued 

Subaru - Continued 

Silver Hawk - Continued 

Brat - Continued 


Application 


Part 

Number 


Tem 
P °F 


V-8 259 - Continued 

1959-1957; OE Type Thermostat. -f 13478 180 

❖13479 195 
❖13476 160 

1959-1957; Economy Thermostat. +13078 180 

❖13079 195 
❖13076 160 

1959-1957; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 

V-8 289 

1958-1957; Premium Thermostat. ♦45478 180 

❖45479 195 

1958-1957; OE Type Thermostat. >13478 180 

❖13479 195 
❖13476 160 

1958-1957; Economy Thermostat. ♦13078 180 

❖13079 195 
❖13076 160 

1958-1957; Thermostat Gasket (1 Pack); 3 1/4” x 3 1/2" Gasket 

Material. 27103 

Skyhawk 

V-8 289 

1956; Premium Thermostat. ♦45478 180 

❖45479 195 

1956; OE Type Thermostat. ♦13478 180 

❖13479 195 
❖13476 160 

1956; Economy Thermostat. ♦ISOTS 180 

❖13079 195 
❖13076 160 

1956; Thermostat Gasket (1 Pack); 3 1/4" x 3 1/2" Gasket 

Material. 27103 


Wagonaire 

6-Cvl. 194; 6-Cyl. 230; V-8 283 

1966; Premium Thermostat. ♦45358 180 

❖45356 160 

1966; OE Type Thermostat. ♦13358 180 

❖13352 205 
❖13356 160 

1966; Economy Thermostat. ♦13008 180 

❖13006 160 

1966; Thermostat Gasket. 25138 

1966; Thermostat Gasket (1 Pack). 27138 



4-Cyl. 1.6 L 


1980; Premium Thermostat. ♦45859 195 

❖45858 180 

1980; OE Type Thermostat. ♦ISSSg 195 

❖13858 180 

1980; Thermostat Gasket. 25168 

1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.8 L 

1987-1985; Premium Thermostat. ♦45859 195 

❖45858 180 

1987-1985; OE Type Thermostat. ♦ISSSg 195 

❖13858 180 

1987-1985; Thermostat Gasket. 25168 

1987-1985; Thermostat Gasket (1 Pack). 27168 

1984-1983; OE Exact Thermostat. ♦48539 195 

1984-1983; Premium Thermostat. ♦45859 195 

❖45858 180 

1984-1983; OE Type Thermostat. ♦ISSSg 195 

❖13858 180 

1984-1983; Thermostat Gasket. 25168 

1984-1983; Thermostat Gasket (1 Pack). 27168 

1982-1980; Premium Thermostat. ♦45859 195 

❖45858 180 

1982-1980; OE Type Thermostat. ♦ISSSO 195 

❖13858 180 


4-Cyl. 1.8 L- Continued 

1982-1980; Thermostat Gasket. 25168 

1982-1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 97 

1979-1978; Premium Thermostat. ♦45859 195 

❖45858 180 

1979-1978; OE Type Thermostat. ♦ISSSO 195 

❖13858 180 

1979-1978; Thermostat Gasket. 25168 

1979-1978; Thermostat Gasket (1 Pack). 27168 

DL 

4-Cyl. 1.6 L 

1984-1980; OE Exact Thermostat. ♦48539 195 

1984-1980; Premium Thermostat. ♦45859 195 

❖45858 180 

1984-1980; OE Type Thermostat. ♦ISSSO 195 

❖13858 180 

1984-1980; Thermostat Gasket. 25168 

1984-1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.8 L 

1989-1983; OE Exact Thermostat. ♦48539 195 

1989-1983; Premium Thermostat. ♦45859 195 

❖45858 180 

1989-1983; OE Type Thermostat. ♦ISSSO 195 

❖13858 180 

1989-1983; Thermostat Gasket. 25168 

1989-1983; Thermostat Gasket (1 Pack). 27168 

1982-1980; Premium Thermostat. ♦45859 195 

❖45858 180 

1982-1980; OE Type Thermostat. ♦ISSSg 195 

❖13858 180 

1982-1980; Thermostat Gasket. 25168 

1982-1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 83 

1976-1973; Premium Thermostat. ♦45859 195 

❖45858 180 

1976-1973; OE Type Thermostat. ^13859 195 

❖13858 180 

1976-1973; Thermostat Gasket. 25168 

1976-1973; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 97 

1979-1976; Premium Thermostat. ♦45859 195 

❖45858 180 

1979-1976; OE Type Thermostat. ^13859 195 

❖13858 180 

1979-1976; Thermostat Gasket. 25168 

1979-1976; Thermostat Gasket (1 Pack). 27168 

FE 

4-Cyl. 97 

1979; Premium Thermostat. ♦45859 195 

❖45858 180 

1979; OE Type Thermostat. ♦ISSSO 195 

❖13858 180 

1979; Thermostat Gasket. 25168 

1979; Thermostat Gasket (1 Pack). 27168 

1978; Premium Thermostat. ♦45859 195 

❖45858 180 

1978; OE Type Thermostat. ♦ISSSO 195 

❖13858 180 

FF-1 Star 

4-Cyl. 66 

1971; Premium Thermostat. ♦45859 195 

❖45858 180 

1971; OE Type Thermostat. ♦ 13859 195 

❖13858 180 

1971; Thermostat Gasket. 25168 

1971; Thermostat Gasket (1 Pack). 27168 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Subaru - Continued 

Subaru - Continued 

FF-1 Star - Continued 

GL - Continued 


Application 


Part Tem 
Number p °F 


4-Cyl. 77 

1972; Premium Thermostat. ♦45859 195 

❖45858 180 

1972; OE Type Thermostat. >-13859 195 

❖13858 180 

1972; Thermostat Gasket. 25168 

1972; Thermostat Gasket (1 Pack). 27168 

G 

4-Cyl. 77 

1972; Premium Thermostat. ♦45859 195 

❖45858 180 

1972; OE Type Thermostat. ♦ISSSO 195 

❖13858 180 

1972; Thermostat Gasket. 25168 

1972; Thermostat Gasket (1 Pack). 27168 

GF 

4-Cyl. 83 

1976-1975; Premium Thermostat. ♦45859 195 

❖45858 180 

1976-1975; OE Type Thermostat. >3859 195 

❖13858 180 

1976-1975; Thermostat Gasket. 25168 

1976-1975; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 97 

1979-1976; Premium Thermostat. ♦45859 195 

❖45858 180 

1979-1976; OE Type Thermostat. >3859 195 

❖13858 180 

1979-1976; Thermostat Gasket. 25168 

1979-1976; Thermostat Gasket (1 Pack). 27168 

GL 

4-Cyl. 1.6 L 

1987-1986; OE Exact Thermostat. ♦48539 195 

1987-1986; Premium Thermostat. ♦45859 195 

❖45858 180 

1987-1986; OE Type Thermostat. ♦ISSSg 195 

❖13858 180 

1987-1986; Thermostat Gasket. 25168 

1987-1986; Thermostat Gasket (1 Pack). 27168 

1980; Premium Thermostat. ♦45859 195 

❖45858 180 

1980; OE Type Thermostat. ♦ISSSO 195 

❖13858 180 

1980; Thermostat Gasket. 25168 

1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.8 L 

1989-1983; OE Exact Thermostat. ♦48539 195 

1989-1983; Premium Thermostat. ♦45859 195 

❖45858 180 

1989-1983; OE Type Thermostat. ♦ISSSO 195 

❖13858 180 

1989-1983; Thermostat Gasket. 25168 

1989-1983; Thermostat Gasket (1 Pack). 27168 

1982-1980; Premium Thermostat. ♦45859 195 

❖45858 180 

1982-1980; OE Type Thermostat. ♦ISSSO 195 

❖13858 180 

1982-1980; Thermostat Gasket. 25168 

1982-1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 77 

1972; Premium Thermostat. ♦45859 195 

❖45858 180 

1972; OE Type Thermostat. ♦ISSSO 195 

❖13858 180 

1972; Thermostat Gasket. 25168 

1972; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 83 

1975-1973; Premium Thermostat. ♦45859 195 

❖45858 180 


4-Cyl. 83 - Continued 

1975-1973; OE Type Thermostat. >3859 195 

❖13858 180 

1975-1973; Thermostat Gasket. 25168 

1975-1973; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 97 

1979; Premium Thermostat. ♦45859 195 

❖45858 180 

1979; OE Type Thermostat. ♦ISSSg 195 

❖13858 180 

1979; Thermostat Gasket. 25168 

1979; Thermostat Gasket (1 Pack). 27168 

GL-10 

4-Cyl. 1.8 L 

1989-1985; OE Exact Thermostat. ♦48539 195 

1989-1985; Premium Thermostat. ♦45859 195 

❖45858 180 

1989-1985; OE Type Thermostat. ♦ISSSg 195 

❖13858 180 

1989-1985; Thermostat Gasket. 25168 

1989-1985; Thermostat Gasket (1 Pack). 27168 

GLF 

4-Cyl. 1.6 L 

1980; Premium Thermostat. ♦45859 195 

❖45858 180 

1980; OE Type Thermostat. ♦ISSSO 195 

❖13858 180 

1980; Thermostat Gasket. 25168 

1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.8 L 

1982-1980; Premium Thermostat. ♦45859 195 

❖45858 180 

1982-1980; OE Type Thermostat. ♦ISSSO 195 

❖13858 180 

1982-1980; Thermostat Gasket. 25168 

1982-1980; Thermostat Gasket (1 Pack). 27168 


Impreza 
4-Cyl. 1.8 L 

1994-1993; OE Exact Thermostat. ♦048457 170 

1994-1993; OE Type Thermostat. >14147 170 

1994-1993; Thermostat Seal. 25286 

1994-1993; Thermostat Seal (1 Pack). 27286 

Justy 

3-Cyl. 1.2 L 

1994-1990; OE Exact Thermostat. ♦048597 170 

1994-1990; OE Type Thermostat. >14157 170 

1994-1990; Thermostat Seal. 25284 

1989-1987; OE Exact Thermostat. ♦48389 185 

1989-1987; Premium Thermostat. ♦45848 180 

❖45849 195 

1989-1987; OE Type Thermostat. ♦13848 180 

❖13849 195 

1989-1987; Thermostat Gasket. 25167 

1989-1987; Thermostat Gasket (1 Pack). 27167 

1989-1987; Thermostat Seal. 25273 

1989-1987; Thermostat Seal (1 Pack). 27273 


Legacy 

4-Cyl. 2.2 L 

1994-1990; OE Exact Thermostat. >048457 170 

1994-1990; OE Type Thermostat. >4147 170 

1994-1990; Thermostat Seal. 25286 

1994-1990; Thermostat Seal (1 Pack). 27286 

Loyale 

4-Cyl. 1.8 L 

1994-1990; OE Exact Thermostat. ♦48539 195 

1994-1990; Premium Thermostat. ♦45859 195 

❖45858 180 


♦ OE Temperature. 
O Seal Included. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Subaru - Continued 

Subaru - Continued 

Loyale - Continued 

XT - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 1.8 L- Continued 

1994-1990; OE Type Thermostat. +13859 195 

+13858 180 

1994-1990; Thermostat Gasket. 25168 

1994-1990; Thermostat Gasket (1 Pack). 27168 

RX 

4-Cyl. 1.8 L 

1989-1985; OE Exact Thermostat. +48539 195 

1989-1985; Premium Thermostat. +45859 195 

+45858 180 

1989-1985; OE Type Thermostat. +13859 195 

+13858 180 

1989-1985; Thermostat Gasket. 25168 

1989-1985; Thermostat Gasket (1 Pack). 27168 

Standard 

4-Cyl. 1.6 L 

1987-1985; OE Exact Thermostat. +48539 195 

1987-1985; Premium Thermostat. +45859 195 

+45858 180 

1987-1985; OE Type Thermostat. +13859 195 

+13858 180 

1987-1985; Thermostat Gasket. 25168 

1987-1985; Thermostat Gasket (1 Pack). 27168 

1984-1980; Premium Thermostat. +45859 195 

+45858 180 

1984-1980; OE Type Thermostat. +13859 195 

+13858 180 

1984-1980; Thermostat Gasket. 25168 

1984-1980; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.8 L 

1987; Premium Thermostat. +45859 195 

+45858 180 

1987; OE Type Thermostat. +13859 195 

+13858 180 

1987; Thermostat Gasket. 25168 

1987; Thermostat Gasket (1 Pack). 27168 

1982-1981; Premium Thermostat. +45859 195 

+45858 180 

1982-1981 ;OE Type Thermostat. +13859 195 

+13858 180 

1982-1981; Thermostat Gasket. 25168 

1982-1981; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 83 

1976; Premium Thermostat. +45859 195 

+45858 180 

1976; OE Type Thermostat. +13859 195 

+13858 180 

1976; Thermostat Gasket. 25168 

1976; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 97 

1979-1977; Premium Thermostat. +45859 195 

+45858 180 

1979-1977; OE Type Thermostat. +13859 195 

+13858 180 

1979-1977; Thermostat Gasket. 25168 

1979-1977; Thermostat Gasket (1 Pack). 27168 

svx 

6-Cyl. 3.3 L 

1994-1993; OE Exact Thermostat. +048457 170 

1994-1993; OE Type Thermostat. +14147 170 

1994-1993; Thermostat Seal. 25286 

1994-1993; Thermostat Seal (1 Pack). 27286 

1992; OE Type Thermostat. +14147 170 

1992; Thermostat Seal. 25286 

1992; Thermostat Seal (1 Pack). 27286 

XT 

4-Cyl. 1.8 L 

1991-1985; OE Exact Thermostat. +48539 195 


4-Cyl. 1.8 L- Continued 

1991-1985; Premium Thermostat. +45859 195 

+45858 180 

1991-1985; OE Type Thermostat. +13859 195 

+13858 180 

1991-1985; Thermostat Gasket. 25168 

1991-1985; Thermostat Gasket (1 Pack). 27168 

6-Cyl. 2.7 L 

1991-1988; Premium Thermostat. +45859 195 

+45858 180 

1991-1988; OE Type Thermostat. +13859 195 

+13858 180 

1991-1988; Thermostat Gasket. 25168 

1991-1988; Thermostat Gasket (1 Pack). 27168 


Suzuki 


Samurai 

4-Cyl. 1.3 L 

1994-1993; OE Exact Thermostat. +048028 180 

1994-1993; OE Type Thermostat. +13958 180 

+13959 195 

1994-1993; Thermostat Gasket. 25138 

1994-1993; Thermostat Gasket (1 Pack). 27138 

1992-1990; OE Exact Thermostat. +48518 180 

1992-1990; OE Type Thermostat. +13958 180 

+13959 195 

1992-1990; Thermostat Gasket. 25168 

1992-1990; Thermostat Gasket (1 Pack). 27168 

1989-1986; OE Type Thermostat. +13959 195 

+13958 180 

1989-1986; Thermostat Gasket. 25168 

1989-1986; Thermostat Gasket (1 Pack). 27168 

Sidekick 

4-Cyl. 1.3 L 

1989; OE Type Thermostat. +13958 180 

+13959 195 

1989; Thermostat Gasket. 25168 

1989; Thermostat Gasket (1 Pack). 27168 

4-Cyl. 1.6 L 

1994-1992; OE Exact Thermostat. +048028 180 

1994-1992; OE Type Thermostat. +13958 180 

1994-1992; Thermostat Seal (1 Pack); Use either gasket or 

seal to match OE design. 27281 

1994-1992; Thermostat Seal; Use either gasket or seal to 

match OE design. 25281 

1994-1992; Thermostat Gasket (1 Pack); Use either gasket or 

seal to match OE design. 27168 

1994-1992; Thermostat Gasket; Use either gasket or seal to 

match OE design. 25168 

1991-1990; OE Exact Thermostat. +048028 180 

1991-1990; OE Type Thermostat. +13958 180 

1991-1990; Thermostat Seal (1 Pack); Use either gasket or 

seal to match OE design. 27279 

1991-1990; Thermostat Seal; Use either gasket or seal to 

match OE design. 25279 

1991-1990; Thermostat Gasket (1 Pack); Use either gasket or 

seal to match OE design. 27168 

1991-1990; Thermostat Gasket; Use either gasket or seal to 

match OE design. 25168 

1989; OE Exact Thermostat. +048028 180 

1989; OE Type Thermostat. +13958 180 

+13959 195 

1989; Thermostat Gasket. 25168 

1989; Thermostat Gasket (1 Pack). 27168 

Swift 

3-Cyl. 1.0 L (Canada) 

1994-1993; Premium Thermostat. +45849 195 

+45848 180 

1994-1993; OE Type Thermostat. +13849 195 

+13848 180 

1994-1993; Thermostat Seal. 25272 


♦ OE Temperature. + Alternate Temperature. 

O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Part Tem 
Number p °F 


Application 


Suzuki - Continued 


Swift - Continued 

3- Cyl. 1.0 L (Canada] - Continued 

1994-1993; Thermostat Seal (1 Pack). 27272 

1992; Premium Thermostat. ♦45848 180 

❖45849 195 

1992; OE Type Thermostat. ♦13848 180 

❖13849 195 

1992; Thermostat Gasket. 25167 

1992; Thermostat Gasket (1 Pack). 27167 

4- Cyl. 1.3 L 

1994-1991; Premium Thermostat. ♦45849 195 

❖45848 180 

1994-1991; OE Type Thermostat. ♦13849 195 

❖13848 180 

1994-1991; Thermostat Seal. 25272 

1994-1991; Thermostat Seal (1 Pack). 27272 

1994-1991; Thermostat Gasket. 25167 

1994-1991; Thermostat Gasket (1 Pack). 27167 

1990-1989; OE Exact Thermostat. ♦48619 190 

1990-1989; Premium Thermostat. ♦45849 195 

❖45848 180 

1990-1989; OE Type Thermostat. ♦13849 195 

❖13848 180 

1990-1989; Thermostat Gasket. 25167 

1990-1989; Thermostat Gasket (1 Pack). 27167 

1990-1989; Thermostat Seal. 25272 

1990-1989; Thermostat Seal (1 Pack). 27272 


Toyota 

4 Runner 

4-Cyl. 2.4 L 



1994-1988; OE Exact Thermostat. 

. ♦48319 

190 

1994-1988; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1994-1988; OE Type Thermostat. 

. ♦ 13869 

195 


❖13868 

180 

1994-1988; Thermostat Seal. 

. 25281 


1994-1988; Thermostat Seal (1 Pack). 

. 27281 


1987-1986; OE Exact Thermostat; W/O Turbo. 

. ♦48319 

190 

1987-1986; Premium Thermostat; W/O Turbo. 

. ♦45869 

195 


❖45868 

180 

1987-1986; OE Type Thermostat; W/O Turbo. 

. ♦ 13869 

195 


❖13868 

180 

1987-1986; OE Exact Thermostat; W/Turbo. 

. ♦48298 

180 

1987-1986; OE Type Thermostat; W/Turbo. 

. ♦ 13368 

180 


❖13369 

195 


❖13366 

160 

1987-1986; Thermostat Seal. 

. 25281 


1987-1986; Thermostat Seal (1 Pack). 

. 27281 


1985-1984; OE Exact Thermostat. 

. ♦48319 

190 

1985-1984; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1985-1984; OE Type Thermostat. 

. ♦ 13869 

195 


❖13868 

180 

1985-1984; Thermostat Seal. 

. 25281 


1985-1984; Thermostat Seal (1 Pack). 

. 27281 


V-6 3.0 L 



1994-1988; OE Exact Thermostat. 

. ♦48288 

180 

1994-1988; Premium Thermostat. 

. ♦45978 

180 


❖45979 

195 

1994-1988; OE Type Thermostat. 

. ♦13978 

180 


❖13979 

195 

1994-1988; Thermostat Seal. 

. 25281 


1994-1988; Thermostat Seal (1 Pack). 

. 27281 


Camry 


4-Cyl. 1.8 L Diesel 

1986-1984; OE Exact Thermostat. 

1986-1984; Premium Thermostat. 

1986-1984; OE Type Thermostat. 

1986-1984; Thermostat Seal. 

1986-1984; Thermostat Seal (1 Pack). 


♦48148 

♦45758 

♦13758 

25280 

27280 


180 

180 

180 


Application 

Part 

Number 

Tem 

P°F 

Toyota - Continued 

Camry - Continued 

4-Cyl. 2.0 L 



1991-1983; OE Exact Thermostat. 

. ♦48148 

180 

1991-1983; Premium Thermostat. 

. ♦45758 

180 

1991-1983; OE Type Thermostat. 

. ♦13758 

180 

1991-1983; Thermostat Seal. 

. 25280 


1991-1983; Thermostat Seal (1 Pack). 

. 27280 


4-Cyl. 2.0 L Diesel 



1986; OE Exact Thermostat. 

. ♦48148 

180 

1986; Premium Thermostat. 

. ♦45758 

180 

1986; OE Type Thermostat. 

. ♦13758 

180 

1986; Thermostat Seal. 

. 25280 


1986; Thermostat Seal (1 Pack). 

. 27280 


4-Cyl. 2.2 L 



1994-1992; OE Exact Thermostat. 

. ♦48278 

180 

1994-1992; Premium Thermostat. 

. ♦45758 

180 

1994-1992; OE Type Thermostat. 

. ♦13758 

180 

1994-1992; Thermostat Seal. 

. 25280 


1994-1992; Thermostat Seal (1 Pack). 

. 27280 


V-6 2.5 L 



1991-1989; OE Exact Thermostat. 

. ♦48118 

180 

1991-1989; OE Type Thermostat. 

. ♦14078 

180 


❖14077 

170 

1991-1989; Thermostat Seal. 

. 25286 


1991-1989; Thermostat Seal (1 Pack). 

. 27286 


1988; OE Exact Thermostat. 

. ♦48118 

180 

1988; OE Type Thermostat. 

. ♦14078 

180 

1988; Thermostat Seal. 

. 25286 


1988; Thermostat Seal (1 Pack). 

. 27286 


V-6 3.0 L 



1994; OE Exact Thermostat. 

. ♦48128 

180 

1994; OE Type Thermostat. 

. ♦14078 

180 


❖14077 

170 

1994; Thermostat Seal. 

. 25286 


1994; Thermostat Seal (1 Pack). 

. 27286 


1993-1992; OE Exact Thermostat. 

. ♦48118 

180 

1993-1992; OE Type Thermostat. 

. ♦14078 

180 


❖14077 

170 

1993-1992; Thermostat Seal. 

. 25286 


1993-1992; Thermostat Seal (1 Pack). 

. 27286 


Carina 

4-Cyl. 97 



1973; OE Exact Thermostat. 

. ♦48338 

180 

1973; Premium Thermostat. 

. "45869 

195 


♦45868 

180 

1973; OE Type Thermostat. 

. «13869 

195 


♦ 13868 

180 

1973; Thermostat Gasket. 

. 25138 


1973; Thermostat Gasket (1 Pack). 

. 27138 


1972; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1972; OE Type Thermostat. 

. ♦13869 

195 


❖ 13868 

180 

1972; Thermostat Gasket. 

. 25138 


1972; Thermostat Gasket (1 Pack). 

. 27138 


Celica 

4-Cyl. 1.6 L 



1993-1990; OE Exact Thermostat. 

. ♦48148 

180 

1993-1990; Premium Thermostat. 

. ♦45758 

180 

1993-1990; OE Type Thermostat. 

. ♦13758 

180 

1993-1990; Thermostat Seal. 

. 25280 


1993-1990; Thermostat Seal (1 Pack). 

. 27280 


4-Cyl. 1.8 L 



1994; OE Exact Thermostat. 

. ♦48148 

180 

1994; Premium Thermostat. 

. ♦45758 

180 

1994; OE Type Thermostat. 

. ♦13758 

180 

1994; Thermostat Seal. 

. 25280 


1994; Thermostat Seal (1 Pack). 

. 27280 


4-Cyl. 120 



1974-1973; OE Exact Thermostat. 

. ♦48319 

190 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Application 

Part 

Number 

Tem 

P°F 

Toyota - Continued 

Toyota - Continued 

Celica - Continued 

Celica - Continued 

4-Cyl. 120 - Continued 



4-Cyl. 2.4 L- Continued 



1974-1973; Premium Thermostat. 

. ♦45869 

195 

1982-1981; Thermostat Gasket. 

25138 



❖45868 

180 

1982-1981; Thermostat Gasket (1 Pack). 

27138 


1974-1973; OE Type Thermostat. 

. ♦13869 

195 

6-Cyl. 156 




❖13868 

180 

1979; OE Exact Thermostat. 

♦48319 

190 

1974-1973; Thermostat Gasket. 

. 25138 


1979; Premium Thermostat. 

♦45869 

195 

1974-1973; Thermostat Gasket (1 Pack). 

. 27138 



❖45868 

180 

1972-1971; Premium Thermostat. 

. ♦45869 

195 

1979 OE Type Thermostat. 

♦ 13869 

195 


❖45868 

180 


❖13868 

180 

1972-1971; OEType Thermostat. 

. ♦ 13869 

195 


25138 



❖13868 

180 

1979; Thermostat Gasket (1 Pack). 

27138 


1972-1971; Thermostat Gasket. 

. 25138 


6-Cyl. 2.6 L 



1972-1971; Thermostat Gasket (1 Pack). 

. 27138 







1980; OE Exact Thermostat. 

♦48319 

190 

4-Cyl. 134 



1980; Premium Thermostat. 

♦45869 

195 

1979-1975; OE Exact Thermostat. 

. ♦48319 

190 


445868 

180 

1979-1975; Premium Thermostat. 

. ♦45869 

195 

1980; OE Type Thermostat. 

♦13869 

195 


❖45868 

180 


❖13868 

180 

1979-1975; OE Type Thermostat. 

. ♦ 13869 

195 


25138 



❖13868 

180 

1980; Thermostat Gasket (1 Pack). 

27138 


1979-1975; Thermostat Gasket. 

. 25138 


6-Cyl. 2.8 L 



1979-1975; Thermostat Gasket (1 Pack). 

. 27138 







1985-1981; OE Exact Thermostat. 

♦48319 

190 

4-Cyl. 2.0 L 



1985-1981; Premium Thermostat. 

♦45869 

195 

1993-1990; OE Exact Thermostat. 

. ♦48118 

180 


445868 

180 

1993-1990; OE Type Thermostat. 

. ♦14078 

180 


413869 

195 


❖14077 

170 


❖13868 

180 

1993-1990; Thermostat Seal. 

. 25286 


Corolla 



1993-1990; Thermostat Seal (1 Pack). 

. 27286 




1989-1988; OE Exact Thermostat. 

. ♦48278 

180 

4-Cyl 1 6 L 



1989-1988; Premium Thermostat. 

. ♦45758 

180 


448148 

180 

1989-1988; OE Type Thermostat. 

. ♦ 13758 

180 


445758 

180 

1989-1988; Thermostat Seal. 

. 25280 



413758 

180 

1989-1988; Thermostat Seal (1 Pack). 

. 27280 


1994-1992; Thermostat Seal. 

25280 

1987-1986; OE Exact Thermostat. 

. ♦48148 

180 

1994-1992; Thermostat Seal (1 Pack). 

27280 


1987-1986; Premium Thermostat. 

. ♦45758 

180 


448278 

180 

1987-1986; OE Type Thermostat. 

. ♦13758 

180 


445758 

180 

1987-1986; Thermostat Seal. 

. 25280 



413758 

180 

1987-1986; Thermostat Seal (1 Pack). 

. 27280 


1991-1989; Thermostat Seal. 

25280 

4-Cyl. 2.2 L 



1991-1989; Thermostat Seal (1 Pack). 

27280 


1994; OE Exact Thermostat. 

. ♦48148 

180 

1988; OE Exact Thermostat. 

♦48278 

180 

1994; Premium Thermostat. 

. ♦45758 

180 

1988; Premium Thermostat. 

♦45758 

180 

1994; OE Type Thermostat. 

. ♦ 13758 

180 

1988; OE Type Thermostat. 

♦13758 

180 

1994; Thermostat Seal. 

25280 


1988; Thermostat Seal. 

25280 


1994; Thermostat Seal (1 Pack). 

. 27280 


1988; Thermostat Seal (1 Pack). 

27280 


1993-1992; OE Exact Thermostat. 

♦48278 

180 

1988; Thermostat Gasket. 

25167 


1993-1992; Premium Thermostat. 

. ♦45758 

180 

1988; Thermostat Gasket (1 Pack). 

27167 


1993-1992; OE Type Thermostat. 

. ♦13758 

180 

1987; OE Exact Thermostat. 

♦48278 

180 

1993-1992; Thermostat Seal. 

25280 


1987; Premium Thermostat. 

♦45758 

180 

1993-1992; Thermostat Seal (1 Pack). 

. 27280 


1987; OE Type Thermostat. 

♦13758 

180 

1991-1990; OE Exact Thermostat. 

♦48118 

180 

1987; Thermostat Seal. 

25280 


1991-1990; OE Type Thermostat. 

. ♦ 14078 

180 

1987; Thermostat Seal (1 Pack). 

27280 



❖14077 

170 

1986; OE Exact Thermostat. 

♦48148 

180 

1991-1990; Thermostat Seal. 

. 25286 


1986; Premium Thermostat. 

♦45758 

180 

1991-1990; Thermostat Seal (1 Pack). 

. 27286 


1986; OE Type Thermostat. 

♦ 13758 

180 

1980; OE Exact Thermostat. 

♦48319 

190 

1986; Thermostat Seal. 

25280 


1980; Premium Thermostat. 

. ♦45869 

195 

1986; Thermostat Seal (1 Pack). 

27280 



❖45868 

180 

1986; Thermostat Gasket. 

25167 


1980; OE Type Thermostat. 

. ♦ 13869 

195 

1986; Thermostat Gasket (1 Pack). 

27167 



❖13868 

180 

1985; OE Exact Thermostat. 

♦48148 

180 

1980; Thermostat Gasket. 

. 25138 


1985; Premium Thermostat. 

♦45758 

180 

1980; Thermostat Gasket (1 Pack). 

. 27138 


1985; OE Type Thermostat. 

♦ 13758 

180 

4-Cyl 2 4 L 



1985; Thermostat Seal (1 Pack); Eng. Designation 4ALC. 

27280 


1985-1983; OE Exact Thermostat. 

. ♦48319 

190 

1985; Thermostat Seal; Eng. Designation 4ALC. 

25280 


1985-1983; Premium Thermostat. 

. ♦45869 

195 

1985; Thermostat Gasket (1 Pack); Eng. Designation 4AC. 

27167 



❖45868 

180 

1985; Thermostat Gasket; Eng. Designation 4AC. 

25167 


1985-1983; OE Type Thermostat. 

. ♦ 13869 

195 

1984; OE Exact Thermostat. 

♦48148 

180 


4-13868 

ISO 

1984; Premium Thermostat. 

♦45758 

180 

1985-1983; Thermostat Seal. 

. 25281 


1984; OE Type Thermostat. 

♦ 13758 

180 

1985-1983; Thermostat Seal (1 Pack). 

. 27281 


1984; Thermostat Gasket (1 Pack); Eng. Designation 4AC. 

27167 


1982-1981; OE Exact Thermostat. 

. ♦48319 

190 

1984; Thermostat Gasket; Eng. Designation 4AC. 

25167 


1982-1981; Premium Thermostat. 

. ♦45869 

195 

1984; Thermostat Seal (1 Pack); Eng. Designation 4AC. 

27280 



❖45868 

180 

1984; Thermostat Seal; Eng. Designation 4AC. 

25280 


1982-1981; OEType Thermostat. 

. ♦ 13869 

195 

1983; Premium Thermostat. 

♦45879 

195 


❖13868 

180 

1983; OE Type Thermostat. 

♦13879 

195 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 

Part 

Number 

Tem 

P°F 

Toyota - Continued 

Corolla ■ Continued 

4-Cvl. 1.6 L- Continued 



1983; Thermostat Gasket. 

. 25167 


1983; Thermostat Gasket (1 Pack). 

. 27167 


4-Cvl. 1.8 L 



1994-1993; OE Exact Thermostat. 

. ♦48148 

180 

1994-1993; Premium Thermostat. 

. ♦45758 

180 

1994-1993; OE Type Thermostat. 

. ♦13758 

180 

1994-1993; Thermostat Seal. 

. 25280 


1994-1993; Thermostat Seal (1 Pack). 

. 27280 


1982-1980; OE Exact Thermostat. 

. ♦48319 

190 

1982-1980; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1982-1980; OE Type Thermostat. 

. ♦ 13869 

195 


❖13868 

180 

1982-1980; Thermostat Seal. 

. 25281 


1982-1980; Thermostat Seal (1 Pack). 

. 27281 


1982-1980; Thermostat Gasket. 

. 25138 


1982-1980; Thermostat Gasket (1 Pack). 

. 27138 


4-Cvl. 1.8 L Diesel 



1985-1984; OE Exact Thermostat. 

. ♦48319 

190 

1985-1984; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1985-1984; OE Type Thermostat. 

. ♦ 13869 

195 


❖13868 

180 

1985-1984; Thermostat Seal. 

. 25281 


1985-1984; Thermostat Seal (1 Pack). 

. 27281 


4-Cvl. 66 



1969; Premium Thermostat. 

. ♦45868 

180 


❖45869 

195 

1969; OE Type Thermostat. 

. ♦ 13868 

180 


❖13869 

195 

1969; Thermostat Gasket. 

. 25138 


1969; Thermostat Gasket (1 Pack). 

. 27138 


4-Cvl. 71 



1979-1977; OE Exact Thermostat. 

. ♦48319 

190 

1979-1977; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1979-1977; OE Type Thermostat. 

. ♦ 13869 

195 


❖13868 

180 

1979-1977; Thermostat Seal. 

. 25281 


1979-1977; Thermostat Seal (1 Pack). 

. 27281 


1979-1977; Thermostat Gasket. 

. 25138 


1979-1977; Thermostat Gasket (1 Pack). 

. 27138 


1974-1973; OE Exact Thermostat. 

. ♦48298 

180 

1974-1973; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1974-1973; OE Type Thermostat. 

. ♦ 13869 

195 


❖13868 

180 

1974-1973; Thermostat Gasket. 

. 25138 


1974-1973; Thermostat Gasket (1 Pack). 

. 27138 


1972-1970; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1972-1970; OE Type Thermostat. 

. ♦ 13869 

195 


❖13868 

180 

1972-1970; Thermostat Gasket. 

. 25138 


1972-1970; Thermostat Gasket (1 Pack). 

. 27138 


4-Cvl. 97 



1979-1976; OE Exact Thermostat. 

. ♦48319 

190 

1979-1976; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1979-1976; OE Type Thermostat. 

. ♦ 13869 

195 


❖13868 

180 

1979-1976; Thermostat Seal. 

. 25281 


1979-1976; Thermostat Seal (1 Pack). 

. 27281 


1979-1976; Thermostat Gasket. 

. 25138 


1979-1976; Thermostat Gasket (1 Pack). 

. 27138 


1975-1974; OE Exact Thermostat. 

. ♦48319 

190 

1975-1974; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1975-1974; OE Type Thermostat. 

. ♦ 13869 

195 


❖13868 

180 

1975-1974; Thermostat Gasket. 

. 25138 






Application 

Part 

Number 

Tem 

P°F 

Toyota - Continued 

Corolla - Continued 

4-Cyl. 97 - Continued 



1975-1974; Thermostat Gasket (1 Pack). 

. 27138 


1973; OE Exact Thermostat. 

. ♦48298 

180 

1973; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1973 OE Type Thermostat. 

. ♦13869 

195 


❖13868 

180 

1973; Thermostat Gasket. 

. 25138 


1973; Thermostat Gasket (1 Pack). 

. 27138 


1972-1971; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1972-1971; OEType Thermostat. 

. ♦13869 

195 


❖13868 

180 

1972-1971; Thermostat Gasket. 

. 25138 


1972-1971; Thermostat Gasket (1 Pack). 

. 27138 


Corona 

4-Cyl. 113 



1971; Premium Thermostat. 

. ♦45369 

195 


❖45368 

180 

197' OE Type Thermostat. 

. ♦13369 

195 


❖13368 

180 


❖13366 

160 

1971; Thermostat Gasket. 

. 25138 


1971; Thermostat Gasket (1 Pack). 

. 27138 


4-Cyl. 116 



1970; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1970 OE Type Thermostat. 

. ♦13869 

195 


❖13868 

180 

1970; Thermostat Gasket. 

. 25138 


1970; Thermostat Gasket (1 Pack). 

. 27138 


1969-1967; OE Exact Thermostat. 

. ♦48319 

190 

1969-1967; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1969-1967; OE Type Thermostat. 

. ♦13869 

195 


❖13868 

180 

1969-1967; Thermostat Gasket. 

. 25138 


1969-1967; Thermostat Gasket (1 Pack). 

. 27138 


4-Cyl. 120 



1974-1973; OE Exact Thermostat. 

. ♦48319 

190 

1974-1973; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1974-1973; OE Type Thermostat. 

. ♦13869 

195 


❖13868 

180 

1974-1973; Thermostat Gasket. 

. 25138 


1974-1973; Thermostat Gasket (1 Pack). 

. 27138 


1972; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1972 OE Type Thermostat. 

. ♦13869 

195 


❖13868 

180 

1972; Thermostat Gasket. 

. 25138 


1972; Thermostat Gasket (1 Pack). 

. 27138 


4-Cyl. 134 



1979-1975; OE Exact Thermostat. 

. ♦48319 

190 

1979-1975; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1979-1975; OE Type Thermostat. 

. ♦13869 

195 


❖13868 

180 

1979-1975; Thermostat Gasket. 

. 25138 


1979-1975; Thermostat Gasket (1 Pack). 

. 27138 


4-Cyl. 2.2 L 



1980; OE Exact Thermostat. 

. ♦48319 

190 

1980; Premium Thermostat. 

. ♦45869 

195 


❖45868 

180 

1980; OE Type Thermostat. 

. ♦13869 

195 


❖13868 

180 

1980; Thermostat Gasket. 

. 25138 


1980; Thermostat Gasket (1 Pack). 

. 27138 


4-Cyl. 2.4 L 



1982-1981; OE Exact Thermostat. 

. ♦48319 

190 


♦ OE Temperature. 


❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Toyota - Continued 

Toyota - Continued 

Corona - Continued 

Cressida - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 2.4 L- Continued 

1982-1981; Premium Thermostat. ♦45869 195 

❖45868 180 

1982-1981; OE Type Thermostat. ♦13869 195 

❖13868 180 

1982-1981; Thermostat Gasket. 25138 

1982-1981; Thermostat Gasket (1 Pack). 27138 


Cressida 

6-Cvl. 156 

1979-1978; OE Exact Thermostat. ♦48319 190 

1979-1978; Premium Thermostat. ♦45869 195 

❖45868 180 

1979-1978; OE Type Thermostat. ♦ISSeg 195 

❖13868 180 

1979-1978; Thermostat Gasket. 25138 

1979-1978; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 2.6 L 

1980; OE Exact Thermostat. ♦48319 190 

1980; Premium Thermostat. ♦45869 195 

❖45868 180 

1980; OE Type Thermostat. ♦ISSeO 195 

❖13868 180 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 2.8 L 

1988; OE Exact Thermostat. ♦48319 190 

1988; Premium Thermostat. ♦45869 195 

❖45868 180 

1988; OE Type Thermostat. ♦ISSeO 195 

❖13868 180 

1988; Thermostat Gasket. 25138 

1988; Thermostat Gasket (1 Pack). 27138 

1987; OE Exact Thermostat. ♦48319 190 

1987; Premium Thermostat. ♦45869 195 

❖45868 180 

1987; OE Type Thermostat. ♦ISSeg 195 

❖13868 180 

1987; Thermostat Seal. 25280 

1987; Thermostat Seal (1 Pack). 27280 

1986-1985; OE Exact Thermostat. ♦48319 190 

1986-1985; Premium Thermostat. ♦45869 195 

❖45868 180 

1986-1985; OE Type Thermostat. ♦ISSeO 195 

❖13868 180 

1986-1985; Thermostat Gasket (1 Pack). 27103 

1984; OE Exact Thermostat. ♦48319 190 

1984; Premium Thermostat. ♦45869 195 

❖45868 180 

1984; OE Type Thermostat. ♦13869 195 

❖13868 180 

1984; Thermostat Gasket. 25138 

1984; Thermostat Gasket (1 Pack). 27138 

1983; OE Exact Thermostat. ♦48319 190 

1983; Premium Thermostat. ♦45869 195 

❖45868 180 

1983; OE Type Thermostat. ♦ISSeO 195 

❖13868 180 

1983; Thermostat Gasket. 25138 

1983; Thermostat Gasket (1 Pack). 27138 

1983; Thermostat Seal. 25281 

1983; Thermostat Seal (1 Pack). 27281 

1982-1981; OE Exact Thermostat. ♦48319 190 

1982-1981; Premium Thermostat. ♦45869 195 

❖45868 180 

1982-1981 ;OE Type Thermostat. ♦ 13869 195 

❖13868 180 

1982-1981; Thermostat Gasket. 25138 

1982-1981; Thermostat Gasket (1 Pack). 27138 

6-Cyl. 3.0 L 

1992-1989; OE Exact Thermostat. ♦48319 190 

1992-1989; Premium Thermostat. ♦45869 195 

❖45868 180 


6-Cyl. 3.0 L- Continued 

1992-1989; OE Type Thermostat. ♦13869 195 

❖13868 180 

1992-1989; Thermostat Seal. 25281 

1992-1989; Thermostat Seal (1 Pack). 27281 


Crown 

6-Cyl. 137 

1971; Premium Thermostat. ♦45369 195 

❖45368 180 

1971; OE Type Thermostat. ♦ISSeg 195 

❖13368 180 
❖13366 160 


Land Cruiser 

6-Cyl. 237 

1974-1971 ;OE Type Thermostat. ♦13548 180 

❖13549 190 

1974-1971; Thermostat Gasket. 25189 

1974-1971; Thermostat Seal. 25259 

1974-1971; Thermostat Seal (1 Pack). 27259 

1970-1969; OE Type Thermostat. ♦13548 180 

❖13549 190 

1970-1969; Thermostat Gasket. 25189 

6-Cyl. 258 

1979-1975; OE Type Thermostat. ^13548 180 

❖13549 190 

1979-1975; Thermostat Gasket. 25189 

1979-1975; Thermostat Seal. 25259 

1979-1975; Thermostat Seal (1 Pack). 27259 

6-Cyl. 4.0 L 

1992-1988; OE Type Thermostat. ♦13549 190 

❖13548 180 

1992-1988; Thermostat Gasket. 25189 

1992-1988; Thermostat Seal. 25259 

1992-1988; Thermostat Seal (1 Pack). 27259 

6-Cyl. 4.2 L 

1987-1980; OE Type Thermostat. ♦13549 190 

❖13548 180 

1987-1980; Thermostat Gasket. 25189 

1987-1980; Thermostat Seal. 25259 

1987-1980; Thermostat Seal (1 Pack). 27259 

6-Cyl. 4.5 L 

1994-1993; OE Type Thermostat. ♦14128 180 

❖14127 170 

1994-1993; Thermostat Seal. 25283 

1994-1993; Thermostat Seal (1 Pack). 27283 

Mark II 

6-Cyl. 137 

1972; Premium Thermostat. ♦45369 195 

❖45368 180 

1972; OE Type Thermostat. ♦ISSeO 195 

❖13368 180 
❖13366 160 

6-Cyl. 156 

1976-1975; OE Exact Thermostat. ♦48319 190 

1976-1975; Premium Thermostat. ♦45869 195 

❖45868 180 

1976-1975; OE Type Thermostat. ^13869 195 

❖13868 180 

1976-1975; Thermostat Gasket. 25138 

1976-1975; Thermostat Gasket (1 Pack). 27138 

1974; OE Exact Thermostat. ♦48298 180 

1974; Premium Thermostat. ♦45869 195 

❖45868 180 

1974; OE Type Thermostat. ♦ISSeO 195 

❖13868 180 

1974; Thermostat Gasket. 25138 

1974; Thermostat Gasket (1 Pack). 27138 

1973; OE Exact Thermostat. ♦48298 180 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Toyota - Continued 

Toyota - Continued 

Mark II - Continued 

Pickup - Continued 


Application 


Part 

Number 


Tem 
P °F 


6-Cyl. 156- Continued 

1973; Premium Thermostat. ♦45869 195 

❖45868 180 

1973; OE Type Thermostat. ♦13869 195 

❖13868 180 

MR2 

4-Cyl. 1.6 L 

1989-1987; OE Exact Thermostat. ♦48278 180 

1989-1987; Premium Thermostat. ♦45758 180 

1989-1987; OE Type Thermostat. ^13758 180 

1989-1987; Thermostat Seal. 25280 

1989-1987; Thermostat Seal (1 Pack). 27280 

1986-1985; OE Exact Thermostat. ♦48148 180 

1986-1985; Premium Thermostat. ♦45758 180 

1986-1985; OE Type Thermostat. ♦WSS 180 

1986-1985; Thermostat Seal. 25280 

1986-1985; Thermostat Seal (1 Pack). 27280 

4-Cyl. 2.0 L; 4-Cyl. 2.2 L 

1994-1991; OE Exact Thermostat. ♦48118 180 

1994-1991 ;OE Type Thermostat. ♦ 14078 180 

❖14077 170 

1994-1991; Thermostat Seal. 25286 

1994-1991; Thermostat Seal (1 Pack). 27286 


Paseo 

4-Cyl. 1.5 L 

1994-1992; OE Exact Thermostat. ♦48148 180 

1994-1992; Premium Thermostat. ♦45758 180 

1994-1992; OE Type Thermostat. ^13758 180 

1994-1992; Thermostat Seal. 25280 

1994-1992; Thermostat Seal (1 Pack). 27280 

Pickup 

4-Cyl. 113 

1971; Premium Thermostat. ♦45869 195 

❖45868 180 

1971; OE Type Thermostat. ♦13869 195 

❖13868 180 

1971; Thermostat Gasket. 25138 

1971; Thermostat Gasket (1 Pack). 27138 

1970; Premium Thermostat. ♦45369 195 

❖45368 180 

1970; OE Type Thermostat. ♦ISSeO 195 

❖13368 180 
❖13366 160 

1970; Thermostat Gasket. 25138 

1970; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 116 

1968; Premium Thermostat. ♦45869 195 

❖45868 180 

1968; OE Type Thermostat. ♦13869 195 

❖13868 180 

1968; Thermostat Gasket. 25138 

1968; Thermostat Gasket (1 Pack). 27138 

1967; Premium Thermostat. ♦45758 180 

1967; OE Type Thermostat. ♦WSS 180 

1967; Thermostat Seal. 25280 

1967; Thermostat Seal (1 Pack). 27280 

4-Cyl. 120 

1974-1973; OE Exact Thermostat. ♦48319 190 

1974-1973; Premium Thermostat. ♦45869 195 

❖45868 180 

1974-1973; OE Type Thermostat. ♦ 13869 195 

❖13868 180 

1974-1973; Thermostat Gasket. 25138 

1974-1973; Thermostat Gasket (1 Pack). 27138 

1972; Premium Thermostat. ♦45869 195 

❖45868 180 

1972; OE Type Thermostat. ♦13869 195 

❖13868 180 

1972; Thermostat Gasket. 25138 

1972; Thermostat Gasket (1 Pack). 27138 


4-Cyl. 134 

1979-1975; OE Exact Thermostat. ♦48319 190 

1979-1975; Premium Thermostat. ♦45869 195 

❖45868 180 

1979-1975; OE Type Thermostat. ^13869 195 

❖13868 180 

1979-1975; Thermostat Gasket. 25138 

1979-1975; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 2.2 L 

1980; OE Exact Thermostat. ♦48319 190 

1980; Premium Thermostat. ♦45869 195 

❖45868 180 

1980; OE Type Thermostat. ♦ISSeg 195 

❖13868 180 

1980; Thermostat Gasket. 25138 

1980; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 2.2 L Diesel 

1983-1981; Premium Thermostat. ♦45879 195 

❖45878 180 
❖45877 170 

1983-1981; OE Type Thermostat. ♦ 13879 195 

❖13878 180 

1983-1981; Thermostat Gasket. 25138 

1983- 1981; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 2.4 L 

1994-1989; OE Exact Thermostat. ♦48319 190 

1994-1989; Premium Thermostat. ♦45869 195 

❖45868 180 

1994-1989; OE Type Thermostat. ♦13869 195 

❖13868 180 

1994-1989; Thermostat Seal. 25281 

1994-1989; Thermostat Seal (1 Pack). 27281 

1988-1985; OE Exact Thermostat; W/O Turbo. ♦48319 190 

1988-1985; Premium Thermostat; W/O Turbo. ♦45869 195 

❖45868 180 

1988-1985; OE Type Thermostat; W/O Turbo. 195 

❖13868 180 

1988-1985; OE Exact Thermostat; W/Turbo. ♦48298 180 

1988-1985; OE Type Thermostat; W/Turbo. ♦ISSeS 180 

❖13369 195 
❖13366 160 

1988-1985; Thermostat Seal. 25281 

1988-1985; Thermostat Seal (1 Pack). 27281 

1984- 1983; OE Exact Thermostat. ♦48319 190 

1984-1983; Premium Thermostat. ♦45869 195 

❖45868 180 

1984-1983; OE Type Thermostat. ♦13869 195 

❖13868 180 

1984-1983; Thermostat Seal. 25281 

1984-1983; Thermostat Seal (1 Pack). 27281 

1982-1981; OE Exact Thermostat. ♦48319 190 

1982-1981; Premium Thermostat. ♦45869 195 

❖45868 180 

1982-1981; OE Type Thermostat. ♦13869 195 

❖13868 180 

1982-1981; Thermostat Gasket. 25138 

1982-1981; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 2.4 L Diesel 

1986-1984; Premium Thermostat. ♦45879 195 

❖45878 180 
❖45877 170 

1986-1984; OE Type Thermostat. ^13879 195 

❖13878 180 

1986-1984; Thermostat Gasket. 25138 

1986-1984; Thermostat Gasket (1 Pack). 27138 

V-6 3.0 L 

1994-1988; OE Exact Thermostat. ♦48288 180 

1994-1988; Premium Thermostat. ♦45978 180 

^45979 195 

1994-1988; OE Type Thermostat. ^13978 180 

❖13979 195 

1994-1988; Thermostat Seal. 25281 


♦ OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. O Seal Included. 

❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Triumph - Continued 

Triumph - Continued 

Spitfire - Continued 

TR6 - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cvl. 70 - Continued 

1967; Economy Thermostat. ♦13008 180 

♦13009 195 
♦13006 160 

1967; Thermostat Gasket. 25138 

1967; Thermostat Gasket (1 Pack). 27138 

4-Cvl. 79 

1972-1968; Premium Thermostat. ♦45358 180 

♦45359 195 
♦45356 160 

1972-1968; OE Type Thermostat. ♦ 13358 180 

♦13352 205 
♦13359 195 
♦13356 160 

1972-1968; Economy Thermostat. ♦13008 180 

♦13009 195 
♦13006 160 

1972-1968; Thermostat Gasket. 25138 

1972- 1968; Thermostat Gasket (1 Pack). 27138 

1967; Premium Thermostat. ♦45358 180 

♦45359 195 
♦45356 160 

1967; OE Type Thermostat. ♦ISSSS 180 

♦13352 205 
♦13359 195 
♦13356 160 

1967; Economy Thermostat. ♦13008 180 

♦13009 195 
♦13006 160 

4-Cyl. 91 

1979-1973; Premium Thermostat. ♦45358 180 

♦45359 195 
♦45356 160 

1979-1973; OE Type Thermostat. ^13358 180 

♦13352 205 
♦13359 195 
♦13356 160 

1979-1973; Economy Thermostat. ♦13008 180 

♦13009 195 
♦13006 160 

1979-1973; Thermostat Gasket. 25138 

1979-1973; Thermostat Gasket (1 Pack). 27138 

Stag 

V-8183 

1973- 1971; Premium Thermostat. ♦45398 180 

^>45399 195 

1973-1971; OE Type Thermostat. ♦I3398 180 

♦13399 195 

1973-1971; Thermostat Gasket. 25138 

1973-1971; Thermostat Gasket (1 Pack). 27138 

TR4A 

4-Cyl. 130 

1967; Premium Thermostat. ♦45358 180 

♦45359 195 
♦45356 160 

1967; OE Type Thermostat. ♦ISSSS 180 

♦13352 205 
♦13359 195 
♦13356 160 

1967; Economy Thermostat. ♦13008 180 

♦13009 195 
♦13006 160 

1967; Thermostat Gasket. 25138 

1967; Thermostat Gasket (1 Pack). 27138 

TR6 

6-Cy 1.152 

1976-1969; Premium Thermostat. ♦45358 180 

♦45359 195 
♦45356 160 


6-Cyl. 152 - Continued 

1976-1969; OE Type Thermostat. ♦ISSSS 180 

♦13352 205 
♦13359 195 
♦13356 160 

1976-1969; Economy Thermostat. ♦13008 180 

♦13009 195 
♦13006 160 

1976-1969; Thermostat Gasket. 25138 

1976-1969; Thermostat Gasket (1 Pack). 27138 

TR7 

4-Cyl. 122 

1979-1975; Premium Thermostat. ♦45398 180 

>>45399 195 

1979-1975; OE Type Thermostat. ♦I3398 180 

♦13399 195 

1979-1975; Thermostat Gasket. 25138 

1979-1975; Thermostat Gasket (1 Pack). 27138 

4-Cyl. 2.0 L 

1981-1980; Premium Thermostat. ♦45398 180 

♦45399 195 

1981-1980; OE Type Thermostat. ♦ISSOS 180 

♦13399 195 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 

TR8 

V-8 3.5 L 

1981-1980; Premium Thermostat. ♦45358 180 

♦45359 195 
♦45356 160 

1981-1980; OE Type Thermostat. ♦ISSSS 180 

♦13352 205 
♦13359 195 
♦13356 160 

1981-1980; Economy Thermostat. ^13008 180 

♦13009 195 
♦13006 160 

1981-1980; Thermostat Gasket. 25138 

1981-1980; Thermostat Gasket (1 Pack). 27138 

TR250 

6-Cy 1.152 

1968; Premium Thermostat. ♦45358 180 

♦45359 195 
♦45356 160 

1968; OE Type Thermostat. ♦ISSSS 180 

♦13352 205 
♦13359 195 
♦13356 160 

1968; Economy Thermostat. ♦13008 180 

♦13009 195 
♦13006 160 

1968; Thermostat Gasket. 25138 

1968; Thermostat Gasket (1 Pack). 27138 


Volkswagen 


Cabriolet 

4-Cyl. 1.8 L 

1993-1988; Premium Thermostat. ♦45379 195 

♦45378 180 

1993-1988; OE Type Thermostat. ♦ISSTO 195 

♦13378 180 
♦13376 160 

1993-1988; Thermostat Seal. 25269 

1993-1988; Thermostat Seal (1 Pack). 27269 

1987; Premium Thermostat. ♦45378 180 

♦45379 195 


1987; OE Type Thermostat. ♦ 13378 180 

♦13379 195 
♦13376 160 

1987; Thermostat Seal. 25269 


♦ OE Temperature. ♦ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Volkswagen - Continued 

Volkswagen - Continued 

Cabriolet - Continued 

Dasher - Continued 


Application 


Part Tem 
Number p °F 


4-Cyl. 1.8 L- Continued 

1987; Thermostat Seal (1 Pack). 27269 

1986-1985; Premium Thermostat. 4-45379 195 

❖45378 180 

1986-1985; OE Type Thermostat. 4-13379 195 

❖13378 180 
❖13376 160 

1986-1985; Thermostat Seal. 25269 

1986-1985; Thermostat Seal (1 Pack). 27269 


Corrado 

4-Cyl. 1.8 L 

1992-1990; Premium Thermostat. 4-45379 195 

❖45378 180 

1992-1990; OE Type Thermostat. 4-13379 195 

❖13378 180 
❖13376 160 

1992-1990; Thermostat Seal. 25269 

1992- 1990; Thermostat Seal (1 Pack). 27269 

V-6 2.8 L 

1994; OE Exact Thermostat. 448668 176 

1994; OE Type Thermostat. 4-13378 180 

1993- 1992; OE Exact Thermostat. 448668 176 

1993-1992; OE Type Thermostat. 413648 180 

❖13649 190 

1993-1992; Thermostat Seal. 25271 

1993-1992; Thermostat Seal (1 Pack). 27271 

Dasher 

4-Cyl. 1.5 L Diesel 

1980; Premium Thermostat. 4-45379 195 

❖45378 180 

1980; OE Type Thermostat. 4-13379 195 

❖13378 180 
❖13376 160 

1980; Thermostat Seal. 25269 

1980; Thermostat Seal (1 Pack). 27269 

4-Cyl. 1.6 L 

1980; Premium Thermostat. 4-45379 195 

❖45378 180 

1980; OE Type Thermostat. 4-13379 195 

❖13378 180 
❖13376 160 

1980; Thermostat Seal. 25269 

1980; Thermostat Seal (1 Pack). 27269 

4-Cyl. 1.6 L Diesel 

1981; Premium Thermostat. 4-45379 195 

❖45378 180 

1981; OE Type Thermostat. 413379 195 

❖13378 180 
❖13376 160 

1981; Thermostat Seal. 25269 

1981; Thermostat Seal (1 Pack). 27269 

4-Cyl. 90 

1975-1974; Premium Thermostat. 445379 195 

❖45378 180 

1975-1974; OE Type Thermostat. 413379 195 

❖13378 180 
❖13376 160 

1975-1974; Thermostat Seal. 25269 

1975-1974; Thermostat Seal (1 Pack). 27269 

4-Cyl. 90 Diesel 

1979; Premium Thermostat. 445379 195 

❖45378 180 

1979; OE Type Thermostat. 413379 195 

❖13378 180 
❖13376 160 

1979; Thermostat Seal. 25269 

1979; Thermostat Seal (1 Pack). 27269 

4-Cyl. 97 

1979-1976; Premium Thermostat. 445379 195 

❖45378 180 


4-Cyl. 97 - Continued 

1979-1976; OE Type Thermostat. 413379 195 

❖13378 180 
❖13376 160 

1979-1976; Thermostat Seal. 25269 

1979-1976; Thermostat Seal (1 Pack). 27269 


Eurovan 

5-Cyl. 2.5 L 

1994-1993; Thermostat Seal. 25271 

1994-1993; Thermostat Seal (1 Pack). 27271 

Fox 

4-Cyl. 1.8 L 

1993-1988; Premium Thermostat. 445378 180 

❖45379 195 

1993-1988; OE Type Thermostat. 413378 180 

❖13379 195 
❖13376 160 

1993-1988; Thermostat Seal. 25269 

1993-1988; Thermostat Seal (1 Pack). 27269 

1987; Premium Thermostat. 445379 195 

❖45378 180 

1987; OE Type Thermostat. 413379 195 

❖13378 180 
❖13376 160 

1987; Thermostat Seal. 25269 

1987; Thermostat Seal (1 Pack). 27269 

Golf 

4-Cyl. 1.6 L Diesel 

1987-1986; Premium Thermostat. 445379 195 

❖45378 180 

1987-1986; OE Type Thermostat. 413379 195 

❖13378 180 
❖13376 160 

1987-1986; Thermostat Seal. 25269 

1987-1986; Thermostat Seal (1 Pack). 27269 

1985; Premium Thermostat. 445378 180 

❖45379 195 

1985; OE Type Thermostat. 413378 180 

❖13379 195 
❖13376 160 

1985; Thermostat Seal. 25269 

1985; Thermostat Seal (1 Pack). 27269 

4-Cyl. 1.6 L Diesel (Canada) 

1992-1989; Premium Tnermostat. 445378 180 

-045379 195 

1992-1989; OE Type Thermostat. 413378 180 

❖13379 195 
❖13376 160 

1992-1989; Thermostat Seal. 25269 

1992-1989; Thermostat Seal (1 Pack). 27269 

1988; Premium Thermostat. 445379 195 

❖45378 180 

1988; OE Type Thermostat. 413379 195 

❖13378 180 
❖13376 160 

1988; Thermostat Seal. 25269 

1988; Thermostat Seal (1 Pack). 27269 

4-Cyl. 1.8 L 

1992-1985; Premium Thermostat. 445379 195 

❖45378 180 

1992-1985; OE Type Thermostat. 413379 195 

❖13378 180 
❖13376 160 

1992-1985; Thermostat Seal. 25269 

1992-1985; Thermostat Seal (1 Pack). 27269 

4-Cyl. 1.8 L (Canada) 

1993; Premium Thermostat. 445379 195 

❖45378 180 


4 OE Temperature. ❖ Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part Tem 
Number p °F 


Volkswagen - Continued 

Volkswagen - Continued 

Golf - Continued 

Jetta - Continued 


Application 


Part Tem 
Number p °F 


4-Cvl. 1.8 L (Canada) - Continued 


1993; OE Type Thermostat. +13379 195 

+13378 180 
+13376 160 

1993; Thermostat Seal. 25269 

1993; Thermostat Seal (1 Pack). 27269 

4-Cvl. 2.0 L 

1994-1990; Premium Thermostat. +45379 195 

+45378 180 

1994-1990; OE Type Thermostat. +13379 195 

+13378 180 
+13376 160 

1994-1990; Thermostat Seal. 25269 

1994-1990; Thermostat Seal (1 Pack). 27269 

Jetta 

4-Cvl. 1.6 L 

1980; Premium Thermostat. +45379 195 

+45378 180 

1980; OE Type Thermostat. +13379 195 

+13378 180 
+13376 160 

1980; Thermostat Seal. 25269 

1980; Thermostat Seal (1 Pack). 27269 

4-Cvl. 1.6 L Diesel 

1992-1989; Premium Thermostat. +45378 180 

^45379 195 

1992-1989; OE Type Thermostat. +13378 180 

+13379 195 
+13376 160 

1992-1989; Thermostat Seal. 25269 

1992-1989; Thermostat Seal (1 Pack). 27269 

1987; Premium Thermostat. +45379 195 

+45378 180 

1987; OE Type Thermostat. +13379 195 

+13378 180 
+13376 160 

1987; Thermostat Seal. 25269 

1987; Thermostat Seal (1 Pack). 27269 

1986-1981; Premium Thermostat. +45378 180 

+45379 195 

1986-1981; OE Type Thermostat. +13378 180 

+13379 195 
+13376 160 

1986-1981; Thermostat Seal. 25269 

1986-1981; Thermostat Seal (1 Pack). 27269 

4-Cvl. 1.6 L Diesel (Canada) 

1988; Premium Thermostat. +45379 195 

+45378 180 

1988; OE Type Thermostat. +13379 195 

+13378 180 
+13376 160 

1988; Thermostat Seal. 25269 

1988; Thermostat Seal (1 Pack). 27269 

4-Cyl. 1.7 L 

1984-1981; Premium Thermostat. +45379 195 

+45378 180 

1984-1981 ;OE Type Thermostat. +13379 195 

+13378 180 
+13376 160 

1984-1981; Thermostat Seal. 25269 

1984-1981; Thermostat Seal (1 Pack). 27269 

4-Cyl. 1.8 L 

1992-1984; Premium Thermostat. +45379 195 

+45378 180 

1992-1984; OE Type Thermostat. +13379 195 

+13378 180 
+13376 160 

1992-1984; Thermostat Seal. 25269 

1992-1984; Thermostat Seal (1 Pack). 27269 


4-Cyl. 1.8 L (Canada) 

1993; Premium Thermostat. +45379 195 

+45378 180 

1993; OE Type Thermostat. +13379 195 

+13378 180 
+13376 160 

1993; Thermostat Seal. 25269 

1993; Thermostat Seal (1 Pack). 27269 

4-Cyl. 2.0 L 

1994-1990; Premium Thermostat. +45379 195 

+45378 180 

1994-1990; OE Type Thermostat. +13379 195 

+13378 180 
+13376 160 

1994-1990; Thermostat Seal. 25269 

1994-1990; Thermostat Seal (1 Pack). 27269 

V-6 2.8 L 

1994; OE Exact Thermostat. +48668 176 

1994; Thermostat Seal. 25271 

1994; Thermostat Seal (1 Pack). 27271 


Passat 
4-Cyl. 2.0 L 

1993-1990; Premium Thermostat. +45379 195 

+45378 180 

1993-1990; OE Type Thermostat. +13379 195 

+13378 180 
+13376 160 

1993-1990; Thermostat Seal. 25269 

1993-1990; Thermostat Seal (1 Pack). 27269 

V-6 2.8 L 

1994; OE Exact Thermostat. +48668 176 

1994; OE Type Thermostat. +13648 180 

+13649 190 

1994; Thermostat Seal. 25271 

1994; Thermostat Seal (1 Pack). 27271 

1993; OE Exact Thermostat. +48668 176 

1993; OE Type Thermostat. +13648 180 

+13649 190 

1993; Thermostat Seal. 25269 

1993; Thermostat Seal (1 Pack). 27269 


Quantum 

4-Cyl. 1.6 L Diesel 

1985-1982; Premium Thermostat. +45378 180 

-045379 195 

1985-1982; OE Type Thermostat. +13378 180 

+13379 195 
+13376 160 

1985-1982; Thermostat Seal. 25269 

1985-1982; Thermostat Seal (1 Pack). 27269 

4-Cyl. 1.7 L 

1983-1982; Premium Thermostat. +45379 195 

+45378 180 

1983-1982; OE Type Thermostat. +13379 195 

+13378 180 
+13376 160 

1983-1982; Thermostat Seal. 25269 

1983-1982; Thermostat Seal (1 Pack). 27269 

4- Cyl. 1.8 L 

1985; Premium Thermostat. +45379 195 

+45378 180 

1985; OE Type Thermostat. +13379 195 

+13378 180 
+13376 160 

1985; Thermostat Seal. 25269 

1985; Thermostat Seal (1 Pack). 27269 

5- Cyl. 2.2 L 

1988-1983; OE Type Thermostat. +13588 176 

1988-1983; Thermostat Seal. 25271 

1988-1983; Thermostat Seal (1 Pack). 27271 


♦ OE Temperature. + Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. <> Alternate Temperature. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 


Application 


Part 

Number 


Tem 
P °F 


Volkswagen - Continued 

Volvo - Continued 

Scirocco - Continued 

140 Series - Continued 


Application 


Part 

Number 


Tem 
P °F 


4-Cyl. 97 

1979; Premium Thermostat. 4-45379 195 

❖45378 180 

1979; OE Type Thermostat. 413379 195 

❖13378 180 
❖13376 160 

1979; Thermostat Seal. 25269 

1979; Thermostat Seal (1 Pack). 27269 

1977-1976; Premium Thermostat. 445379 195 

❖45378 180 

1977-1976; OE Type Thermostat. 413379 195 

❖13378 180 
❖13376 160 

1977-1976; Thermostat Seal. 25269 

1977-1976; Thermostat Seal (1 Pack). 27269 


Transporter 
4-Cyl. 1.9 L (Canada) 

1985; Thermostat Seal. 25271 

1985; Thermostat Seal (1 Pack). 27271 

4-Cyl. 2.1 L (Canada) 

1991 -1986; OE Type Thermostat. 4-13649 190 

❖13648 180 

1991-1986; Thermostat Seal. 25271 

1991-1986; Thermostat Seal (1 Pack). 27271 


Vanagon 

4-Cyl. 1.6 L Diesel 

1983-1982; Premium Thermostat. 445378 180 

^45379 195 

1983-1982; OE Type Thermostat. 413378 180 

❖13379 195 
❖13376 160 

1983-1982; Thermostat Seal. 25269 

1983-1982; Thermostat Seal (1 Pack). 27269 

4-Cyl. 1.9 L 

1985-1983; Thermostat Seal. 25271 

1985-1983; Thermostat Seal (1 Pack). 27271 

4-Cyl. 2.0 L 

1981; Premium Thermostat. 4-45378 180 

❖45379 195 

1981; OE Type Thermostat. 4-13378 180 

❖13379 195 
❖13376 160 

1981; Thermostat Seal. 25269 

1981; Thermostat Seal (1 Pack). 27269 

4-Cyl. 2.1 L 

1992-1986; OE Type Thermostat. 4-13649 190 

❖13648 180 

1992-1986; Thermostat Seal. 25271 

1992-1986; Thermostat Seal (1 Pack). 27271 



4-Cyl. 109 

1968; Premium Thermostat. 4-45378 180 

❖45379 195 

1968; OE Type Thermostat. 4-13378 180 

❖13379 195 
❖13376 160 

1968; Thermostat Seal. 25269 

1968; Thermostat Seal (1 Pack). 27269 

1967; OE Type Thermostat. 413919 195 

❖13918 180 

1967; Thermostat Seal. 25278 

1967; Thermostat Seal (1 Pack). 27278 

140 Series 

4-Cyl. 109 

1968-1967; Premium Thermostat. 445378 180 

❖45379 195 


4-Cyl. 109 - Continued 

1968-1967; OE Type Thermostat. 4-13378 180 

❖13379 195 
❖13376 160 

1968-1967; Thermostat Seal. 25269 

1968-1967; Thermostat Seal (1 Pack). 27269 

4-Cyl. 121 

1974-1969; Premium Thermostat. 4-45378 180 

^>45379 195 

1974-1969; OE Type Thermostat. 413378 180 

❖13379 195 
❖13376 160 

1974-1969; Thermostat Seal. 25269 

1974-1969; Thermostat Seal (1 Pack). 27269 

240 

4-Cyl. 121 

1975; Premium Thermostat. 4-45378 180 

❖45379 195 

1975; OE Type Thermostat. 4-13378 180 

❖13379 195 
❖13376 160 

1975; Thermostat Seal. 25269 

1975; Thermostat Seal (1 Pack). 27269 

4-Cyl. 130 

1979-1976; OE Exact Thermostat. 4048078 180 

1979-1976; OE Type Thermostat. 413919 195 

❖13918 180 

1979-1976; Thermostat Seal. 25278 

1979-1976; Thermostat Seal (1 Pack). 27278 

4-Cyl. 2.1 L 

1985; OE Type Thermostat. 413588 176 

1985; Thermostat Seal. 25271 

1985; Thermostat Seal (1 Pack). 27271 

1984-1980; OE Exact Thermostat. 4048078 180 

1984-1980; OE Type Thermostat. 413919 195 

❖13918 180 

1984-1980; Thermostat Seal. 25278 

1984-1980; Thermostat Seal (1 Pack). 27278 

4-Cyl. 2.3 L 

1993-1983; OE Exact Thermostat. 4048078 180 

1993-1983; OE Type Thermostat. 413919 195 

❖13918 180 

1993-1983; Thermostat Seal. 25278 

1993-1983; Thermostat Seal (1 Pack). 27278 

6-Cyl. 2.4 L Diesel 

1985; OE Type Thermostat. 4-13588 176 

1985; Thermostat Seal. 25271 

1985; Thermostat Seal (1 Pack). 27271 

1984-1982; OE Exact Thermostat. 448069 195 

1984-1982; OE Type Thermostat. 413588 176 

1984-1982; Thermostat Seal. 25271 

1984-1982; Thermostat Seal (1 Pack). 27271 

1981; OE Type Thermostat. 413588 176 

1981; Thermostat Seal. 25271 

1981; Thermostat Seal (1 Pack). 27271 

260 

4-Cyl. 2.1 L 

1981 -1980; OE Type Thermostat. 4-13919 195 

❖13918 180 

1981-1980; Thermostat Seal. 25278 

1981-1980; Thermostat Seal (1 Pack). 27278 

6-Cyl. 2.4 L Diesel 

1981; OE Type Thermostat. 413588 176 

1981; Thermostat Seal. 25271 

1981; Thermostat Seal (1 Pack). 27271 

V-6163 

1979-1976; OE Exact Thermostat. 4048089 197 

1979-1976; OE Type Thermostat. 413649 190 

❖13648 180 

1979-1976; Thermostat Seal. 25283 


❖ Alternate Temperature. 


4 OE Temperature. 
O Seal Included. 
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Thermostats for Passenger Cars and Light Trucks (1994 and Older) 



♦ OE Temperature. 0 Alternate Temperature. 

O Seal Included. 
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Cap Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make Year(s) 


10061 

Buick. 1955-1953 

Cadillac. 1967-1948 

Chevrolet. 1967-1955 

Chrysler. 1967-1940 

Desoto. 1961-1939 

Dodge. 1967-1939 

Edsel. 1960-1958 

Ford. 1967-1952 

Ford (English). 1961-1954 

CMC. 1968-1967 

Hudson. 1957-1950 

Jeep. 1962-1950 

Lincoln. 1967-1952 

Mercury. 1964-1950 

Nash. 1957-1955 

Oldsmobile. 1963-1951 

Packard. 1958-1948 

Plymouth. 1967-1939 

Pontiac. 1967-1941 

Rambler. 1964-1958 

Studebaker. 1966-1941 


10064 

American Motors. 1967-1966 

Buick. 1967-1940 

Chevrolet. 1968-1949 

Ford. 1967-1965 

GMC. 1968-1963 

International. 1965-1950 

Mercury. 1967-1965 

Pontiac. 1968-1955 

Rambler. 1965 


10066 

American Motors. 1983-1966 

Buick. 1990-1964 

Cadillac. 1990-1968 

Chevrolet. 1994-1949 

Chrysler. 1994-1970 

Dodge. 1994-1970 

Eagle. 1994-1993 

Ford. 1986-1983 

GMC. 1994-1966 

International. 1980-1973 

Jeep. 1994-1974 

Oldsmobile. 1990-1968 

Plymouth. 1994-1970 

Pontiac. 1989-1961 

Renault. 1971 


10070 

American Motors. 1972-1966 

Cadillac. 1967-1964 

Chevrolet. 1968-1964 

Chrysler. 1969-1964 

Dodge. 1969-1961 

Ford. 1971-1964 

GMC. 1968-1964 

International. 1975-1957 

Lincoln. 1969-1964 

Mercury. 1967-1961 

Plymouth. 1969-1963 

Pontiac. 1967-1964 

Rambler. 1965-1964 

Studebaker. 1966-1964 


10071 

Ford. 1994-1968 

Lincoln. 1985-1968 

Mercury. 1987-1968 


10072 

Buick. 1986-1971 

Cadillac. 1986-1985 

Chevrolet. 1994-1971 

GMC. 1994-1971 

Isuzu. 1994-1981 

Jeep. 1986 

Oldsmobile. 1994-1971 

Pontiac. 1994-1971 


Make Year(s) 


10075 

Chrysler. 1989-1972 

Dodge. 1994-1971 

Jeep. 1994-1993 

Plymouth. 1989-1971 


10077 

Buick. 1986-1980 

Cadillac. 1986 

Chevrolet. 1986-1980 

Oldsmobile. 1986-1980 

Pontiac. 1986-1980 


10078 

Buick. 1985-1975 

Cadillac. 1981-1978 

Chevrolet. 1984-1978 

GMC. 1984-1978 

Oldsmobile. 1985-1969 

Pontiac. 1984-1975 


10079 

Audi. 1994-1971 

BMW. 1994-1971 

Dodge. 1986-1978 

Mercedes-Benz. 1994-1972 

Plymouth. 1986-1978 

Porsche. 1982-1980 

Volkswagen. 1994-1971 

Volvo. 1986-1980 


10080 

Chevrolet. 1988-1985 

Geo. 1994-1989 

Lexus. 1994-1990 

Toyota. 1994-1970 


10081 

Acura. 1994-1986 

Chevrolet. 1992-1989 

Ford. 1994-1985 

Geo. 1994-1989 

Honda. 1994-1983 

Isuzu. 1989 

Lincoln. 1994-1986 

Mazda. 1994-1991 

Mercury. 1994-1985 

Merkur. 1989-1988 

Nissan. 1990-1970 

Pontiac. 1994-1989 

Sterling. 1991-1987 

Suzuki. 1994-1990 


10082 

Ford. 1994-1974 

Hyundai. 1994-1993 

Kia. 1994 

Mazda. 1994-1972 

Mercury. 1994-1984 


10083 

Asuna. 1993-1992 

Chevrolet. 1992-1989 

Geo. 1994-1989 

GMC. 1992-1990 

Mitsubishi. 1994 

Pontiac. 1994 

Suzuki. 1994-1988 

Toyota. 1976-1968 


10084 

American Motors. 1979-1973 

Jeep. 1991-1974 


10085 

American Motors. 1988-1980 

Dodge. 1992-1990 

Eagle. 1992-1988 

Jeep. 1990-1980 


10086 

Ford. 1981-1979 


Make Year(s) 


10086-Continued 


Mercury. 

1981-1979 

10087 

Ford. 

1986-1979 

Mercury. 

1985-1981 

10088 

Chrysler. 

1994-1982 

Dodge . 

1994-1979 

Eagle. 

1994-1989 

Ford. 

1987-1985 

Hyundai. 

1994-1986 

Mazda. 

1988-1987 

Mitsubishi. 

1994-1983 

Plymouth. 

1994-1979 

Toyota. 

1986-1981 

10090 

Dodge . 

1980-1973 

Plymouth. 

1980-1976 

10092 

Nissan. 

1988-1982 

Toyota. 

1979-1975 

10093 

Subaru. 

1994-1971 


10094 

Ford. 

1988-1982 

Lincoln. 

1982 

Mercury. 

1987-1982 

10095 

Ford. 

1987-1975 

10096 

Buick. 

1993-1987 

Cadillac. 

1988-1987 

Chevrolet. 

1994-1987 

Oldsmobile. 

1992-1987 

Pontiac. 

1994-1987 


10097 

Cadillac. 

1992-1984 


10098 

Chrysler. 

1983 

Dodge . 

1993-1974 

Plymouth. 

1983-1974 

10099 

Buick. 

1994-1985 

Cadillac. 

1994-1993 

Chevrolet. 

1994-1992 

GMC. 

1994-1992 

Oldsmobile. 

1994-1985 

Pontiac. 

1994-1986 

Saturn. 

1994-1992 


10100 

Ford. 

1994-1986 

Mercury. 

1994-1986 

10101 

Asuna . 

1993 

Chevrolet. 

1988-1985 

Geo. 

1994-1989 

Honda . 

1994 


1994-1985 

Pontiac. 

1994-1985 


10102 

Nissan. 

1982-1971 


10103 

Chevrolet. 

1988-1985 

Pontiac. 

1988-1985 


1988-1986 


10104 



Make Year(s) 


10104-Continued 


Buick. 

1992-1985 

Chevrolet. 

1993-1985 

GMC. 

1993-1985 

Oldsmobile. 

1992-1985 

Pontiac. 

1991-1984 


10105 

Buick. 

1994-1991 

Cadillac. 

1994-1990 

Chevrolet. 

1994-1988 

GMC. 

1994-1989 

Oldsmobile. 

1992-1991 

Pontiac. 

1994-1989 


10106 

Asuna . 

1993 

Buick. 

1988-1982 

Honda . 

1987-1973 

Oldsmobile. 

1988-1982 

Passport. 

1992-1988 

Pontiac. 

1994-1982 


10107 

Infiniti. 

1994-1990 

Mercury. 

1994-1993 

Nissan. 

1994-1982 


10108 

Chevrolet. 

1985-1981 

GMC. 

1985-1984 


1987-1981 


10109 

Buick. 

1987-1983 

Chevrolet. 

1990-1987 

GMC. 

1990-1987 

Oldsmobile. 

1987-1985 

Pontiac. 

1987-1983 


10110 

Subaru. 

1994-1989 


10111 

Chrysler. 

1994-1993 

Dodge . 

1994-1993 

Eagle. 

1994-1993 

Jeep. 

1994 

Plymouth. 

1994 

10112 

Toyota. 

1994-1984 

10113 


1994-1992 

Toyota. 

1994-1992 


10115 

Chevrolet. 

1993-1988 

GMC. 

1993-1988 


10116 

Buick. 

1991-1988 

Chevrolet. 

1991-1989 

Oldsmobile. 

1991-1988 

Pontiac. 

1991-1988 


10118 

Cadillac. 

1994-1991 


10119 

Chevrolet. 

1994-1991 

Oldsmobile. 

1994-1991 

Pontiac. 

1994-1991 


10122 

Buick. 

1994-1993 

Chevrolet. 

1994-1993 

Oldsmobile. 

1994 


10124 


Chevrolet. 1992-1990 
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Cap Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make Year(s) 


10124- Continued 
Pontiac. 1991-1990 


10126 

Buick. 1989 

Chevrolet. 1989-1987 

Pontiac. 1989-1987 


10127 

Buick. 1994-1992 

Oldsmobile. 1994-1992 

Pontiac. 1994-1992 


10128 

Chevrolet. 1994 

CMC. 1994 


10129 

Volvo. 1994-1978 


10130 

Mercedes-Benz. 1991-1979 


10133 

Ford. 1985-1978 


10134 

Honda. 1994 

Isuzu. 1994-1990 


10136 

Dodge. 1994-1989 


10141 

Saturn. 1992-1991 


10142 

Volvo. 1985-1973 


10203 

Buick. 1939-1937 

Cadillac. 1938-1937 

Jeep. 1987-1985 


10205 

Austin. 1961-1960 

Innocenti. 1961-1960 

Pontiac. 1948-1946 


10206 

Austin. 1970-1960 

Austin-Healey. 1970-1958 

Buick. 1947-1940 

Daimler. 1963-1960 

Fiat. 1967 

Ford (English). 1965-1960 

Hudson. 1953-1950 

Mercury. 1953-1951 

MG. 1964-1963 

Morris. 1964-1960 

Nash. 1955-1954 

Packard. 1950-1948 

Rambler. 1960-1958 

Studebaker. 1960-1952 

Sunbeam. 1967-1960 


10208 

Chevrolet. 1955-1953 

Chrysler. 1951-1949 

Citroen. 1964-1961 

Desoto. 1952-1949 

Dodge. 1959-1957 

Fiat. 1967-1962 

Ford. 1956-1952 

Frazer. 1951 

GMC. 1955-1948 

Jaguar. 1967-1960 

Kaiser. 1954-1948 

Nash. 1951-1949 

Oldsmobile. 1948 

Peugeot. 1970-1961 

Pontiac. 1950-1949 

Renault. 1961 


Make Year(s) 


10208 - Continued 

Rover. 1968-1967 

Saab. 1968-1967 

Toyota. 1968 

Triumph. 1964-1962 

Willys. 1955-1954 


10225 

Audi. 1994-1978 

Porsche. 1981-1980 

Volkswagen. 1993-1975 


10226 

Cadillac. 1982 


10227 

Acura. 1993-1990 

Asuna. 1993-1992 

Chevrolet. 1992-1985 

Chrysler. 1989-1987 

Dodge. 1994-1984 

Eagle. 1994-1989 

Ford. 1994-1988 

Geo. 1994-1989 

GMC. 1992-1990 

Honda. 1991-1988 

Hyundai. 1994-1986 

Infiniti. 1994-1990 

Kia. 1994 

Lexus. 1994-1990 

Mazda. 1994-1985 

Mercury. 1994-1987 

Mitsubishi. 1994-1983 

Nissan. 1994-1984 

Plymouth. 1994-1984 

Pontiac. 1994-1985 

Subaru. 1994-1983 

Suzuki. 1994-1983 

Toyota. 1994-1982 


10228 

Buick. 1956-1948 

Chevrolet. 1963-1954 

Chrysler. 1956-1951 

Desoto. 1956-1952 

Dodge. 1973-1959 

Fiat. 1961-1960 

Ford. 1968-1957 

Ford (English). 1967-1966 

GMC. 1960-1958 

Hillman. 1964-1962 

Hudson. 1955-1953 

International. 1970-1953 

Jaguar. 1970-1964 

Jeep. 1964-1951 

Lancia. 1978-1950 

Lincoln. 1951-1950 

MG. 1970-1964 

Nash. 1957-1952 

Nissan. 1968 

Oldsmobile. 1956-1948 

Plymouth. 1956 

Pontiac. 1952 

Rambler. 1958 

Simca. 1967-1963 

Studebaker. 1960-1955 

Sunbeam. 1968-1963 

Toyota. 1974-1968 

Triumph. 1975-1967 

Willys. 1953-1952 


10229 

Acura. 1989-1986 

Alfa Romeo. 1989-1986 

American Motors. 1988-1966 

Audi. 1979-1972 

Austin. 1975-1968 

BMW. 1989-1971 

Cadillac. 1963-1949 

Checker. 1972-1959 

Chevrolet. 1970-1955 


Make Year(s) 


10229 - Continued 

Chrysler. 1966-1951 

Desoto. 1961-1952 

Dodge. 1989-1960 

Edsel. 1960-1958 

Fiat. 1983-1962 

Ford. 1994-1955 

Ford (English). 1970-1963 

GMC. 1970-1963 

Honda. 1989-1973 

Jaguar. 1974-1970 

Jeep. 1994-1961 

Lincoln. 1973-1952 

Mazda. 1993-1972 

Mercedes-Benz. 1983-1968 

Mercury. 1983-1953 

Mitsubishi. 1989-1983 

Morris. 1966-1964 

Nash. 1957-1952 

Nissan. 1986-1968 

Oldsmobile. 1960-1959 

Opel. 1975-1964 

Packard. 1958-1955 

Plymouth. 1985-1956 

Pontiac. 1961-1957 

Porsche. 1994-1977 

Rambler. 1965-1959 

Renault. 1985-1983 

Studebaker. 1964-1955 

Subaru. 1982-1970 

Toyota. 1986-1969 

Triumph. 1980-1976 

Volkswagen. 1979-1974 

Volvo. 1970-1969 


10230 

Acura. 1989-1986 

BMW. 1985-1971 

Buick. 1991-1957 

Cadillac. 1994-1949 

Chevrolet. 1994-1964 

Chrysler. 1994-1993 

Dodge. 1994-1993 

Eagle. 1994-1993 

Ford. 1994-1975 

GMC. 1994-1967 

Isuzu. 1985-1981 

Jaguar. 1994-1975 

Jeep. 1988-1979 

Lincoln. 1994-1952 

Mazda. 1994 

Mercedes-Benz. 1985-1984 

Mercury. 1994-1976 

Merkur. 1988-1985 

Oldsmobile. 1991-1959 

Pontiac. 1994-1961 

Porsche. 1994-1981 

Rover. 1980 

Saab. 1980-1975 


10231 

Buick. 1994-1976 

Cadillac. 1994-1969 

Chevrolet. 1994-1971 

Chrysler. 1994-1957 

Dodge. 1994-1960 

Ford. 1994-1986 

GMC. 1994-1978 

Jeep. 1994-1972 

Lincoln. 1992-1986 

Mercury. 1991-1983 

Oldsmobile. 1994-1971 

Plymouth. 1994-1957 

Pontiac. 1994-1976 


10232 

Buick. 1987-1982 

Chevrolet. 1992-1982 

Oldsmobile. 1988-1982 

Pontiac. 1994-1982 


Make Year(s) 


10233 

Acura. 1994-1989 

Asuna. 1993 

Chevrolet. 1988-1985 

Ford. 1994-1989 

Geo. 1993-1989 

Honda. 1994-1990 

Isuzu. 1994-1985 

Lexus. 1994-1992 

Mazda. 1994-1993 

Mercury. 1994-1989 

Nissan. 1994-1990 

Pontiac. 1988-1985 

Toyota. 1994 


10234 

Chevrolet. 1994-1993 

Dodge. 1992-1991 

Eagle. 1992-1988 

Jeep. 1994-1993 

Pontiac. 1994-1993 


10235 

BMW. 1991-1985 

Mercedes-Benz. 1994-1980 


10236 

Buick. 1994-1975 

Chevrolet. 1994-1973 

GMC. 1994-1973 

Oldsmobile. 1994-1982 

Pontiac. 1994-1976 


10237 

Chevrolet. 1991-1983 

GMC. 1991-1983 

MG. 1970-1969 


10238 

Ford. 1994-1993 

Lincoln. 1994-1993 

Mercury. 1994-1993 


10239 

Buick. 1994-1992 

Cadillac. 1994 

Chevrolet. 1994-1992 

Oldsmobile. 1994-1992 

Pontiac. 1994-1992 


10240 

Saturn. 1994-1991 


10241 

Dodge. 1994-1992 

Eagle. 1994-1992 

Geo. 1994-1993 

Lexus. 1994-1990 

Mitsubishi. 1994-1992 

Plymouth. 1994-1992 

Toyota. 1994-1990 


10242 

Acura. 1994-1991 

Asuna. 1992 

Chevrolet. 1992-1991 

Geo. 1994-1991 

GMC. 1992-1991 

Honda. 1994-1992 

Lexus. 1993-1992 

Pontiac. 1994 

Suzuki. 1994-1991 

Toyota. 1994-1992 


10243 

Volkswagen. 1994-1990 


10244 

Volvo. 1994-1980 


10245 

Volvo. 1993-1975 
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Cap Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make Year(s) 


10246 

BMW. 

. 1993-1986 

10247 

BMW. 

. 1994-1987 

10252 

Jeep. 

. 1990-1987 

10255 

BMW. 

. 1985-1982 

10259 

Saab. 

1994 


10260 

Saah. 

1994-1988 


10261 

Asuna . 

1993 

Passport. 

1992-1988 

Pontiac. 

1993-19RR 


10281 

Ford. 

. 1951-1941 

Jaauar. 

1956-1955 


10308 

Chevrolet. 

1955-1953 

Chrysler. 

1951-1949 

Citroen. 

1964-1961 

Desoto. 

1952-1949 

Dodge . 

1959-1957 

Fiat. 

. 1967-1962 

Ford. 

. 1956-1952 

Frazer. 

1951 

GMC. 

1955-1948 


1967-1960 

Kaiser. 

1954-1948 

Nash. 

. 1951-1949 

Oldsmobile. 

1948 

Peugeot. 

1970-1961 

Pontiac. 

1950-1949 

Renault. 

1961 

Rover. 

. 1968-1967 

Saab. 

1968-1967 

Toyota. 

. 1968 

Triumph. 

1964-1962 

Willys. 

. 1955-1954 

10327 

Acura. 

1993-1990 

Asuna . 

1993-1992 

Chevrolet. 

1992-1985 

Chrysler. 

1989-1987 

Dodge . 

1994-1984 

Eagle. 

. 1994-1989 

Ford. 

. 1994-1988 

Geo. 

. 1994-1989 

GMC. 

1992-1990 

Honda . 

1991-1988 

Hyundai. 

1994-1986 

Infiniti. 

1994-1990 

Kia. 

. 1994 


1994-1990 

Mazda. 

1994-1985 

Mercury. 

. 1994-1987 

Mitsubishi. 

1994-1983 

Nissan. 

1994-1984 

Plymouth. 

. 1994-1984 

Pontiac. 

1994-1985 


1994-1983 


1994-1983 

Toyota. 

. 1994-1982 

10328 

Buick. 

1956-1948 

Chevrolet. 

1963-1954 

Chrysler. 

1956-1951 

Desoto. 

1956-1952 

Dodge . 

1973-1959 

Fiat. 

. 1961-1960 


Make Year(s) 


10328 - Continued 
Ford. 1968-1957 

Ford (English). 1967-1966 

GMC. 1960-1958 

Hillman. 1964-1962 

Hudson. 1955-1953 

International. 1970-1953 

Jaguar. 1970-1964 

Jeep. 1964-1951 

Lancia. 1978-1950 

Lincoln. 1951-1950 

MG. 1970-1964 

Nash. 1957-1952 

Nissan. 1968 

Oldsmobile. 1956-1948 

Plymouth. 1956 

Pontiac. 1952 

Rambler. 1958 

Simca. 1967-1963 

Studebaker. 1960-1955 

Sunbeam. 1968-1963 

Toyota. 1974-1968 

Triumph. 1968-1967 

Willys. 1953-1952 


10329 

Acura. 1989-1986 

Alfa Romeo. 1989-1986 

American Motors. 1988-1966 

Audi. 1979-1972 

Austin. 1975-1968 

BMW. 1989-1971 

Cadillac. 1963-1949 

Checker. 1972-1959 

Chevrolet. 1970-1955 

Chrysler. 1966-1951 

Desoto. 1961-1952 

Dodge. 1989-1960 

Edsel. 1960-1958 

Fiat. 1983-1962 

Ford. 1994-1955 

Ford (English). 1970-1963 

GMC. 1970-1963 

Honda. 1989-1973 

Jaguar. 1974-1970 

Jeep. 1994-1961 

Lincoln. 1973-1952 

Mazda. 1993-1972 

Mercedes-Benz. 1983-1968 

Mercury. 1983-1953 

Mitsubishi. 1989-1983 

Morris. 1966-1964 

Nash. 1957-1952 

Nissan. 1986-1968 

Oldsmobile. 1960-1959 

Opel. 1975-1964 

Packard. 1958-1955 

Plymouth. 1985-1956 

Pontiac. 1961-1957 

Porsche. 1994-1977 

Rambler. 1965-1959 

Renault. 1985-1983 

Studebaker. 1964-1955 

Subaru. 1982-1970 

Toyota. 1986-1969 

Volvo. 1970-1969 


10330 

Acura. 1989-1986 

BMW. 1985-1971 

Buick. 1991-1957 

Cadillac. 1994-1949 

Chevrolet. 1994-1964 

Chrysler. 1994-1993 

Dodge. 1994-1993 

Eagle. 1994-1993 

Ford. 1994-1975 

GMC. 1994-1967 

Isuzu. 1985-1981 

Jaguar. 1994-1975 

Jeep. 1988-1979 


Make Year(s) 


10330 - Continued 

Lincoln. 1994-1952 

Mazda. 1994 

Mercedes-Benz. 1985-1984 

Mercury. 1994-1976 

Merkur. 1988-1985 

Oldsmobile. 1991-1959 

Pontiac. 1994-1961 

Porsche. 1994-1981 

Rover. 1980 

Saab. 1980-1975 


10331 

Buick. 1994-1976 

Cadillac. 1994-1969 

Chevrolet. 1994-1971 

Chrysler. 1994-1957 

Dodge. 1994-1960 

Ford. 1994-1986 

GMC. 1994-1978 

Jeep. 1994-1972 

Lincoln. 1992-1986 

Mercury. 1991-1983 

Oldsmobile. 1994-1971 

Plymouth. 1994-1957 

Pontiac. 1994-1976 


10333 

Acura. 1994-1989 

Asuna. 1993 

Chevrolet. 1988-1985 

Ford. 1994-1989 

Geo. 1993-1989 

Honda. 1994-1990 

Isuzu. 1994-1985 

Lexus. 1994-1992 

Mazda. 1994-1993 

Mercury. 1994-1989 

Nissan. 1994-1990 

Pontiac. 1988-1985 

Toyota. 1994 


10334 

Chevrolet. 1994-1993 

Dodge. 1992-1991 

Eagle. 1992-1988 

Jeep. 1994-1993 

Pontiac. 1994-1993 


10335 

BMW. 1991-1985 

Mercedes-Benz. 1994-1980 


10337 

Chevrolet. 1991-1983 

GMC. 1991-1983 

MG. 1970-1969 


10483 

American Motors. 1967 

Chevrolet. 1964-1962 

Dodge. 1970-1966 

Ford. 1977-1960 

Ford (English). 1970-1967 

Hudson. 1957-1955 

International. 1969-1961 

Mercury. 1965-1960 

Nash. 1957-1953 

Plymouth. 1970-1966 

Rambler. 1960-1958 

Studebaker. 1966-1959 


10484 

Dodge. 1960 


10491 

Austin. 1970-1968 

Austin-Healey. 1970-1958 

Buick. 1956-1931 

Cadillac. 1940-1935 

Checker. 1971-1963 

Chevrolet. 1978-1928 


Make Year(s) 


10491 - Continued 

Chrysler. 1954-1953 

Desoto. 1954-1935 

Dodge. 1964-1939 

Edsel. 1960-1958 

Fiat. 1967-1962 

Ford. 1976-1951 

Frazer. 1951-1947 

GMC. 1978-1939 

Graham. 1941-1934 

Henry J. 1953-1951 

International. 1980-1976 

Jaguar. 1971-1957 

Jeep. 1968-1946 

Kaiser. 1955-1947 

Lancia. 1968-1950 

Lasalle. 1940-1937 

Lincoln. 1970-1949 

Mercedes-Benz. 1970-1963 

Mercury. 1970-1949 

MG. 1970-1956 

Morris. 1966-1963 

Nash. 1957-1939 

Oldsmobile. 1958-1934 

Packard. 1958-1948 

Plymouth. 1970-1949 

Pontiac. 1964-1946 

Rambler. 1962-1958 

Saab. 1968-1961 

Studebaker. 1964-1928 

Volkswagen. 1965-1960 


10492 

American Motors. 1970-1967 

Buick. 1970-1957 

Cadillac. 1970-1959 

Chevrolet. 1974-1964 

Chrysler. 1970-1957 

Desoto. 1961-1957 

Dodge. 1973-1957 

Edsel. 1959 

Fiat. 1967-1960 

Ford. 1970-1961 

GMC. 1974-1973 

Lincoln. 1969-1961 

Mercury. 1970-1959 

Oldsmobile. 1970-1959 

Plymouth. 1970-1957 

Pontiac. 1970-1949 

Renault. 1970-1960 


10501 

Asuna. 1993 

Buick. 1994-1975 

Cadillac. 1994-1975 

Chevrolet. 1994-1975 

Chrysler. 1994-1978 

Dodge. 1994-1978 

Eagle. 1994-1988 

Ford. 1994-1980 

Geo. 1994-1989 

GMC. 1994-1975 

Infiniti. 1994-1990 

Isuzu. 1993-1985 

Jeep. 1994-1984 

Kia. 1994 

Land Rover. 1994-1991 

Lincoln. 1994-1982 

Mazda. 1994-1987 

Mercury. 1994-1981 

Merkur. 1989-1985 

Mitsubishi. 1994-1990 

Nissan. 1994-1984 

Oldsmobile. 1994-1975 

Passport. 1992-1988 

Plymouth. 1994-1978 

Pontiac. 1994-1975 

Porsche. 1984-1980 

Renault. 1987-1983 

Saab. 1989-1980 

Saturn. 1994-1991 
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Cap Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make Year(s) 


10501 - Continued 

Subaru. 1994-1985 

Suzuki. 1994-1986 

Toyota. 1989-1983 

Volkswagen. 1993-1987 

Volvo. 1994-1978 


10501D 

Buick. 1985-1980 

Cadillac. 1985-1978 

Chevrolet. 1994-1979 

Dodge. 1994-1985 

Ford. 1994-1983 

CMC. 1994-1979 

Jeep. 1987-1985 

Lincoln. 1985-1984 

Mercury. 1987-1984 

Oldsmobile. 1985-1978 

Pontiac. 1986-1980 

Toyota. 1987-1984 

Volvo. 1986-1980 


10504 

Acura. 1994-1991 

Honda. 1994-1990 

Isuzu. 1994-1988 


10505 

Audi. 1994-1988 

Volkswagen. 1994-1984 


10559 

Ford. 1980-1970 

International. 1972-1971 

Mercury. 1980-1971 


10563 

Audi. 1979-1974 

Chevrolet. 1982-1977 

Dodge. 1979-1974 

Isuzu. 1987-1981 

Mazda. 1986-1976 

Plymouth. 1979-1976 

Volkswagen. 1973-1968 


10565 

Ford. 1977-1973 


10571 

American Motors. 1969 

Buick. 1974-1964 

Cadillac. 1974-1965 

Chevrolet. 1978-1964 

Chrysler. 1979-1966 

Dodge. 1980-1965 

Ford. 1970-1969 

GMC. 1978-1971 

Lincoln. 1970 

Mercury. 1974-1970 

Oldsmobile. 1974-1964 

Plymouth. 1978-1966 

Pontiac. 1974-1965 


10572 

Buick. 1976-1975 

Chevrolet. 1978-1973 

Dodge. 1981-1967 

GMC. 1978-1973 

Oldsmobile. 1976-1975 

Plymouth. 1981-1967 

Pontiac. 1977-1974 

Volvo. 1970-1969 


10573 

Buick. 1980-1977 

Chevrolet. 1980-1977 

Chrysler. 1981-1977 

Dodge. 1981-1976 

Oldsmobile. 1980-1977 

Plymouth. 1980-1976 

Pontiac. 1980-1977 


Make Year(s) 


10574 

Ford. 1978-1977 


10579 

Ford. 1976-1972 


10580 

Ford. 1980-1970 

Mercury. 1977-1976 


10582 

Acura. 1993-1986 

Audi. 1983-1980 

BMW. 1976-1973 

Checker. 1974-1972 

Chevrolet. 1971 

Ford. 1985-1970 

GMC. 1971 

Honda. 1991-1978 

International. 1980-1971 

Isuzu. 1987-1981 

Jaguar. 1986-1980 

Lincoln. 1985-1971 

Mazda. 1984-1977 

Mercury. 1985-1971 

Opel. 1978-1976 

Sterling. 1991-1987 

Volkswagen. 1985-1982 


10583 

American Motors. 1988-1970 

Buick. 1970 

Cadillac. 1970 

Chevrolet. 1970 

Chrysler. 1979-1970 

Dodge. 1984-1970 

Ford. 1970-1969 

Jeep. 1976-1972 

Mitsubishi. 1984-1983 

Nissan. 1986-1972 

Plymouth. 1984-1970 

Pontiac. 1970 

Renault. 1986-1981 

Subaru. 1989-1974 

Toyota. 1989-1969 


10584 

Audi. 1979-1976 

Volkswagen. 1981-1971 


10585 

Porsche. 1979-1977 

Volkswagen. 1984-1976 


10587 

Volkswagen. 1984-1980 


10589 

Dodge. 1987-1983 


10591 

Asuna. 1993 

Buick. 1994-1975 

Cadillac. 1994-1975 

Chevrolet. 1994-1975 

Chrysler. 1994-1978 

Dodge. 1994-1978 

Eagle. 1994-1988 

Ford. 1994-1981 

Geo. 1994-1989 

GMC. 1994-1975 

Infiniti. 1994-1990 

Isuzu. 1993-1985 

Jeep. 1994-1984 

Kia. 1994 

Lincoln. 1988-1982 

Mazda. 1994-1987 

Mercury. 1988-1981 

Merkur. 1989-1985 

Mitsubishi. 1994-1990 

Nissan. 1994-1984 

Oldsmobile. 1994-1975 


Make Year(s) 


10591 - Continued 


Passport. 

1992-1988 

Plymouth. 

1994-1978 

Pontiac. 

1994-1975 

Porsche. 

1984-1980 

Renault. 

1987-1983 

Saab. 

1989-1980 

Subaru. 

1994-1985 


1994-1986 

Toyota. 

1989-1983 

Volkswagen. 

1993-1987 

Volvo. 

1994-1978 

10591D 

Buick. 

1985-1980 

Cadillac. 

1985-1978 

Chevrolet. 

1994-1979 

Dodge . 

1994-1985 

Ford. 

1994-1983 

GMC. 

1994-1979 

Jeep. 

1987-1985 

Lincoln. 

1985-1984 

Mercury. 

1987-1984 

Oldsmobile. 

1985-1978 

Pontiac. 

1986-1980 

Toyota. 

1987-1984 

Volvo. 

1986-1980 

10592 

Jeep. 

1990-1977 

Toyota. 

1979-1971 

Volkswagen. 

1993-1974 

10593 

Ford. 

1988-1980 

10594 

Chevrolet. 

1994-1982 

Pontiac. 

1994-1982 


10595 

Asuna . 

1993-1992 

Chevrolet. 

1992-1985 

Chrysler. 

1989-1987 

Dodge . 

1994-1985 

Eagle. 

1994-1989 

Geo. 

1994-1989 

GMC. 

1992-1991 

Hyundai. 

1994-1986 


1994-1990 

Mitsubishi. 

1994-1985 

Nissan. 

1990-1982 

Plymouth. 

1994-1985 

Pontiac. 

1994 

Saab. 

1994-1990 

Subaru. 

1994-1987 


1994-1989 

Toyota. 

1994-1989 

10596 

Mazda. 

1994-1986 

Porsche. 

1994-1982 



10597 

Mazda. 

1991-1986 


10598 

Jeep. 

1977-1975 

10623 

Austin-Healey. 

1961-1958 

Buick. 

1956-1931 

Cadillac. 

1940-1935 

Checker. 

1971-1963 

Chevrolet. 

1978-1928 

Chrysler. 

1954-1953 

Desoto. 

1954-1935 

Dodge . 

1964-1939 

Ford. 

1976-1951 

GMC. 

1978-1939 

Graham. 

1941-1934 

Henry J. 

1953-1951 


Make Year(s) 


10623 - Continued 

International. 1980-1976 

Jeep. 1968-1946 

Lancia. 1968-1950 

Lasalle. 1940-1937 

Lincoln. 1949 

Mercedes-Benz. 1970-1969 

Mercury. 1958-1949 

MG. 1970-1956 

Morris. 1966-1963 

Nash. 1957-1939 

Oldsmobile. 1958-1934 

Plymouth. 1970-1949 

Rambler. 1962-1958 

Saab. 1968-1961 

Studebaker. 1964-1951 


10624 

American Motors. 1967 

Chevrolet. 1964-1962 

Ford. 1977-1960 

Ford (English). 1970-1967 

Hudson. 1957-1955 

International. 1969-1961 

Mercury. 1965-1960 

Nash. 1957-1953 

Rambler. 1960-1958 

Studebaker. 1966-1959 


10625 

Ford. 1950-1941 

Ford (English). 1967-1960 

Hudson. 1953-1939 

Jeep. 1969-1945 

Lincoln. 1948-1936 

Mercury. 1948-1946 


10632 

American Motors. 1969 

Buick. 1970-1964 

Cadillac. 1970-1965 

Chevrolet. 1970-1964 

Chrysler. 1970-1966 

Dodge. 1970-1965 

Ford. 1970-1969 

Lincoln. 1970 

Mercury. 1970 

Oldsmobile. 1970-1964 

Plymouth. 1970-1966 

Pontiac. 1970-1965 


10640 

Austin. 1970-1968 

Austin-Healey. 1970-1958 

Chevrolet. 1964-1953 

Edsel. 1960-1958 

Fiat. 1967-1962 

Ford. 1970-1955 

Frazer. 1951-1947 

Jaguar. 1971-1957 

Kaiser. 1955-1947 

Lincoln. 1970-1950 

Mercedes-Benz. 1970-1963 

Mercury. 1970-1961 

Packard. 1958-1948 

Pontiac. 1964-1946 

Studebaker. 1958-1928 

Volkswagen. 1965-1960 


10646 

American Motors. 1970-1967 

Buick. 1970-1957 

Cadillac. 1970-1959 

Chevrolet. 1970-1964 

Chrysler. 1970-1957 

Desoto. 1961-1957 

Dodge. 1970-1957 

Edsel. 1959 

Fiat. 1967-1960 

Ford. 1970-1961 

Lincoln. 1969-1961 
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Cap Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make 

Year(s) 

10646- Continued 

Mercury. 

1970-1959 

Oldsmobile. 

1970-1959 

Plymouth. 

1970-1957 

Pontiac. 

1970-1949 

Renault. 

1970-1960 


10648 

Chevrolet. 

1974-1973 

Dodge . 

1973-1961 

GMC. 

1974-1973 


10649 

Chevrolet. 

1974-1973 

GMC. 

1974-1973 


10702 

Ford. 

1976-1970 

10704 

Checker. 

1974-1972 

Chevrolet. 

1971 

Ford. 

1970 

GMC. 

1971 

International. 

1978-1971 


10705 

Dodge . 

1974-1970 

Jeep. 

1976-1972 

Toyota. 

1972 

10713 

Buick. 

1976-1975 

Chevrolet. 

1976-1974 

Oldsmobile. 

1976-1975 

Pontiac. 

1976-1974 


10724 

Audi. 

1979-1976 

BMW. 

1978-1977 

Volkswagen. 

1981-1971 

10725 

Audi. 

1979-1974 

Chevrolet. 

1982-1981 

Dodge . 

1979-1974 


1987-1981 

Mazda. 

1986-1972 

Plymouth. 

1979-1976 

Volkswagen. 

1973-1968 

10726 

Chevrolet. 

1980-1977 

Mazda. 

1977 

Volkswagen. 

1979-1974 

10727 

Toyota. 

1979-1971 

10730 

Nissan. 

1977-1968 


10731 

Ford. 

1977-1973 

10732 

Chevrolet. 

1976-1973 


10733 

Ford. 

1980-1971 

International. 

1972-1971 

Mercury. 

1980-1975 

10734 

Ford. 

1977-1971 

Mercury. 

1977-1971 

10735 

Ford. 

1979-1975 

10741 



Ford. 1979-1977 


International. 1980-1979 


Make Year(s) 


10742 

Chevrolet. 1978-1972 

Dodge. 1980-1975 

CMC. 1978-1972 

Plymouth. 1977-1974 


10746 

Chrysler. 1981-1977 

Dodge. 1981-1976 

Plymouth. 1980-1976 


10748 

Ford. 1978-1977 


10749 

Ford. 1978-1977 


10800 

Chevrolet. 1978-1973 

Dodge. 1981-1972 

GMC. 1978-1973 

Plymouth. 1981-1971 


10806 

American Motors. 1988-1970 

Buick. 1970 

Cadillac. 1970 

Chevrolet. 1970 

Chrysler. 1979-1970 

Dodge. 1979-1970 

Ford. 1970-1969 

Nissan. 1986-1972 

Plymouth. 1977-1970 

Pontiac. 1970 

Renault. 1986-1981 

Subaru. 1989-1978 

Toyota. 1989-1969 


10807 

Buick. 1974-1971 

Cadillac. 1974-1971 

Chevrolet. 1974-1971 

Chrysler. 1979-1971 

Dodge. 1979-1971 

GMC. 1974-1971 

Oldsmobile. 1974-1971 

Plymouth. 1978-1971 

Pontiac. 1974-1970 


10810 

Acura. 1993-1986 

Audi. 1990-1980 

BMW. 1994-1973 

Ford. 1985-1971 

Honda. 1991-1978 

Isuzu. 1987-1981 

Jaguar. 1986-1980 

Lincoln. 1985-1971 

Mazda. 1984-1977 

Mercedes-Benz. 1994-1971 

Mercury. 1985-1971 

Opel. 1979-1976 

Sterling. 1991-1987 

Volkswagen. 1988-1982 


10811 

Jeep. 1991-1977 

Volkswagen. 1993-1990 


10815 

Dodge. 1987-1983 


10817 

Asuna. 1993 

Buick. 1994-1975 

Cadillac. 1994-1975 

Chevrolet. 1994-1975 

Chrysler. 1994-1978 

Dodge. 1994-1978 

Eagle. 1994-1988 

Ford. 1994-1981 

Geo. 1994-1989 


Make Year(s) 


10817 - Continued 

GMC. 

1994-1975 

Infiniti. 

1994-1990 


1993-1985 

Jeep. 

1994-1984 

Kia. 

1994 

Lincoln. 

1988-1982 

Mazda. 

1994-1987 

Mercury. 

1988-1981 

Merkur. 

1989-1985 

Mitsubishi. 

1994-1990 

Nissan. 

1994-1984 

Oldsmobile. 

1994-1975 

Passport. 

1992-1988 

Plymouth. 

1994-1978 

Pontiac. 

1994-1975 

Porsche. 

1984-1980 

Renault. 

1987-1983 

Saab. 

1989-1980 

Subaru. 

1994-1985 


1994-1986 

Toyota. 

1989-1983 

Volkswagen. 

1993-1987 

Volvo. 

1994-1978 

10818 

Ford. 

1988-1980 

10819 

Asuna . 

1993 

Buick. 

1994-1975 

Cadillac. 

1994-1975 

Chevrolet. 

1994-1975 

Chrysler. 

1994-1978 

Dodge . 

1994-1978 

Eagle. 

1994-1988 

Ford. 

1994-1980 

Geo. 

1994-1989 

GMC. 

1994-1975 

Infiniti. 

1994-1990 


1993-1985 

Jeep. 

1994-1984 

Kia. 

1994 

Land Rover. 

1994-1991 

Lincoln. 

1994-1982 

Mazda. 

1994-1987 

Mercury. 

1994-1981 

Merkur. 

1989-1985 

Mitsubishi. 

1994-1990 

Nissan. 

1994-1984 

Oldsmobile. 

1994-1975 

Passport. 

1992-1988 

Plymouth. 

1994-1978 

Pontiac. 

1994-1975 

Porsche. 

1984-1980 

Renault. 

1987-1983 

Saab. 

1989-1980 

Saturn. 

1994-1991 

Subaru. 

1994-1985 


1994-1986 

Toyota. 

1989-1983 

Volkswagen. 

1993-1987 

Volvo. 

1994-1978 

10819D 

Buick. 

1985-1980 

Cadillac. 

1985-1978 

Chevrolet. 

1994-1979 

Dodge . 

1994-1985 

Ford. 

1994-1983 

GMC. 

1994-1979 

Jeep. 

1987-1985 

Lincoln. 

1985-1984 

Mercury. 

1987-1984 

Oldsmobile. 

1985-1978 

Pontiac. 

1986-1980 

Toyota. 

1987-1984 

Volvo. 

1986-1980 

10821 


Ford. 1994-1980 


Make Year(s) 


10822 

Chevrolet. 1994-1982 

Pontiac. 1994-1982 


10823 

Cadillac. 1993-1987 

Chevrolet. 1994-1982 

Pontiac. 1994-1982 


10824 

Fiat. 1979-1971 


10825 

Asuna. 1993-1992 

Chevrolet. 1992-1985 

Chrysler. 1989-1987 

Dodge. 1994-1985 

Eagle. 1994-1989 

Geo. 1994-1989 

GMC. 1992-1991 

Hyundai. 1994-1986 

Lexus. 1994-1990 

Mitsubishi. 1994-1985 

Nissan. 1990-1982 

Plymouth. 1994-1985 

Pontiac. 1994 

Saab. 1994-1990 

Subaru. 1994-1987 

Suzuki. 1994-1989 

Toyota. 1994-1989 


10826 

Mazda. 1994-1986 

Porsche. 1994-1982 


10827 

Mazda. 1991-1986 


10828 

Jeep. 1977-1975 


10829 

Dodge. 1984-1980 

Mitsubishi. 1984-1983 

Plymouth. 1984-1980 

Subaru. 1977-1974 


10830 

Chevrolet. 1986-1985 


10830D 

Buick. 1985-1980 

Cadillac. 1985-1978 

Chevrolet. 1994-1979 

Dodge. 1994-1985 

Ford. 1994-1983 

GMC. 1994-1979 

Jeep. 1987-1985 

Lincoln. 1985-1984 

Mercury. 1987-1984 

Oldsmobile. 1985-1978 

Pontiac. 1986-1980 

Toyota. 1987-1984 

Volvo. 1986-1980 


10834 

Acura. 1994-1991 

Honda. 1994-1990 

Isuzu. 1994-1988 


10835 

Audi. 1994-1988 

Volkswagen. 1994-1984 


10843 

Mercedes-Benz. 1994-1990 
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Thermostat Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make 

Year(s) 

Make 

Year(s) 

Make 

Year(s) 

Make 

Year(s) 

13006 

13008 - Continued 

13079 - Continued 

13352 - Continued 

Alfa Romeo. 

1982-1961 

Studebaker. 

1966-1939 

Cadillac. 

1962-1942 

Plymouth. 

1983-1960 

American Motors. 

1988-1966 

Triumnh. 

1981-1967 

Chrysler. 

1978-1959 

Pontiac. 

1993-1933 


1970-1960 



1961-1953 


1965-1961 

Austin-Healey. 

1970-1953 

13009 

Dodge . 

1978-1949 

Rover. 

1980-1960 


1975-1974 

Alfa Romeo. 

1982-1961 


1960-1958 


1976-1960 

Buick. 

1993-1933 

American Motors. 

1988-1966 

Ford. 

1967-1949 

Simca. 

1969 


1994-1963 

Austin. 

1970-1960 


1957-1955 


1966-1939 

Checker. 

1982-1959 

Austin-Healey. 

1970-1953 

Jeep. 

1970-1965 

Triumnh. 

1981-1967 


1994-1933 

Bricklin. 

1975-1974 


1968-1958 


Chrysler. 

1989-1978 

Buick. 

1993-1933 

Mercury. 

1966-1954 

13356 


1994-1960 

Cadillac. 

1994-1963 


1957-1940 

Alfa Romeo. 

1982-1961 


1974-1960 

Checker. 

1982-1959 


1978-1941 

American Motors. 

1988-1966 


1994-1949 

Chevrolet. 

1994-1933 


1965-1958 

Austin. 

1970-1960 


1970-1960 

Chrysler. 

1989-1978 


1962-1939 

Austin-Healey. 

1970-1953 


1951-1947 

Dodqe . 

1994-1960 


Bricklin. 

1975-1974 


1993-1989 

Fiat. 

1974-1960 

13348 

Buick. 

1993-1933 

CMC 

1994-1955 

Ford. 

1994-1949 

Asuna . 

1993 

Cadillac. 

1994-1963 


1967-1960 

Ford (English). 

1970-1960 

Buick. 

1987-1982 

Checker. 

1982-1959 


1961-1960 

Frazer. 

1951-1947 

Cadillac. 

1986-1982 

Chevrolet. 

1994-1933 


1971-1949 


1993-1989 

Chevrolet. 

1989-1982 

Chrysler. 

1983-1978 


1994-1939 

GMC. 

1994-1955 

Chrysler. 

1990-1989 

Dodqe . 

1994-1960 


1955-1947 

Hillman. 

1967-1960 

Ford. 

1982-1971 

Fiat. 

1974-1960 


1994-1968 

Innocenti. 

1961-1960 

GMC. 

1989-1982 

Ford. 

1994-1949 


1994 

Jaguar. 

1971-1949 

Isuzu. 

1989 

Ford (English). 

1970-1960 


1963-1955 

Jeep. 

1994-1939 

Jeep. 

1986-1984 

Frazer. 

1951-1947 


1994-1949 

Lincoln. 

1994-1968 

Mercury. 

1977-1971 


1993-1989 

MG 

1980-1955 

Mazda. 

1994 

Oldsmobile. 

1986-1982 

GMC. 

1994-1955 


1981-1968 

Mercedes-Benz. 

1955 

Opel. 

1972-1966 

Hillman. 

1967-1960 


1971-1954 

Mercury. 

1994-1949 

Passport. 

1992-1988 

Innocenti. 

1961-1960 


1993-1949 

MG. 

1980-1955 

Pontiac. 

1993-1982 

Jaguar. 

1971-1949 


1979-1956 

Morgan. 

1981-1968 

Saab. 

1974-1967 

Jeep. 

1993-1939 


1958.1935 

Morris. 

1971-1954 



Kaiser. 

1955-1947 


1989-1960 

Oldsmobile. 

1993-1964 

13349 

Mazda. 

1994 


1993-1933 

Opel. 

1969-1968 

Asuna . 

1993 

Mercedes-Benz. 

1963-1955 


1965.1961 

Packard. 

1956-1955 

Buick. 

1987-1982 

Mercury. 

1987-1949 


1980-1960 

Plymouth. 

1989-1963 

Cadillac. 

1986-1982 

MG. 

1980-1955 


1976-1960 

Pontiac. 

1993-1958 

Chevrolet. 

1989-1982 

Morgan. 

1981-1968 


1969 

Rambler. 

1965-1961 

Chrysler. 

1990-1989 

Morris. 

1971-1954 


1966-1939 

Saab. 

1976-1971 

Ford. 

1982-1971 

Oldsmobile. 

1993-1949 


1QR1.1Q67 

Triumnh. 

1981-1967 

GMC. 

1989-1982 

Opel. 

1979-1956 



Isuzu. 

1989 


1058-1085 

13008 

13076 

Jeep. 

1986-1984 

Plymouth. 

1983-1960 


1982-1961 

American Motors. 

1966 

Mercury. 

1977-1971 


1993-1933 


1988-1966 

Buick. 

1966-1953 

Oldsmobile. 

1986-1982 


1965-1961 


1970-1960 

Cadillac. 

1962-1942 

Opel. 

1972-1966 


1980-1960 


1970-1953 

Chrysler. 

1978-1959 

Passport. 

1992-1988 


1976-1960 


1975-1974 

Desoto. 

1961-1953 

Pontiac. 

1993-1982 


1969 


1993-1933 

Dodge . 

1978-1949 

Saab. 

1974-1967 


1966-1939 


1994-1963 

Edsel. 

1960-1958 




1081.1087 


1989-1959 

Ford. 

1967-1949 

13352 



1994-1933 

Hudson . 

1957-1955 

Alfa Romeo. 

1982-1961 

13358 


1989-1978 

Jeep. 

1970-1965 

American Motors. 

1988-1966 

Alfa Romeo. 

1982-1961 


1994-1960 

Lincoln. 

1968-1958 

Austin. 

1970-1960 

American Motors. 

1988-1966 


1974-1960 

Mercury. 

1966-1954 

Austin-Healey. 

1970-1953 

Austin. 

1970-1960 


1004.1040 


1957-1940 

Bricklin. 

1975-1974 


1970-1953 


1970-1960 

Plymouth. 

1978-1941 

Buick. 

1993-1933 

Bricklin. 

1975-1974 


1951-1947 

Rambler. 

1965-1958 

Cadillac. 

1994-1963 

Buick. 

1993-1933 


1993-1989 

Studebaker. 

1962-1939 

Checker. 

1982-1959 

Cadillac. 

1994-1963 





Chevrolet. 

1994-1933 


1982-1959 


1967-1960 

13078 

Chrysler. 

1983-1978 

Chevrolet. 

1994-1933 


1961-1960 

American Motors. 

1966 

Dodge . 

1994-1960 

Chrysler. 

1983-1978 


1971-1949 

Buick. 

1966-1953 

Fiat. 

1974-1960 

Dodqe . 

1994-1960 



Cadillac. 

1962-1942 

Ford. 

1994-1949 

Fiat 

1074-1060 


1955.1947 

Chrysler. 

1978-1959 

Ford (English). 

1970-1960 


1994-1949 


1004.1 QRR 

Desoto. 

1961-1953 

Frazer. 

1951-1947 


1970-1960 


1994 

Dodge . 

1978-1949 

Goo. 

1993-1989 


1951-1947 


1088.1055 

Edsel. 

1960-1958 

GMC. 

1994-1955 


1993-1989 


1004.1040 

Ford. 

1967-1949 

Hillman. 

1967-1960 

GMC. 

1994-1955 


1 Q8H.1 055 

Hudson . 

1957-1955 

Innocenti. 

1961-1960 


1967-1960 


1981-1968 

Jeep. 

1970-1965 

Jaguar. 

1971-1949 

Innocenti. 

1961-1960 


1971-1954 

Lincoln. 

1968-1958 

Jeep. 

1993-1939 

Jaguar. 

1971-1949 


1993-1949 

Mercury. 

1966-1954 

Mazda. 

1994 


1993-1939 


1979-1956 

Nash. 

1957-1940 

Mercedes-Benz. 

1955 


1955-1947 


1958-1935 

Plymouth. 

1978-1941 

Mercury. 

1987-1949 

Mazda. 

1994 


1989-1960 

Rambler. 

1965-1958 

MG. 

1980-1955 


1963-1955 


1993-1933 

Studebaker. 

1962-1939 

Morgan. 

1981-1968 


1987-1949 





Morris. 

1971-1954 

MG 

1080-1055 


1980-1960 

13079 

Oldsmobile. 

1993-1949 


1981-1968 


1976-1960 

American Motors. 

1966 

Opel. 

1979-1956 

Morris. 

1971-1954 



Buick. 

1966-1953 

Packard. 

1958-1935 


1993-1949 
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Use as a Guide Only. Alphabetical Listing provides more detail. 


Make Year(s) 


13358 - Continued 

Opel. 1979-1956 

Packard. 1958-1935 

Plymouth. 1983-1960 

Pontiac. 1993-1933 

Rambler. 1965-1961 

Rover. 1980-1960 

Saab. 1976-1960 

Simca. 1969 

Studebaker. 1966-1939 

Triumph. 1981-1967 


13359 

Alfa Romeo. 1982-1961 

American Motors. 1988-1966 

Austin. 1970-1960 

Austin-Healey. 1970-1953 

Bricklin. 1975-1974 

Buick. 1993-1933 

Cadillac. 1994-1963 

Checker. 1982-1959 

Chevrolet. 1994-1933 

Chrysler. 1983-1978 

Dodge. 1994-1960 

Fiat. 1974-1960 

Ford. 1994-1949 

Ford (English). 1970-1960 

Frazer. 1951-1947 

Geo. 1993-1989 

GMC. 1994-1955 

Hillman. 1967-1960 

Innocenti. 1961-1960 

Jaguar. 1971-1949 

Jeep. 1993-1939 

Mazda. 1994 

Mercedes-Benz. 1955 

Mercury. 1987-1949 

MG. 1980-1955 

Morgan. 1981-1968 

Morris. 1971-1954 

Oldsmobile. 1993-1964 

Opel. 1969-1968 

Packard. 1956-1955 

Plymouth. 1983-1963 

Pontiac. 1993-1964 

Rambler. 1965-1961 

Saab. 1976-1971 

Triumph. 1981-1967 


13366 

Ford. 1982-1972 

Renault. 1987-1985 

Toyota. 1988-1970 


13368 

Ford. 1982-1972 

Renault. 1987-1985 

Toyota. 1988-1970 


13369 

Ford. 1982-1972 

Renault. 1987-1985 

Toyota. 1988-1970 


13376 

Alfa Romeo. 1977-1975 

American Motors. 1979-1977 

Audi. 1990-1971 

Citroen. 1975-1971 

Fiat. 1979-1971 

Ford. 1986-1974 

Mercury. 1979-1972 

Porsche. 1994-1977 

Volkswagen. 1994-1974 

Volvo. 1994-1967 


13378 

Alfa Romeo. 1977-1975 

American Motors. 1979-1977 

Audi. 1990-1971 

Citroen. 1975-1971 

Fiat. 1979-1971 


Make Year(s) 


13378 - Continued 

Ford. 1986-1974 

Mercury. 1979-1972 

Porsche. 1994-1977 

Volkswagen. 1994-1974 

Volvo. 1994-1967 


13379 

Alfa Romeo. 1977-1975 

American Motors. 1979-1977 

Audi. 1990-1971 

Citroen. 1975-1971 

Fiat. 1979-1971 

Ford. 1986-1974 

Mercury. 1979-1972 

Porsche. 1994-1977 

Volkswagen. 1994-1974 

Volvo. 1994-1967 


13388 

Chevrolet. 1987-1976 

Pontiac. 1987-1976 


13389 

Chevrolet. 1987-1976 

Pontiac. 1987-1976 


13398 

American Motors. 1983-1980 

Chevrolet. 1986-1979 

Dodge. 1985-1978 

Ford. 1994-1983 

GMC. 1986-1985 

Isuzu. 1987-1981 

Jaguar. 1994-1969 

Jeep. 1983-1980 

Lincoln. 1994-1991 

Mazda. 1988-1971 

Mercury. 1994-1992 

Mitsubishi. 1985-1983 

Nissan. 1986-1981 

Oldsmobile. 1980-1979 

Pontiac. 1986-1978 

Saab. 1994-1977 

Triumph. 1981-1971 


13399 

American Motors. 1983-1980 

Chevrolet. 1986-1979 

Dodge. 1985-1978 

Ford. 1994-1983 

GMC. 1986-1985 

Isuzu. 1987-1981 

Jaguar. 1994-1969 

Jeep. 1983-1980 

Lincoln. 1994-1991 

Mazda. 1988-1971 

Mercury. 1994-1992 

Mitsubishi. 1985-1983 

Nissan. 1986-1981 

Oldsmobile. 1980-1979 

Pontiac. 1986-1978 

Saab. 1994-1977 

Triumph. 1981-1971 


13429 

Dodge. 1983-1978 

Plymouth. 1983-1978 


13458 

Cadillac. 1984-1968 


13459 

Cadillac. 1984-1968 


13468 

Ford. 1982-1969 

Lincoln. 1980-1977 

Mercury. 1979-1971 


13469 

Ford. 1982-1969 


Make Year(s) 


13469 - Continued 

Lincoln. 1980-1977 

Mercury. 1979-1970 


13476 

American Motors. 1966 

Buick. 1966-1953 

Cadillac. 1962-1942 

Chrysler. 1978-1959 

Desoto. 1961-1953 

Dodge. 1978-1949 

Edsel. 1960-1958 

Ford. 1967-1949 

Hudson. 1957-1955 

Jeep. 1970-1965 

Lincoln. 1968-1958 

Mercury. 1966-1954 

Nash. 1957-1940 

Plymouth. 1978-1941 

Rambler. 1965-1958 

Studebaker. 1962-1939 


13478 

American Motors. 1966 

Buick. 1966-1953 

Cadillac. 1962-1942 

Chrysler. 1978-1959 

Desoto. 1961-1953 

Dodge. 1978-1949 

Edsel. 1960-1958 

Ford. 1967-1949 

Hudson. 1957-1955 

Jeep. 1970-1965 

Lincoln. 1968-1958 

Mercury. 1966-1954 

Nash. 1957-1940 

Plymouth. 1978-1941 

Rambler. 1965-1958 

Studebaker. 1962-1939 


13479 

American Motors. 1966 

Buick. 1966-1953 

Cadillac. 1962-1942 

Chrysler. 1978-1959 

Desoto. 1961-1953 

Dodge. 1978-1949 

Edsel. 1960-1958 

Ford. 1967-1949 

Hudson. 1957-1955 

Jeep. 1970-1965 

Lincoln. 1968-1958 

Mercury. 1966-1954 

Nash. 1957-1940 

Plymouth. 1978-1941 

Rambler. 1965-1958 

Studebaker. 1962-1939 


13496 

Mercedes-Benz. 1985-1970 


13518 

Eagle. 1989-1988 

Renault. 1987-1968 


13519 

Eagle. 1989-1988 

Renault. 1987-1968 


13548 

Toyota. 1992-1969 


13549 

Toyota. 1992-1969 


13558 

BMW. 1985-1971 


13578 

BMW. 1979-1966 

Glas. 1968 


Make Year(s) 


13588 

Audi. 1994-1978 

BMW. 1994-1980 

Jaguar. 1992-1991 

Jeep. 1987-1985 

Lincoln. 1985-1984 

Mercedes-Benz. 1994-1959 

Volkswagen. 1988-1983 

Volvo. 1986-1981 


13648 

Dodge. 1992-1990 

Eagle. 1992-1988 

Jaguar. 1994-1988 

Mercedes-Benz. 1972-1959 

Mercury. 1970 

Peugeot. 1984-1977 

Porsche. 1994-1978 

Renault. 1986-1984 

Volkswagen. 1994-1986 

Volvo. 1990-1976 


13649 

Dodge. 1992-1990 

Eagle. 1992-1988 

Jaguar. 1994-1988 

Mercedes-Benz. 1993-1959 

Peugeot. 1984-1977 

Porsche. 1994-1978 

Renault. 1986-1984 

Volkswagen. 1994-1986 

Volvo. 1990-1976 


13696 

International. 1980-1967 


13697 

International. 1980-1967 


13698 

International. 1980-1967 


13716 

Chevrolet. 1982-1972 


13718 

Chevrolet. 1982-1972 


13749 

Cadillac. 1987-1982 


13758 

Chevrolet. 1988-1985 

Geo. 1994-1989 

Nissan. 1994-1989 

Toyota. 1994-1967 


13778 

Chevrolet. 1986-1981 

Pontiac. 1986-1981 


13779 

Chevrolet. 1986-1981 

Pontiac. 1986-1981 


13788 

Chrysler. 1994-1982 

Dodge. 1994-1981 

Plymouth. 1994-1981 


13789 

Chrysler. 1994-1982 

Dodge. 1994-1981 

Plymouth. 1994-1981 


13818 

Buick. 1988-1982 

Chevrolet. 1992-1982 

Oldsmobile. 1988-1982 

Pontiac. 1994-1982 


13819 

Buick. 1988-1982 


643 




















































































































































































































































































































































Thermostat Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make Year(s) 


13819 - Continued 

Chevrolet. 

1992-1982 

Oldsmobile. 

1988-1982 

Pontiac. 

1994-1982 


13820 

Ford. 

1994-1979 

Mazda. 

1994 

Mercury. 

1994-1978 

Merkur. 

1989-1985 


13828 

Ford. 

1994-1979 

Mazda. 

1994 

Mercury. 

1994-1978 

Merkur. 

1989-1985 


13829 

Ford. 

1994-1979 

Mazda. 

1994 

Mercury. 

1994-1978 

Merkur. 

1989-1985 


13848 

Buick. 

1994-1985 

Chevrolet. 

1994-1980 

Daihatsu. 

1992-1988 

Geo. 

1994-1989 

GMC. 

1994-1990 


1994-1990 

Oldsmobile. 

1994-1985 

Pontiac. 

1994-1985 


1989-1987 


1994-1989 


13849 

Buick. 

1994-1985 

Chevrolet. 

1994-1980 

Daihatsu. 

1992-1988 

Geo. 

1994-1989 

GMC. 

1994-1990 


1994-1990 

Oldsmobile. 

1994-1985 

Pontiac. 

1994-1985 

Subaru. 

1989-1987 


1994-1989 


13858 

Asuna . 

1993 

Geo. 

1993-1992 

Honda . 

1994 


1994-1981 

Mazda. 

1985-1984 

Nissan. 

1990-1967 

Subaru. 

1994-1971 


13859 

Asuna . 

1993 

Geo. 

1993-1992 

Honda . 

1994 


1994-1981 

Mazda. 

1985-1984 

Nissan. 

1990-1967 

Subaru. 

1994-1971 


13868 

Chrysler. 

1994-1982 

Dodge . 

1994-1974 

Eagle. 

1994-1988 

Ford. 

1994-1988 

Honda . 

1991-1973 

Hyundai. 

1994-1986 

Mazda. 

1994-1971 

Mercury. 

1994-1987 

Mitsubishi. 

1994-1983 

Peugeot. 

1970 

Plymouth. 

1994-1976 

Toyota. 

1994-1967 

13869 


Chrysler. 1994-1982 

Dodge. 1994-1974 


Make Year(s) 


13869 - Continued 


Eagle. 

1994-1988 

Ford. 

1994-1988 

Honda . 

1991-1973 

Hyundai. 

1994-1986 

Mazda. 

1994-1971 

Mercury. 

1994-1987 

Mitsubishi. 

1994-1983 

Peugeot. 

1970 

Plymouth. 

1994-1976 

Toyota. 

1994-1967 

13878 

Acura. 

1994-1986 

Honda . 

1994-1984 

Sterling. 

1991-1987 

Toyota. 

1986-1981 

13879 

Acura. 

1994-1986 

Audi. 

1987-1985 

Honda . 

1994-1984 

Sterling. 

1991-1987 

Toyota. 

1986-1981 


13889 

Buick. 

1989-1987 

Chevrolet. 

1991-1987 

Oldsmobile. 

1988-1987 

Pontiac. 

1991-1987 


13899 

Buick. 

1994-1987 

Cadillac. 

1988-1987 

Chevrolet. 

1994-1987 

Oldsmobile. 

1994-1987 

Pontiac. 

1994-1987 


13918 

Volvo. 

1994-1967 

13919 

Volvo. 

1994-1967 

13926 

Chevrolet. 

1966-1959 

Chrysler. 

1954-1940 

Desoto. 

1956-1940 

Dodge . 

1959-1940 

GMC. 

1966-1963 

Hudson . 

1954-1953 

Lincoln. 

1957-1952 

Plymouth. 

1950-1941 

13928 

Chevrolet. 

1966-1959 

Chrysler. 

1954-1940 

Desoto. 

1956-1940 

Dodge . 

1959-1940 

GMC. 

1966-1963 

Hudson . 

1954-1953 

Lincoln. 

1957-1952 

Plymouth. 

1950-1941 

13947 

Infiniti. 

1994-1990 

Mercury. 

1994-1993 

Nissan. 

1994-1984 


13948 

Infiniti. 

1994-1990 

Mercury. 

1994-1993 

Nissan. 

1994-1984 


13958 

Asuna . 

1993-1992 

Chevrolet. 

1992-1989 

Ford. 

1994-1986 

Geo. 

1994-1989 

GMC. 

1992-1990 

Mazda. 

1994-1991 


Pontiac. 1994 


Make 

Year(s) 

13958 - Continued 


1994-1986 


13959 

Asuna . 

1993-1992 

Chevrolet. 

1992-1989 

Ford. 

1994-1986 

Geo. 

1994-1989 

GMC. 

1992-1990 

Mazda. 

1994-1991 

Pontiac. 

1994 


1994-1986 


13967 

Infiniti. 

1994-1991 


1992 

Nissan. 

1994-1983 


13968 

Infiniti. 

1994-1991 


1992 

Nissan. 

1994-1983 


13978 

Daihatsu. 

1992-1989 

Ford. 

1994-1989 

Mazda. 

1994-1989 


1989-1988 

Toyota. 

1994-1988 


13979 

Daihatsu. 

1992-1989 

Ford. 

1994-1989 

Mazda. 

1994-1989 

Merkur. 

1989-1988 

Toyota. 

1994-1988 

14028 

Buick. 

1994 

Chevrolet. 

1994 

Oldsmobile. 

1994-1993 

Pontiac. 

1994 


14039 

AM General. 

1993-1992 

Chevrolet. 

1994-1988 

GMC. 

1994-1988 


14047 

Acura. 

1990-1986 

Ford. 

1994-1993 

Mazda. 

1994-1992 


14048 

Acura. 

1990-1986 

Ford. 

1994-1993 

Mazda. 

1994-1992 


14058 

Dodge . 

1993-1989 


14068 

Chevrolet. 

1994-1990 


14077 

Dodge . 

1994-1992 

Eagle. 

1994-1992 


1994-1990 

Mitsubishi. 

1994-1992 

Plymouth. 

1994-1993 

Toyota. 

1994-1989 

14078 

Dodge . 

1994-1992 

Eagle. 

1994-1992 


1994-1990 

Mitsubishi. 

1994-1992 

Plymouth. 

1994-1993 

Toyota. 

1994-1988 

14089 


Lincoln. 1994-1993 


Make 


Year(s) 


14099 

Audi. 

Dodge . 

. 1994-1992 

. 1992-1990 

Pan e. 

. 1992-1988 


14108 


. 1994-1992 

Toyota. 

. 1994-1991 

14127 

Acura. 

. 1994-1991 

Dodge . 

. 1994-1991 

Honda . 

. 1994-1993 

Mitsubishi. 

. 1994-1991 

Tovota. 

1994-1993 


14128 

Acura. 

1994-1991 

Dodge . 

. 1994-1991 

Honda . 

. 1994-1993 

Mitsubishi. 

. 1994-1991 

Toyota. 

. 1994-1993 

14147 


Subaru. 1994-1990 


14157 

Subaru. 1994-1990 


14168 

Mazda. 1994-1988 


14177 

Honda. 1994 

Isuzu. 1994-1992 


14178 

Honda. 1994 

Isuzu. 1994-1992 


14188 

BMW. 

. 1994-1988 

14209 

Chrysler. 

. 1994-1993 

Dodge . 

. 1994-1993 

Eagle. 

. 1994-1993 

Plvmnuth. 

1994-1993 


14218 

Buick. 

. 1994 

Cadillac. 

. 1994 

Chevrolet. 

. 1994-1992 

Pontiac. 

. 1994-1993 


14228 

Cadillac. 1994-1993 


14248 

Dodge. 1994 

14252 

Ford. 1994 

14279 

Saab. 1994 

Saturn. 1994-1991 

14399 

Ford. 1994-1983 

14407 

International. 1969-1961 

14408 

International. 1969-1961 

14419 

Land Rover. 1994 


14429 


AM General. 1994 

Chevrolet. 1994-1982 
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Use as a Guide Only. Alphabetical Listing provides more detail. 


Make Year(s) 


14429 - Continued 
GMC. 1994-1982 


14536 

Dodge. 1994-1992 


14537 

Dodge. 1994-1992 


14538 

Dodge. 1994-1992 


14539 

Dodge. 1994-1992 


14578 

Mercedes-Benz. 1994-1986 


14589 

Mercedes-Benz. 1994 


14598 

Mercedes-Benz. 1994-1992 


14687 

Infiniti. 1994-1990 


25020 

Dodge. 1994-1992 


25101 

Kaiser. 1955-1947 

Mercedes-Benz. 1963-1956 

Rover. 1980-1960 


25102 

Ford. 1964-1963 


25113 

Nissan. 1993-1967 


25132 

Buick. 1987-1962 

Cadillac. 1982-1980 

Chevrolet. 1984-1978 

GMC. 1984-1978 

Jeep. 1971-1966 

Oldsmobile. 1987-1964 

Pontiac. 1987-1975 

Rambler. 1964-1961 


25135 

Ford. 1965-1962 

Mercury. 1967 


25138 

Alfa Romeo. 1982-1961 

American Motors. 1983-1980 

Buick. 1993-1933 

Cadillac. 1993-1963 

Checker. 1982-1964 

Chevrolet. 1993-1933 

Chrysler. 1989-1978 

Dodge. 1994-1960 

Ford. 1994-1949 

Ford (English). 1970-1960 

GMC. 1993-1955 

Hillman. 1967-1960 

Honda. 1991-1973 

Jeep. 1994-1980 

Lincoln. 1994-1982 

Mazda. 1994 

Mercury. 1994-1949 

Oldsmobile. 1992-1949 

Opel. 1972-1956 

Packard. 1958-1955 

Plymouth. 1989-1963 

Pontiac. 1992-1935 

Saab. 1976-1960 

Studebaker. 1966-1963 

Suzuki. 1994-1993 

Toyota. 1988-1967 

Triumph. 1981-1967 


Make Year(s) 


25140 

AM General. 1993-1992 

American Motors. 1966 

Buick. 1953 

Chevrolet. 1994-1982 

Chrysler. 1978-1959 

Desoto. 1961-1940 

Dodge. 1978-1949 

Edsel. 1960-1958 

Ford. 1967-1958 

GMC. 1994-1982 

Hudson. 1957-1956 

Jeep. 1970-1965 

Lincoln. 1967-1958 

Mercury. 1966-1958 

Plymouth. 1978-1941 

Pontiac. 1967-1933 

Rambler. 1965-1958 


25148 

American Motors. 1979-1966 

Bricklin. 1974 

Buick. 1990-1977 

Cadillac. 1990-1976 

Chevrolet. 1990-1978 

GMC. 1984-1978 

Jeep. 1990-1971 

Oldsmobile. 1990-1964 

Pontiac. 1989-1975 


25149 

Ford. 1983-1965 

Lincoln. 1980-1977 

Mercury. 1985-1965 


25150 

Bricklin. 1975 

Ford. 1994-1966 

Lincoln. 1992-1978 

Mercury. 1993-1962 


25153 

Chevrolet. 1992-1963 

Ford. 1976-1964 

GMC. 1992-1960 

Mercury. 1978-1967 

Oldsmobile. 1992-1991 


25160 

American Motors. 1988-1968 

Eagle. 1988 

Jeep. 1994-1965 


25161 

Ford. 1974-1971 

Mercury. 1974-1971 


25163 

Chevrolet. 1977-1971 

Oldsmobile. 1977-1976 

Pontiac. 1977-1975 


25164 

Ford. 1987-1974 

Mercury. 1977-1975 


25165 

Ford. 1979-1974 

Mercury. 1979-1972 


25167 

Buick. 1993-1986 

Chevrolet. 1992-1976 

Chrysler. 1994-1982 

Daihatsu. 1992-1988 

Dodge. 1994-1978 

Geo. 1994-1989 

GMC. 1992-1991 

Mitsubishi. 1994-1992 

Oldsmobile. 1988-1986 

Plymouth. 1994-1978 

Pontiac. 1994-1976 


Make 

Year(s) 

25167 - Continued 

Subaru. 

1989-1987 


1994-1989 

Toyota. 

1988-1980 

25168 

Asuna . 

1993-1992 

Buick. 

1990-1982 

Cadillac. 

1987-1982 

Chevrolet. 

1992-1972 

Chrysler. 

1994-1982 

Dodge . 

1994-1974 

Eagle. 

1994-1989 

Ford. 

1994-1968 

Geo. 

1994-1989 

GMC. 

1992-1982 

Honda . 

1994 

Hyundai. 

1994-1986 


1994-1981 

Jeep. 

1986-1984 

Kia. 

1994 

Lincoln. 

1979-1968 

Mazda. 

1994-1971 

Mercury. 

1994-1969 

Mitsubishi. 

1994-1983 

Nissan. 

1990-1970 

Oldsmobile. 

1990-1982 

Opel. 

1979-1976 

Passport. 

1992-1988 

Peugeot. 

1970 

Plymouth. 

1994-1976 

Pontiac. 

1994-1982 

Saab. 

1974-1967 

Subaru. 

1994-1971 


1994-1986 


25173 

Asuna . 

1993 

Austin. 

1970-1960 

Austin-Healey. 

1970-1953 

Ford. 

1987-1984 

Geo. 

1993-1992 

Innocenti. 

1961-1960 


1992 

Mercury. 

1987-1984 

MG. 

1980-1970 

Morris. 

1962-1960 

Nissan. 

1994-1979 


25174 

Ford. 

1994-1979 

Mazda. 

1994 

Mercury. 

1994-1978 

Merkur. 

1989-1985 



25175 

Chevrolet. 

1984-1979 

GMC. 

1984-1979 


25183 

Ford. 

1994-1986 

Mercury. 

1994-1986 

25184 

Buick. 

1993-1988 

Cadillac. 

1991 

Chevrolet. 

1993-1990 

Oldsmobile. 

1993-1988 

Pontiac. 

1994-1976 


25185 

Ford. 

1978-1972 

25186 

Chrysler. 

1994-1993 

Dodge . 

1994-1993 

Eagle. 

1994-1993 

Plymouth. 

1994-1993 

25187 


Dodge. 1992-1991 

Mitsubishi. 1994-1990 


Make Year(s) 


25188 

Cadillac. 1984-1980 


25189 

Toyota. 1992-1969 


25193 

Buick. 1993-1985 

Oldsmobile. 1988-1985 

Pontiac. 1993-1985 


25194 

Buick. 1988-1985 

Oldsmobile. 1988-1985 

Pontiac. 1987-1985 


25195 

Buick. 1994-1990 

Oldsmobile. 1994-1991 

Pontiac. 1994-1992 


25259 

Toyota. 1992-1971 


25262 

Ford. 1974-1971 

Mercury. 1974-1971 

Opel. 1972-1966 


25266 

Ford. 1979-1974 

Mercury. 1979-1972 


25269 

Alfa Romeo. 1977-1975 

American Motors. 1979-1977 

Audi. 1990-1971 

Chrysler. 1990-1989 

Fiat. 1972-1971 

Porsche. 1994-1977 

Volkswagen. 1994-1974 

Volvo. 1975-1967 


25270 

Saab. 1994-1977 

Volvo. 1994-1973 


25271 

Audi. 1994-1978 

BMW. 1994-1971 

Dodge. 1992-1990 

Eagle. 1992-1988 

Jaguar. 1994-1980 

Jeep. 1987-1985 

Lincoln. 1985-1984 

Mercedes-Benz. 1993-1959 

Peugeot. 1984-1977 

Porsche. 1994-1978 

Renault. 1986-1984 

Volkswagen. 1994-1983 

Volvo. 1986-1981 


25272 

Asuna. 1993 

Buick. 1994-1993 

Cadillac. 1986-1985 

Chevrolet. 1994-1985 

Geo. 1992 

GMC. 1994-1990 

Isuzu. 1994-1990 

Oldsmobile. 1994-1993 

Passport. 1992-1988 

Pontiac. 1994-1988 

Suzuki. 1994-1989 


25273 

Buick. 1994-1986 

Chevrolet. 1994-1980 

GMC. 1994-1992 

Oldsmobile. 1994-1986 

Pontiac. 1994-1987 

Subaru. 1989-1987 
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Make Year(s) 


25276 

Acura. 

1994-1986 

Honda . 

1994-1983 

Sterlino. 

1991-19R7 


25277 

Buick. 

1991-1988 

Oldsmobile. 

1990-1986 

Pontiac. 

1991-1988 


25278 

Cadillac. 

1994-1985 

Volvo. 

. 1994-1967 

25279 

Ford. 

. 1994-1986 

Mazda. 

1994-1991 

Merkur. 

1989-1988 


1991-1990 


25280 

Chevrolet. 

1988-1985 

Geo. 

. 1994-1989 

Toyota. 

. 1994-1967 

25281 

Asuna . 

1993 

Daihatsu. 

1992-1989 

Ford. 

. 1994-1989 

Geo. 

. 1993 

Mazda. 

1994-1989 

Pontiac. 

1994 

Renault. 

1987-1985 


1994-1992 

Tovota. 

1994-1976 


25282 

Buick. 

1992-1982 

Chevrolet. 

1994-1974 

GMC. 

1994-1974 

Oldsmobile. 

1992-1975 

Pontiac. 

1991-1982 


25283 

Acura. 

1994-1991 

Dodge . 

1992-1990 

Eagle. 

. 1992-1988 

Honda . 

1994-1993 

Mazda. 

1994-1988 

Mitsubishi. 

1994-1991 

Toyota. 

. 1994-1993 

Volvo. 

. 1990-1976 

25284 

Subaru. 

1994-1990 


25285 

Ford. 

. 1994-1993 

Mazda. 

1994-1992 


25286 

Dodge . 

1994-1992 

Eagle. 

1994-1992 


1994-1990 

Mitsubishi. 

1994-1992 

Plymouth. 

. 1994-1993 

Subaru. 

1994-1990 

Toyota. 

. 1994-1988 

25287 

Dodoe . 

1993-1989 


25289 

Ford. 

. 1994 

25290 

Ford. 

. 1994-1992 

Lincoln. 

1994-1991 

Mercury. 

. 1994-1992 

25291 


Dodge. 1994 


Make Year(s) 


25292 

Dodge. 1994 


27101 

Kaiser. 1955-1947 

Mercedes-Benz. 1963-1956 

Rover. 1980-1960 


27102 

Ford. 1964-1963 


27103 

AM General. 1994 

Buick. 1966-1954 

Cadillac. 1962-1949 

Checker. 1963-1959 

Chevrolet. 1994-1982 

Citroen. 1975-1971 

Dodge. 1994-1940 

Fiat. 1979-1967 

Ford. 1994-1949 

GMC. 1994-1984 

Honda. 1994 

Hudson. 1956-1953 

International. 1970-1967 

Isuzu. 1994-1992 

Jaguar. 1994-1967 

Mazda. 1987-1982 

Morgan. 1981-1951 

Morris. 1971-1950 

Nissan. 1988-1977 

Plymouth. 1950-1941 

Simca. 1969 

Studebaker. 1962-1939 

Toyota. 1986-1985 


27113 

Nissan. 1993-1967 


27132 

Buick. 1987-1962 

Cadillac. 1982-1980 

Chevrolet. 1984-1978 

GMC. 1984-1978 

Jeep. 1971-1966 

Oldsmobile. 1987-1964 

Pontiac. 1987-1975 

Rambler. 1964-1961 


27135 

Ford. 1965-1962 

Mercury. 1967 


27138 

Alfa Romeo. 1982-1961 

American Motors. 1983-1980 

Buick. 1993-1933 

Cadillac. 1993-1963 

Checker. 1982-1964 

Chevrolet. 1993-1933 

Chrysler. 1989-1978 

Dodge. 1994-1960 

Ford. 1994-1949 

Ford (English). 1970-1960 

GMC. 1993-1955 

Hillman. 1967-1960 

Honda. 1991-1973 

Jeep. 1994-1980 

Lincoln. 1994-1982 

Mazda. 1994 

Mercury. 1994-1949 

Oldsmobile. 1992-1949 

Opel. 1972-1956 

Packard. 1958-1955 

Plymouth. 1989-1963 

Pontiac. 1992-1935 

Saab. 1976-1960 

Studebaker. 1966-1963 

Suzuki. 1994-1993 

Toyota. 1988-1967 

Triumph. 1981-1967 


Make Year(s) 


27140 

AM General. 1993-1992 

American Motors. 1966 

Buick. 1953 

Chevrolet. 1994-1982 

Chrysler. 1978-1959 

Desoto. 1961-1940 

Dodge. 1978-1949 

Edsel. 1960-1958 

Ford. 1967-1958 

GMC. 1994-1982 

Hudson. 1957-1956 

Jeep. 1970-1965 

Lincoln. 1967-1958 

Mercury. 1966-1958 

Plymouth. 1978-1941 

Pontiac. 1967-1933 

Rambler. 1965-1958 


27148 

American Motors. 1979-1966 

Bricklin. 1974 

Buick. 1990-1977 

Cadillac. 1990-1976 

Chevrolet. 1990-1978 

GMC. 1984-1978 

Jeep. 1990-1971 

Oldsmobile. 1990-1964 

Pontiac. 1989-1975 


27149 

Ford. 1983-1965 

Lincoln. 1980-1977 

Mercury. 1985-1965 


27150 

Bricklin. 1975 

Ford. 1994-1966 

Lincoln. 1992-1978 

Mercury. 1993-1962 


27153 

Chevrolet. 1992-1963 

Ford. 1976-1964 

GMC. 1992-1960 

Mercury. 1978-1967 

Oldsmobile. 1992-1991 


27160 

American Motors. 1988-1968 

Eagle. 1988 

Jeep. 1994-1965 


27161 

Ford. 1974-1971 

Mercury. 1974-1971 


27163 

Chevrolet. 1977-1971 

Oldsmobile. 1977-1976 

Pontiac. 1977-1975 


27164 

Ford. 1987-1974 

Mercury. 1977-1975 


27165 

Ford. 1979-1974 

Mercury. 1979-1972 


27167 

Buick. 1993-1986 

Chevrolet. 1992-1976 

Chrysler. 1994-1982 

Daihatsu. 1992-1988 

Dodge. 1994-1978 

Geo. 1994-1989 

GMC. 1992-1991 

Mitsubishi. 1994-1992 

Oldsmobile. 1988-1986 

Plymouth. 1994-1978 

Pontiac. 1994-1976 


Make Year(s) 


27167 - Continued 


Subaru. 

1989-1987 


1994-1989 

Toyota. 

1988-1980 

27168 

Asuna . 

1993-1992 

Buick. 

1990-1982 

Cadillac. 

1987-1982 

Chevrolet. 

1992-1972 

Chrysler. 

1994-1982 

Dodge . 

1994-1974 

Eagle. 

1994-1989 

Ford. 

1994-1968 

Geo. 

1994-1989 

GMC. 

1992-1982 

Honda . 

1994 

Hyundai. 

1994-1986 


1994-1981 

Jeep. 

1986-1984 

Kia. 

1994 

Lincoln. 

1979-1968 

Mazda. 

1994-1971 

Mercury. 

1994-1969 

Mitsubishi. 

1994-1983 

Nissan. 

1990-1970 

Oldsmobile. 

1990-1982 

Opel. 

1979-1976 

Passport. 

1992-1988 

Peugeot. 

1970 

Plymouth. 

1994-1976 

Pontiac. 

1994-1982 

Saab. 

1974-1967 

Subaru. 

1994-1971 


1994-1986 


27173 

Asuna . 

1993 

Austin. 

1970-1960 

Austin-Healey. 

1970-1953 

Ford. 

1987-1984 

Geo. 

1993-1992 

Innocenti. 

1961-1960 


1992 

Mercury. 

1987-1984 

MG. 

1980-1970 

Morris. 

1962-1960 

Nissan. 

1994-1979 


27174 

Ford. 

1994-1979 

Mazda. 

1994 

Mercury. 

1994-1978 

Merkur. 

1989-1985 



27175 

Chevrolet. 

1984-1979 

GMC. 

1984-1979 


27183 

Ford. 

1994-1986 

Mercury. 

1994-1986 

27184 

Buick. 

1993-1988 

Cadillac. 

1991 

Chevrolet. 

1993-1990 

Oldsmobile. 

1993-1988 

Pontiac. 

1994-1976 


27186 

Chrysler. 

1994-1993 

Dodge . 

1994-1993 

Eagle. 

1994-1993 

Plymouth. 

1994-1993 

27188 

Cadillac. 

1984-1980 


27259 


Toyota. 1992-1971 
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Thermostat Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make Year(s) 


27262 

Ford. 1974-1971 

Mercury. 1974-1971 

Opel. 1972-1966 


27266 

Ford. 1979-1974 

Mercury. 1979-1972 


27269 

Alfa Romeo. 1977-1975 

American Motors. 1979-1977 

Audi. 1990-1971 

Chrysler. 1990-1989 

Fiat. 1972-1971 

Porsche. 1994-1977 

Volkswagen. 1994-1974 

Volvo. 1975-1967 


27270 

Saab. 1994-1977 

Volvo. 1994-1973 


27271 

Audi. 1994-1978 

BMW. 1994-1971 

Dodge. 1992-1990 

Eagle. 1992-1988 

Jaguar. 1994-1980 

Jeep. 1987-1985 

Lincoln. 1985-1984 

Mercedes-Benz. 1993-1959 

Peugeot. 1984-1977 

Porsche. 1994-1978 

Renault. 1986-1984 

Volkswagen. 1994-1983 

Volvo. 1986-1981 


27272 

Asuna. 1993 

Buick. 1994-1993 

Cadillac. 1986-1985 

Chevrolet. 1994-1985 

Geo. 1992 

GMC. 1994-1990 

Isuzu. 1994-1990 

Oldsmobile. 1994-1993 

Passport. 1992-1988 

Pontiac. 1994-1988 

Suzuki. 1994-1989 


27273 

Buick. 1994-1986 

Chevrolet. 1994-1980 

GMC. 1994-1992 

Oldsmobile. 1994-1986 

Pontiac. 1994-1987 

Subaru. 1989-1987 


27276 

Acura. 1994-1986 

Honda. 1994-1983 

Sterling. 1991-1987 


27277 

Buick. 1991-1988 

Oldsmobile. 1990-1986 

Pontiac. 1991-1988 


27278 

Cadillac. 1994-1985 

Volvo. 1994-1967 


27279 

Ford. 1994-1986 

Mazda. 1994-1991 

Merkur. 1989-1988 

Suzuki. 1991-1990 


27280 

Chevrolet. 1988-1985 

Geo. 1994-1989 


Make 

Year(s) 

27280 - Continued 

Toyota. 

1994-1967 

27281 

Asuna . 

1993 


Daihatsu. 1992-1989 


Ford. 1994-1989 

Geo. 1993 


Mazda. 1994-1989 


Pontiac. 

1994 

Renault. 

1987-1985 


1994-1992 

Toyota. 

. 1994-1976 

27282 

Buick. 

1992-1982 

Chevrolet. 

1994-1974 

GMC. 

1994-1974 

Oldsmobile. 

1992-1975 

Pontiac. 

1991-19R? 


27283 

Acura. 

1994-1991 

Dodge . 

1992-1990 

Eagle. 

. 1992-1988 

Honda . 

1994-1993 

Mazda. 

1994-1988 

Mitsubishi. 

1994-1991 

Toyota. 

1994-1993 

Volvo. 

. 1990-1976 

27285 

Ford. 

. 1994-1993 

Mazda. 

1994-1992 


27286 

Dodge . 

1994-1992 

Eagle. 

. 1994-1992 


1994-1990 

Mitsubishi. 

1994-1992 

Plymouth. 

. 1994-1993 

Subaru. 

1994-1990 

Toyota. 

. 1994-1988 

27289 

Ford. 

. 1994 

27290 

Ford. 

. 1994-1992 

Lincoln. 

1994-1991 

Mercury. 

. 1994-1992 

45028 

Buick. 

1994 

Chevrolet. 

1994 

Oldsmobile. 

1994-1993 

Pontiac. 

1994 


45209 

Chrysler. 

1994-1993 

Dodge . 

1994-1993 

Eagle. 

. 1994-1993 

Plymouth. 

. 1994-1993 

45218 

Buick. 

1994 

Cadillac. 

1994 

Chevrolet. 

1994-1992 

Pontiac. 

1994-1993 


45348 

Asuna . 

1993 

Buick. 

1987-1982 

Cadillac. 

1986-1982 

Chevrolet. 

1989-1982 

Chrysler. 

1990-1989 

Ford. 

. 1982-1971 

GMC. 

1989-1982 


1989 

Jeep. 

. 1986-1984 

Mercury. 

. 1977-1971 

Oldsmobile. 

. 1986-1982 


Make Year(s) 


45348 - Continued 

Opel. 1972-1966 

Passport. 1992-1988 

Pontiac. 1993-1982 

Saab. 1974-1967 


45349 

Asuna. 1993 

Buick. 1987-1982 

Cadillac. 1986-1982 

Chevrolet. 1989-1982 

Chrysler. 1990-1989 

Ford. 1982-1971 

GMC. 1989-1982 

Isuzu. 1989 

Jeep. 1986-1984 

Mercury. 1977-1971 

Oldsmobile. 1986-1982 

Opel. 1972-1966 

Passport. 1992-1988 

Pontiac. 1993-1982 

Saab. 1974-1967 


45356 

Alfa Romeo. 1982-1961 

American Motors. 1988-1966 

Austin. 1970-1960 

Austin-Healey. 1970-1953 

Bricklin. 1975-1974 

Buick. 1993-1933 

Cadillac. 1994-1963 

Checker. 1982-1959 

Chevrolet. 1994-1933 

Chrysler. 1989-1978 

Dodge. 1994-1960 

Fiat. 1974-1960 

Ford. 1994-1949 

Ford (English). 1970-1960 

Frazer. 1951-1947 

Geo. 1993-1989 

GMC. 1994-1955 

Hillman. 1967-1960 

Innocenti. 1961-1960 

Jaguar. 1971-1949 

Jeep. 1994-1939 

Kaiser. 1955-1947 

Lincoln. 1994-1968 

Mazda. 1994 

Mercedes-Benz. 1963-1955 

Mercury. 1994-1949 

MG. 1980-1955 

Morgan. 1981-1968 

Morris. 1971-1954 

Oldsmobile. 1993-1949 

Opel. 1979-1956 

Packard. 1958-1935 

Plymouth. 1989-1960 

Pontiac. 1993-1933 

Rambler. 1965-1961 

Rover. 1980-1960 

Saab. 1976-1960 

Simca. 1969 

Studebaker. 1966-1939 

Triumph. 1981-1967 


45358 

Alfa Romeo. 1982-1961 

American Motors. 1988-1966 

Austin. 1970-1960 

Austin-Healey. 1970-1953 

Bricklin. 1975-1974 

Buick. 1993-1933 

Cadillac. 1994-1963 

Checker. 1982-1959 

Chevrolet. 1994-1933 

Chrysler. 1989-1978 

Dodge. 1994-1960 

Fiat. 1974-1960 

Ford. 1994-1949 

Ford (English). 1970-1960 

Frazer. 1951-1947 


Make Year(s) 


45358 - Continued 

Geo. 1993-1989 

GMC. 1994-1955 

Hillman. 1967-1960 

Innocenti. 1961-1960 

Jaguar. 1971-1949 

Jeep. 1994-1939 

Kaiser. 1955-1947 

Lincoln. 1994-1968 

Mazda. 1994 

Mercedes-Benz. 1963-1955 

Mercury. 1994-1949 

MG. 1980-1955 

Morgan. 1981-1968 

Morris. 1971-1954 

Oldsmobile. 1993-1949 

Opel. 1979-1956 

Packard. 1958-1935 

Plymouth. 1989-1960 

Pontiac. 1993-1933 

Rambler. 1965-1961 

Rover. 1980-1960 

Saab. 1976-1960 

Simca. 1969 

Studebaker. 1966-1939 

Triumph. 1981-1967 


45359 

Alfa Romeo. 1982-1961 

American Motors. 1988-1966 

Austin. 1970-1960 

Austin-Healey. 1970-1953 

Bricklin. 1975-1974 

Buick. 1993-1933 

Cadillac. 1994-1963 

Checker. 1982-1959 

Chevrolet. 1994-1933 

Chrysler. 1989-1978 

Dodge. 1994-1960 

Fiat. 1974-1960 

Ford. 1994-1949 

Ford (English). 1970-1960 

Frazer. 1951-1947 

Geo. 1993-1989 

GMC. 1994-1955 

Hillman. 1967-1960 

Innocenti. 1961-1960 

Jaguar. 1971-1949 

Jeep. 1994-1939 

Lincoln. 1994-1968 

Mazda. 1994 

Mercedes-Benz. 1955 

Mercury. 1994-1949 

MG. 1980-1955 

Morgan. 1981-1968 

Morris. 1971-1954 

Oldsmobile. 1993-1964 

Opel. 1969-1968 

Packard. 1956-1955 

Plymouth. 1989-1963 

Pontiac. 1993-1964 

Rambler. 1965-1961 

Saab. 1976-1971 

Triumph. 1981-1967 


45368 

Ford. 1994-1972 

Mazda. 1994-1991 

Renault. 1987-1985 

Toyota. 1972-1970 


45369 

Ford. 1994-1972 

Mazda. 1994-1991 

Renault. 1987-1985 

Toyota. 1972-1970 


45378 

Alfa Romeo. 1977-1975 

American Motors. 1979-1977 

Audi. 1990-1971 
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Thermostat Numerical Listing 

Use as a Guide Only. Alphabetical Listing provides more detail. 


Make 


Year(s) 


Make 


Year(s) 


Make 


Year(s) 


Make 


Year(s) 


45378 ■ Continued 


Citroen. 

Fiat. 

Ford. 

Mercury. 

Porsche. 

Volkswagen. 
Volvo. 


45379 


Alfa Romeo. 

American Motors. 

Audi. 

Citroen. 

Fiat. 

Ford. 

Mercury. 

Porsche. 

Volkswagen. 

Volvo. 


45398 


American Motors. 

Chevrolet. 

Dodge . 

Ford. 

GMC. 

Isuzu. 

Jaguar. 

Jeep. 

Lincoln. 

Mazda. 

Mercury. 

Mitsubishi. 

Nissan. 

Oldsmobile. 

Pontiac. 

Saab. 

Triumph. 


45399 


American Motors. 

Chevrolet. 

Dodge . 

Ford. 

GMC. 

Isuzu. 

Jaguar. 

Jeep. 

Lincoln. 

Mazda. 

Mercury. 

Mitsubishi. 

Nissan. 

Oldsmobile. 

Pontiac. 

Saab. 

Triumph. 


45478 


American Motors. 

Buick. 

Cadillac. 

Chrysler. 

Desoto. 

Dodge . 

Edsel. 

Ford. 

Hudson . 

Jeep. 

Lincoln. 

Mercury. 

Nash. 


1975-1971 

1979-1971 

1986-1974 

1979-1972 

1994-1977 

1994-1974 

1994-1967 


1977-1975 

1979-1977 

1990-1971 

1975-1971 

1979-1971 

1986-1974 

1979-1972 

1994-1977 

1994-1974 

1994-1967 


1983-1980 

1986-1979 

1985- 1978 
1994-1983 

1986- 1985 

1987- 1981 
1994-1969 
1983-1980 
1994-1991 

1988- 1971 
1994-1992 

1985- 1983 

1986- 1981 

1980- 1979 
1986-1978 
1994-1977 

1981- 1971 


1983-1980 

1986-1979 

1985- 1978 
1994-1983 

1986- 1985 

1987- 1981 
1994-1969 
1983-1980 
1994-1991 

1988- 1971 
1994-1992 

1985- 1983 

1986- 1981 

1980- 1979 
1986-1978 
1994-1977 

1981- 1971 


1966 

1966- 1953 
1962-1942 
1978-1959 
1961-1953 
1978-1949 
1960-1958 

1967- 1949 
1957-1955 
1970-1965 

1968- 1958 
1966-1954 
1957-1940 


45479 - Continued 


Chrysler. 

Desoto. 

Dodge . 

Edsel. 

Ford. 

Hudson . 

Jeep. 

Lincoln. 

Mercury. 

Nash. 

Plymouth. 

Rambler. 

Studebaker. 


Buick. 

Chevrolet.... 
Oldsmobile. 
Pontiac. 


45819 


Buick. 

Chevrolet.... 
Oldsmobile. 
Pontiac. 


45820 


Ford. 

Mazda.... 
Mercury. 
Merkur... 


45828 


Ford. 

Mazda.... 
Mercury. 
Merkur... 


45829 


Ford. 

Mazda.... 
Mercury. 
Merkur... 


45848 


Buick. 

Chevrolet.... 

Daihatsu. 

Geo. 

GMC. 

Isuzu. 

Oldsmobile. 

Pontiac. 

Subaru. 

Suzuki. 


45849 


1978-1959 

1961- 1953 
1978-1949 
1960-1958 

1967- 1949 
1957-1955 
1970-1965 

1968- 1958 
1966-1954 
1957-1940 
1978-1941 
1965-1958 

1962- 1939 


45758 

Chevrolet. 

. 1988-1985 

Geo. 

. 1994-1989 

Nissan. 

. 1994-1989 

Toyota. 

. 1994-1967 

45788 

Chrysler. 

. 1994-1982 

Dodge . 

. 1994-1981 

Plymouth. 

. 1994-1981 

45789 

Chrysler. 

. 1994-1982 

Dodge . 

. 1994-1981 

Plymouth. 

. 1994-1981 

45818 


1988-1982 

1992-1982 

1988-1982 

1994-1982 


1988-1982 

1992-1982 

1988-1982 

1994-1982 


1994-1979 

1994 

1994-1978 

1989-1985 


1994-1979 

1994 

1994-1978 

1989-1985 


1994-1979 

1994 

1994-1978 

1989-1985 


1994-1985 

1994-1980 

1992-1988 

1994-1989 

1994-1990 

1994-1990 

1994-1985 

1994-1985 

1989-1987 

1994-1989 


45849 - Continued 


Subaru. 
Suzuki.. 


1989-1987 

1994-1989 


45858 


Asuna... 

Geo. 

Honda.. 
Isuzu.... 
Mazda.. 
Nissan.. 
Subaru. 


1993 

1993- 1992 

1994 

1994- 1981 
1985-1984 
1990-1967 
1994-1971 


45859 


Asuna... 

Geo. 

Honda.. 
Isuzu.... 
Mazda.. 
Nissan.. 
Subaru. 


1993 

1993- 1992 

1994 

1994- 1981 
1985-1984 
1990-1967 
1994-1971 


45868 


Chrysler... 

Dodge . 

Eagle. 

Ford. 

Honda . 

Hyundai.... 

Kia. 

Mazda. 

Mercury.... 
Mitsubishi. 
Peugeot... 
Plymouth.. 
Toyota. 


1994-1982 

1994-1974 

1994-1988 

1994-1988 

1991-1973 

1994-1986 

1994 

1994-1971 

1994-1987 

1994-1983 

1970 

1994-1976 

1994-1967 


45869 


Chrysler.... 

Dodge . 

Eagle. 

Ford. 

Honda . 

Hyundai.... 

Kia. 

Mazda. 

Mercury.... 
Mitsubishi. 
Peugeot.... 
Plymouth.. 
Toyota. 


1994-1982 

1994-1974 

1994-1988 

1994-1988 

1991-1973 

1994-1986 

1994 

1994-1971 

1994-1987 

1994-1983 

1970 

1994-1976 

1994-1967 


45877 


Acura.... 
Honda... 
Sterling. 
Toyota.. 


1994-1986 

1994-1984 

1991-1987 

1986-1981 


45878 


Acura.... 
Honda... 
Sterling. 
Toyota.. 


1994-1986 

1994-1984 

1991-1987 

1986-1981 


45879 


Acura.... 
Honda... 
Sterling. 
Toyota.. 


1994-1986 

1994-1984 

1991-1987 

1986-1981 


45889 


Buick. 

Chevrolet. 


1989-1987 

1991-1987 


Plymouth. 

1978-1941 

Buick. 

1994-1985 



Rambler. 

1965-1958 


1994-1QRO 


Studebaker. 

1962-1939 

Daihatsu. 

. 1992-1988 

45899 

45479 

Geo. 

. 1994-1989 


1994-1987 

GMC. 

1994-1990 


19RR-19R7 

American Motors. 

1966 

Isuzu. 

1994-1990 


1994-1987 

Buick. 

1966-1953 


1994-1985 



Cadillac. 

1962-1942 

Pontiac. 

. 1994-1985 

Pontiac. 

. 1994-1987 


45947 


Infiniti. 

Mercury. 
Nissan... 


45948 


Infiniti. 

Mercury. 
Nissan... 


45967 


Infiniti... 
Nissan. 


45978 


Daihatsu. 

Ford. 

Merkur.... 
Toyota.... 


45979 


Daihatsu. 

Ford. 

Merkur.... 
Toyota.... 


Dodge . 

Eagle. 

Mitsubishi. 
Plymouth.. 


48177 


Nissan. 


48187 


Nissan. 


48197 


Infiniti. 


48217 


1994-1990 

1994-1993 

1994-1984 


1994-1990 

1994-1993 

1994-1984 


1994-1991 

1994-1989 


1992-1989 

1994-1989 

1989-1988 

1994-1988 


1992-1989 

1994-1989 

1989-1988 

1994-1988 


48019 


Mercedes-Benz. 

... 1994-1973 

48028 

Asuna . 

1993 

Pontiac. 

1994 


1994-1989 



48038 

BMW. 

... 1993-1985 

48049 

Audi. 

... 1994-1990 

48058 

Mercedes-Benz. 

... 1985-1976 

48069 

Volvo. 

... 1986-1982 

48078 

Volvo. 

... 1994-1976 

48089 

Volvo. 

... 1990-1976 

48118 


1993-1990 

Toyota. 

... 1994-1988 

48128 


1994-1990 

Toyota. 

1994 



48148 

Toyota. 

1994-1980 



48158 

Acura. 

1994-1991 

Honda . 

1994-1988 



48168 



1994 

1994-1993 

1994-1993 

1994-1993 


1994-1987 


1986-1984 


1994-1993 
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Make 

Year(s) 

48217 - Continued 

Dodge . 

1994-1991 

Mitsubishi. 

1994-1991 


48227 

Acura. 

1994-1991 


48278 

Toyota. 

1994-1987 


48288 

Toyota. 

1994-1988 

48298 

Toyota. 

1988-1973 

48308 


1994-1992 

Toyota. 

1994-1993 

48319 

Toyota. 

1994-1967 


48338 

Toyota. 

1973 

48349 

Saab. 

1993-1990 


48358 

Mazda. 

1994-1988 


48368 

Nissan. 

1994-1989 


48389 

Subaru. 

1989-1987 


48418 

Toyota. 

1994-1991 

48428 

Honda . 

1991-1975 


48438 

Mazda. 

1994-1989 


48447 

Infiniti. 

1994-1991 

Nissan. 

1994-1989 


48457 

Subaru. 

1994-1990 


48469 

Hvunriai. 

1994-1993 


48478 

Mazda. 

1994-1992 


48499 

Audi. 

1987-1984 

48508 

Honda . 

1984-1983 


48518 


1992-1990 


48539 

Subaru. 

1994-1980 


48597 

Subaru. 

1994-1990 


48619 


1990-1989 


48639 

Volvo. 

1994-1992 

48648 


BMW. 1994-1984 


Make Year(s) 

48658 

Mercedes-Benz. 1994-1986 

48668 

Volkswagen. 1994-1992 


649 


































































































